UNITED STATES 

JUCLEAR REGULATORY COMMISSION 
WASHINGTON, D.C. 20555 

OFFICIAL BUSINESS 
PENALTY FOR PRIVATE USE, $300 


SPECIAL FOURTH-CLASS RATE 
POSTAGE & FEES PAID 

USNRC ' 

PERMITNoG67 




NUREG-0540 
Vol. 10, No. 12 



Publicly Available 


December 1-31, 1988 


U.S. Nuclear Regulatory 
Commission 


Office of Administration 




Available from 


Superintendent of Documents 
U.S. Government Printtna Office 
Post Office Box 37082 
Washington, D.C. 200137082 

A year's subscription consists of 12 Issues foi 
this piibilcatlon, 

Single copies of this publication 
are availabio from National Technical 
information Service, Springfield, VA 22161 



NUREG-0540 
Vol. 10, No. 12 


Title List of 

Documents Made Publicly Available 


December 1-31, 1988 


Date Published; February 1989 


Division of Freedom of Information and Publications Services 

Office of Administration 

U.S. Nuclear Regulatory Commission 

Washington, DC 20555 






CONTENTS 


Preface v 

Arrangement of Items by Docket Number ix 

Alphabetic Arrangement of Docket Items by Facility Name xv 

Docketed Items 1 

Low Level Radwaste Disposal Sites — Docket 27 1 

Domestic Licensing of Source Material — Docket 40 1 

Domestic Licensing of Production and Utilization Facilities — Docket 50 7 

Domestic Licensing of Special Nuclear Material — Docket 70 186 

Packaging of Radioactive Material for Transport and Transportation of 

Radioactive Material Under Certain Conditions — Docket 71 191 

Licensing of Independent Spent Fuel Storage — Docket 72 193 

Nondocketed Items 195 

10 CFR — Commission Meeting Records 195 

ACNW — Advisory Committee on Nuclear Waste 195 

ACRS — Advisory Committee on Reactor Safeguards 195 

AD V CM — ■ NRC Advisory Committee 195 

COMMISSION — NRC Commissioners 196 

CONTRACT — NRC Contracts and Modifications 197 

FOIA — Freedom of Information Act Requests and Releases 198 

GEN TECH IS — Generic Technical Issues 203 

I&E — Inspection and Enforcement 203 

MISC — Public Document Room Miscellaneous 205 

NUREG — NUREG Reports and Related Correspondence 205 

ORG — Correspondence with Other Organizations 208 

PR — Proposed Rule • 209 

PRM — Petition for Rulemaking 213 

PROJ — Projects - Predocket Licensing 213 

PT21 — Noncompliance Reports and Related Correspondence 214 

QA999 — Quality Assurance Inspections 214 

REQGD — Regulatory Guides — 215 

REVIEW GROUP — NRC Research Review Groups 216 

SECY ~ Position Papers Before the Commission 218 

STATE PROG — State Programs 218 

TOPREP — Vendor Reports and Related Correspondence 219 

WASTE MGT — Nuclear Waste Management 221 

WASTE RES — Waste Management Research Reports 225 

XPORTLIC — Export and Import Licenses 226 

Personal Author Index 229 

Corporate Source Index 251 

Report Number Index 27 1 

Cross Reference of Enclosures to Principal Documents 272 

Appendix A — Definitions of Docket 50 Categories A-1 

Appendix B — Definitions of Nondocketed Categories B- 1 


iii 




PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory flommission (NRC). This information inclu(le$ 
(1) docketed material associated with civilian nuclear power plants wd other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Autltor Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Dociref/n/orma//oR, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface’for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so tliat we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

4 

The listings within Docket 50 are divided into the categories used for filing and searchitig in the NRC Public Docu- 
ment Room. Those categories are: 

A . Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 
B. NRC Safety Evaluation Report (SER)i supplements and correspondence 

F. Security« medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J* Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O* Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 
P* Operating license stage documents and correspondence 
Q« Inspection reports , IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occunences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and relat ed co rrespondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report , 


The principal elements of the ehtries in the list are: 


P. Operating license stage documents & correspondence 
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8411270362 Submits renewed, amended & updated petition under 2.206, 
quire that uii) provide Commission full disclosure of intended sources & 


quences prior to issuing full power OL. 

^ SUGARMAN, R.J. (s) Sugarman, Denworth & Hellegers 
(y Denton, H. Office of Nuclear Reactor Regulation, Director 
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1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal authof(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document, 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

(1. The five-digit portion of this entry is the number of the frame on which this document ends, 

12. The three-digit portion of this entry is the number of the frame on which this document ends, 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 2120 L St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC" for sale; “Available at NTIS”* or 
“Available at GPO." ’ 


The D«keted Hems list is arranged sequentially by Docket Number, categoo^, and then by date of principal 
terns. En rtM indented and preceded by a dash arc items that were submitted as enclosures to princiMl iterS^. 
In general, indented Items are not In accession number sequence. If the docketed document has a contract 
(HN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

*«*fching in the NRC Public Docu- 
ment Room. These categories and their symbols are; 


lOCFR-Commission Meeting Recordii 
ACRS-Advisoty Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT-NRC Contracts and Modifications 
DISCLOSURE-Financial Disclosure Information 

Sw rS-'ifrT Act Requests and Releases 

OEN TECH IS~Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Prcdocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papeis Before the Commission 
STATE PROG — State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Ptiblications— Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
WASTE RES— Waste Management Researcli Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items aie: 

(T) NUREG— NUREG Reports and Related Correspondence 

(D ® 


'8203090207'nUREG/CR- 1672 VOi' 

pRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
0 ) NUREG/CR-1262. NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

LnUREG/CR-1608. 

.(5) STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applicaflon^ Inc. 

^7^ — FIN B-6694. SAI-262-81-I’A. 82/0^28. Division of Risl^Analysis. 


123p. Available at NRC. 
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1 . Nondocket categoi y 

2. NRC Accession Number (ycar» months day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal autlior(s). An asterisk in this position indicates that there is no personal author, 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary repoit number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient, 

11. Pages in document, 

12. All NUREG-series documents are available for purchase at NRC.l Information on ordering 

documents is given below. All NUREG-series documents arc also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number isihe frame on which this document ends. 

The Nondockcted Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is; 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20SS3 

To place orders, send check or money order, payable to the Superintendent of Documents. OPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is; 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-46S0. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 1, Street, H.H, 

Washington, D.C. 20555 


To place orders, other write to the NRC PDR or caU (202) 634-3274. When ordering documents 
Usted in this publi^tion, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased, Reproduc- 
Uon method of payment, based on the current reproduction contract, are obtainable 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-048 RICHUND, WA, U,S, ECOLOGY, INC 1 

Domestic Licensing off Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-1 1 62 AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

40-2061 KERR-MCGEE CHEMICAL CORP,, WEST 1 

CHICAGO, IL 

40-2263 ARMY, DEPT. OF, WATERTOWN, MA 1 

40-2259 PATHFINDER MINES CORP., RIVERTON, 1 

WY 

40-3392 ALLIED-SIGNAL, INC,, MORRISTOWN, NJ 1 

40-3453 ATUS MINERALS, INC,, DENVER, CO 1 

40-4492 AMERICAN NUCLEAR CORP,, CASPER, 2 

WY 

40-6377 ARMY, DEPT. OF, DOVER, NJ 2 

40-6600 ENERGY, DEPT. OF, CANONSBURG, PA 2 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40-7456 WHITTAKER METALS, LOS ANGELES, 2 

CA 

40-7604 BP CHEMICALS AMERICA. INC., LIMA. 2 

OH 

40-8027 SEQUOYAH FUELS CORP., OKLAHOMA 3 

CITY, OK 

40-0064 EXXON MINERALS CO., USA, HOUSTON. 3 

TX 

40-8064 RIO ALQOM MINING CORP., MOAB, UT 3 

40-8102 EXXON CO.. USA, HOUSTON, TX 3 

40-8406 PESSES CO., SOLON, OH 3 

40-8462 BEAR CREEK URANIUM CO., CASPER, 4 

WY 

40-8502 MALAPAI RESOURCES CO.. PHOENIX, 4 

AZ 

40-8681 UMETCO MINERALS CORP., GRAND 4 

JUNCTION, CO 

40-8664 MAUPAI RESOURCES CO., CASPER, 4 

WY 

40-8714 CLEVELAND-CLIFF8 IRON CO., 4 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 4 

40-8768 KERR-MCGEE NUCLEAR CORP., 4 

OKLAHOMA CITY, OK 

40-0778 MOLYCORP, INC., LOS ANGELES, CA 4 

40-8786 URANIUM RESOURCES, !^IC., 4 

RICHARDSON, TX 


Docket Name Page 

40-8801 WESTUKE UNDFILL. NORTHBROOK, 5 

IL 

40-8829 FERRET EXPLORATION CO. OF 5 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 5 

COUNTY, WY 

40-8902 ANACONDA MINERALS CO., GRANTS. 5 

NM 

40-8903 HOMESTAKE MINING CO., GRANTS. NM 5 

40-8904 BP AMERICA, INC./L-BAR URANIUM 6 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE COR P./QUIVIRA MINING 6 

CO., OKLAHOMA CITY, OK 

40-0907 UNITED NUCLEAR CORP., SANTA FE, 8 

NM 

40-8011 MOBIL ALTERNATIVE ENERGY, INC., 8 

BOULDER, CO 

40-0920 BROOKHAVEN MEDICAL IMAGING 6 

ASSOCIATES. BROOKHAVEN, PA 

40-8926 ALTAIR RESOURCES, INC., CASPER, WY 6 

40-8943 FERRET EXPLORATION CO. OF 7 

NEBRASKA, DENVER, CO 

40-8958 URANERZ USA, INC., CASPER. WY 7 

40-8964 SEQUOYAH FUELS CORP., OKUHOMA 7 

CITY, OK 

40-8968 HYDRO RESOURCES. INC., DALLAS, TX 7 

40-8971 U.S. ENERGY CORP., RIVERTON, WY 7 

40-8973 SOLUTION MINING CORP., LARAMIE, 7 

WY 

Domeetlc Licensing of Production and 

Utilization Facilities - Docket SO 

60-2 FORD NUCLEAR REACTOR 7 

60-3 INDIAN POINT STATION, UNIT 1 7 

60-10 DRESDEN NUCLEAR POWER STATION, B 

UNtri 

60-16 ENRICO FERMI ATOMIC POWER PUNT, 6 

UN1T1 

60-18 VALLECITOS BOILING WATER 8 

REACTOR 

60-20 MASSACHUSETTS INSTITUTE OF 6 

TECHNOLOGY RESEARCH REACTOR 

60-27 WASHINGTON STATE UNIV. RESEARCH B 

REACTOR (TRIGA) 

60-29 YANKEE-ROWE NUCLEAR POWER 8 

STATION 

60-32 AEROJET-GENERAL NUCLEONICS 9 

60-54 CINTICHEM 8 

60-57 BUFFALO MATERIALS RESEARCH 9 

CENTER 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-77 

CATHOLIC UNIV. OF AMERICA 

9 

50-243 

OREGON STATE UNIV. RESEARCH 

20 


RESEARCH REACTOR 



REACTOR 

50-83 

UNIV, OF FLORIDA TRAINING REACTOR 

9 

50-244 

ROBERT EMMET QINNA NUCLEAR 

PUNT, UNIT 1 

20 

50-39 

GENERAL ATOMIC CO 

10 



50-103 

AEROJET GENERAL NUCLEONICS 


50-245 

MILLSTONE NUCLEAR POWER 

21 

10 

STATION. UNIT 1 

50-106 

OREGON STATE UNIV. RESEARCH 
REACTOR 

10 

50-247 

INDIAN POINT STATION, UNIT 2 

22 

50-112 


50-249 

DRESDEN NUCLEAR POWER STATION, 

23 

UNIV, OF OKLAHOMA RESEARCH 

10 


UNIT 3 


REACTOR 


50-250 

24 

TURKEY POINT PUNT. UNIT 3 

50-113 

UNIV. OF ARIZONA RESEARCH 

10 



REACTOR 


60-251 

TURKEY POINT PUNT. UNIT 4 

25 

50-116 

IOWA STATE UNIV. RESEARCH 

10 

50-252 

UNIV. OF NEW MEXICO RESEARCH 

27 


REACTOR 



REACTOR 

50-123 

UNIV. OF MISSOURI RESEARCH 

10 

50-254 

QUAD-CITIES STATION, UNIT 1 

27 


REACTOR-ROLLA 







50-255 

PALISADES NUCLEAR PUNT 

20 

50-128 

TEXAS A&M UNIV, RESEARCH 

REACTOR 

10 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

30 

50-131 

OMAHA VETERANS ADMINISTRATION 

10 

50-260 



HOSPITAL RESEARCH REACTOR 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

32 



50-133 

HUMBOLDT SAY POWER PLANT, UNIT 3 

10 

50-261 

34 

H.B. ROBINSON PUNT, UNIT 2 

50-139 

UNIV. OF WASHINGTON RESEARCH 

11 

50-263 


REACTOR 

MONTICELLO NUCLEAR GENERATING 

35 




PUNT 


50-142 

UCLA TRAINING REACTOR 

11 

50-265 

QUAD-CITIES STATION, UNIT 2 

30 

50-151 

UNIV. OF ILLINOIS RESEARCH 

11 

50-266 

POINT BEACH NUCLEAR PUNT, UNIT 1 


REACTOR 

37 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

11 

50-267 

FORT ST. VRAIN NUCLEAR 

GENERATING STATION 

30 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

12 

60-269 



RESEARCH REACTOR 

OCONEE NUCLEAR STATION, UNIT 1 

30 

50-183 

GA TECHNOLOGIES 

12 

60-270 

OCONEE NUCLEAR STATION, UNIT 2 

40 

60-170 

ARMED FORCES RADIOBIOLOGY 

12 

50-271 

VERMONT YANKEE NUCLEAR POWER 

42 


RESEARCH INSTITUTE 


STATION 

50-171 

PEACH BOTTOM ATOMIC POWER 

12 

50-272 

SALEM NUCLEAR GENERATING 

43 


STATION, UNIT 1 


STATION, UNIT 1 

60-183 

VALLECITOS EXPERIMENTAL 

13 

50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 

44 


SUPERHEAT REACTOR 


REACTOR 

50-186 

UNIV. OF MISSOURI RESEARCH 

13 

60-276 

DIABLO CANYON NUCLEAR POWER 

44 


REACTOR-COLUMBIA 


PUNT. UNIT 1 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

13 

50-276 

AGN-201 

45 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

13 

50-277 

PEACH BOTTOM ATOMIC POWER 

46 


1 


STATION. UNIT 2 

60-213 

HADDAM NECK PLANT 

15 

60-276 

PEACH BOTTOM ATOMIC POWER 

47 

50-219 

OY^STER CREEK NUCLEAR POWER 

16 

50-280 

STATION, UNIT 3 


SURRY POWER STATION, UNIT 1 

49 




50-281 

SURRY POWER STATION, UNIT 2 

60 




50-282 

prairie ISUND NUCLEAR STATION, 

62 





UNIT 1 




50-285 

FORT CALHOUN STATION, UNIT 1 

63 




60-286 

INDIAN POINT STATION. UNIT 3 

55 




60-287 

OCONEE NUCLEAR STATION, UNIT 3 

56 




50-288 

REED COLLEGE RESEARCH REACTOR 

50 




50-289 

THREE MILE ISUND NUCLEAR 

58 





STATION. UNI I 1 



Docket Name Page 

50-293 PILGRIM NUCLEAR POWER STATION, 59 

UNIT1 

50-294 MICHIGAN STATE UNIV. RESEARCH 62 

REACTOR 

50-295 ZION NUCLEAR POWER STATION. UNIT 62 

1 

50-296 BROWNS FERRY NUCLEAR POWER 63 

STATION, UNIT 3 

50-297 NORTH CAROLINA STATE UNIV, 65 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 66 

50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 67 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 68 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 69 

2 

50-305 KEWAUNEE NUCLEAR POWER PUNT 70 

60-306 PRAIRIE ISUND NUCLEAR STATION, 71 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PUNT 71 

60-31 1 SALEM NUCLEAR GENERATING 72 

STATION. UNIT 2 

50-31 2 RANCHO SECO NUCLEAR GENERATING 73 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 75 

50-315 DONALD C. COOK NUCLEAR POWER 76 

PUNT, UNIT 1 

50-31 6 DONALD C, COOK NUCLEAR POWER 77 

PUNT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 70 

PUNT, UNIT 1 

50-310 CALVERT CLIFFS NUCLEAR POWER 00 

PUNT, UNIT 2 

60-320 THREE MILE ISUND NUCLEAR 81 

STATION, UNIT 2 

50-321 EDWIN L HATCH NUCLEAR PUNT, UNIT 02 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 83 

60-323 DIABLO CANYON NUCLEAR POWER 87 

PUNT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PUNT, 88 

UNIT 2 

60-326 BRUNSWICK STEAM ELECTRIC PLANT, 89 

UNIT1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 91 

RESEARCH REACTOR 

60-327 SEQUOYAH NUCLEAR PUNT, UNIT 1 91 

50-328 SEQUOYAH NUCLEAR PUNT, UNIT 2 93 

50-329 MIDUND PUNT, UNIT 1 95 

60-330 MIDUND PUNT, UNIT 2 96 

50-331 DUANE ARNOLD ENERGY CENTER 96 

60-333 JAMES A. FITZPATRICK NUCLEAR 97 

POWER PUNT 


Docket Name Page 

50-334 BEAVER VALLEY POWER STATION, 98 

UNITI 

50-335 ST. LUCIE PUNT, UNIT 1 99 

50-336 MILLSTONE NUCLEAR POWER 101 

STATION, UNIT 2 

50-330 NORTH ANNA POWER STATION. UNIT 1 102 

50-339 NORTH ANNA POWER STATION. UNIT 2 103 

50-341 ENRICO FERMI ATOMIC POWER PUNT, 104 

UNIT 2 

50-344 TROJAN NUCLEAR PUNT 106 

50-346 DAVIS-BESSE NUCLEAR POWER 107 

STATION. UNIT 1 

50-340 JOSEPH M FARLEY NUCLEAR PUNT, 108 

UNITI 

50-352 LIMERICK GENERATING STATION, UNIT 109 

1 

50-353 LIMERICK GENERATING STATION, UNIT 110 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 111 

1 

50-356 UNIV. OF ILLINOIS RESEARCH 112 

REACTOR 

50-358 WILLIAM H. ZIMMER NUCLEAR 112 


STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 112 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 114 

3 


50-364 JOSEPH M. FARLEY NUCLEAR PUNT, 1 1 7 

UNIT 2 

60-366 EDWIN 1. HATCH NUCLEAR PLANT, UNIT 1 17 

2 

60-360 ARKANSAS NUCLEAR ONE. UNIT 2 118 

50-369 WILLIAM B. MCGUIRE NUCLEAR 1 20 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 121 

STATION, UNIT 2 

50-373 LASALLE COUNTY STATION. UNIT 1 122 

60-374 USALLE COUNTY STATION. UNIT 2 123 

50-382 WATERFORD GENERATING STATION, 1 24 

UNITS 

50-3B7 SUSQUEHANNA STEAM ELECTRIC 125 

STATION, UNIT 1 

60-388 SUSQUEHANNA STEAM ELECTRIC 1 26 

STATION, UNIT 2 

60-389 St LUCIE PUNT, UNIT 2 1 27 

60-390 WATTS BAR NUCLEAR PUNT, UNIT 1 128 

50-391 WATTS BAR NUCLEAR PUNT, UNIT 2 1 29 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 1 30 

UNITI 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 1 31 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 131 


xi 



Docket 

Name 

Page 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PUNT, UNIT 1 

133 

60-409 

U CROSSE BOILING WATER REACTOR 

134 

60-410 

NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

134 

50-412 

BEAVER VALLEY POWER STATION. 

UNIT 2 

135 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

136 

60-414 

CATAWBA NUCLEAR STATION, UNIT 2 

137 

60-416 

GRAND GULF NUCLEAR STATION. UNIT 

1 

138 

50-417 

GRAND GULF NUCLEAR STATION, UNIT 

2 

141 

60-423 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 3 

141 

60-424 

ALVIN W. VOGTLE NUCLEAR PUNT, 
UNIT1 

142 

60-426 

ALVIN W. VOGTLE NUCLEAR PUNT. 

UNIT 2 

145 

STN-50- 

437 

FLOATING NUCLEAR PLANT 

147 

60-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

147 

60-439 

BELLEFONTE NUCLEAR PUNT. UNIT 2 

148 

60-440 

PERRY NUCLEAR POWER PUNT, UNIT 

1 

148 

60-441 

PERRY NUCLEAR POWER PUNT, UNIT 
2 

149 

50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

150 

60-444 

SEABROOK NUCLEAR STATION. UNIT 2 

154 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

157 

60-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

160 

STN-50- 

454 

BYRON STATION. UNIT 1 

163 

STN-60- 

455 

BYRON STATION, UNIT 2 

165 

STN-60- 

456 

BRAIDWOOD STATION, UNIT 1 

167 

STN-50- 

457 

BRAIDWOOD STATION. UNIT 2 

169 

60-458 

RIVER BEND STATION. UNIT 1 

171 

60-460 

WPPSS NUCLEAR PROJECT. UNIT 1 

173 

50-461 

CLINTON POWER STATION, UNIT 1 

173 

STN-50- 

470 

CESSAR SYSTEM 80 

174 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

174 

STN-50- 

463 

CALUWAY PUNT, UNIT 1 

176 

8TN-50- 

496 

SOUTH TEXAS PROJECT. UNIT 1 

177 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

170 


Docket 

Name 

Pago 

STN-50- 

500 

WPPSS NUCLEAR PROJECT. UNIT 3 

181 

STN-50- 

518 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

181 

STN-60- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

1 

181 

STN-50- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

102 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

183 

50-537 

CLINCH RIVER BREEDER REACTOR 

104 

50-601 

RESAR SP/90 

184 

50-602 

UNIV. OF TEXAS RESEARCH REACTOR 

184 

50-603 

ALCHEMIE FACILITY 1 • CPDF 

184 

60-604 

ALCHEMIE FACILITY 2 - OLIVER 

SPRINGS 

185 

STN-50- 

605 

GE ADVANCED BWR DESIGN 

188 

Domestic licensing of Special Nuclear 

Material - Docket 70 


70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

180 

70-0036 

COMBUSTION ENGINEERING, INC., 
WINDSOR. CT 

107 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

107 

70-0143 

NUCLEAR FUEL SERVICES, INC,, 

ERWIN, TN 

107 

70-0364 

BABCOCK & WILCOX CO., APOLLO, PA 

iaa 

70-0371 

UNC NAVAL PRODUCTS. INC., 
UNCASVILLE, CT 

180 

70-0390 

COMMERCE, DEPT. OF, WASHINGTON, 

DC 

100 

70-0622 

ARMY, DEPT. OF, DOVER, NJ 

loa 

70-0687 

CINTICHEM, INC., TUXEDO, NY 

100 

70-0734 

GENERAL ATOMICS, SAN DIEGO. CA 

100 

70-0020 

UNC RECOVERY SYSTEMS. WOOD 

RIVER JUNCTION, Rl 

108 

70-0824 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

189 

70-0925 

CIMMARON CORP., OKLAHOMA CITY, 

OK 

189 

70-1100 

COMBUSTION ENGINEERING. INC., 
WINDSOR. CT 

109 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 
NC 

189 

70-1161 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA. SC 

109 

70-1201 

a&W FUEL CO., LYNCHBURG, VA 

169 

70-1257 

ADVANCED NUCLEAR FUELS CORP,, 
RICHUND, WA 

189 

70-1308 

GENERAL ELECTRIC CO.. SAN JOSE, CA 

190 

70-1426 

TRANSNUCLEAR, INC,, FALLS CHURCH, 
VA 

190 


xii 



Docket 
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Pagi» 

70-1703 

EASTMAN KODAK CO„ ROCHESTER, NY 

190 

70-1718 

SHADYSIDE HOSP., PITTSBURGH, PA 

190 

70-1739 

TRI-STATE MOTOR TRANSIT CO., 

JOPLIN, MO 

190 

70-2479 

TRANSNUCLEAR, INC,, FALLS CHURCH, 
VA 

190 

70-2910 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

190 

70-2917 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

190 

70-2928 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

190 

70-2932 

TEXAS UTILITIES GENERATING CO., 
DALLAS, TX 

190 

70-2941 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

100 

70-3041 

INTERNATIONAL FREIGHT 

FORWARDERS, INC., ATLANTA, QA 

100 

70-3064 

PHIUDELPHIA ELECTRIC CO., 
PHILADELPHIA, PA 

190 


Packaging ot Radioactive Material for 
Transport and Transportation of Radioactive 
Materfai Under Certain Conditions • Docket 71 


71-0024 

HITTMAN NUCLEAR & DEVELOPMENT 
CORP. 

191 

71-0102 

SOURCE PROD. & EQUIP. CO., INC. 

191 

71-0276 

DUQUESNE LIGHT CO. 

191 

71-0421 

NAVY, DEPT. OF 

191 

71-0454 

ATOMIC ENERGY OF CANADA, LTD. 

191 

71-0506 

BABCOCK & WILCOX CO, 

191 

71-0609 

MET-CHEM ENGINEERING 
LABORATORIES. INC. 

191 

71-0649 

UNIV. OF CALIFORNIA. BERKELEY 

191 

71-0665 

ULTRASONIC SPECIALISTS, INC. 

191 

71-3005 

IRRADIATOR, ROCKWELL 
INTERNATIONAL CORP. 

191 

71-3006 

MODEL: 1600, TRANSPORTATION, 

dept, of 

191 

71-4909 

MODEL: GE-21PF-1, GENERAL 

ELECTRIC CO. 

191 

71-5971 

MODEL: 200, GENERAL ELECTRIC CO. 

191 

71-6984 

MODEL; 5984, J.L. SHEPHERD & 
ASSOCIATES 

191 


Docket 

Name 

Page 

71-6078 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING, INC. 

192 

71-6346 

MODEL; FSV-1 & 1A, GA 

TECHNOLOGIES, INC. 

102 

71-6386 

MODEL: 235R001, ENERGY, DEPT. OF 

192 

71-6400 

MODEL: 6400, WESTINGHOUSE 

ELECTRIC CORP. 

192 

71-6601 

MODEL: CNS 8-120, CHEM-NUCLEAR 
SYSTEMS, INC. 

192 

71-6039 

MODEL: MH-1A, ENERGY, DEPT. OF 

192 

71-9010 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

192 

71-9080 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

192 

71-9105 

MODEL: RAD-WASTE CR.l, CHEM- 
NUCLEAR SYSTEMS, INC. 

192 

71-9107 

MODEL: 771, TECH/OPS, INC. 

192 

71-9147 

MODEL: 860, TECH/OPS. INC, 

192 

71-9165 

MODEL: 856, TECH/OPS, INC 

192 

71-9180 

MODEL: 600-SU-OP, AUTOMATION 
INDUSTRIES, INC. 

192 

71-9187 

MODEL: 865, TECH/OPS, INC 

192 

71-9200 

MODEL: 125-B, ENERGY, DEPT. OF 

192 

71-9202 

MODEL: TN-BRP, TRANSNUCLEAR, INC. 

192 

71-9206 

MODEL: TN-REQ, TRANSNUCLEAR, INC. 

192 

71-9218 

MODEL; TRUPACT-ll, ENERGY, DEPT. 

OF 

193 

71-9219 

MODEL; HFIR, ENERGY, DEPT. OF 

193 

71-9226 

MODEL; QA-4, GENERAL ATOMICS 

193 

71-9227 

MODEL: QA-9, GENERAL ATOMICS 

193 

71-9229 

MODEL: TITAN, WESTINGHOUSE 
ELECTRIC CORP. 

193 

71-9233 

MODEL; TN-RAM, TRANSNUCLEAR, INC. 

193 


Licensing of Independent Spent Fuel Storage 
- Docket 72 


72-0001 

MORRIS OPERATIONS, GENERAL 
ELECTRIC CO. 

193 

72-0002 

VIRGINIA ELECTRIC POWER CO. 

193 

72-0003 

CAROLINA POWER & LIGHT CO. 

193 

72-0004 

DUKE POWER CO., 50-269 

193 




^ABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Low Level Rad waste Disposal Sites - 
Docket 27 

RICHLAND, WA, U.S. ECOLOGY, INC. 27-048 1 

Domestic Licensing of Source Material * 

Docket 40 

ALLIED-SIGNAL, INC., MORRISTOWN, NJ 40-3392 1 

ALTAIR RESOURCES, INC,, CASPER, WY 40-8926 6 

AMERICAN NUCLEAR CORP„ CASPER. WY 40-4492 2 

AMERICAN NUCLEAR CORP., JEFFREY 40-1 162 1 

CITY, WY 

ANACONDA MINERALS CO., GRANTS, NM 40-8902 5 

ARMY, DEPT. OF, DOVER, NJ 40-6377 2 

ARMY, DEPT. OF, WATERTOWN. MA 40-2253 1 

ATLAS MINERALS, INC.. DENVER, CO 40-3453 1 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 4 

BP AMERICA, INC./L-BAR URANIUM 40-8904 6 

FACILITY, SALT LAKE 

BP CHEMICALS AMERICA, INC., LIMA, OH 40-7604 2 

BROOKHAVEN MEDICAL IMAGING 40-8920 6 

ASSOCIATES, BROOKHAVEN, PA 

CHEMETRON CORP., CHICAGO, IL 40-8724 4 

CLEVELAND-CLIFFS IRON CO.. CLEVELAND, 40-B714 4 

OH 

ENERGY, DEPT. OF, CANONSBURG, PA 40-6500 2 

EVEREST MINERALS CORP., CONVERSE 40-8857 5 

COUNTY, WY 

EXXON CO„ USA, HOUSTON, TX 40-8102 3 

EXXON MINERALS CO., USA, HOUSTON, TX 40-8064 3 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 7 

DENVER, CO 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 5 

INC., CRAWFORD. NE 

HOMESTAKE MINING CO., GRANTS, NM 40-8903 6 

HYDRO RESOURCES, INC,, DALLAS, TX 40-8968 7 

KERR-MCQEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCQEE CORP./QUIVIRA MINING CO., 40-8906 0 

OKLAHOMA CITY. OK 

KERR-MCGEE NUCLEAR CORP., 40-6708 4 

OKLAHOMA CITY, OK 

MAUPAi RESOURCES CO., CASPER, WY 40-8684 4 

MAUPAI RESOURCES CO., PHOENIX, AZ 40-0602 4 

MOBIL ALTERNATIVE ENERGY, INC., 40-891 1 6 

BOULDER, CO 

MOLYCORP, INC., LOS ANGELES, CA 40-8778 4 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 1 


Name Docket Page 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN, WY 

PESSES CO., SOLON, OH 40-8406 3 

RIO ALGOM MINING CORP., MOAB, UT 40-8084 3 

SEQUOYAH FUELS CORP., OKUHOMA 40-8027 3 

CITY, OK 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8964 7 

CITY, OK 

SOLUTION MINING CORP., URAMIE, WY 40-8973 7 

U.S. ENERGY CORP., RIVERTON, WY 40-8971 7 

UMETCO MINERALS CORP., GRAND 40-8661 4 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON, WY 40-0299 1 

UNITED NUCLEAR CORP., SANTA FE, NM 40-8907 6 

URANERZ USA, INC., CASPER, WY 40-0968 7 

URANIUM RESOURCES, INC., RICHARDSON, 40-8786 4 

TX 

WESTLAKE LANDFILL, NORTHBROOK, IL 40-8801 5 

WHITTAKER METALS, LOS ANGELES, CA 40-7455 2 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROJET GENERAL NUCLEONICS 50-103 10 

AEROJET-GENERAL NUCLEONICS 50-32 9 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 19 

REACTOR 

AGN-201 50-276 45 

ALCHEMIE FACILITY 1 - CPDF 60-603 184 

ALCHEMIE FACILITY 2 - OLIVER SPRINGS 60-604 1B6 

ALVIN W. VOGTLE NUCLEAR PUNT, UNIT 1 60-424 142 

ALVIN W. VOGTLE NUCLEAR PUNT, UNIT 2 50-425 145 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 76 

ARKANSAS NUCLEAR ONE. UNIT 2 50-368 118 

ARMED FORCES RADIOBIOLOGY 60-170 12 

RESEARCH INSTITUTE 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 96 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 135 

BELLEFONTE NUCLEAR PUNT, UNIT 1 50-438 147 

BELLEFONTE NUCLEAR PUNT, UNIT 2 50-439 148 

BiG ROCK POINT NUCLEAR PUNT 50-1 65 1 1 

BRAIDWOOD STATION, UNIT 1 STN-50-456 167 

BRAIDWOOD STATION, UNIT 2 STN-60-457 169 

BROWNS FERRY NUCLEAR POWER 50-269 30 

STATION. UNIT 1 

BROWNS FERRY NUCLEAR POWER 60-260 32 

STATION, UNIT 2 


XV 
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Docket 

Page 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

50*296 

63 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT1 

50-325 

89 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 2 

60-324 

88 

BUFFALO MATERIALS RESEARCH CENTER 

50-57 

9 

BYRON STATION. UNIT 1 STN-50-454 

163 

BYRON STATION, UNIT 2 STN-50-455 

165 

CALUWAY PUNT, UNIT 1 STN-50-483 

176 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 1 

50-317 

79 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 2 

50-318 

80 

CATAWBA NUCLEAR STATION. UNIT 1 

50-413 

136 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

137 

CATHOLIC UNIV. OF AMERICA RESEARCH 
REACTOR 

50-77 

9 

CESSAR SYSTEM 80 STN'50«470 

174 

CINTICHEM 

50-54 

g 

CLINCH RIVER BREEDER REACTOR 

50-537 

184 

CLINTON POWER STATION, UNIT 1 

50-461 

173 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-446 

157 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

60-446 

160 

COOPER NUCLEAR STATION 

50-298 

66 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

68 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

107 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 1 

50-275 

44 

DIABLO CANYON NUCLEAR POWER PLANT. 
UNIT 2 

50-323 

87 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 1 

50-315 

76 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

50-316 

77 

DRESDEN NUCLEAR POWER STATION. 
UNIT 1 

50-10 

8 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

50-237 

19 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

50-249 

23 

DUANE ARNOLD ENERGY CENTER 

50-331 

96 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 1 

50-321 

82 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 2 

50-366 

117 

ENRICO FERMI ATOMIC POWER PLANT, 
UNIT 1 

50-16 

8 

ENRICO FERMI ATOMIC POWER PLANT. 
UNIT 2 

60-341 

104 

FLOATING NUCLEAR PLANT 

STN-50-437 

147 


Name 


Docket Page 


FORD NUCLEAR REACTOR 50-2 

FORT CALHOUN STATION. UNIT 1 50-285 

FORT ST. VRAIN NUCLEAR GENERATING 50-267 

STATION 

GA TECHNOLOGIES 50-163 

GE ADVANCED BWR DESIGN STN-50-605 

GENERAL ATOMIC CO. 60-89 

GEORGIA INSTITUTE OF TECHNOLOGY 50-1 60 

RESEARCH REACTOR 

GRAND GULF NUCLEAR STATION, UNIT 1 50-416 

GRAND GULF NUCLEAR STATION, UNIT 2 50-417 

H.B, ROBINSON PLANT. UNIT 2 50-261 

HADDAM NECK PLANT 50-213 

HARTSVILLE NUCLEAR PUNT, UNIT 1 STN-50-51 8 

HOPE CREEK NUCLEAR STATION, UNIT 1 50-354 

HUMBOLDT BAY POWER PUNT, UNIT 3 50-1 33 

INDIAN POINT STATION, UNIT 1 60-3 

INDIAN POINT STATION. UNIT 2 50-247 

INDIAN POINT STATION, UNIT 3 50-286 

IOWA STATE UNIV. RESEARCH REACTOR 50-1 1 6 

JAMES A. FITZPATRICK NUCLEAR POWER 50-333 

PUNT 


JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 60-340 
JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 60-364 


2 

KEWAUNEE NUCLEAR POWER PUNT 50-306 

U CROSSE BOILI NG WATER REACTOR 50-409 

USALLE COUNTY STATION, UNIT 1 60-373 

USALLE COUNTY STATION. UNIT 2 50-374 

LIMERICK GENERATING STATION. UNIT 1 60-352 

LIMERICK GENERATING STATION, UNIT 2 50-363 

MAINE YANKEE ATOMIC POWER PUNT 60-309 

MASSACHUSETTS INSTITUTE OF 50-20 

TECHNOLOGY RESEARCH REACTOR 

MICHIGAN STATE UNIV. RESEARCH 60-294 

REACTOR 

MIDUND PUNT, UNIT 1 60-329 

MIDUND PUNT, UNIT 2 60-330 

MILLSTONE NUCLEAR POWER STATION, 50-245 

UNIT 1 

MILLSTONE NUCLEAR POWER STATION, 60-336 

UNIT 2 

MILLSTONE NUCLEAR POWER STATION, 50-423 

UNIT 3 

MONTICELLO NUCLEAR GENERATING 50-263 


NINE MILE POINT NUCLEAR STATION, UNIT 50-220 


7 

63 

3B 

12 

183 

10 

12 

130 

141 

34 

16 

181 

lit 

10 

7 

22 

66 

10 

97 

m 

117 

70 
134 
122 
123 

109 

110 

71 
6 

62 

95 

96 
21 

101 

141 

35 

ia 
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Dooket 

Page 

Name 

Docket 

Page 

NINE MILE POINT NUCLEAR STATION, UNIT 

60-410 

134 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

60-362 

114 

c 



SEABROOK NUCLEAR STATION. UNIT 1 

50-443 

160 

NORTH ANNA POWER STATION, UNIT 1 

60-338 

102 

50-444 

154 

SEABROOK NUCLEAR STATION. UNIT 2 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

103 

50-327 

91 

SEQUOYAH NUCLEAR PUNT, UNIT 1 

NORTH CAROLINA STATE UNIV, PULSTAR 

50-297 

66 



REACTOR 



SEQUOYAH NUCLEAR PUNT, UNIT 2 

60-328 

93 

OCONEE NUCLEAR STATION. UNIT 1 

50-269 

39 

SHEARON HARRIS NUCLEAR POWER 
PUNT. UNIT 1 

50-400 

133 

OCONEE NUCLEAR STATION. UNIT 2 

50-270 

40 

50-322 

63 

SHOREHAM NUCLEAR POWER STATION 

OCONEE NUCLEAR STATION. UNIT 3 

50-287 

66 

STN-50-408 

177 

SOUTH TEXAS PROJECT. UNIT 1 

OMAHA VETERANS ADMINISTRATION 

50-131 

10 

HOSPITAL RESEARCH REACTOR 



SOUTH TEXAS PROJECT, UNIT 2 

STN-60.499 

178 

OREGON STATE UNIV. RESEARCH 

REACTOR 

60-243 

20 

ST. LUCIE PUNT. UNIT 1 

50-335 

99 



ST. LUCIE PUNT. UNIT 2 

50-339 

127 

OREGON STATE UNIV. RESEARCH 

50-106 

1C 



REACTOR 



SURRY POWER STATION, UNIT 1 

50-280 

49 

OYSTER CREEK NUCLEAR POWER PUNT 

60-219 

16 

SURRY POWER STATION, UNIT 2 

50-281 

60 

PALISADES NUCLEAR PUNT 

50-255 

28 

SUSQUEHANNA STEAM ELECTRIC 

60-387 

126 

PALO VERDE NUCLEAR STATION. UNIT 1 STN-50-528 

181 

STATION^ UNIT 1 






SUSQUEHANNA STEAM ELECTRIC 

50-388 

126 

PALO VERDE NUCLEAR STATION. UNIT 2 STN-50-529 

182 

STATION, UNIT 2 

PALO VERDE NUCLEAR STATION. UNIT 3 STN-50-530 

183 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

10 

PEACH BOTTOM ATOMIC POWER STATION, 
UNiT1 

60-171 

12 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT1 

50-289 

58 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

60-277 

46 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

81 

PEACH BOTTOM ATOMIC POWER STATION. 
UNIT 3 

60-278 

47 

TROJAN NUCLEAR PLANT 

50-344 

106 

PERRY NUCLEAR POWER PUNT, UNIT 1 

60-440 

.148 

TURKEY POINT PUNT, UNIT 3 

60-250 

24 

PERRY NUCLEAR POWER PUNT. UNIT 2 

60-441 

149 

TURKEY POINT PUNT, UNIT 4 

60-251 

25 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

60-293 

59 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

44 

POINT BEACH NUCLEAR PUNT. UNIT 1 

60-266 

37 

UCU TRAINING REACTOR 

60-142 

11 

POINT BEACH NUCLEAR PUNT. UNIT 2 

50-301 

67 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

lO 

PRAIRIE ISUND NUCLEAR STATION. UNIT 

1 

50-282 

52 

UNIV. OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

60-320 

01 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

2 

60-306 

71 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

60-224 

19 

QUAD-CITIES STATION. UNIT 1 

50-264 

27 

UNIV. OF FLORIDA TRAINING REACTOR 

cn.flQ 

9 

QUAD-CITIES STATION, UNIT 2 

60-265 

36 

UNIV. OF ILLINOIS RESEARCH REACTOR 



RANCHO SECO NUCLEAR GENERATING 

60-312 

73 




STATION 






REED COLLEGE RESEARCH REACTOR 

60-288 

58 




RESAR SP/90 

60-601 

184 




RIVER BEND STATION. UNIT 1 

50-458 

171 




ROBERT EMMET QINNA NUCLEAR PUNT, 

50-244 

20 




UNIT1 






SALEM NUCLEAR GENERATING STATION, 

60-272 

43 




UNIT1 






SALEM NUCLEAR GENERATING STATION, 

60-311 

72 




UNIT 2 






SAN ONOFRE NUCLEAR STATION. UNIT 1 

50-206 

13 




SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

112 





xvii 



Name 

Dockdt 

Page 

UNIV. OF WASHINGTON RESEARCH 
reactor 

50^139 

11 

VALLECITOS BOILING WATER REACTOR 

50-18 

8 

VALLECITOS EXPERIMENTAL SUPERHEAT 

reactor 

50-183 

13 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

42 

VIRGIL C. SUMMER NUCLEAR STATION. 

UNIT 1 

50-395 

130 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

8 

WATERFORD GENERATING STATION. UNIT 

3 

50-382 

124 

WATTS BAR NUCLEAR PUNT, UNIT 1 

50-390 

126 

WATTS BAR NUCLEAR PUNT. UNIT 2 

50-391 

129 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

120 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

121 

WILLIAM H. ZIMMER NUCLEAR STATION, 

UNIT 1 

50-358 

112 

WOLF CREEK QENERATiNQ STATION STN.50.482 

174 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

173 

WPPSS NUCLEAR PROJECT. UNIT 2 

60-397 

131 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-50-508 

181 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

8 

ZION NUCLEAR POWER STATION. UNIT 1 

50-295 

62 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

69 
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Material - Docket 70 

advanced NUCLEAR FUELS CORP., 
RICHUND.WA 

70-1257 

189 

army. DEPT. OF, DOVER, NJ 

70-0822 

108 

B&W FUEL CO.. LYNCHBURG. VA 

70-1201 

189 

BABCOCK & WILCOX CO.. APOLLO. PA 

70-0135 

187 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

188 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0824 

189 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

186 

CIMMARON CORP., OKUHOMA CITY, OK 

70-0925 

189 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

188 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

70-0036 

187 

COMBUSTION ENGINEERING. INC., 
WINDSOR, CT 

70-1100 

189 

CXDMMERCE, dept. OF, WASHINGTON. DC 

70-0398 

188 

EASTMAN KODAK CO., ROCHESTER, NY 

70-1703 

190 

general ATOMICS, SAN DIEGO, CA 

70-0734 

188 

general ELECTRIC CO.. SAN JOSE, CA 

70-1308 

100 

general ELECTRIC CO., WILMINGTON. NC 

70-1113 

1B9 


Name 

Docket 

Pafle 

INTERNATIONAL FREIGHT FORWARDERS, 
INC., ATUNTA. GA 

70-3041 

190 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

187 

PHIUDELPHIA ELECTRIC CO., 
PHIUDELPHJA, PA 

70-3054 

190 

SHAOYSIDE HOSP., PITTSBURGH, PA 

70-1718 

190 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

70-2917 

100 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA. TN 

70-2910 

190 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA. TN 

70-2941 

190 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA. TN 

70-2928 

190 

TEXAS UTILITIES GENERATING CO., 

DALUS, TX 

70-2932 

190 

TRANSNUCLEAR. INC., FALLS CHURCH, VA 

70-2479 

190 

TRANSNUCLEAR, INC., FALLS CHURCH. VA 

70-1426 

100 

TRI-STATE MOTOR TRANSIT CO., JOPLIN, 

MO 

70-1739 

100 

UNO NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

166 

UNC RECOVERY SYSTEMS. WOOD RIVER 
JUNCTION, Rl 

70-0820 

188 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA. SC 

70-1151 

180 

Packaging ot Radioactive Material for 
Tranaport and Transportation of 

Radioactive Material Under Certain 
Conditions • Docket 71 



ATOMIC ENERGY OF CANADA, LTD. 

71-0454 

101 

BABCOCK & WILCOX CO. 

71-0606 

191 

DUQUESNE LIGHT CO. 

71-0276 

191 

HITTMAN NUCLEAR & DEVELOPMENT 

CORP. 

71-0024 

191 

IRRADIATOR. ROCKWELL INTERNATIONAL 
CORP. 

71-3005 

191 

MET-CHEM ENGINEERING UBORATORIES. 
INC. 

71-0509 

101 

MODEL: 125-B, ENERGY, DEPT. OF 

71-9200 

162 

MODEL; 1600, TRANSPORTATION, DEPT. 

OF 

71-3006 

191 

MODEL: 200, GENERAL ELECTRIC CO. 

71-5971 

101 

MODEL: 235R0O1, ENERGY. DEPT. OF 

71-6386 

192 

MODEL: 600-SU-OP, AUTOMATION 
INDUSTRIES. INC. 

71-9180 

102 

MODEL: 6964, J.L. SHEPHERD & 
ASSOCIATES 

71-5984 

191 

MODEL: 6400, WESTINGHOUSE ELECTRIC 
CORP. 

71-6400 

192 

MODEL 771, TECH/OPS, INC. 

71-9107 

192 

MODEL: 650, TECH/OPS. INC. 

71-9147 

192 

MODEL: 855, TECH/OPS, INC. 

71-9166 

192 
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MODEL: 865, TECH/OPS, INC. 

71-9187 

192 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING. INC. 

71-6078 

192 

MODEL: CNS 8-120, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-6601 

192 

MODEL: FSV-1 & 1A, G A TECHNOLOGIES. 
INC, 

71-6346 

192 

MODEL: GA-4. GENERAL ATOMICS 

71-9226 

193 

MODEL: GA-9. GENERAL ATOMICS 

71-9227 

193 

MODEL: GE-21PF-1, GENERAL ELECTRIC 

CO. 

71-4909 

191 

MODEL: HFIR, ENERGY, DEPT OF 

71-9219 

193 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

192 

MODEL: MH-IA, ENERGY, DEPT. OF 

71-6639 

192 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

192 

MODEL: RAD-WASTE CR.I, CHEM-NUCLEAR 

71-9105 

192 


SYSTEMS, INC. 


Name 

Docket 

Page 

MODEL: TITAN, WESTINGHOUSE ELECTRIC 
CORP 

71-9229 

193 

MODEL* TN-BRP, TRANSNUCLEAR, INC 

71-9202 

192 

MODEL: TN-RAM, TRANSNUCLEAR. INC. 

71-9233 

193 

MODEL* TN-REG, TRANSNUCLEAR. INC. 

71-9206 

192 

MODEL: TRUPACT-ll. ENERGY, DEPT. OF 

71-9218 

193 

NAVY, DEPT. OF 

71-0421 

191 

SOURCE PROD, & EQUIP. CO., INC. 

71-0102 

191 

ULTRASONIC SPECIALISTS, INC 

71-0665 

191 

UNIV. OF CALIFORNIA. BERKELEY 

71-0649 

191 

Licensing of Independent Spent Fuel 

Storage - Docket 72 



CAROLINA POWER & LIGHT CO 

72-0003 

193 

DUKE POWER CO., 50-269 

72-0004 

193 

MORRIS OPERATIONS, GENERAL 

ELECTRIC CO, 

72-0001 

193 

VIRGINIA ELECTRIC & POWER CO, 

72-0002 

193 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 RlCHUND, WA, U.S. ECOLOGY, INC. 

8812070082 FofWBfds “HIslorical Environ Mortitonr^g RepI o1 US Ecology Low Level 
Radwesle Disposal Facility," to satisfy License Condition 5B 
ADAMS, SR US, Ecology, Inc (formerly Nuclear Englnoerina Inc) 83/11/30 
INGERSOLL,CE Washington, State of 108pp 47747.200 47747.307. 

BB12150161 Fonvards SNM receipt & burial rept for Nov 1963, per Condition 6 of Li- 
cense 16-19204 01 Rept ol Isotopic activity as required for Washington License WN- 
1019-2 also end Root withheld traf 10CFR2 7S01 

RITTENBERQ.R BUS Ecology, Inc (formerly Nuclear Enplneering, Inc ) 80/12/07 
KNAPP,Mfl NRC - No Detailed Affiliation Gwen tp 47869 001-47060 001. 

8812230173 Advises that one of Oct 1988 mor\thly TLO results exceeded 30 ifirem per 
month investigatory action level in Table 6 1 of aids manual due to normal disposal 
operations in proximity to station Monitoring of radiation levels continuing 
COLEMAN.CE US Ecotogy, /nc (formerfy Nuctear Englneerm frrc) 8B/Wi4 
INGERSOLL,CE Washington, State ol tp 47910 360 47910 360 

8812230183 Informs that eight of nine listed environ air gross beta results exceeded 
action level during 061024-1101 Results allributed to ambient temp background gross 
beta level conslstor^t w/1evo]s previously reported for stations, 

COLEMAN,CE US Ecology, Inc (formerly Nuclear Engineering, Inc) 68/12/14, 
lNGERSOLL,C e. Washington, State of, Dept of Social & Health Services 2pp 
47911 014 47911,016 


8812020114 Conctudes that Split Rock tailings embankment performing within design 
specs & remains in stable condition at present, based on submitted info did 
870701 No further licensing action or review necessary at present 
JACO0Y,D.L. HAWKINS,EF. Uranium Recovery Field Ofc, R4 88/11/15 Urar^ium 
Recovery Field Ofc, R4 3pp 47707 161-47707 163 

8812010366 Approves 001107 request to extend training requirement of radiation safety 
officer, per License Condition 48. 

PETTENGtLLH J. Uranium Recovery Flold Ofc, R4 88/11/23 BAKER, S Western 
Nuclear, Inc (subs of Phelps Dodge Corp.) 2pp. 47703 083 47703 084 

6812020128 Discusses licensee 881101 submittal of somlannua) ALARA audit rept for 
Split Rock U mil! Licensee performed acceptable ALARA audit No further action nec- 
essary 

HEYER.RS.. PEHENQILLH J Uranium Recovery Field Ofc, R4 88/11/23 Uranium 
Recovery Field Ofc, R4 3pp 47716 314-47716 316 

8812210041 Forwards Amend 46 to License SUA-1 162, revising Condition 74C to reflect 
revised submittal deadline for groundwater corrective action program 
SM1TH,R,D Uranium Recovery Field Ofc, R4 88/12/00 BAKER.S Western Nuclear, 
Inc (subs of Phelps Dodge Corp) 3pp 47089 298-47889 332, 

-8812210045 Amend 48 to License SUA 56 for Western Nuclear, Inc, revising Condition 
74C to reflect revised submittal deadline (or groundwater corrective action program 
SMITH.RD Uranium Recovery Flold Ofc. n4 88/12/08 24pp 47889 301-47889 332 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 


881 22301 6S Forwards comments on draft Amend 8 to License 16 19204-01 Requests 
that NRC requirements that SNM repts submitted to Stato of WA also bo submitted to 
NRC be deleted 

CARPENTER,SA U.8 Ecology. Inc ( lor merly Nuclear Enalnoorlng, Inc) 88/12/TO 
SHAFFNER.J A NRC - No OoTallod Affitiatlon Givers 3pp 47911.024*47011 026 

8812230195 Grants permission to NRG to copy monthly burial repts in, "Rept of Isotope 
Activity by Generator *' Info in rept re customer Identification, waste stream & sves pro 
vided should be withheld from public disclosure frof 10CFR2 790) 

CARPENTER,SA U.S Ecology, Inc (formerly Nuclear Engineering, Inc), 86/12/20 
JOHNSON,D. Document Control Branch (Document Ciontrol Desk). 2pp. 4791V016- 
47911,017. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP,, RIVERTON, WY 

6812020194 "Second Stage Detection Monitoring at UMETCO Minerals Corp, East Qas 
Hilla,Wyomln 9 Silo " W/21 oversize maps. 

TRAMMELUJW, HOFFMAN,QL UMETCO Minerals Corp. (subs of Union Carbldo 
Corp) 68/10/31. 176pp 47722.217 47723.032. 

8812060070 Third Quarter 1980 rept for A-9 seepage collecHon sys W/001021 Ur 
TRAMMELUJW UMETCO Minerals Corp (subs of Union Carbldo Corp). 88/00/30. 
QARLAND.W.L Wyoming, Stole o I 29pp 47723,1 12-47723-UO 

8812050316 Application for amond to License SUA-648, establishing background 
amounts of hazardous constituents In groundwater. Foe paid. 

TRAMMELL, J.W. UMETCO Minerals Corn, (subs of Union Carbide Corp.) 68/10/ 13 
KONWINSKI.Q. Uranium Recovery Field Ofc, R4 2pp 47731.367-47731*358. 

6812020048 Forwards Amond 7 to License SUA-048, revising License Condltlona 
64(E)(1) & 66 as listed. 

SMITH.RD. Uranium Recovery Field Ole, R4. 80/11/16 UMETCO Minerals Corp, 
(subs, of Union Carbide Corp.) 2pp 47739 355-47740.032. 

-8812020053 Amend 7 to License SUA-O04B for Umotco Minerals Corp, revising Condi 
lions 64(E)(1) a 66 as listed 

SMITH, R.D Uranium Recovery Field Ofc, R4. 60/11/16 12pp. 47730 367-47740 027 

-68120200S9 Recommends that Condition 6B of License SUA 648 be revised to author- 
ize receipt & disposal ol In situ wastes In A-9 disposal area, per ticonseo 600B29 appli- 
cation, 

HEYER.R S. Uranium Rotx>verY Flold Ofc, R4 60/11/16. Uranium Recovery Field Ofo, 
B4, 5pp 47740,028-47740,032, 

6812210360 Forwards annual geotechnical Insp of evaporation ponds, per License Con- 
dition 62 ol SUA-648 Well 21 which was Included in rept was accldentatly destroyed 
some time ago & should not be part of monitoring program. 

TRAMMELUJW. UMETCO Minerals Corp. (subs, o( Union Carbide Corp.) 88/11/22. 
HEYER.R. Uranium Recovery Field Ofc. R4 20pp 47677073 47B7709Z 


881210D07B Motion for order directing Issuance of final simpl to FES & request for 
status conference * Board urged to enter order directing NRC to release final suppl to 
FES by 8901 1 a, W/ Certificate of Sve 

MESERVE.RA Korr-McGee Chemical Corp (subs of Kerr-McGoa Corp) 
MESERVE.R.A, CJovinglon & Burling #488 7660 88/ 12/OB Atomic Safely and U 
censing Board Panel Tpp 47802 210 47602 216 


DOCKET 40-2253 ARMY, DEPT. OF, WATERTOWN, MA 

6812190154 FOIA request for Insp repta Irom 1966-1080 & application for renewal of 
license did 850523 

REINERT, S Boston Business Journal 80/11/23. NRC - No Detailed Affiliation Given 
Ip 47841 202-47841*202, 

8812190161 Final response to FOIA request for records App A docomanls end & avail- 
able In PDR. 

PHILLIPS, J Divlalon of Freedom of Information & Publications Services (Post 
800516) 80/12/16, REINERT.S Boston Business Journal 2pp 47041 203* 
47041 266 

-8602260453 Forwards application for renewal of License SUB-238, authorizing posses- 
sion & use of U-a30 (or alloy fabrication, research .development & prototype purposes 
& thorium oxides for high temp vacuum melting 

TARAS.ON. Army, Dept ol 05/05/23. Region 1, Ofc of the Director 2pp. 4784 1 205- 
47041,288, 

-8602250459 Application for renewal of License SUB-23B,authDnzlnQ use ol U-238 for 
alloy fabrication, resoarch,dovelopmont & prototype purposes 6 thorium oxide lor high 
temp vacuum melting 

WRIQHT.ES, Army, Dopy of, Materials Technology Laboratory 85/03/29. 7 tpp. 
47841.207-47841 208. 


DOCKET 40-2269 PATHFINDER MINES CORP., RIVERTON, WY 

6812210296 Forwards amend to Ltr of Credit 00 67, increasing amount offoctivo 681215. 
BAUDON.N Credit du Nord, 88/12/01. Uranium Recovery Field Ofc, R4 Ip 
47876*129 47876.130 

-8612220028 Informs of amend to Ltr of Credit 0067 .Increasing amount effective 
881816. ^ ^ 

GUTIERREZ, J. Credit du Nord. 86/11/30. Uranium Recovery Field Ofc, R4 Ip 
47076 130-47676.130. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 


8612270212 Requests response to 071119 request for addi info re 870826 application 
for ameitd to License SUB 526 within 60 days 

BIDINQER.G.H Fuel Cycle Safety Branch 88/12/22 BISHOP, J.C Allied Signal Corp 
ip 47027:037-47927.037. 


DOCKET 40-1162 AMERICAN NUCLEAR CORP., JEFFREY CITY, WY 


DOCKET 40-3463 ATUS MINERALS, INC., DENVER, CO 


8812050309 Application lor amend to License SUA-56, deleting Western Nuclear, Inc 
from license & transferring license to American Nuclear Corp Fee paid 
BAKER.S J. Western Nuclear, Inc. (subs of Phelps Dodge Corp). 68/10/14 
PETTENG1LL.H.J Uranium Recovery Field Ofc. R4 3pp. 47731:169 47731:101 

8611280053 Informs that radiation safety officer will aWertd biannual rofreaher course In 
radiation proteclion during 10O9,per License Condition 4B.Decomnnis8lon1ng of Split 
Rock Mill made appropriate training course before end of 1988 Impossible 
BAKER, SJ Western Nuclear, Inc (subs, ol Phelps Dodge CorpJ 68/11/07. 
PETTENQILL,H T. Uranium Recovery Field Ofc, n4. Ip. 47652*239 47652*239. 


8812Q6DD04 Application for amend to LIconse SU A-9 17, amen ding license lo show expi- 
ration date o( 691231 Fee paid 

BLUBAUGH.RE. Atlas Corp. 08/09/20 PETTENGILL.H.J Uranium Recovery Field 
Ofc. R4. 3pp 47734:260 47^4:252 

8811280088 Requests 60 day extension to deadline tor submission ol addI Info re Moab 
mfft recfemation plan ^ 

BLU0AUQH,R.E. Atlas Corp, 88/10/28 JACOBY, D L. Uranium Recovery Field Ofc, 
B4 ip 47654. 163-47e54’1 53 


8812050174 Application for emend to License SUA- 5 6, deleting refa to Frazlor-Lamac No 
procesaing ol concentrates ever occurred at site. 

BAKER.SJ. Western Nuclear, Inc. (subs of Phelps Dodge Corp,). 88/11/14, 
PETTENGILL.H j. Uranium Recovery Field Ofc, R4. 16pp 47731*025 47731.040 


6812010418 Advises that NRC willing to delay receipt of reclamation plan by 45 days In 
response lo 891026 request Info requested by 8901 16. , ^ ^ . 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 86/11/17, BLUBAUGH.RE, Allas 
Corp. 2pp. 47700.038 47700 039 


1 



2 


DOCKETED ITEMS 


8012210138 Recommends that Cortditions 17,21 A 49 of Ucehse SUA 917 be amended 
as slated Roaufrcmenl lor Alla » Minerals to submit deconlami nation & docomissloning 
repts wlhFn SO days of compleliion of subj activities also rocommonded 
SCQVILL.VR, fmeNGILUH J Uranium Recoveiy Field Ofc, R4 60/11/20 Urani- 
um Racoverv Field Otc. R4 7pp 47670 212 47870 218 


8812219139 Forwards Amend 3 to bcense SUA-SI 7, revising license Conditions 17,21 A 
49 Decommissioning plan & cost estimate discussed 

SMiTH.RD Uranium Recovery Field Ofc. 04 68/11/26 BLUBAUGKR E Atlas Corp 
4pp 47889 269^47069 292 


-*8812210171 Amend 3 lo License SUA-917 for Atlas Corp.aulhonzing use o1 natural U 
et facility located Ir^ Moab.UT 

SMITH, RD Uranium Recovery Field Otc, R4 6B/11/28 13pp 47889 263-47689 202 


8812220102 Recommenda lhal License SUA -091 7 be amendad.revisrng License Condi 
lions 17 A 49 ro groundvyaler proleclion stda A environ A effluent monitoring 
prooram, respectively 

KONWINSKI.G n . HAWKINS.E F. Uranium Recovery Field Ofc, n4 86/12/13 Urani 
urn Recovery Field Ofc, R4 5pp 47886 190 47636 194 


DOCKET 40 6500 ENERGY, DEPT OF, CANONSBURG, PA 


8812150287 Forwards response to NRG 8BO023 commonls re Burrell, PA vicinily proper 
^ site iVP 200/800) survojilance & maint plan Response consists of June IflOD plan 
A addendum 

AHTHUR.WJ Energy. Dopl of 88/12/12 LOHAUS.P Division of Low Level Wasio 
Managompnt A Decommissioning (Post 870413) Ip 47028 33 1-47029 200 

“8812150271 “Rurrall.PA Vicmlly Properties Surveillance A Maint Plan" W/addondum 
& response to comments 

* Energy. Dept of 88/06/30 275pp 47828 332 47829 200 

861.2190160 Forwards final rapt of "Too Ditch Riprap Repair Pronram for 
UMTRAP.Canonsburg.PA," for NRC review Issuance of ficenso for 7ong-1(?rin 
monitoring, maint A surveillance of disposal site raquostod 

ARTHUR .WJ. Energy, Depi of 88/12/12 LOHAUS.P Division of Low Lovrjl Waalo 
Management A Decommissioning (Post 870413) 2pp 47854 001-47054 128 

-0912190191 "Toa Ditch Riprap Repair Program UMTRAP.Canonsburg.PA " 

' Morrison Knudsen Engineers. Inc 88/10/31 126pp 47054 003 47854 120 


8812239065 Forwards Amend 4 to license SUA O917,rov35lng License Conditions 17 A 
49 re compliance monitoring program Licensee requ'red to submit corrective aclion 

g rog rams by 890401 

MiTH.RD Uranium Recovery Field Ofc. fi4 68/12/14 BLUBAUGH.R E Atlas Corp 
3pp 47901 ’SSI -47901 353, - 

-86 12220080 Amend 4 to License SUA 09 17, revising License Conditions 17 A 49 re 
implementation of compliance monitoring program 

SMITH.R D Uranium Recovery Field Ofc. R4 88/12/14, 12pp 47901:324-47901 353 


6812130083 Forwards Vots 1,2,2A,3,3A,3B & 3C to “VtclniVy PropotVy Complollon Rcpt." 
final romodial actions for UMTRAPAIf remedial aclion at Burrell, PA UMTRAP vlclmly 
property silo complete Addendum will bo submitted in Dec 1908 
ARTHUR.WJ Energy. Dept of 88/12/01 LOHAUS.P H Division of Low Level Waalo 
Managemenl A Decommlssronlng (Post 870413) 2pp 47095 001-47890 091 , 

-8012130070 Vols 1,2.2A,3,3A,3B A 3C to "Vicinity Pfoporly Completion Ropt," linal re- 
medial aobons 1 di UMTRAP .Buirell, PA 
* MK Ferguson Co 68/08/31 1.52gpp 47895 003 47899 OOT 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 


0012050316 Application for amend to License SUA 667,fi1lowdng receipt of Malapai A 
Cleveland Chile wastes Waste will be pi acod In shallow trenches In stabilized surface 
of Tajlings Pond 1 Fee paid 

ANDRUS, N J Amedcaa Nuclear Corp 80/08/04, SMITH.R 0 Uranium Recovery Field 
ore, R4,4pp 47731:359-47732 001 

6012210020 Submils reclamalKm cost eslimate re American Nuclear Corp mill 
deoorTiisslomng Evaluaiion based on cosl estimates presented m Andrus 680922 A 
fOa’V llTS A onsite msp on 8811Q1 Insp rept enef 

WOXLEY.M Wyoming, State of 88/11/08 Wyoming, Slate of 9pp 47947008- 
47947 016 

0612020146 Forwards Amend 35 to License SUA &87,delelln0 grourvdwater monitoring 
require menis listed In Condition 13 A adding requirements to Condition 29 
SMITH.R D, Uranium Recovery Field Ofc, m 4 80/11/14 American Nuclear Corp. 3pp 
47718 207 47713.249 

-8812020156 Amend 35 to License 5UA-667 for Gas Hills Project, American Nuclear 
Coip.delobng groundwater morLitonng requirements from Conoilion 13 A adding ro 
qulromenls to Condition 29 

SMITH.R D Uranium Recovery Field Ofc. R4 08/11/14 llpp 47716 210 47718 244 

-0612020102 Discusses establishment of groundwater protection stds.por licensee 
880929 A 1010 submittals of groundwater quality data 

KONWINSKt.G R , HAWKINS,E F Uranium Recovery Field Ofc, R4 06/11/08 Urani- 
um Recovery Field Ofc, R4, 5pp 47718245 47718 249. 

8&1221D078 Discusses bond amount lor Permit 352 A Incrementa) release 
process Revegetation rotainer will be held for at least 5 yrs from date of seeding to 
assure erosiona! stability A proper fovegotation 

WOOD.n doming. State of 68/11/22 FERGUSON, JC American Nuclear Corp 
2pp 47882 029 478B2 030 

8611300505 Forwards Radiation Safety ln$p Rept 40-4492/68-02 on 881117 No viola- 
tions or deviations noted 

PETTENQILL.HJ Uranium Recovery Field Ofc, R4 88/11/26 FERGUSON, J Amen- 
can Nuclear Corp Ip 47676 198-47676 205 

-60113OOS16 Insp Rept 40-4492/68 02 on 861 117 No vfolations & deviaUons 
noted Major areas Inspected U milling operabons & radiation safety program.lnclLdfng 
mgt organlition A controls/ ^rations revjew,r0dial]oAprolectlon & radwaste 
HeYER,RS, ftOSE,HD. PETTENQILL.HJ Uranium Recovery Field Ofc. R4. 08/11/ 
28 7pp 47676.199-47676 205 

0012210162 Forwards Bureau of Land Mgt Rept Q31-87 032, per License Condbtion 26 
ro arcbeoiogical & hlstodcai arlilaol survey ot reclamation site. 

SAUS0URY.W-C American Nuclear Co^ 88/12/06 SMITH.R 0 Uranium Recovery 
Field OfO, R4. 6pp. 47876 251 -47075 2S6 ' 


8812190302 Forwards OOE certification summary for Burrell, PA Vicinity Propprly Sito VP 
CA 200/800 All remedial actions complolod 

ARTHUR.WJ Energy. Dopl of 08/12/13 YUSKO.J Pennsylvania. Commonwonllh 
of 3pp 47040.124 47840128 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


8811230243 Responds to violations & deviations nolod during insp of Liconso SUA 442 
on 600808 1 1 Correclive actions greater attention to roview process .corn plot ion of 
wriling specified procedures & consulling vendor to reduce time of analysis 
HOPKINS.RJ Pathfinder Mines Corp 88/10/14 PETTENGILL.HJ Uranium Rocov 
ory Field Ofc. R4 0pp. 47657 100 47657 187 

8811230319 Forwards Amend 17 to License SUA-442.authorizing Issuance of ridor to- 
oxlabng \\r of credit 

SMIThlRD Uranium Recovery Field Ofc, R4 88/10/31 HOPKINS.R Pathflndor 
Mines Corp 4pp 47631 219 47631 249 

-8811230324 Amend l7 to License SUA-442 for Pathfinder Mines Corp, authorizing un 
limited amount of U, place of use & possession of U waste tailings gonoratod by mtil 
Ing optialfor^s 

SMITH.R D Uranium Recovery Field Ofc, R4, 08/10/31. 10pp. 47631 223-47031 249 

88120200B5 Ack receipt of 081014 Ur providing rssponses to notices of violation & dovi 
atlon & recommendation s,p0f fnsp Ropt 40 6622/08-01 Disagrees w/responso to Horn 
1(a) of violation Std operating procedure requested by 061230 
PEHENGILL.HJ Uranium Recovery Field Ofc, R4 00/11/10 HOPKINS.RJ Palli 
ImdoT Mines Corp 3pp 47719008-47719010. 

8812210296 Forwards amend (o Llr of Credit 00 67, increasing amount effeclivo 081216 
BAUDON.N Credit du Nord 88/12/01 Uranium Recovery Fioid Ofc, 114 tp 
47075 120 47075 130 

-801222<M>26 Informs of amend to Ltr of Credit 0067, increasing amount offoclkvO 
881215 

GUTIERREZ.J Credit du Nord 88/11/30 Uranium Recovery Field Ofc, R4 Ip, 
47675 130 47875 130 


DOCKET 40-7465 WHITTAKER METALS, LOS ANGELES, CA 

80 11 230220 "Audit Rept of Radioactive Mall Located Next to Qroenvilfo Molola 
Greenvilio,PA 

MILLER.F. Whittaker Corp 08/11/14. 2pp. 47657 257-47657 260. 

0812230169 Annual morilloring program ropt (including semiannual monitoring pronram 
for erosion lnsp).per Conditions 1 1 & 12 of License SMA-lD10,dld 081000 
lOUTTIT.GJ Whittaker Corp. 00/12/12 ftOUSE.L. Fuel Cycle Safety Branch 4pp 
47617 357 47917.359 


6812210161 Responds to 881130 I tr.wllhd rawing 600B04 epplicalion for amend to Li 
cense SUA-0667.NRC lemntnates review ol ap^teaticn 

SWITH.R D Uranium Recovery Field Ofc. R4 88/12/07. FERGUSON, JC Amerfcan 
Nuclear Corp, 2pp 47888 294-47888295 

6612210367 AcK receipt of 681206 archaofogfcal & hiBicdcal artifact aurvey.Ucense 
Condition 26 survey requirement for reclamabon actnntJos at Gas Hilla Pro eel satEsi 
Red. 

HAWKINS, EF. Uranium Recovery Field Ofc, R4 BB/12/15, Amorlcaiv Nuclear Corp 
2pp. 47875 083-47875 084. 


DOCKET 40*6377 ARMY, DEPT. OF, DOVER, NJ 


0812230174 Audit rept of radioactive matl located next lo Greonvillo Metals 
GreenvjH9,PA Homs audited include.gatesjences, signs on fencing & fence inloorityAII 
fosulls satisfactory 

MILLER.F L. Whittaker Corp 88/12/14 2pp 47911.007-47911.000 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC., LIMA, OH 

8611290337 Forwards schedule for deconlamination of ponds.grounds bldgs & other (o 
cilities on site.per License Condition 14 of Ucense SUB -900 Schedule based on un 
derslanding of remaining onsile coniamlnatlon 

03/11/11 ROUSE.L C Fuel Cycle Safely Branch 


6812220022 Appflcalwri for amends lo Licenses 29-00047-02,29 00047 06, 29 00047- 
08.29-00047-09.SUB'348 6 SNM-56t .authorizing R Moss as allernalo radratfon pro 
\eclron office t. 

TARASpON Army, Dept, of 80/11/22 Region 1. Ofc ol the Director IIpd 
47902 333-47902 349 


B81 1290577 Submils commoots on ropt by Nuclear Energy Sves describing doconlaml. 
n^ion actions a pre- Aj^sl-deconlaminallon aieius for five areas reauested far unro 
sUicted release at BP Chemical Plant in Lima, OH ^ 

UNDIS.M R Oak Ridge AssMialod Univs 00/11/17, LAROCHE.G. Office oJ Nuclear 
Malona) Safely A Safeguards, Director 3pp 4 7665- 222-4 7665 226 
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8812090179 Forwards Onalle Insp Rept 40'7604/88'01 on 060707*08, including Info ob 
talned by tetcons during 000726'0026 No vIolaMons noted Insp Initiated in response to 
allegations ro use & disposal of radioactive matts at facility 

MALLETT,B S Region 3, Otc of the Director QO/12/05 WALPOLE JW Standard Oil 
Chemical Co. (formerly Sohlo Chemical Co ) 2pp ^7762 274-47762 286 

-8812090183 Safety (nsp Rept 40*7604/88 01 on 680728-1004 No violations 
noted Mafor areas inspected six allegations derivQd from 680708,21 & 0028 lelcons 
w/indivldual representing Allen County Citizens lor Environ 

FRANCE, G M . GILL.C F . SRENIAWSKI.O J RegfOrt 3, Ofc at the Director 8e/12/02 
tipp 47762 276 47762 206 


DOCKET 40*8027 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

8611230008 Forwards revs to Part LSoction 2 7 4, "Design Control’* & Part It, Section 
9.8, "Changes In Procedures, Facilities & Equipment,” for review & approval 
STAUTER.JC, Sequoyah Fuels Corp (subs o( Karr-McGoo Nuclear Corp). 86/10/17 
ROUSE, L C Fuel Cycle Safely Branch 5pp 47799 300-47799 30t 

8Q112300Q8 Forwards revs to Part ^Section 2 7 4,. "Design Contror & Part ll.Section 
0 0, "Changes in Procedures, Facilities 8 Equipment,” for review & approval 
STAUTER,J.C Sequoyah Fuels Corp (subs of Kerr McGee Nuclear Corp) 80/10/17, 
ROUSE,L C Fuel Cycle Safety Branch 2pp 47799 300 477S9 301 

-'88121402ZO Requests remiWanco of appiicaiion fee of $150 for amond to LIcenso 
SUB-1010 

JACKSON,G License Fee Management Branch 08/11/10. STAUTERJ C Sequoyah 
Fuels Corp (subs of Kerr-McQeo Muclear Corp) Ip 47799 302*47799 302 

-B812140221 Submits application fee,pQr 001110 request re License SUB*1010 
STAUTER,JC Korr-McGoo Corp. 08/11/29 JACKSON.G License Foe Management 
Branch Spp 47799 303-47799 306 

0012050028 NPDES discharge monitoring rept for Oct 1908 W/001102 & 08 ttrs 
KNIGHT, SP Sequoyah Fuels Corp. (subs, of Korr*McGee Nuclear Corp) 88/10/31 
6pp 47740.183*47740 160 

8011300113 Ponvards "Behavior of Hve Monitor Wells to Repetitive Evacuation ” 
KNIGHT, SP Sequoyah Fuels Corp (eubs of Kerr-McGoo Nuclear Corp) 80/11/17. 
BIDINGER, G.H Fuel Cycle Safety Branch 2pp 47702 116-47702147. 

-8011300118 "Behavior of Five Monitor WoUa to Ropotilivo Evacuation " 

COUCH,C Sequoyah Fuels Corp (subs, of Kerr-McQoo Nuclear Corp ) WIDMANN,R 
Korr-McGoe Corp 86/11/14. 30pp 47702110 47702 147. 

6012210058 Forwards hydrological study of five monitor wolls.per 0D0516 mooting be 
tween NRC,Kerr-McQeo & Soquoyali Fuels Corp 

KN1GHT,SP Sequoyah Fuels Corp. (subs of Kerr-McQeo Nuclear Corp) DB/1t/17 
BlOlNGER,QH. Fuel Cycle Safety Branch Ip 47878050 47676 050 

8812010414 Ack receipt of 081103 Itr Intormlng NRC of stops taken to correct violations 
& deviations noted In Insp Rept 40 0027/00 03 Acceptability of retraction of commlt- 
mont licensing Issue which will be evaluated by NRC-Hoadquartore 
PETTENQILL,H J Uranium Recovery Field Ofc, R4 CB/11/18. KNIGHT, S. Sequoyah 
Fuels Corp (suba. of Korr-McGo© Nuclear Corp) 3pp 47703,300*47703 302. 

6812210290 Informs that licensee experienced exceedance ol nitmte max allowabto 
concentration limit at surface waier runoff Outfall SFC OOS (OWRB Location 
003) Caused by leaching of nitrates from sludge pond Sella will bo dl^osod 
KNIQHT,S.P Sequoyah Fuels Corp (subs of Korr-McGoo Nucloar Corp.). 08/11/26. 
BLACHLEY.T. Oklahoma, State of Ip 476QV1 00 47B0 1:100. 

6812120023 Forwards response to issues raised in roquost,por ML Thompson 061026 
response to request 

CUNNINGHAM, R E. Division ol Industrial & Medical Nuclear Safety (Post 870726) 
60/11/30 BARNEn,J.R. Oklahoma, Slato of 4pp 47700*107-47760110. 

8012150008 Forwards State ol OK Water nosourcos Board 601005 Ur & NRC 881130 
response Decommissioning plan requested by 890301, W/o ends 
ROUSE, L C. Fuel Cycle Safety Branch. 08/12/06 KNIGHT, S P. Sequoyah Fuels Coi(> 
(subs, of Korr‘McGoo Nuclear Corp ), 1p. 47800*200-47000:260 


6812210186 Forwards soil samnfo ar^alysfs results for Sequoyah Fueli Corp Qoro,OK (J 
conversion laclllty based on 600322*25 Insp. Unable to substentiato allegation of im- 
proper disposal of contaminated waste based on review of written procedures 
SMITH, R 6. Uranium Rocovory Field Otc, R4 OQ/ 12/07 ROUSE,LC Fuel Cycle 
Safely Branch Ip. 47877 062 47877,087. 

-8612210189 Forwards results of soil samples 
PRICE, JC. Oak Ridge National Laboratory 80/11/22 KONWINSKI,Q.R, NRC * No 
Detailed Alllliallon Q^on 5pp 47877-063 -47077.067 

8812210247 Informs that revised map Inserted into Chapter 14 of demonstration soctlon 
of license anpllcatiomper 881031 Itr, 

PENNINGTON.W,S Fuel Cycle Safety Branch Bfl/12/00 KNIQHT,SP Sequoyah 
Fuels Corp. (subs of Korr-McGee Nucloar Corp ) Ip 47675.128*47875.128. 


-8B120B0136 Application for amend to License SUA-1064,termlnalirig license Fee paid, 
PATTON,JD Exxon Corp 80/10/31 Ip. 47733 313 47733-313 

-8812050138 Application for amend to License SUA-151 haulhorizmg transfer of faciti' 
Iloa covered under LIcenso SUA 1084 to License SUA 151 1 Fee paid 
MAYS.W M. Everest Minerals Corp 80/10/20 Uranium Recovery Field Ofc, R4 35pp 
47733 314 47733 348 

8812210368 Submits 1988 Third Quarter rept re pilot in situ mNng program In Converse 
County, WY Decommissioning completed on process facilities around & within recovery 
bldg.RO bldg & header house 

RANGE, DM Exxon Corp 00/11/30 Uranium Recovery Field Ofc, R4 2pp 
47076*193 47876 194 

8B1 221 0161 Responds to 881031 application lor termination of License SUA-1064 (or 
Highland Project Completion of end NRC Fornn-314 prior to termination of license re- 
quired 

SMITH, RO Urar^ium Recovery Field Ofc, R4. 88/12/07 PATrON,J D Exxon Corp 
3pp 47680 1 52 47880 1 54 


DOCKET 40-8064 RIO ALQOM MINING CORP., MOAB, UT 


8812060002 Application for amend lo Liceinso SUA-11 10,ro vising License Condition 450 
to retain 8 5 ft freeboard until 090430 Foe paid 

PATTISON,RS Rio Algom Mining Corp 88/11/03 SMITH, RD. Uranium Recovery 
Field Ofc, R4 2pp 47740318 47^0320 

6612050014 Forwards annual technical evaluation rept for tailings embankments & 
Blsco Lake embankomenl lor review ra LIcerkse Condition 45E 
PATTISON,R.S Rfo Afflom Mining Corp 68/11/07 SMITH.RD. Uranium Recovaiy 
Field Ofc. R4 4pp 47732 059 47732 062 

8812010362 Submits review of ALAR A audit rept (or Rio Algom Mining Corp for Mar- 
Aug lOOO.LIcenseo performance acceptable, 

8C0VILL,V.R Uranium Recovery Field Ofc, R4 08/11/23 Uranium Recovery Field 
Ofc, R4 4pp. 47703 056*47703 069 

6612010365 Discusses rept ol elevated urine bloassay result at Rio Algom Lisbon 
MKf NRC concurs w/Hconsoo findings fndicatfng that data for four individuals working 
In same area for same period show organic Intarlorence w/fluoromotric analysis 
SCOVILUV n, PETTENGILUH J Urartium Recovery Field Ofc. R4 08/11/23 Urani- 
um flecovory Field Ofc, R4. 3pp 47703 000-47703 ()62. 

8612210274 Informs of change of telephone numbers as of 881202.New numbers 
listed 

REAVEAUjBK Rlo Algom Mining Corp 86/11/30. SMITH, RO. Uranium Recovery 
Field Ofc, R4 Ip, 47676 196 47876 196 

BB12210176 Submits revlow of annual tochnlcat evaluation of embankment performance 
for Lisbon Mill, per License Condition 44 ol Uconso SUA-1 1 19 Licensee performed ac- 
ceptablo ovafuation of embankment performance No further action necessary. 
SCOVILL.VR,, SMITH.RD Urarxlum Rocovory Field Qlc, R4 68/12/08 Uranium Re 
covery Flold Ofc, R4. 3pp. 47081.029-47601-031 

BB 12210288 Forwards request for add) Into ro proposed reclamation plan Critorla set 
forth in 10CFR40,App A must bo addraasod. Response duo before end of Feb 1909 
HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 86/12/14. PAHISON.RS. Rio 
Algom Mining Corp. 16pp 47075.007-47675 101 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 


8B120G0176 Appllcatlort for amend to LIcenso SUA* 11 30 .extending 061031 deadline re 
groundwater monitoring data by 60 days Foa paid 

PATTON ,J D Exxon Corp. 80/11/01, HAWKINS.E F. Uranium Rocovory Field Ofc, R4. 
Ip 47741 065-4? 741 -OOS 

8812210006 Forwards revised Enct It to JD Patton 081020 request for amend to Li* 
censo SLIA'1139,pof 801 10B conversation .Typo corroded In lost paragraph of end 
RANQE,DM Exxon Com 00/11/08. KONWINSKI.G. Uranium Rocovory Flold Ofc, 
R4. 2pp, 47876.127-47078.128. 

8812020033 Forwards Amend 26 to Hcorrso SUA-1 139, modifying License Conditions 33 
&40 

SMITH.RD Uranium Recovery Field Ofc, R4. 80/11/17. Exxon Corp Spp 47765.022- 
47765 045. 


-8612020041 Amend 26 to License SUA-1 139 for Exxon Corp, authorizing possession of 
byproduct mails w/o regard to form or quantity as tailings or other waste produced 
during extraction & concentration of U (n mlftlng fecifitfes. 

SMITH, R.D, Uranium Recovery Field Ofc, R4 80/11/17. IBpp. 47766 025 47765042. 


8812210381 Forwards review of llconsee 681114 rept, "Behavior of Five Monitor Welle 
to Repetitive Evacuation” Site must bo adequately regulated from liquid eflluenl 
standrmint to prevent futlhor groundwater contamination from occurring, 

SMITHRD. Uranium Rocovory Field Olc. R4 80/12/16 ROUSE, L,C. Fuel Cycle 
Safety Branch. 6pp. 47876 243 47076 247 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 

8812060003 Application for amend to License SUA-1611 .transfer ring Exxon Coal & Min- 
erals Co faclmle4 under License SUA-1064, to Everest Mlr\eral8 Corp.Fee paid 
MAYS.W M. Everest Minerals Corp, 88/10/20. Uranium Recovery Field ofc, R4, Ip. 
47741:066 47741.066. 


-8812020045 DlBcussos Amend 26 lo License SUA-1 130, modifying License Conditions 
33 &40 

JACOBY,D.L, HAWKINS.E F Uranium Recovery Field Ofc. R4 88/11/16 Uranium 
Recovery Flold Ofc, R4 Spp. 47755*043-47765 046 


8612210300 Advises that end Ltr of Credit (LOG) 127LCSB207e4 accepted In lieu of 
surety bond & replaces IOC 127LCS800630 

JORDAN, P. Wyomlna State o(, 88/1 1/30. BANQE.D Exxon Corp 4pp. 47875*288- 
47675*291, 


DOCKET 40-8406 PES8E9 CO,, SOLON, OH 


8812050133 Forwards application for amond to License SUA-1064. terminating 
Keen so, Facilities covereo by sub) license transferred to Everest Minerals Corp w/Lt- 
cense SUA-1 61 1 Request for amend to License SUA-1 61 1 also one), 

PATTON, J.D Exxon Corp 06/10/31 PETTENGILL.H J. Uranium Recovery Flak 
R4. Ip 47733 312*47733 348 


6812210384 Summarizes NRC comments on 081114 draft work plan for stabilization of 
site In Pulaski, PA, per 061123 telcon.SIte ra stabilization consld* 

nir^Mnr ftft/ 12/07 KHO,P. Environmental Pro- 


Pesses Co (METCOA) 
ered wasted ol^ time & 
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DOCKET 40-8452 BEAR CREEK URANIUM CO, CASPER, WY 

BS 12200300 Advises thal land use within 5 miles of restricted area boundary romains as 
described in June 1982 environ ropl No new private residences or potable water wells 
constructed since envaron ropi & grazing remains as primary use ot area 
BLOSSOM, JN Bear Creek Uranium Co 98/11/09 JACOBY, D. Uranium Recovery 
ReldOfc. R4 Ip 47867 3 1>0 47967 300 

B812020096 Informs that settlement monitoring layout presented on Nov 198B Drawino 
04-C'038 adequate Drawing replaces Apr 19BQ Drawing 04 C-03B Annual update of 
reclamation cost estimate info must bo received by 891030 

HAWKINS, EF Uranium Recovery Field Ofc, R4 B8/11/16 SCOTT,E Bear Creek 
Uranium Co 2pp 47718 314-47718315 

8612210368 Discusses rapt, "Evaluation of landscape Stability Based on 
Qeomorpbolom.Soifs & Vogelatlon Indicators" Dept agrees w/rept findings that un- 
disturbed sluoy area landscape shows evidence of Iona term stability 
BELDEN.S Wyoming. Stale o1 88/1 1/23 JACOBY, D Uranium Recovery Field Ofc, 
R4 0pp 47875 263 47875 270 

8812210354 Forwards licensee annual tailing water mgt sys reptper Condition 48 F W/o 
end 

CHASE, G Dear Creek Uranium Co 88/11/29 JACOBY, OL Uranium Recovery Field 
Ofc, R4 ip 47890 119-47690 119 

8812210150 Provides review of 881109 annual (and use survey (or Bear Creek U 
MillLand use unchanged No licensing action required 

JACOBY.DU. HAWWNS,EF Uranium Recovery Field Ole, R4 B8/11/30. Uranium 
Recovery Reid Ofc, R4 2pp 47875 327 47875 328 


DOCKET 40-6502 MALAPAI RESOURCES CO, PHOENIX, AZ 


DOCKET 40 8664 MALAPAI RESOURCES CO., CASPER, WY 


8812060210 Application for amend to License SUA-1337,forwafding "Final Ropi Aquffer 
Restoration Efforts & Results Willow Creek R&D," & results of one-year stability monh 
lonng period Requests mod of License SUA-1 337 

WICHERS.DL Malapai Resources Co 88/10/31 KONWfNSKt,G R Uranium Recov- 
ery Field Ofc, R4 Ip 47743 1 02.47743 323 

-8612060212 "Final Rept Aquifer Restoration Efforts & Results Willow Crook R&D"Wf 
one oversize iigure 

• Mafapai Resources Co 88/10/28 141pp 47743 183-47743 323 

8811260037 "Discharge Monitoring Rept for Third Quarter 1988 " W/891 103 (tr 
WICHERS.DL Malapai Resources Co 08/09/30 WAGNER.J Wyoming. State ol 
3pp 47651 302.47651 304 

8812210359 Recommends that Amend 12 to License SUA-t337 be approved, innplo 
menting 861015 restoration & decommissioning plan.subj to listed conditions 
KONWINSKI.G R , HAWKINS, E F Uranium Recovery Flold Ofc. R4 89/12/07 Urunl 
urn Recovery Field Ofc, R4 7pp 47075 076 47875 082 

8812210361 Forwards Amend 12 to License SUA’1337 Hecommonds that vendor 
pursue termination of license 

SMITH, RO Uranium Recovery Field Ofc, R4 88/12/08 Maf ana I Resources Co 4pp 
47874 338 47874 356 

-8612210362 Amend 12 to License SUA.1337 for Malapai Rosourcos Co, cfalfiting 
Amend 11 re implemonlation of 861015 restoration & decommissioning plan 
SMITH, R D Uranium Recovery Field Ofc, R4 88/12/08 1 1pp 47074 342-47074 356 


6612060161 Application for amend to License SUA- 1341, including process changes to 
Christensen Ranch & Ingaray facilities & submittal of welltield data package for con- 
linuaUon of mining In E Field Fee paid W/one oversize figure 

WICHERS.DL Watapai Resources Co 88/10/31 KONWINSK1.G R Uranium Recov- 
ery Reid Ofc, n4 45pp 47758004 47750 165 

-8612W3167 "Engineenng Design Repl for Filter Backwash Pond at Chnstenson 
Ranch ISL Mine ‘'^VY/2 oversize plan sheets 

* Western Water Consultants, Inc 80/09/26 IBpp 47758 045 47758 060 

-B8UW0174 "E Field Wollfield Data Package " 

* Malapai Resources Co 00/10/31 67pp 47758 081 47756 127 

-6812060194 "USMT/517 Wans Plan" 

* Malapai Resources Co 88/10/31 7j>p 47758 120.47750 139, 

-8812060197 Std Operating Procedure HP 20, "Respiratory Protection Program ” 
BROWN, KJ Malapai Resources Co 88/10/28 epp 4775B 140-47758-147 

-8812000196 Std Operating Procedure HP 21. "Procedures for Respiratory Equipment 
Use" 

BROWN. K. Malapai Resources Co 80/10/28 6pp 47758146 47766 152 

-0612060201 Std Operating Precodura HP-22, "Proceefures for Marnt, 
Ctednlng,C>islrtfection,DecontamIiiation& Storage of Respirators" 

BROWN, KJ Malapai Resources Co 68/10/28 3pp 47756 153 47758.165 

8812050136 Ack receipt of 080416 response to 600331 request for clarification re re- 
stricted area boundanes at (ngarey Mine Areas specifically designated as restricted 
idenljfied in end oversize Maps 1 A 2, 

WICHERS.O L Malapai Resources Co 88/05/02. HAWKINS,B F Uranium Recovery 
Reid Ofc. m 4pp 47746 130 47746 132 ^ 


DOCKET 40 8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

0812210279 Fonvards annual rept for Collins Draw Prelect for period 870930 
680901, per R&O License 3RD 

AHO.GD Cfeveland'Cliffs, Inc 86/09/02 GfURGEVICH.B Wyoming. Stnlo of ODpp 
47880 227.47860 264 


DOCKET 40-6724 CHEMETRON CORP., CHICAGO, |L 

8812210234 Forwards Chometron "Ramediatfon Work Plan" S ORAU confirmnlory rocfi 
olooical survey of Harvard Avo properly m Newburgh heights, OH 
UROCHE.Q Fuel Cycle Safety Branch 88/12/12, DRIESBACH.K Ohio, Stnlo of. Ip 
47676043 47876043 

8812210344 Requests extension of daconlamlnalion completion date & wUtidraws 
881115 confirmation of commitment Requests that NRC refrain from cillnn Chornolron 
for any alleged violation re License SUB'1357 

WILNER.SM Chemetron Corp 08/12/12 ROUSE.LC Fuel Cycle Safety Drnnclv 
0pp 47880 211 47060 218 ' 

8812210113 Responds to comments on evaluation of remedial work plan for Harvard 
Avenue Site, Newburgh Helghls,OH 

WILNER.SM. Chometron Corp 86/12/13 ROUSE.LC Fuof Cycio Snfoty DrnrUv 
7pp 47675 117.47075 122 


DOCKET 40-8768 KERR-MCQEE NUCLEAR CORP., OKUHOMA CITY, OK 


8610100204 Reviews semlanri'ual effluent n>onrtor1ng rept.including environ & operabon- 
a! momtofing data No significanl changes or trends identinedNo further action re- 
quired 

KONWiNSKt.G R , HAWKINS,E F Uranium Recovery Field Ofc, R4 08/09/13, Urani. 
urn Recovery Retd Ofc, R4. 3pp 47721 047-47721 049 


ivoimes inai max allowable concentration limits for nitrate & ammonia nl 
Surface Water Runoff Outfalls 004 & 008 exceeded on 801111 Caused by feachfnn of 
ammonium nitrate solution from Pond 2 

Korr-McCoo Nucloar Corp) 86/11/14 
BLACHLEY.T Oklahoma, State of Ip 47876 195 47076 195, 


0812050005 Forwards proposed changes to Chnstensen Ranch amen.d application & lr|. 

ra Mlne peimt application documents.for Land Quality Drv review & approval 

ERS,DL Malapai Resources Co 8B/11/97 GIURGEVICH,0 Wyomino, Stale 
of. 2pp 47787. 193'47787 196 ^ 

0812050002 Submits info required by CP 80-216 re installation of 400 ici|ecbon/produc. 
twn wells at Christensen Ranch Amend Area prior to issuance of final amend to 
permii to Mine 478 intearity lasting summary ancr 

WICKERS, D L Malapai Resources Co 66/11/10. LUCHT.B Wyoming. Stale of 19 dd 
47732 000.47732 097 ' 


68122 1DO02 Responds to NRC 681024 Hr re vwlabons noted In Insp Rept 40 6502/88- 
01 CorrecUve actions Procedure 15 removed from std operating procedures book & 
Procedure 1 a addresses amended rTXMVtoring location & decrease In samDiina 

HAWK1NS.6F Uranium r£=ov% Held 


docket 40-0681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

M122 10250 Di^jcusms loQto beNnd licensee corvefusion that leak from tailings impoun 
rnenls do not exist de^te third quarter moriitCK well analyaea on 804114 El^aU 
levels ol arsenic ^^nt in every well In aquifer not Indicalrve of loakaoe 
HAWmCK.JS. UMETCO Minerals Corp Subs of Un^ CaSide^l ar/ii/i 
PE nENQILUH J. Uranwm Rocw«y rSdoic.fU 21 w MlWl 0»i ' 

NMctea,.lne 610419 lb ,b talngs excavaUon 

HAMRICK, JS UMETCO Minerals Corp (subs of Union CarUde Oimi 
8COVlLL,V.R. Uranhim Recove^r flSd&fc. R4 7% 4^81 

T • HAWKINS.E F Uranium Recovery F^ld Offi. R4 88/l?/i'i iiriinrtim a 
covory Field Ofc, 04 2pp 47901 297-47901 2ja Uranium R 


\iiai jiittA aiiuwamtf goncenuauQn umu lor mvaias ammotva 

surface water runoff outfall 008(OWRS 005) exdeeded Exceedances wifi bo aummn- 
quarterly self monitoring rept 

Si Kerr McGoo Nuclear Corp) 00/11/17 

BLACHLEY.T, Oklahoma, Slate of Ip 47880 265 47080 265 


allowable concentration limit at surface wator 
ronoll OiAiali SFC 005 exceeded on 8811 ie S Outfall SFC 008 on 881 1 lO.Caiisod by 
clay finer plate & leaching of ammonium nitrate solution 

of Kerr McGee Nuclear Corp > B8/lt/2? 
BLACHLEY.T Oklahoma, Slate of Ip. 47862.004 47882 004 


-lu-Qrra INU., uus ANUbLES, CA 

'0 .“'''7 leloon re results of radiation survey ol (osl 
&lo®Cwr?plSio7oriS^? taken.Rer,uesle approval for 

MMFORT r Catilornla) OB/ 11/18 

trOMPURT.G NRC - No Detailed Affiliation Given 4pp 47701 321.4770i,326, 

detailing procedures to be used for decent aminalfon of 
ftrMWF I yVashlnglon.PA site, In eluding waste disposal. 

^vcorp. irro (subs 


docket 40->7«6 uranium RESOURCES, INC., RICHARDSON, TX 

Foiwards survey grid lor plant & welMeld arealndlcatino where orovloijs 
"'Sde a sampling needed Into provided® irrespSnse to 
North Platte prolecl response lo 

®^™NGILL,HJ Uranium Rocov. 
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DOCKET 4a-Ba01 WESTLAKE LANDFILL, NORTHBROOK, IL 

6611290576 Forwards survey of unconlrolled hazardous waste sites at Bridgelon 
location, per request W/one oversize drawing 

WHITAKER, WE Rock Road Industries. Inc 0B/ 11/09 SWIFT .J NHC - No Detailed 
Affiliation Given 3pp 47705 021'47705 023 

66121500S2 Forwards Rev 1 to NUREG-1308, “Summary Rept on Radioactwo Matl in 
West Lake Landfill," per 001 206 roquast W/o end 

LAROCHE, Q Fuel Cycle Safety Branch 00/12/1 a BURNS, ME Association of Amer- 
ican Railroads 1p 47826 311-47026 311 


DOCKET 40*0829 FERRET EXPLORATION CO. OF NEBRASKA^ INC., CRAWFORD, 
NE 

8812O5OOD0 Responds to 081 101 inquiry re conslituonl J Perrott Ur opposing exemption 
to Ferret Exploration Co of Nebraska based on belief that exemption wouTd result in 

K 'n of Chadron Aquifer 

Environmental Protocllon Agency 08/11/09 SMITH, V House of Rep 6pp 
47740.167*47740 162 

8012050001 Forwards Itr of credit from Norwosl Bank & Itr from State of N^.Dopt of 
Environ Control.estabflshing slancfhy (tr of credit Change necsssitafed to comply w/ 
State of NE revised rules & change In underwriting security bonds 
COLUNGS, SP Ferret Exploratlori Company of Nebraska, Inc 60/11/11 

KONWINSKI.G Uranium Rocovory Field Ofe, n4 6pp 47723 220-47723 226 

6812210262 Forwards State of NQ dept of environ control 601126 Itr approving Hr of 
credit from Norwosl bank for financial assurance for UlC permit for Crow Quite 
prelect 

COlLtNGS,SP Ferret Exploration Company of Nebraska, Inc &8/1V26 

KONWINSKI.G Uranium Recovery Field Ofc, R4 2pp 47676 016 47876 017. 

6812220262 Forwards Amend 10 to License SUA-1 441, revising License Conditions 
10,22 & 36 ro authorized uso.vol of discharges to ovaporaiior^ ponds & performance 
of monthly surveys for airborne natural U In restricted area.respectivoly. 

SMITH.RD Uranium Recovery Field Ofc, 134 68/ 12/ 12 Ferret Exploration Company 
of Nebraska, Inc 3pp 47066 329-47806 345 

-8B122202S3 Amend 18 to License SUA1441 for Ferrot Exploration Co ol 
Nebraska, Inc, re Vi sing listed llcenso conditions ra OA program to onsuro radiological 
monilonnib & groundwater & surface sampling will rolain current blnh quality 
SMITH, RD. Uranium Recovery Fiolc! Ofc, R4 00/12/12 9pp. 47066:332-47886 345 


DOCKET 40*8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

0811260065 Forwards supplomenlaf info re Soctlon 14-60 sand mino unit hydrology lost 
proposal Test will be sterlod whon ora aquifer & overlying & underlying monitor well 
water levels stable 

MOR2ENTI.S P. Everest Minerals Corp 06/10/13 OLSEN, T Uranium Rocovory Field 
Ofc. R4. 12pp 47656 001-47656 012. 

8811230021 Comments on Everest Minerals 661013 submittal of pump lest proposal lor 
Section 14 proposed amend area No proposed pumping rale for pump tost 
spocifiod Storalivlty has nol been prosentod 

INQLE.S, Wyoming, Stale of 08/10/20 Wyoming, Stale of 2pp 47657 240 
47657:260. 

8812060003 Appllcalion for amond lo LIcoriso SUA-ISII.Iransforflng Exxon Coal & Mm 
orals Co faeillties under License SUA-10Q4, to Everest Minerals Gorp.Foo paid 
MAYS.W.M Evofosl Minerals Corp 08/10/20, Uranium Recovery Field Ofc, R4 Ip 
47741.066 47741 086 

6812050133 Forwards application (or amond to Ltconso SUA-1064, terminating 
license. Facilities covorad by $ubj llcenso tranaforrod to Everest Mir>eral8 Corp w/Li* 
conso SUA-1611, Request for amend to Llcenso SUA-151 1 also oncl 
PATTON, J D. Exxon Coro 68/10/31. PETTENQILL.M J Uranium Rocovoiy Field Ofc, 
R4 1p.47733’3l2-47733 346 

-8812050138 Application (or amend to License SUA-l511,autliorlzlns transfer ol faciti- 
lies covered under Llcenso SUA-1064 to Llcenso SUA*1511 Foopald, 

MAYS.W.M Everosl Minerals Corp 08/10/20 Uranium Rocovory Field Ofc. R4 05pp. 
47733 314 47733.348. 

8812020126 Forwards listed geological data to support Section 14 of 801093 roquosi 
for amond to License SUA-151t & replacomoni locailon map showing proposed 
amend area including 25-ft wide wastewater pipeline corridor.W/ seven oversize ends 
MAYS.W.M Everest Minerals Corp Q6/U/09 OLSEM.T Uranium Rocoveiy Field 
Ofc, R4 i2pp 47722.211*47722 216, 

8812050017 Discusses vlotalions noted In QQ0727 & 1003 notices ol violation from Insp 
of License SUA-1611. Notifies that Amend 10 to SUA-1611 re orroneoua monllormB 
well data rescinded Response roquostod 

MARTIN, RD. Region 4, Ole of the Director 00/ VI/1 4 MAYS.W Everest Minerals 
Corp 2pp 47732^)44-47732 045 

6812020122 Forwards Amond 11 to Llcenso SU A-1 61 1. revising License Condition 39 lo 
reflect liconseo 880919 adequato submiUal of hydrologic testing proposal 
SMITH, RD Uranium Recovery Field Ofc, R4 06/11/10 Everest Minerals Corp 2pp, 
47717'073-47717 105 

-8812020124 Amend 11 to Liconsa SUA-1511 for Everest Minerals Corp, fevlsii>g Con- 
dition 39 to re I loot licensee 000919 adoquato hydrologfc testing proposal 
SMITH, RD. Region 4, Ofc of the Director. 08/11/16 lOpp 47717 076 47717.102. 

-8B1 20201 31 Recommends lhal License SUA-1511 incorporate hydrologic tost propos- 
al submitted by licensee 080020 Itr by revising Condition 39 as stated 
OLSEN, T.T.. HAWKINS, E F. Uranium Recovery Field Ofc, R4, 88/11/10 Uranium Re- 
covery Ffcfd Ofc. R4 3pp 4771 7, 103-4771 7;1(?5 

8612210052 Forwards U.radfum ■& ihorfum analysis data for soil samples cclfected from 
proposed Section 14 ol amend area Outstanding items inctudo, results ol hydrologic 
teat performed In northern half ol Section 14 

HILDENBRAND.P Everest Minerals Corp 06/11/10 OLSEN, T.T, Uranium Recovery 
Field Ofc, R4. 12pp 47QB2 012-47602 023. 


6812210149 Responds to Inquiry re waste water pipeline proposed lo be buiU as part of 
Section 14 amend Water will be piped to first satellite in Sectiort 21 & will cor^slsl of 
wollfield purge, well workover fluid & restoration fluid 

MAYS.WM Everest Minerals Corp 00/11/23 OLSEN.TT Uranium Recovery Field 
Ofc. H4 Ip 47088.109-47800 109 

8812210098 Forwards Amend 12 to Llcenso SUA-1511, revising Conditions 30,40 & 41 
& adding Condition 49,Bpproving baseline water quality (or mining units as noted & 
spocitying lixivlant Injection approval requirements 

SMITH.ro Uranium Recovery Field Ofc, R4 00/12/01 Everest Minerals Corp 4pp 
47000 054*47060 092 


-8812210104 Amond 12 lo tfeenso SUA 1511 for Everest Minerals Corp. amending Li- 
cense Conditions 38,40 & 41 & adding License Condition 49 re baseline water quality 
& lixiviant injection 

SMITH, R.D Region 4, Ofc of the Director 00/12/01 13pp 47089 058 47069 086 

-8812210108 Recommends amend of Licor^se SUA-1511 by revising License Condi- 
tions 38,40 & 41 & adding Llcenso Condition 49 ro baseline water quality & lixiviant 
injoction 

OLSEN.TT., HAWKINS E F. Uranium Recovery Field Ofc. R4 08/11/30 Uranium Re- 
covery Field Ofc, R4 6pp, 47B80 087-47600 092 

6812210156 Provides addi info re Section 14 of amend request for Salollilo 2, per 
061204 tolcon Wastewater stream genoratad at Satellite 2 will cortsist of wellfield 
purgo.wGlf workover fluid & evantuaffy restoration fluid 

MAYS.WM Everest Minerals Corp 8B/12/09 OLSEN.TT Uranium Recovery Field 
Ofc, R4. 2pp 47881 347-470B1 348 

8812210228 Recommends that Source Mali License SUA-1511 bo amended by revising 
Llcenso Condition 39 re aquifer tost data, per vendor 001123 amend request Aquif or 
testing proposal should bo submitted 4 months before lixiviant Injection 
OLS^.Tf , HAWKINS.E F Uranium Recovery Field Ofc, R4 6^/12/13 Uanium Re 
covery Field Ofc. R4 6pp. 47876 157-47876-161 

8612210223 Forwards Amend 13 to Llconse SUA-1511 for Everest Minorals 
Corp Amend covers submittal of hydrologic lost data per License Condition 39 
SMITH.R D Uranium Recovery Field Ofc, R4 08/ 12/ 14, Everest Minerals Corn. 2pp. 
47676162*47876162 

-8812210224 Amend 13 to Llcenso SUA-15t1 (or Everest Minerals Corp, revising Ll- 
censo Condition 39 to rogufra performance & documenfafion of aquifer pump 
tost, Including collodion o( hydrologic data analytical procedures. 

SMITH.R 0 Uanlum Recovery Field OIc. R4 08/12/14. 13pp 47876 1 64*47876 192. 


DOCKET 40*8902 ANACONDA MINERALS CO., GRANTS, NM 


6912020174 Fonwards “Mod of Anaconda Bluowaler U Mill Raclamailon Plan Walpals 
Aroa '* Documentation of potential future radiation health risks of excluding major por- 
tions of Malpais area Irom remediation provided 

BERGSTROM, PD Anaconda Co (dtv. of Atlantic Richfield Co) 08/11/17. 
PETTENQILL.H J Uranium Recovery Flold Ofc, R4 Ip 47717:110 47717 183 

-8812020189 “Mod of Anaconda Bluevvator U Mill Reclamation Plan Malpais Area " 
BAKER, K. . LONQLEY.J , SCHMIDT, D Wosion(RoyF Weston, Inc.) 80/11/30 64pp 
47717-1 10-4771 7 103. 

8812210071 Discusses NRC review ol liconsoe 800630 repl re land use survey lor 
Bluowater MiltLiccinaoe performed acceptable land use survey No further action noc- 
Qsseiy atpresonl. 

QARC1A.P.J. PETTENQILL.H J Uranium Recovery Field Ofc. R4 88/12/01 Uranium 
Recovery Field Ofc. R4, 3pp 47002-024 47802 026 

BB12210230 Discussos onvirort monUoring ropt for Bluowater Mill for Jan-June 1936 No 
stack sampling conducted since mill did not operate during reporting period & will be 
docommlsslonod No areas of concern notod 

GARCIAPJ, PETTENQILL.H J. Urantum Recovery Field Ofc, R4 00/12/02. Uranium 
Rocovory Flold Ofc, R4 3pp 47075 240-47075 2B0 

6812210105 Advises that R Ziegler will replace P Bergstrorri as project 
manager, Qffecbvo Immodialoly 

KRABLIN.R, Atlantic Richfield Co (ARCO) 00/12/05 PEH ENQ I LL.H.J. Uranium Re- 
covery Field Oto. R4 Ip. 47601-133-47001.133. 


DOCKET 40-8903 HOMEBTAKE MINING CO., GRANTS, NM 


8811230299 Forwards Amend 3 lo License 8UA-1417,addlnQ Condition 3B ro Implemon 
fatfon of groundwatof detoeftort mcznftoftog program, per 800692 request 
SMITH, RT) Uranium Recovery Field Ofc, R4 00/11/09. Homosteke Mining Co. 2pp 
47657.282 47057.209 

-8811230301 Amend 3 to License SUA-1471 tor Homostake Mining Co, authorizing 
possession of unlimited quantity of U 

SMITH, R,D. Uranium Recovery Field Ofc, R4. 00/11/09 6pp 47657,284*47657.290. 

8612020101 Discusses tnsp of License &UA*1471 on 061101-03 Extends appreciation 
to A Datta (or participation in insp 

SMITH.R D. Region 4. OIc of the Director 08/11/20 ROUSE, LC. Fuel Cycle Safety 
Branch 2pp 47711.358-4771 V359 

8812020108 Extends appreciation lo A Grella for parllcIpaHon In 861101 03 Insp & 
881031 training session 

SM1TH,RD Region 4, Ofc of the Director. 88/11/28 BURNETT, R.F, Division of Safo 
guards & Transportation (Post 870413). 2pp. 47707:1 64‘47707 165 

6812210238 Discusses environ monitoring rept for Milan Mill for Jan-June 1968 No 
areas ol concern noted In slaff review ol dala & no further aclton necessary 
GARCIA.PJ. PETTENGILL.H J Uranium Recovery Field Ofc, R4 88/12/01. Uranium 
Recovery Retd Ofc, R4 4pp 4 7001. 260-4 7661 *271 
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881221 Q374 Discuss fls windblown cleanup at Milan Mill, baaed on 0BO531 & 0816 
submittals Licensee sol) cleanup A documentation acceptable, per License Condition 
IB Future cleanup eEforts wtl be based on lesutts of annual sampling 8 survey 
GARC1A,P J , PETTENGILL.H J Uranium Recovery Field Ofc, R4 66/12/01 Uraruum 
Recovery Field Ofc. R4 4pp 47e7& 259 47875 262 


DOCKET 40-8904 BP AMERICA, mC^L-BAn URANIUM FACILITY, SALT LAKE 

8812020192 "Semiannual Environ Montoring Rapt L-Sar U Mirto.Cibola County ,NM '* W/ 
one oversize drawing & 660829 Itr 

OSBORN.TQ INTERATecbnol ogles, Inc 8B/06/30 381pp 47721 098 47722 068 


DOCKET 40.8907 UNITED NUCLEAR CORP., SANTA FE. NM 

6612050023 Confirms understanding of G KonwinskI recent instructions re spray evapo 
ration sys operation beyond mid Oct so long as weather conducive to evaporation & 
advisee of licensee compliance w/subj Instructions 

VELASQUEZ.JR United Nuclear Corp (subs of UNC Resources, Inc) 88/11/02 
SMITH.D Uranium Recovery Field Ofc, fl4 Ip 47733 310-47733 310, 

8812050673 Requests that ERA bo notified In writing by 881 107 oi Jnte/est in parffclpaf- 
ing In future negotiations S attending 081110 meeting re control of release of hazard- 
ous substances, pollutants & contaminants at site 

DA VIS. AM Environmental Protection Agency 68/ 11/02 JOHNSON.CG United Nu- 
clear Corp (subs of UNC Rosourcea. Inc ) 3pp 47731 224-47731 226 


8812210256 Advises that kensee will meet w/NRC on 801 1 17 In Oenvar,CO to resolve 
outstanding issues re L-Rar closure plan 

OSBORN, T.G INTERA Technolooies, Inc 88/11/08 GRACE,S Uranium Recovery 
Raid Ofc, R4 2pp 47075 359-47875 360, 


8812060096 Forwards 881111 Ur, correct mg 881102 Ur re instructions to operate sprav 
evaporation sys beyond mid Oct as license requires ' 

VELASQUEZ, JR United Nuclear Corp (subs of UNC Resources. Inc 1 80/1 1/08 
SMITH.D Uranium Recovery Field Ofc, R4 Ip 47732 076-47732 079 ' 


6812210153 Providos update on current status of BR Amanca Lbar U tailings facility 
groundwater discharge pi an.DP- 180 Several romaming technical concerns listed that 
need to be addressed before Slate of NM can grant renewal to plan 
LEWIS.G Now Mexico, Stale of. B8/11/17 LAQRAFF.M B. BP America. Inc 5pp 
47889 293 47889'a97 


“6812058097 Confirms inslruclions to operate ^ray evaporation sys beyond license re 
quirements of mid Oct, if weather remains conducive to ov^oraiion 
VELASaUEZ.JR United Nuclear Corp (subs of UNC Rosourcea. Inc) 88 / 11/11 
Uranium Recovery Field Ofc, R4 Ip 47732 079 47732 079, 


8812010385 Forwards general agreements from 681117 meeting resolvir^g outalarKilng 
surface water hydrotogy/erosion protection Issues on LBar Mill site reclamation 

plan Responses should be submitted by 881216 ^ ^ 

HAWKINS,EF Uranium Recovery Field Ofc, R4 86 / 1 1 /I 8 OELEONARDIS.R BP 
America. Inc 3pp 47703-080-47703 092 

8812010398 Forwards 880629 A 0921 & 0930 & 1118 correspondence w/British PeUo- 
leum America L*fiar Mill si to, per agreement w/Cebolleia Land Grant W/o ends 
QRACE.SR. Uranium Recovery Field Ofc. R4 68/11/10 Cebolleta. NM 2pp 
47703 092-47703093 


BB12OS002Q Forwards corrected Page 4 to Llcor^se SUA 1475, per Condition 30 rent re 
values of naphfhaleno & chloroform submittod on 851031 

VELASQUEZ. JR United Nuclear Corp (subs of UNC Resources, Inc) 80/11/09 
KONWINSKI, G Uranium Recovery Field Ofc, R4. 4pp 47732 046-47732,049 

6612050027 Requests notification In writing re possible Interest in partlclpalmg In futuro 
negotiations concerning spending of public funds to control reloases.per Comprehen 
swa Environ Response, Compensation & Liability Act of 1950 
DAVlfS.AM Environmental Protection Agency 80/11/00 COLUSSY.DA United Nu- 
clear Corp (subs of UNC Resources. Inc) 3pp 47740 169 47740 171 


8$1221(X)37 Informs that several issues re erosion protection must be resolved before 
License SUA'1472 can be emended to allow comploiioi^ of reOamatron of L-Bar tail- 
irvga pile Final reclamatjon plan & fir>ancial surety Info requested 
HAWKINS.EF Uranium Recovery Retd Ofc, R4 88/11/29 DELEON AROIS.R BP 
America, Inc. 3pp 47881 016 478&1.020 


6612020235 Ack receipt of 681102 Ur re operation spray evaporation sys designed to 
discharge max amount of contaminated solution to atmosphare w/o recharging laJj- 
Ings 

HAWKINS.EF Uranium Recovery Field Ofc, R4 88/11/17 United Nucloar Corn 
(subs, of UNC Resources, Inc ) 2pp 47718 037 47718,038 


8812210377 Informs that apparent fault noted on north side of volcanic intrusion approx 
6«000 ft north of tailings pond during 881129 site visit should be addressed prior to 
approval of reclamation plan 

HAWKINS, EF Uranium Recovery Reid Ofc, R4 86/12/09 DELEONARDIS.R BP 
Amenca, Inc 2pp 47831 272-47881 273 

8812220262 Forwards Amend 9 to license SUA.1472.dateting License Condition 30 to 
require that corrective acbon program be directed at remealation of hazardous con- 
sliluenls as well as other el eva ted paramo ters- 

SM1TH,RD Uranium Recovery Field QIC. R4 68/12/12 DELEONARDIS.R BPAmer- 
lea, Inc. app 47900:324-47^ 341 

-8812220283 Amend 9 to License SUA- 1472 for 6P America, 1nc,requiring that correc- 
tive action program be directed at remediation of hazardous constituents 8. other ele- 
vated parameters 

SMITKR D Uranium Recovery Field Ofc, n4 06/12/12- 7pp 47900 327-47900 341 


6812210270 Summarizes 661110 meeting In Dalfa8,TX & oulllnos components of good 
faith offer for remedial design/remodlal acton at UNC Suporfund sito 
WRIGHT, L Environmental Protection Agoncy 88/11/23, VELASQUEZ, JR Unllod 
Nuclear Corp (subs of UNC Resources, Inc) 3pp 47075’137-47O7G 130 


8812210242 Discusses licensee 881024 written procedures for control of blowina 
tailings Procedures adequate for control & romedlalion of blowInS 
(alfingg Recommends that Ifconsoo Implemontation bo reviewed during next Insp 
SCOVILL,VR,. PETTENQILLH J Uranium Recovery Fiold Ofc, R4 88/1 g/01. Urani 
um Recovery Field Ofc, R4. 3pp 47977 060 47677 070 


8812220108 Discusses review of environ monitoring rapt for Church Rock Mill for Flrsl 
Hall 1688 Licensee performed sampling & analysis In accordance w/licenso require 
meats 


M % omiinpR uv uipimuiii nuLri/voij ’ 

covery Field Ofc, R4, 3pp 47886 346 47086 348 


8812220290 Discusses Amend 9 to SUA-1472 re establishment of groundwater protec- 
tion aids Groundwater protection stds being exceeded for 
anlimony, nickel, selenium, U, combined Ra-226 & Ra226,Th230 & cyanide at several 
locations 

GRACe.S H . HA\NK1NS,E F Uranium Recovery Field Ofc. R4 88/12/12 Uranium 
Recovery Field 0(C. R4.6pp 47901 117-47001 124 


DOCKET 40-8911 MOBIL ALTERNATIVE ENERGY, fMC., BOULDER, CO 

8612050160 Application for amend, terminating LIconso SUA- 1470 Corlificato of disoosi 
tlon of matls end Fee paid ^ 

CULLEN, J F Mobil Coal Producing, fnc 86/ 1 1/09 OLSEN, T, Uranium Rocoverv FtoW 
Ofc. R4 Ip. 47720 210 47720 231. rraia 


DOCKET 40-8905 KERR-MCQEE CORP./QUIVIRA MINING CO » OKLAHOMA CITY, 
OK 


8812200383 Submits results from sampled locations In Evaporation Pond S.showinn 
depth o1 12 to 18 inches & below regulatory limit of 15 pCI/gram for soils below IS 
centime lets 

Cleveland, J E. Ouivlra Mining Co 88/10/10 QARCIA,P. Uranium Fecoveiy Field 
Ofc, R4 2pp 47870'335-47870 336 

6612050019 Confirms lelcon re extension of License Condition 34 Paragraph C to 
861202 Informs that deadline for submittal of monitoring data & proposed concentra 
tlon limits for detection monltorirw plan vail be extended 881104-1202 
FEROiNAND.B Quwira Mining Co 88/11/03 ROSE.H. Uranium Recovery Reid Ofc, 
R4. Ip. 47733*208-47733.298 


8812020106 Confirms conversation between B FerdlnajHl & H Rose re extension) of fl- 
ee nsee compliance monllonng submittal required by Amend 9 to License SUA-1473 
HAWKINS.eF Uranium Recovery Field Ofc. R4. 68/11/15 STAUTEHJ Ouivira 
MioInflCo 2pp 47711:356-47711.957. 


8612210170 Discusses review Of environ monitonng repi lor Jan-June 1088 for Ambro 
sla Lake Mill submitted by licensee In 680631 Itr.Uoensee conducted environ monllor- 
Ing program In Accordance w/licervsa require merits 

QAHCfA.P J . SMITH, R D. Uranium Recovery Field Ofc. R4. 68/12/07. Uranium Re- 
covery Fiold Ofc, B4. 4pp. 47880 165-47880.168 


6612220114 Submits technical evaluation of embankment performance al Ambrosia 
Lake Mill.No areas of concern noled No further action necessary at present 
QARCIA.PJ , SMITH.R D Uranium Recovery Field Ofc. R4 88/12/12 Uranium Re- 
covery Fletd Of 0 , R4 Spp 47900.177-47900:179 


8812210393 Reviews 880607 request to amend License SUA 1473 for Ambrosia Lake 
MilLauihorlrina receipt of contamir^ated motl Analysis of radiological & chemical com- 

rvi«mr " "Judge requested 

S/l^/16 STAUT£R,JC. Qutvira 


— uviiHiuttio uvapvouiuii ui ipiaiisaii prooumcJ or DOSBOBfiorJ iinrfm 
License SUA 1479 transferrod to Umolco While Mesa Mill.LaSallo.Ui ^ 

Ct/LLEN,J F. Mobil Coal Producing, Inc 06/11/04 20pp 47720:21 1-47720' 230. 

amend, torminallng LIconso SUA 1479 Roclamalion com 

CULLEN, J.F. Mobil Coal Producirtg, Inc. 86/00/23 Ip. 47720 231-47720 23) 

8812210166 Concludas that ailo decommisaionod & deconlernlnmod in accordance w/ 
license requirements Requests Mobil pursue llconso termination & rolalod rndiolMlMl 
surveys for crowripolnt alto. muioiogicai 

KONWiNSKf.G R , HAWKINS.EF Uranium Recovery Field Ofc, R4 68/12/07 iirani 
urn Recovery Field Ofc, R4. 3pp 47880 286 47e0O'267 " 

66^12210158 Informs lhal License SUA-1470 tormlnatod offoctivo 081208, por 860923 

IwFiraM 2M AHomallvo Energy, Inc 


OROOKHAVEN MEDICAL IMA3INQ ASSOCIATES, 


lovicjw ui rxiitiii nusuurcus somiannuei root & eau nmnnt raInnRA 

«rRS11; Fteld 


docket 40-6926 ALTAIR RESOURCES, INC , CASPER, WY 

‘Sin sWohl“ 

m Urnnlum Recovary 
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8812220254 Fowards Amand 3 to Liconse SUA*1492,r«vising listed licenso condiUona 
based on site decommfssJonJng Mods <o License Conditions 6,7 & Q prohibit vendor 
from processing source matl 

SMITKr D Uranium Recovory Field Ofc, R4 BQ/12/12 Allair Rosourcos. Inc 3pp 
47886 349 47886 361 

•*88 12220255 Amend 3 to License SUA-1402 for Altair flosourcesjnc, dolollng listed li- 
cense conditions basod on site docommlsslorung 

SMITH, RD Uranium Recovery Fiofd Ofc, R4 BO/12/12 6pp 47BB6 352 47800 361 


DOCKET 40'a943 FERRET EXPLOHATfON CO OF NEBRASKA, DENVER, CO 

6612010360 Forwards draft finding of no significant Impact ro major licensing action for 
publlcalion In FR Advises comments on cTraft to bo sobmitied within 30 days of publi- 
cation 

HAWKINS.EF, Uranium Recovery Field Otc. R4 88/11/17 MEVEB.D Ottice of the 
Secretary of Ihe Commission Ip 47707*105 47707 108 

-6612010371 Nolico of draft finding of no significant Impact re Issuance of source mall 
license to Forret Exploration Co of Nobraeka, Inc 

HAWKINS.EF. Uranium Recovery Flold Ofc. R4 08/11/17 3pp 47707 106 
47707 108 

6812210346 Requests review of onci draft permit NE012g6lt ro liconsoo 871107 appli- 
cation for permit for in silu mining In Gawes County Commonts A responses roquoatod 
by first wk of January 

QIDLEY.WC Nebraska, State of 08/11/30 KONWJNSKI.Q. Uranium Hocovory Field 
Ofc. n4 37pp 47801 231-47001 267 

6612210105 Forwards draft environ assessment ro issuance of source msfl licenso to 
Ferret Exploration Co of Nobraska.lnc Comments will be received until 090101 
HAWKINS.EF Region 4, Ofc of tho Director. 08/12/07 COLLINQS.S Ferret explora- 
tion Company of Nebraska, Inc 66pp 47Q78 220-47070 207 

8612220106 Submits commonts on draft permit submitted 001130 Although Stale of NE 
requires submittal of monitoring & production ropts on quarterly basis, NRC requires 
submittal of ropts on semiannual basis, based on numerous ficenso requirements 
HAWKINS.E F. Uranium Recovery Field Ofc, R4, 00/12/13, GRIDLEY.WC Nebrnska, 
Stafo of. 3pp 47892 098-47092 100 


DOCKET 49-6956 URANERZ U6A, INC , CASPER, WY 

6611390379 Fonvards application for SNM Jlcofiso for commercial scale Ruth ISL 
project in Job ns on, County ,WV Projocl will bo satollito In situ U mine protluctng 
300,000 Ibsyellowcal^G each yr Fee palcf 

CATCHPOLu,(3.J Uranerz USA, Inc 00/10/03 HAWKINS.EF Uranium Recovery 
Field Ofc, R4. Ip. 47705 037-4 7 707'092 

-8811300361 Appilealfon for lie onso, authorizing possossion & unroalriciod use of 
sodium uranyl tncarbonato In in sHu U mine producing about 300,000 lbs yollowcake 
each yr 

CATCHPOLE.GJ Uronenr USA, Inc, 80/10/05 ?pp 47705 030 47705 040 

-8611300366 Vol I to "Supportive Info for Wyoming DEO Permit to Mine Application & 
NRC Source Mall License Application '* W/39 ovorsize figures 

• Uranerz USA. Inc 00/10/5f 400pp 47705 041-47706 217 

-861130038B Vol III to "Ruth PSL Projocl Groundwater Suppj " 

• Hydro Englnoorlng 00/00/31 200pp 47700 21C 47707.092. 

0612200311 Forwards sampling data & fab results for uso In assessing adequacy of afr 
rnonitorlng program ro plannod application for North Butte property 
CATCHPOLE.GJ Uranorz USA, Inc 08/11/10 HAWKINS.E Uranium Recovery Field 
Ofc, R4. 9pp. 47068 276 47060 204 


DOCKET 40-8064 SEQUOYAH FUELS COHP., OKLAHOMA CITY, OK 

8B120500&5 Requests start of formal technical review of Sequoyah Fuels Smith Ranch 
ISL application & lo complete review by 001 220 

INQLE.S Affiliation Not Assignod. 00/1 1/10 Affiliation Nol Assigned ip, 47?33'311- 
47733-311 

6612050070 Informs that llcenaoo should commonco w/pubfic notice of eppllcatlon for 
amend to License SUB-1010 Prallmlnary technical comments idonhfiod during com- 
pleteness review encl 

SHAFFER.R Wyoming. Stale of 00/11/16. FREEMAN,M Sequoyah Fuels Corp 
(subs of Kerr-McGeo Nuclear Corp ) 13pp 47732 002-47732 014 


DOCKET 40-8968 HYDRO RESOURCES, INC., DALUS, TX 

6B1 22101 59 Advises that listed questions & recommondalions must be addressed 
before 880901 discharge plan can be approved. Including summary of public participa- 
tion & oltorts to infoTm public ol operation 

LAMBERT, K. New Mexico, State of. 00/12/01. PELIZZA.MS Hydro Hosourcos, Inc 
3pp 47882.031-47082 033. 

6812210262 Forwards repl re second pump tost at Churchrock Project, Indicating that 
ChurchrocK Section O orebody has all hydrologic properties for onvironmenlally sound 
in situ teaching 

PELIZ2A,M.S Uranium Resources. Inc 60/12/02, OLSON.T Uranium Recovery Field 
Ofc. R4 Ip 47875:005 47076 086 


DOCKET 40-8B71 U.S. ENERGY CORP,, RIVERTON, WY 

6611230254 powards Amend 1 to License SUA lS24«aulliorizlng possession of process 
equipment purchased from Bison Basin facility, per 800909 request 
SMI mR D. Uranium Recovery Field Ofc, R4 08/10/31 WEBER, K U.S Energy Corp 
4pp. 47657 139-47657.161, 

-6811230266 Amend 1 lo License SUA-1524 for US Energy Corp, authorizing posses- 
sion of equipment purchased from Bison Bflsin facility, 

SMITH.R.D, Uranium Recovery Field Ofc, R4 80/T0/31 6pp. 47657 1 43 47657.161 


6812210307 Ack receipt of Certificate of Deposit B 7205 Certificate accepted as addi 
bond In lieu of surety bond 

JORDAN.P Wyoming, State of 00/11/29 WEBBER, K Affiliation Not Assigned 2pp 
47875 257-47075 258 


DOCKET 40-8973 SOLUTION MINING CORP., LARAMIE, WY 

8612210147 Forwards JW Murphy proposed fab program for column leach testing & ros- 
toralion of U beanrtg sands cored from licensee Southern Powder River Basin 
DeposH.for review 

FARRELL, C.W Solution Mining Corp 88/11/16 KONWINSKI.G Uranium Recovery 
Field Ofc, R4 lOpp 47688 221-47008 230 

8812210102 Submits comments on column loach testing procedures, transmitted w/ 
881115 Itr Recommends that during each phase of loacn fesl.at feast one D series of 
Stale of WY Guldelme 0 analysis bo performed 

HAWKINS.E F Uranium Recevory Ffold Ofc, R4 80/12/08 Solution Mining Corp 
3pp 47074 335-47874 337 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 60-2 FORD NUCLEAR REACTOR 


F. Security, medfeaf, emergency & ffre protection plans 

6812050129 Advises that 680726 & 0023 proposed changes to emergency plan main 
tain compliance w/10CFn50,App E & may be Incorporated into current emergency 
plan 

Michaels,! S standardization & Non Power Reactor Prolect Directorate 88/11/29 
KERR.WF Michigan, Univ of, Ann Arbor, MI 3pp 47733 307-47733 309 

8812200102 Rev 1 to Ford Nuclear Reactor omergency plan 
* Michigan. Univ of, Ann Arbor, MI 88/12/08 116pp 47061 073-4766M89. 


P. Operating license stage documents & correspondence 

6812120077 Requests approval of alternate rouling for shipment of spont TRIG A fuel 
from Choyenno.WV lo Oonvor.CO 

WILKINSON.a W Michigan Slate Univ. East Lansing, Ml 80/11/04 Office of Nuclear 
Material Safety & Safeguards, Director 2pp 47780 2?G 47760 217 


DOCKET $0-3 INDIAN FOIMT STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

8812130047 Revised omorgoncy plan Implomentinn procedures, including Rov 5 to lAP- 
l.Rov 3 to lAP-O.Rov 4 lo lAP-lO,Rov 4 lAP-IG.Rev 2 to )p.i013,Rav 0 to IP- 1024 & 
Rov 3 to IP-lO27.W/80t2O7 Itr 

DRAM, SB Consolidalod Edison Co of Now York, fnc 80/12/07. OOpp 47704.160- 
47794.239. 


P Operating license stage decumenta & correspondence 

8811260040 Gonoric LIr 68 20 le all licensees holding OLs & CPs for nucloar power 
reactor facilitloa re individual plant exom for severe accident vulnerabilities Sve list 
onef. 

CRUTCHFIELD.D Associate Director for Projects (Post 070411) 80/11/23 Consofi- 
dated Edison Co of Now Yorft, InC. 61 pp 47728.303-47729.024. 


Q. Inspection reports, IE Bulletins & correspondence 

6811160211 NRG (nfo Notice 08-090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list encl 

CUNNINQHAM.R.E Division of Industrial & Medical Nuclear Safety (Post 070720) 
80/11/22 Consolidated Edison Co of Now York, fnc 99pp. 47708'265 47708'267 

0611160487 NRC Info Notice 80 001, "Improper Administration & Control of Psychologi- 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Pest 870411) 68/11/22 
Consolidated Edison Co, of New York, Inc 101pp. 47708 042 47708.142 

88112lKH}30 NRC Info Notice 88 093, '‘Tofolherapy Events ” Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070720). 
00/12/02 Consolidated Edison Co ol New York, Inc H2pp 47011.103 47811 -215 

6611290536 NRC Info Notice 00 094, ''Pofenllalfy Undersized Valve Aclualora," Sve list 
encl 

ROSSLC.E Division of Operational Events Assessment (Post 870411) 08/12/02 
Consolidated Edison Co of New York. Inc. I2lpp 47708:143 47700.254 

6612020267 NRC Info Notice 80-095, "Inadequate Procurement Requirements Imposed 
by Ucensoes on Vendors " Sve list encl. 

ROSSI.O.E Division of Operational Events Assessment (Post 870411) 06/12/08 
Consolidated Edison Co of New York, Inc 1 12pp 47807 191-47807 302 


a Congrmion&l/EKecvillvft Cotta apondenea 

8611300266 Responds to 601020 Ur re operation of plants following steam generator 
leak at Indian Point 3 NRC evalualed event & concluded that no Immodialo safety 
concerns warrant shutdown ol faciDlies 

ZECH.LW Commissioners 88/11/23 GILMAN, B.A House of Rep. 2pp. 47668 313- 
47669.126. 
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docketed items 


. J8 1) JC0J90 pubfic salely absolulely assured 

ZECHLA Commlsaonwa 3pp 47669123- 


OOC«T 50- .0 ORESOEN NUCLEAS POWER STATIOM. UMtt 1 


f Sscwlty, rMdteal. emergency « Are protection plane 


nr?-/ 5 to Emc-fo^ncy Plan Implem^nlino Pfoceduf© EP<P 200-3, “Class^a 
V to OI or Hazardous Matt (Primary Responsibility^ 


ea'*2''3 '“pp 47880*85-47880 210 

MlSJtOMS Re- *4 to Emergency Plan implemetiting Prooedote EPIP 300-1. "Initial 
•*(i;rwi/a'0.*l*s2ri^eln2/t3 23pp 47875015 47675037 


-68ia05013S "Suppt to PWFt Loop SER Use of Lergo Circulating Pump " 

DftlSCOLL^M J . K0HSE,G E Massachusetts Institute of TachnoJogy, Cambridge, MA 
85/10/24 lipp 47740 111 47740121 


DOCKET 60-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TR^A) 


V. Operator Examlnatlans 

6612140095 Forwards revised agenda for annual operator Kcenslng mooling on 
9901 10 W/o and 

PATE,R J Region 6. Ofc Of the Director 58/ 12/05 WILSON.W Washington Univ , St 
Louis, MO Ip. 47709 244-47799 244 

DOCKET 60-29 YAMKEE-HOWE NUCLEAR POWER STATION 


Fa Security* medlcab emergency A fire profeetton plana 


P OperillivO elege documents A correspondence 

111 FerAards Rrr/ 53 to OA Program Topical Rept CE-1-A,pef 8811 ID request 

eeM1/17 l5uiJLEPI,On piolect Dyeclor. 

r^i'2 Ip 47bd3C«^-47663 068 

enJdl mfo re utjl decommissioning plan & Tech S;»ca per NRC 

?i-4- 3^7 a-oueiirnfaprcr/Kfed discussed w/P Erickson of NRG on 88 11 17 

Commonweafth Edison Co 88/11/21 Document Control Branch 
iQtXi-imert Conuol Desk) 2pp 47665 124'4?665 125 


8411250048 Genonc LU 68-20 ro all kensoes holding OLs & CPs for nuclear power 
rtac^lcf facifrtJCT re iTKjWKfual pfanl exam for sovere accidenl vulnerabilities Sve list 

CmjTCHftELOO Associate CKrector for Pfo|ect5 (Post 870411) 88/11/23 Consolf 
3a*£4l EcLsori Co of New York, Inc 8lpp 47728 303 47729 024 


6512050003 Rev 5 to Emergency Plan ImpleniGntIng Procedure OP-3320, “Activation of 
Technical Support Ctr “ 

• YanKee Atomic Elactrfc Co 58/11/30 12pp 47731 166-47731,177, 

6612080077 Rev 10 to Emergency Plan Implomantlng Procoduro OP-3344, "Security 
Force Actions Under Emergency Condllions “ 

• Yankee Atomic Electric Co. 86/11/30. 29pp- 47754 185 477541213. 

a81209o<062 Requests that annual exercise be schedulod for 891 120 Early confimnailon 
of request will be appreciated 

PAPANiC.G Yankfie Atomic EiecUtc Co QQ/tt/90 OocumonI Control Branch (Docir 
men! Conlrol Desk) ip 47762 206-47762 206, 


P, Operating license stage documents A correspondence 


O reports, IE Bullsllns A correspondence 

Uniir02l1 NRG into Notwe 88-090, “Uoaiithodted Removal of Indusinal Nuclear 
rjai>ges S.cftsfericf 

QJNN ^♦GHAM R B Division of Industnal A ktedical Nuclear SateW (Post 670729) 
85 M 1722 C<3nsoLdated Edison Co of New York, Inc 99pp 47708 255-47708 257 

Ml 1180457 NRC Info Notice 60-091, "Improper AdmrnlsUation & Control of Psychologi- 
cal Tests'' Sic bst end 

ROSSiCE OrrnsK>n of OperabonaJ Events Assessment (Post 870411) 89/11/22 
C>:xi50wfa'£d Edison Co oi New York, )nc lOlpp 47708042 47708 142 

551 1290030 NRC Info f^obce 88-093, "Telalherapy Events " Sve list end 
CUNN-SGHAMRE Dmsfori ot Indusinal 8 Wedicai Nuctear Safety {Post 070729) 
85 '12/02 Conso'-date^ Edison Co of New York, Inc 112pp 47811 103 47011:216. 

MH21K>555 NRC Info Nowe 08-094, ‘'Potentially Undersized Valve Actuators” Sve list 
er<i 

ROSSiCE Ofvision of Operational Events Assessment (Post 870411) 06/12/02. 
ro»-solda‘ed Ediw Co of New York, toe 12lpp 47708 143 47708.254 

8512020257 NRC Info Nolico 05-095, "fnadequafe Procurement Requirements fmoosed 
tf LKftrsees on Vendor* •* S^c bst end 

ROSSI CE Ornsjon of Operational Evenu Assessment (Post 870411), 86/12/08 
Cor, sr'-klated Edison Co o* New York. Inc 112pp 47807' 191 -4 7807 302 

DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 

J Inaurarxia A Indemnity informaUcn 

88112904 44 Fory^dj temporary exempiKHi from schedular reauiremenls of orooeriv In- 
Insurance policies that prionke Insurance pro 

exemption from 10CFR50 64{w)(5)(n re Increase In onsite 

HiSS‘'w£ 

Pfo{ 0 Cta (Post 

DOCKET 50-15 VALLECITOS BOILING WATER REACTOR 
V Opetalcr ExamVnatk>)n.t 

revised agenda for annual operator licensing meeting on 


B81 1280092 Notlficailon of 001215 meollng w/utll In Rockville, MD to discuss rouline 
monthly schodufing & priontizallon 

FAIRTllE,M. Profecl Directorate 1 3 80/11/21 WESSMAN.R H. Project Directorate h 
3. 2pp 47654 166 47654 167 

8611300109 Forwards modified Tech Spec 3/4 3 2 inndvertonlly omillod from ulil 
884021 Proposed Chang© 222 to Tech Specs, 

PAPANIC,Q Yankee Atomic Electric Co 80/11/22 Document Control Branch IDocu 
rpenKkmtrot Des)<) lp 47697'209 47697 210 

-8812080185 Tecfi Spec Pago 3/4 3 2 Inadverionlly omIUod from utfl 801021 Proposed 
Change 222 to Tech Specs 

• Yankee Atomic Electric Co 88/11/22 1p 47607:210 47607.210 

6811280048 Generic Llr 86 20 to all llconsoos holding OLe & CPs for nuclear power 
reactor facilities re Individual plant exam for eovore accident vulnornbllHioe Svo fist 
enci, 

CRUTCHFtElD.D Associate Director tor Pipjocla (Post 670411). 68/11/23 Consoli 
dated Edison Co of New York, Inc 01pp. 47720'303 47720,024. 

8812060276 Discusses Mily raviow of License Amend 117 Globe design has boon so 
fecferf for use fn application due to oxcollent sealing ability & history of low malnt & 
reliable operalion ea Isolation valve » j r 

PAPANiaQ Yankee Atomic Electric Co. 68/11/20 Document Control Branch (Docu 
ment Conlrof Desk) Ip 47741 227 47741 .227 

8812120232 Requeaia that util address Oonerlc Llr 86-17 ro loss of DNR during non 
ptMer operation, Ltr l^ued duo to polontlal/y serious consoquoncos of nadoquacy of 
Indusfw response to Generic Ltr 87-12. 

nS^Tomrul ReQUlallon, Director (Post 870411) WW 

02 TRI8BLE,J.E. Yankee Atomic Eloclric Co. 2pp 47760 105 47780 106. 

^ f lo License DPR 3 & aateiy ovalualion. Amend 

containment Isolation barriers Including blank 
JwjflCfiiOxPanslon joints & valves. 

47798 0^7^^^^^ 60/12/07. PAPANIC,Q Ynnkoo Atomic El oclilc 

OPR.3, changing Tech Specs re containment Isola- 
KcLam W oJfPahslon lolnta & valvoa 

WESSMAN.R.H. Project Directorate 1 3 80/12/07 8pp, 47700 096 47796.102. 

st^porllng Amend 121 lo Uconao DPR-O. 

47798-103-47% Regulatfon, Director (Post D70411). 88/12/07. 4pp. 

to License DPR-3 & safely evaluation Amend modi 
tectomto & ^ ® detection sya from moveable da 

Co 6pp. ^97.2^*47787®^ ^ 08/12/09. PAF>/,NIC.Q. Yonkoo Alomlo Eloctrte 


«cr,i lU TY/g enci — -r-.— nvoiioiiiy [ne«iiitg on 

Wb8SMAN,R,H Project Directorate 1-3, 88/12/08. 14pp 4 77 07-270 47707.283 


«C«T«-ao MASSACHUSETTS INSTITUTE OF TECHHOLOOV RESEASCH 

> Op*„U..g J 


evaluation s^portlng Amend 122 to License DPR-3 
47797:104^47^97 Rogtilatlon, Director (Post 070411). 88/12/08. 5pp 

O, Inspecffon reporta, )E Buiretlna & correspondence 

*GS’'35'ria>'mcl'^°““ n^moval ol Indus!, lal Nuclear 
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8B11 160467 NRC Info Nolice 80 091, “Improper AJminIstraNon & Control oi Psycnolofli 
cal Tests “ Svc list end 

ROSSI, CH Division of Operational Events Asgossmant {Post 870411) 00/11/22 
Consofidaled Edison Co of Now York, Inc lOIpp 4 770G, 042-47708 142 

681129045S Advises that 800711 response to NRC Bulletin 88-004 fulfills requirements 
in responding to subj bulletin 

FAIRTILE.MB Proiect Directorate f-3 08/11/22 PAPANIC,G Yankee Atomic Electric 
Co 2pp 47649 223-47849 224 

6612060206 Forwards addi Info to support conclusion that rapidly propagating tube rup 
ture Is not credible event at plant, per NRC Bulloiin 08-002 

PAPANIC,(3 Yankee Atomic Electric Co 00/12/01, Document Control Branch (Docu 
ment Control Desk) 3pp 47735 006 47735 000 

8811290030 NRC Info Notice 08-093, “Talolherapy Events*’ Svc fist end. 
CUNNINGHAM, R E Division of Industrial & Modicaf Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47611 103-47011 215. 

6611290530 NRC Info Notice 08 094, “PotenllaJJy Undersized Valve Actuators “ Svc list 
end 

ROSSf,CE Division of Operational Events Assessment (Post 070411) 88/12/02. 
Consolidated Edison Co of New York, Inc 121pp 47708.143 47706 254 

6612150063 Submits add) info In response to IE Bulletin 86 002, “Rapidly Propagating 
Fallgue Cracks In Sfoam Generator Tubes '* Brief description of facility prlntQty*lo-6ec- 
ondary leak rate monhonng program end 

PAPANIC.G Yankee Atonnic Electric Co 88/12/07 Document Control Branch (Docu- 
ment Control Desk) 2pp 47823 001*47823 002 

6812020207 NRC fnfo Notico 68 095, “Inadequate Procurement Requirements Imposed 
by Licensees on Vendors “ Svc list and 

ROSSI, CE Division Of Operational Events Assessment (Post 870411) 88/12/08 
Consolidated Edison Co of New York, fnc 112pp 47007‘101-47807 302 

8812270055 Advises that eight tubes plugged as result of Doc 1006 insorvlce Insp of 
Steam Generator 3 Complete resufls will follow within 12 months 
PAPANIC.G Yankee Atomic Electric Co 80/12/16 Document Control Branch (Docu- 
ment Control Desk) Ip. 4 7 926 '169-47926 169 

6812270228 Forwards Safoly Jnsp Rapt BO 029/88 20 on 881004-1114 No violations 
noted 

WIGGINS, JT. Region I, Ofc of the Diroclor 80/12/16. DRAWBRJDGE,B.L Yankoo 
Atomic Electric Co 2pp 47027.038-47927 062 

“0812270230 Insp RepI 60 020/08-20 on 881004-1114 No violations noted Major 
areas Inspocteaoperational safety verification, radiological controls, events requiring 
telephone notification to NRC & malnt observation. 

HAVERKAMP.D.R Region 1. Ofc of the Director 08/12/16 13pp 47027 040- 
47927.0S2 


S. Reportable occurrerices, LCRa & related correspondence 

6612220129 Pari 21 rept re cracks found in Weatinghouso 20 Inch gate valvo.DJscs ra- 
lurnod to Wostinghouao for metallurgicnl ovalualion.Cracks do not represent subslan 
tial safety hazard Diagram of cracks end 

PAPANIC.G Yankee Atomic Efoclrlc Co 08/12/14 MURLEY.T E. OHico of Nudoar 
Reactor Regulation, Director (Post 870411) 4pp. 479 14 •064-4791 4 007. 

8612210411 LER 88 010 00 on 001116,automalic ESF actuation occurred following 
breaker actian.Gausod by Inadequate troubles hooting procedure Breaker repaired & 
returned to svc W/8B12t5 llr. 

MELLOR.RA, ST LAURENT.N.N Yankee Atomic Electric Co. 00/12/15. 4pp 
47076 044-47076 047 


V. Operator Examinations 

86113D0052 Notice of Licensee Mgt Meeling 68 052 on 680420 to discuss ulll Initiatives 
& corrective actions re operator licensing & retraining programs 
HAVERKAMP.D R. Region 1, Ofc of the Director 80/04/07 Region 1, Ofc of the Di- 
rector 2pp 47608 224-47608 225. 

6612210004 Advises that util will procure plant ref simulator in flou of Oommissfon ap- 
proved (adllty.SImulator expected to bo ready for training at facility In time to meet 
certification requirements or 10CFR65 

PAPANIC.G, Yankee Atomic Efoclrlc Co. 80/12/09. Document Control Branch (Oocu- 
menl Control Desk) Ip 47877,056 47877.066. 


DOCKET 60-32 AEROJET-GENERAL NUCLEONICS 


V. Operator Examinatlone 

6612140147 Forwards revised agenda lor annua) operator licensing meeting sdiedutod 
on 89011 OW/o end 

PATE,R J. Region B, Ole of the Director. 88/12/05 LAMB,) Aerotesl Operations, ino, 
1p 47800‘174 47800.174. 


DOCKET 60-54 CINTICHEM 


P. Operating license stage documents & correspondence 

8612200321 Withdraws application for exemption from current NRC requirement to con 
vert research reactor to low enriched LP fuel since funding for conversion will not be 
provided 

MCGOVERN. J.J. Cintfehem. Inc. 80/11/30, MILLER, C. Slandardizatfon & Non-Power 
Reactor Projeol Directorate. 3pp 4 7860' 002-478 68: 094. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


F. Security, medical, emergency & ffre protection plans 


8812090167 Forwards Safety Insp Repi 60 057/88 03 on 88101 7 No violations 
noted Buffalo Research Ctr staff performance during exercise demonstrated ability to 
Irmjfemenl emergency pfan & procedures to provide adequate protecllvo measures 
BELLAMY, RR Region 1, Ofc of the Director 80/11/28 RENNIE,D.W New York, 
Slate Univ of, Buffalo, NY 2pp 47705 008-47706 013 

“8812090191 Insp Repi 50 057/88 03 on 881017 No violations noted Major areas 
inspected ficonsoe omergoncy preparedness exercise 

LAZARUS.WJ, AMATO, GQ Region 1, Ofc of the Director 88/11/28, 4pp 
47785 010 47785 013 


O Inapecilon reports, IE Bulletins & correspondence 


8812090107 Forwards Safoly fnsp Rapt 50 057/88 03 on 081017 No violations 
noted Buffalo Research Ctr staff performance during exercise demonstrated ability to 
Impfoment emergency plan & procedures to provide adequate protecllvo measures 
BELLAMY, RR Region 1. Ofc of the Director 88/11/28 RENNIE.DW Now York. 
Stale Univ of, BuKalo. NY app 47705 OOB 477B5-013 

“6012090191 Insp Rept 50 057/B8 03 on 881017 No violations nolod.Major areas 
Inspected licensee omorgency preparedness exorcise 

LA2ARUS,W.J, AMATO, CG Region 1, Ofc of the Director 88/11/28 4pp 
47785 010 47785013 


DOCKET 60-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


F Security, modfeat, emergency A fire protection plane 


0812050106 Forwards fuel transfer plan for AGN-201 rosearch & test reactor Plan with- 
hold (ref 10CFR2 790) 

KEENE, WE, Catholic Univ, of America, Washington, DC 88/12/02 Document Con- 
trol Branch (Documor^t Control Desk) Ip 47731 221-47731'221 


DOCKET 60-83 UNIV. OF FLORIDA TRAINING REACTOR 


H. Genera] correspondence 


8612O1002S Comment opposing proposed rule 1OCFR20 ra Fitness for Duty Pfogfam 
which Includes random drug testing Significant burdon would be Imposed on non- 
power facililios in ostabllshinn & maintaining soparalo program. 

VERNETSON.WG Rofida. Univ. of, Gainesville, FL 80/11/17 Dockollnn & Servicos 
Branch 2pp 47670,232 47670 233. 


Q. Inspection reports, IE Bulletins & correspondence 


8012090110 Forwards Exam Ropt 6 0-000/0 L-Oa *02 adminlstarod on 081014 
JULIAN, CA. Reoton 2, Ofc of tbe DlToctof. 08/41/25. WETHINQTON.J.A Florida, 
Univ. of, Qainesvllfo, FL, 2pp 47767.204 47767 317. 

“8812090120 Exam Root 50 003/OL-08 02 on OOlOM.Exom rosults one reactor opera- 
tor passed written tost 

holmes RAY,P, BROCKMAN, K E Region 2, Ofc of the Director. 88/11/10, 22pp. 
47767*20e.47767317 


R, Periodic operating reports A related correspondence 


6812070170 "Annual Progress Ropt of Univ of Florida Training Reactor, Sept 1987 ■ 
Aug 1088 ’* W/0O113O \U 

VERNETSON.W.Q , WHALEY, P.M. Florida, Univ, of. Gainesville, FL. ORO 4014-18. 
68/08/31. 2l6pp 47737.325-4 7738; 170. 

8812090149 Forwards *'1987-1900 Univ Of Florida Training Reactor Annual Progress 
Beol,*’ W/o end 

VERNETSON.W.G Fforlda, Univ. of. Gainesville, FL 89/11/30 Region 2, Ofo of the 
Director Ip 47704 001-47704 001 


8. Reportable occurrences. LERs A related correspondence 


6811280076 Submits followup on 861104 ovent re failure of temp record to track prop- 
erly & requiring unscheduled shutdown Probable cause Isolated A planned recovery 
will bo reviewed by Reactor Safety Review Subcommiltoe within 24 h 
VERNETSON.W.G Florida, Univ. of, Qainaaville, FL. 00/11/07 ERNST, M.L. Region 
2, Ofc of the Diroclor, Ip. 47652 234-47652,234 

6811290120 ROon 681 104, unscheduled reactor shutdown occurred due lo failure of 
temp recorder to indicate proper ly.Oaused by failure of microswitch, Microswitch & 
vacuum lube replaced A calibr check performed, 

VERNETSON,W.G. Florida. Univ. of. Gainesville. FL, 08/11/14. ERNST.M.L, Region 
2, Ofc of the Director, 3pp. 47649.270-47649.204. 

8812140091 RO.on 881 101 .conlrol blade Interlocks not checked prior (o restart follow- 
ing shutdown Caused by adminisirativo error. Operators retrained on requirement s for 
performing daily checkouts in Proceefure SOP-A,2, "Reacior Startup " 
VERNETSON.W.G Florida. Univ. of, Qalnesville, FL 08/11/17. ERNST, ML. Region 
2, Ofc of the Director 2pp. 47800*1 92-47800; 198, 
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V. Operator Examinations 


0812090118 Forwards Exam Rep I 50*093/0^00 02 odmlnialererf 8 B 1014 
JULIAN.CA Region 2, 0(c of Iho Director 00/1 1/25 WETHINGTOJIJ A Flonda 
Unlv of,Ga!naavillo,FL 2pp 47757 294-47757 317 wETHINGluj<.Jft nonoa. 


02 on aeiou exam msulls one ^oaolot opera- 

"“a"”' O' 'h® O-aolor 88/11/10 22pp 


DOCKET BO’S 9 GENERAL ATOMIC CO. 


P> Operating license stage documents & corraspondonce 

WI2010319 Application for amend to Ltcenso n-59 ro convorwon from high to lowon- 
[Jdiod U for research roaclor at Iowa Stale Univ 

HENDRICKSON.R . SPINRAD.a I Iowa State Univ, Arnos, I A 00/11/20 DocumonI 
Control Branch (Oocurrenl Control Desk) 2:?*^' 47698 057-47690 257 

“1812010326 Tech Specs for UTR-10 reactor facility at Iowa Stalo Unw 
foiva Slate Univ . Amos, I A 88/11/30 130pp 47698 059 47698 107 

**6612010331 Amend lo SAfl for UTR 10 roaclor facility at Iowa State Univ 
Iowa Slate Univ , Ames, lA 08/11/30 59pp 47696 100-47698 257 


V, Operator Examinolfone 

aa^nda for annual operator licensing meeting on 

090110 W/o end 

PATE.RJ Region 6, Ofc of the Director 88/12/05 ASMUSSEN K General Atomics 
(formerty GA Technologies, fnc /General Atomic Co ) ip 47314 1 75 47® H 

DOCKET 60-103 AEROJET GENERAL NUCLEONfCS 


VWKET 60 123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 
V. Operator ExamlnallonB 

6612070059 Informs that operator licensing exam rescheduled for wk of 090327 & rof 
nwU will bo retained for developrnn exam 

WfltGHT.G C Region 3, Ofc of the Director 08/12/01 WARNER,D Missourr. Univ 
Of. Folia, MO Ip 47746 010 47748 016 


V. Operator Examinations 

&^or\dB for annual operator .icensintr meeling scheduled 
on 6991 1 0 w/o end ° 

^MMOO l'74®478M?74°' UMB.I AetotesI Operanoas. Inc 

DOCKET 80-106 OREGON STATE UNIV, RESEARCH REACTOR 
V. Operator Examlnalfons 

operator licensing mooUng on 

PATE.RJ. Region 5, Ofc of the Director, 80/12/05 ANDERSON T Oregon State 
Unfv , Corvallis, OR Ip 47795 107-47796 107, u 

DOCKET 60-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 

P. Operating license stage documents A corroepondenca 

1222001 5 Forwards notice o1 proposed Issuance of ordora authorizing disposition of 
co^wnonl parla & termlnallng Lfeenso R 63 aumorizmy k- 

n & Noii Power Reactor Project Directorale 66/12/07. 

SKIEKO^SKI,D OKIahama, Univ of, Norman, OK 3pp 47892 159 47092165 

% 47&6l57a92?65°'’ ^ Non Power Reactor Pro/ocl Oiroclorelo 08/12/07 

DOCKET 60-113 UNIV. OF ARIZONA RESEARCH REACTOR 
F. Security, medical, smsrgsncy A ffre protection pPans 

reviewing ficonsoo 881017 appliMNon for 
6W^'l3 ° section on moloorofogy.Cornpletion date for review 80 l for 

^ fleaclor Project Difectoralo, 68/11/26 

CUNNINGHAM, LJ Radiation Proicctloni Branch 2pp 47710*121-47710 122 

P. Operating Ifcense atsga docirmenls A correapondence 

reviewing liconsoe G81017 appHcaliofi for 
eiOTHa ^ ^ moleorologyCcmplellon date for review sel far 

Roaclor Projoct Difocloralo 68/11/28 

CUNN1NGHAM,LJ Radtallon Protection Branch 2pp. 47710.121-47710 122 


V, Oiwrator Examinations 

W/cTcnc^'^® oporatof ffconsinfl meoWng on 

T^I^mAz"lJ^"7B1&47m NeiSON,QW 8l. 

DOCKET »-11« IOWA STATE UMIV. RESEARCH REACTOR 
K. UMIIIy Final Safaty Analyeli Raport (FSAR) A amanda 

Canlrpl Branch <'SiS?C?ri Oa"p® &S57*47S06°67"'“ 


docket 50-126 TEXAS A&M UNIV. RESEARCH REACTOR 
V. Operator Examln aliens 

W12O203fO Fowards rof mall requiromenls (or reaclor/senor reactor onorntor llcens 
scheduled during wk of B90123 Info requaalod should bo furnished by 
rSu 1 1 a schedule ^ 

CALLAN^J Region 4, Ofc of the Director 80/11/20 FELTZ.D E foxas A&M Univ 
College Slalton.TX lipp 47710 266 47710 276 ' 

OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 

F. Security, medical, emergency & fire protecllon plans 

that 860928 emerger^cy plan consistent w/provislons of 
IrhiVe ^ accoptahlQ 

a*. P^ojocl Dirocloralo 00/ 12 / 14 
47eSoW Veterans Admin Medical Center, Omaha, NE 3pp 47863 060 


docket 50-133 HUMBOLDT DAY POWER PUNT, UNIT 3 


J. Insurance 4 Indemnity Information 

oxomptlon from schodular roquiremonls of properly In 
sumnee riilo 10CFR50 64(w)(5 1) ro Insurance policies thal priorilizo Insurortco pro 
for slabilizaWon & doconlaminallon after accident ^ 

Reactor Project Diroctornlo 88/11/10 
SHIFFERJ.d Pacific Goo & Electric Co 4pp 47665 020 47665 034 

exompllon from 10CFR50 64(w)(5)(*) re Incroaso In ninounl of 
SJ? insurance required by power roaclor licensoos & insurance 

S WS proceeds for slabilizatron & docontaminallon aftor occidenl 

^ . Division of Roaclor ProJocts IIMV,V & Special Prolocta /Pmi 
870411) 88/11/10 Pacific Gas & Electric Co 4pp 47665 024-47665 034 

P- Operating ilcenae stage documents & correspondence 

Gonorfc Ur 00 20 to all ftconseos hofdino OLs & CPs for nucloar power 
roaclor facitillos ro tndividual pfanl exam for sovoro nccidonl vulnorabllitfos Sw list 

Associate Director for Pfdacls {Post 070411) 00/11/23 Consoli 
dated Edison Co. of Nevr York, fnc 61pp 47720 303 47720.024 

Q Inspectfon reporta, IE DiilfetfriB & correapondence 

*’GlIje5”sKloricl^“ Removal of Industrial Nucloar 

ol Industrial S Modrcnl Nucloar Snioly (Post 070720) 
68/11/22. Consofidalod Edison Co of Now York, Inc 90pp. 47708 255 47708 257 ^ 

° WTosIs" &c llsl'^"“ A Corilrol ol Psycholofli 

nOSSj.CE ttvislon ol OporalionnI Cvonis Assossaiont (Post 8704111 08/11/22 
ConsoMalod Edison Co of New York, Inc lOIpp 47/08 042.47708.142 

* ClMJlwrMiifD'c'’ 083, ’Totelhornpy Events " Sve list onci 

bSm .'’y'iS'’ * .^‘=‘''‘=0' Neeloar Saloty (Post 070729) 

6/12/02 Consofidalod Edison Co of Now York, Inc 112pp 47011 103 47011 215 

"Polonllally Undersized Valve Actuators ” Sve lisl 

TlKoTrS, 'taSs-lvc '"’PO"- 
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V. Operator Examinations 

8812140068 Forwards revised agenda for annual operator licensing mooting on 
090110 W/o end 

PATE,RJ Region 5, Ofc of the Director OB/12/05. PRIGMORE,B Pacific Gaa & 
Electric Co Ip 47796131-47706131 


DOCKET fiO-139 UNIV, OF WASHINGTON RESEARCH REACTOR 


F. Securit/. medical, emergency & ffre protection plana 

8812190146 Fonvards revised physical security plen Rov withheld {ref 10CFR2 790) 
ROBKINpM A Washinglon, Univ of. Seallle, WA 00/12/13 Office of Nuclear Reactor 
Regulallon. Director (Post 070411) 1p 47853 360 47053 360 


P. Operating license stage documents & corrcapondence 

6611300199 Forwards Amend 14 to License R-7d & safety evaluation Amend allows 
certain surveillance requlremonls associated w/ operation of reactor to be suspondod 
If no fuel In core 

MICHAELS, TS Standardization & Non Power Reactor Prolocl Dlrectoralo 80/11/10 
ROBKIN.MA Washington, Univ. of. Seattle. WA 3pp 47696 227*47696 230 

-8811300202 Amend 14 to License R-73, allowing certain surveillance roquiroments as* 
sodatod w/operatlon of reactor to bo Buspendeef 

MILLER, CL Standardization & Non Power Reactor Project Directorate ea/11/18, 
7pp 47696 230-4769e'236 

-881130020S Safety evaluation aupporling Amend 14 to License R-73 Amend allows 
certain surveillance requirements to be suspended 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/11/18 2pp 
47696 237*47606 238 


V. Operator Examinations 

6612140109 Forwards revised agenda for annual operator iiconslng moetlng on 
09011 0.W/o end 

PATE.R J Region 6. Ofc of Iho Diroclor 08/12/05. MILLER.W Washington. Univ oL 
Seattle, WA 1p 47814 035*47814.035. 


DOCKET 50-142 UCU TRAINING REACTOR 


P. Operating license stage documents & correspondence 

8812220002 Responds to 801012 roquost for add) Info re proposed Phase If or finaf 
phase research reactor docommissionlng plan Work will begin shortly on updating old 
RFP to commercial oroanizations 

MCLAUGHLIN, J E California, Univ. of, Los Angelos, CA. 08/12/07 ADAMS, A Stand 
ardization & Non Power Reactor Project Diroclorate 2pp 47000 033*47009.056 


W. Decommleeloning Stage Documents & Correapondonce 

-8812220003 Forwards response to NRC 681012 questions re Phase I docommission- 
lng aclivitios undertaken per ASLB 850930 solllomont agreomoni Requests that NRC 
confirm or certify that Phase I complete 

MCLAUQHLIHJE. California, Univ of. Los Angeles, c A 08/12/07 ADAMS, A Stand- 
ardization & Non Power Reactor Projaci Directorate 22pp. 47000.035 47000 056 


DOCKET 60-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


V. Operator Examlnatlone 

6611260075 Requests rel mail listed in end be provided for written & oral oxam ached* 
ufed for wk of 880220, All reactor & senior reactor operator license applications should 
be submitted al least 60 days prior to oxam dates. 

WRIGHT, G.C, Region 3, Ofo of the Diroclor. 88/11/16 MfLEY.G.H Illinois. Univ of, 
Urbana. IL. 11pp. 47654.076 47654'086. 


DOCKET 50-165 BIG HOCK POINT NUCLEAR PLANT 


F. Security, medical, emergency A fire protection plans 

6812070140 Revised emergency Implementing procedures.consiating of Rev 20 to copy- 
holders lisl,Rev 21 to Index & Rov 13 io App Q, "Emorgancy Tofophono Numbers 
Augmentation List ” 

* Consumers Power Co. 88/11/29. 13pp 47748.390 4 7746 320, 

6812200316 Rev 106 to Vol 9A, “Site Emergency Plan Implementing Procedures** 
HOBE.M.A Consumers Power Co 88/12/02. 23pp. 47068.307 4/666 328 

6612120217 Provides status summary for Insp Repl 50-165/80 06 open 
items Exemption request from requirements of Section III G,2 of App R eWI under 
review by NRR AddI Info provided to NRR in Feb 1986, 

MARBAUQH.KE Consumers Power Co 68/12/07. Document Control Branch (Docu- 
ment Control Desk). 38pp 47792,027-47702:065 

6612200299 Rev 90 to Vol 9 to *'5ite Emergency Plan ’* 

HOae.M A. Consumers Power Co 68/12/08 IBpp 47064.325 47Be4'340. 

8612210100 Revised emergency plan Implementing procedures.consistirtg of Rev 22 to 
"Qenerat Ofc Response Team/Ememency Operations Facility (EOR Procedures 
Index" & Rev 2 to App H, "General CJfc Emerger^cy Planning tOF Training Matrix." 

• Consumers Power Co 88/12/13. 3pp 47602 069-47862.071 


P. Operating flcense stage documents & correspondence 

6811300178 Requests extension of schedular exemption for 1 yr from submittal of re- 
quirements for updated final hazards summary reel due to util expanding scope to In 
elude previsions from NRC SRP Rog Guide 1 70 Fee paid 
BERrV.KW Consumers Powor Co 60/11/22 Document Control Branch (Document 
Control Desk)- 3pp 47697 195-47697 107 

6811280048 Generic Llr 88-20 to all ficensoes holding OLs & CPs for nuclear power 
reactor faciilties re Individual plant exam for severe accident vulnerabilities, Svo fist 
end 

CRUTCHFIELD.D Associata Director for Projects (Post 870411), 60/11/23 Consoli- 
dated Edison Co of New York, Inc 81pp 47728 303 4772D 024 

6B1 1300282 Informs that ulil shaft propose new plant Tech Spec preasuro-temp limits 
derived using Rov 2 to Reg Guide 1 69, per Generic Ltr 86 11 before 891231 
SMEDLEY.R W Consumers Power Co 88/11/23. Document Control Branch (Docu 
meni Control Desk). 2pp 47698 204 47696 206 

8812020026 Advises that Update 9 to *'PfBn for Big Rock Point Integrated Assessmenr* 
acceptable 

SCOiT.WE Profoct DJrecioral© tIM 80/11/30 BERRY.KW. Consumers Power Co 
App 47707*168 47707 171 

9812060137 Advises that 860713 Rev 7 to suitability, I raining & qualification plan consist- 
ent w/provislons of 10CFR50 54(p) & acceptable 

GREGER.LR Region 3, Ofc o1 lire Director 86/11/30 JOHNSON, B.O Consumers 
Power Co. 2pp 47741,161-47741 162 

8812050316 Nolifms that schedule for cemplelion of Integrated Plan Issue BN-02S, 
^*Wlncf & Torr^ado Loading,** changed to 890228 due 1o delivery delays involving eev- 
oral items neoded to complete installation & testing 

MARBAUQH.K.E Consumers Powor Co 80/12/01. Document Control Branch (Docu- 
ment Cenlfol Desk) Ip 47731*356-47731 355. 

8812130238 lnfo>rm3 that duo \o difficult ies.updotod offsite dose calcufalion manual 
cannot bo completed within B month lime period Rev 3 will be aubmillod by 890316. 
MARBAUQH,K.E Consumers Powor Co 00/12/08 Dcwomenl Control Branch (Docu- 
ment Conlrol Desk) ip 47794 084-47704.084 

6012200025 Forwards safety evaluation accepting utJI response to Generic Ltr 83- 
28 Item 2 1 Part 2 considered resolvod 

SCOTT, VVE, Project Dlrecloralo IIM, 08/12/14 BERRY.K.W Conaumora Power Co 
2pp, 47862.183 47862,106 

-8612200030 Safety evatuatlon accepting util response to Generic Ltr 83 20. 

* Office of Nuclear Reactor Refluloilon, Director (Post 870411). 08/12/14. 2pp 
47862 105 47002*186. 


Q. Inspection reports, IE Bulletins A correspondence 

8811160211 NRC Info Notice 68 090, *’Unauthorizod Removal of Industrial Nuclear 
Gauges '* Sve fist end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 070729} 
86/11/22 Conaolidalod Edison Co, of New York, Inc 99pp 47708.255 47708 2S7. 

881 1160487 NRC Info Notice 08 001 , '*lniproper Adminlstralion & Control of Psychologi- 
cal Tests " Sve list end. 

ROSSI, CE Division of Oporationfll Events Assessment (Post 870411) 08/1 1/22, 
Consolidated Edison Co of Now York, Inc lOIpp 47708 042-47700.142 

8811280083 Forwards Safety fnsp Fapl 60 156/06 22 on 851024-20 No violations 
noted One weakness re ovorrellanco on historical radiological hazards noted. 
GREGER.LR. Region 3, Ofc of the Director. 86/11/23 HOFFMAN, DP, Consumers 
Power Co. 2pp. 47054;O07 47654.104 

-8B11280088 Insp Root 50 165/08 22 on 861024-26 No violations noted Major areas 
InspectodTadioiOjpical protection program, including organizational & mgt 
controfs, training & quailfications & intornm & external exposure controfs 
SLAWINSKi.WJ. Region 3, Ofc of the Director 00/11/23 1 6pp. 47654:089* 
47654:104 

8812050270 Responds to NRC 660022 notice of violation & proposed Imposition of civil 
penalty re equipment quaTificallon o1 etactrlcaf oquipmeni dericloncles Corrective ac- 
tions Limltorquo SMB 00 Installed & fully quafified. 

BERRY, K,W. Consumors Power Co. 08/12/01, Document Control Branch (Document 
Control Desk) 4pp 47740*162 47740.185. 

8812060276 Requests Commission reconsider amount of proposed fine for Imposed 
civil pqnalty for violation re environ qualification of efectrfcal equipment 
defidencles Proposed ffna unreasonable for plant size & ago 
HOFFMAN, DP. Consumors Power Co. Q0/1 2/011. Document Control Branch (Docu- 
ment Control Desk), 4pp 47732*074 -47 732 077. 

8811290030 NRC Info Notice 80 093, '‘Tefetherapy Evonis " Sve list end. 

GUNN INGHAM.B E Division of Industrial & Medical Nuclear Safety (Post 670729). 
86/12/02, Consolidated Edison Co of Now York, (nc 112pp, 4781 1:103-4781 1:21 1 

0811290538 NRC Info Notice 08 094, "Potentially Undersized Valve Actuators" Sve list 
encL 

ROSSLCE Division ol Operatlonat Events Assessment (Post 670411). 88/12/02 
Consolidaied Edison Co. of Now York. Inc, 121pp 47700 143 47700,264. 

8812120217 Provides status summary for Insp Repl 50-155/80 06 open 
(tems.Exomption request from requirements of Section 1IIG.2 of App R sill) under 
review by NRR AddI Info provided to NRR In Feb 1908 

MARBAUQH.K E Consumers Power Co, 88/12/07 Document Control Branch (Docu- 
menI Control Desk) 38pp. 47792 027-47792,065, 

0612020267 NRG Info Notice 80 005. “Inadequate Procurement Require monia imposed 
by Liconsees on Vendors " Cve flsl enci 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/12/08. 
Consolidaied Edison Co of Now York. Inc 112pp. 47807*101-47807 302 



12 DOCKETED ITEMS 


eei2»Hl404 Foiwatds Satel/ tnsp Ropt 50-155/88 21 oo 881010 1128 No violations 
noted 

^ELSON.WL Region 3. Ofc of the Dfrector 88/12/09. HOFFMAN, DP Consumers 
Power Co. 2pp 47875315^7875 324 

-881221Q405 (nsp Rep| 50-155/85 21 on 881018-1128 No viotalions noted Major 
areas inspscted surveillances of reactor protection sys, bypass valve & omergGncy 
^ activities on various components 
JACKIW,! N Region 3, Ofc of the Director 88/12/09 8pp 47075 317 47876 324, 

Ml 22 10371 Forwards Safety lasp Rept 50 155/06-23 on 881 114-18 No violations 
noted 

QREGER.L R Reoion 3, Ofc of the Diraclof 68/12/14 HOFFMAN,OP Consumers 
Power Co 2pp 47875 203 47875 214. 

->8812210^8 insp Rept 50 155/88-23 on 8811 14-18 No viotalions noted Major areas 
inspecledcheimistnr program, including procedures & mgt organization & training & ra 
actor water OC program. 

47675^5 4 ' 7 B 75 ^ Region 3, Ofc of the Director 88/12/10 lOpp 


-8811280176 Forwards mall already faxed to NRC In response to 080B30 lefconfnfo 
requested on proposed filter listed 

Atomics {formerly GA Technologies, Inc /General Atomic 
Co) 88/08/30 ADAMS,A Dwision of Reactor Projects • llT.IV.V & Special Proiecis 
(Post 870411) 4pp 47654 141-47654 144 


V. Operator Examfnatlona 

revised agenda for annual operator licensing mealing on 

B901 10 w/o end, 

PATE.RJ Region 5, Ofc of the Director 08/12/05 ASMUSSEN.K General Atomics 
(formerly G A Technologies, Inc /General Atomic Co) Ip 47814*176 47814 175 

DOCKET 50-170 ARMED FORCES RADIOBIOLOQY RESEARCH INSTITUTE 


P, Oparaifng license stage documents & correspondence 


R Periodic operating reports 8 rslsted correspondence 


operating rept for Nov 1983 for Big RocK Point Plant W/©8 1202 Itr 
“O^STONJR, ELWARDJW Consumers Power Co 83/11/30 6pp 47796236 


B. Reportable occurrences, LERs & related correspondence 

LER 08-OOB 00 on 881028, load rejection occurred due lo loss of transmis- 
sion line Caused by fighlnfng rod which broke off during high winds Control rod drive 
repaired W/881 123 fir. 

47^246^47650 249'^^^^'^^^*^^ Consumers Power Co 08/11/23 4pp. 


f^'^wards malls for AFRRI RRFSC meeting on 080626, 
r.Yi. .'P Forces RadiobioJogIcaf Research Institute fl 

NRC • No Oetailod Affiliation Given 18pp 47784 011-47704 330 


30 r request 
1/07/05 ADAMS.A 


inslrumontanon 4 Control Sys s, 
Ralioblologlcal Resoarch Insti 


-8812090009 ’’Console In slallallon, Check out & Test Plan " 

HOMDON K MOORE M Armod Forces Radiobiological Research Inslilulo 87/12/ 
15 59pp, 47784 113 47784.171. 


-8812000010 ’’New Reactor Control Console QA Program.'* 

Armed Forces Radiobiological Research fnstitulo 08/07/05, 03pp 47704.172 


docket 50-180 QEORQIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 

F. Security, medical, emergency & ffre protection plans 

RespeiKfa to viotalions noted In Insp Rept 50160/88 03 Corrective 
revised lo refleci current organizational & functional mat 
safely ofc delegated as alternate omergency direclof 
Institute of Technology, Atlanta, GA 88/11/23 DMumonI Con- 
IfOf Branch {Document Conl/ol Desk) 3pp 47701 348 47701 350 

**CU'^W/86^07 8?^ ^ "Emergency Preparedness Plan for Neely Nuclear Research 

■m98^l54779a'3?5^ fnslilule of Technotogy, Atlanta, QA 80/12/07. 36pp. 

P. Operating lleenae etaga document* A eorreapondence 

Issues required to be resolved pnor to resumption of 
NRC request All untv porsonnql being trained In new A/or re- 
^ operation of radiation monllore, 

RflSnn 5 of Technology, Atlanta, GA 80/11/02. EflNST,ML 

Region 2, Ofc of the Director. 4|}j> 47630 348 47830 351 

O. Inipecllon reporte, IE Bullelfnt A correspondence 

A 1102 Itfs fej NRC requirements Imposed by 880120 
zat^n confirmatory order modifying license Ordera re utill 

IrnSt irradiation expenmenta & operation of research reactor 

nf 68/11/15 CRECINE,JK Georgia Institute 

of Technology, Atlanta, QA 2pp 47652079-47652.080 ^ 

viplattone noted fn fnsp Rept 60-160/80 03 Corrective 
chanoBsMflnflnB?«P organizational A functional mgt 

k35?Sm safely ofc delegated as allernale emergency director. 

1^ nrSiSw Technology, Atlanta, QA 86/11/23 Document Con 
Ijol Branch (Document Control Desk) 3pp 47701-348 47701 350 

'"'“'"'"K Nf’C '» co-rec. yfot.Bon, 


noted in Insp Repr^lfdoTes^a ' 

^ Georgia Ins^lute 


.'^'4'^“".' uirecfof. 88/12/01 

of Technology, Atlanta, GA ip 47852.096-47852096 


DOCKET 60-183 QA TECHHOLOQIES 

P. Operating license stage documente k correipondence 

ASMljlsEM®k1?^nr Non Power Reactor Project Directorate 88/11/10 

Tochno'loflJes, I.K,/Qoner,l aCc 

4765h2|.47^“3o“'' Direotorata 88/11/14 

~**'fflwdlfaBon *™"<' « '* License FI 67. 

47851^47154" 40 Reector Pro|so( Direolorale 88/11/18, 1«pp. 


AFfmMarltF RlaXF'ac'illty^^ * « Coelrol Sya for 

4n84 2W^477^^3!fo Radiobiological Research Instiluto 00/05/11. 7&pp 

Q, fnipectlon reporte, JE Bulletins A correspondence 

60-170/08-04 on 801026 20 A 1107. Violation noted 
during enforcement conference. 

ul* Vt® ^wecior, 08/11/20. IRVING,Q Armed Forcos Radio 
biological Research Institute 2pp 47741-238 47741-263 ^ 

50-170/88 04 on 801026-28 A 1 107 Violalfon noted Major 
Ifispecteo facility opera lion 8,org a niza lion, reviews A audits, operator ronunllfica 
S?-?.WJ29| MWqb a aflogallon folfowup ' ruqumirica 

4774 V240-4774 1 253*'*^^ R®0for» 1, OfC of the Director 80/11/23 14pp 

V. Operator Examinations 

“6812060019 Irr^ Reel 50-170/08-04 on 081026 28 A 1 107 Violation notod Mfllnr 

^ audits, operator roquallfica- 

^7741^240 47741^26^''’^^ Director. 08/11/23 


14pp 


DOCKET 60-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 
J. Insurance & Indemnity Information 

'"‘1“"®™"'® ®' 10CFfi60.54{wK6)lJ 
S 4^76703wt767o'“* M P1>llad<3lpNa ElPCWc 

P. Operating license stage documents A correspondence 

**rew« Milo’s re liSd.Swmi !3.®'l '’OWN OLb 4 CPs lor nuoloar pomi 

and Individual plant exam lor sovero accident vulnorabllilloa Svo list 

dSSKol Krk“R;"^^^ AWb'aWotV'' 


>0al of denial of FOIA request for documents. Forwards 
memo Marcus 871222 memo withhold (rof FOIA Exomp 


6812050263 Responds to 
portions of Elsassor 
lion 6), 

ffia®^ComSS,:li!ll,oW?^^^ RHODES, J, Pona 

"“eVlflSafltiSScaa^^^ »''® ''I®" '« * 
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OG 12220020 Ro&ponds to 080907 roquQSt fof addi mfo re 07030^ application for amend 
to Lfcense DPR’ 12 Current physical & radiological status of decommissioned facility 
does not warrant costs assoclatod w/lnstallalion of detection sys 
GALLAGHEflJ W Philadelphia Eloclric Co 08/12/16 Documant Control Branch 
(Document Control Desk) 5pp 47913 312-47913 316 


O. Inspection reports, IE Bulletins & correspondence 

B811160211 NRC Info Notico 06 090. "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve fist one! 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Salely (Post 670729) 
88/11/22 Consolidated Edison Co of New York, inc 99pp 47708 255-47708 257 

6611160467 NRC Info Notice 80 091, "Improper Adminisirallon & Conlrol of PsychologI 
cal Tests’' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/11/22 
Consolidated Edison Co ot New York, Inc lOIpp 47708 042-47708 142 

8611290030 NRC Info Notice 68 093, "Telelhorapy Events " Sve list end 
CUNNINQHAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
06/12/02 Consofidatod Edison Co of Now York, Jnc 1t2pp 47811 103 47811*216 

8S1129053Q NRC Info Notice 88 094. "Potenliolly Undersized Valve Actuators " Sve list 
end 

R0SSI,CE Division of Operational Events Assessment (Post 070411) 06/12/02< 
Consolldaled Edison Co of New York. Inc 121pp 47700 143 47708 254 

6812020287 NRC Info Notico 68 0D5, "Inadequato Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 06/12/08 
Consolidated Edison Co of Now York, Inc, 1 12pp 47807 101-47607 302 


DOCKET 50-189 VALUECITOS EXPERIMENTAL SUPERHEAT REACTOR 


V. Operator Examinations 

8812140153 Forwards revised agonda for annual operator licensing mooting on 
09O11O<W/o end 

PATE.R J Rogfon S, Ofc ol the Director 88/12/05 CUNNINGHAM.G General Eloc- 
tneCo Ip 47613 351*47813.351. 


DOCKET 50*106 UNIV, OF MISSOURI RESEARCff REACTOR-COLUM0JA 


P. Operating lfcense stage documents & correspondence 

6612070159 Application for amend lo License R lOS.revialng Tech Spec 6 To ro 
additjons,mods or main! to ays 

MCKIBBEN,JC, ALGBH.D M Missouri. Unlv of, Columbia, MO 60/11/90 Office of 
Nuclear Reactor Rogulallon, Dirodor (Post 670411). 2pp 47749 254-47749 255 

8012150007 Informs lhal LA-CP 87 02, "Nonpowof Reactor Sabolago Study”' 
fovjewod.corroclod & rolurned,B9 proscribed In 060913 Hr. 

MCKIBDEN.JC, Missouri, Unlv of, Rolla, MO 80/12/06 Documenl Control Branch 
(DocumenI Control Desk) 1p 47626 250 47826*250 


V. Operator Examinations 

801 1300513 Requests that licensee furnish onci list of ref mall 50 days prior to operator 
8 senior operator licensing exams scheduled for wk of 690106 Requlremonls for ad* 
ministration ol written oxams & rules & guIdoDnos niso end 
WRIGHT, GC Region 3. Ofc of Iho Director. 68/11/22. BRUGQER.R M Missouri. 
Univ of, Columbia, MO Bpp 47676*034-47676 041 


DOCKET 50*192 UNIV. OF TEXAS RESEARCH REACTOR 


\ Operating license stage documents & correspondence 

1612220014 Forwards request lor addI info re application for amend to License R 
102 Addi Info lo be submltlod within 30 days of Hr dale 

ADAMS.A. Standardization & Non Power Reactor Prolocl Dlreclorato 60/12/14. 
BAUER.T L. Texas, Unlv of, Austin, TX 4pp 47000.096 47900*099 


iOCKET 50*206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


. Security, inedicol, emergency & lire protection plans 

071290025 Forwards insp Roots 60-206/88 26,50-361 /OG-27 & 50 362/80-29 on 
081026 2a.No deficiencies or violations noted 

YUHAS.GP Region 5. Ofc of the Director 86/11/10 BASKIN.K P Southern Califor- 
nia Edison Co. 2pp 47651.080 47651 09© 

0011290032 Insp Repis 60-206/06-20.60-361/88-27 & 50-362/88-20 on 081026 
26 No daficioncles or violations noted Major areas Inspactod open Hams Identified 
during 1907 exercise & emergency preparedness oxorciso & associated critiquo 
GOOD.G.M Region 5, Ofc oflhe Director 86/11/10 lOpp 47651 090-47651.099. 

B1 2160133 Forwards SALP Board Repts 50-206/88 25,60-361/88-26 & 60-362/60 28 
for period Oct 1 987 - Sept 1 QOO.Need lo improve mgl involvement in developing solf- 
crMIcal attitude at all levels of util organization noted 

MARTIN.J 0 Region 6, Ofc of Ihe Director. 86/11/25 BASKIN.K.P. Southern Califor- 
nia Edison Co app 47620 321-47820*360 

8612160141 SALP Repts 50-206/88 25.60-361/88 26 & 50 362/88 28 for Ocl 1967 - 
Sqpt 1968 Category 1 assigned in areas of radiological controls & security 
* Region 6. Ofo of the Director* 88/11/25. 37pp 47820.324*47620*360 


H Qonerai correspondence 


8817290018 Informs that 881108 request for exionslon of public comment period on 
proposed illness for duty rule denied Ample response time provided 
GRiMES.BK Division of Reactor Inspection & Safeguards (Post 870411) 86/11/16 
CINTRON, J A Southern California Edison Co Ip 47668 060 47668 069 

8811300539 Responds to 081112 request for Commission lo extend public comment 
period on proposed Fitness for Duly rule, Comments received after 081121 will bo con- 
sidered If practical 

GRIMES, 0K Division of Reactor Inspection & Safeguards (Post 070411) 88/11/28 
JOKUMATO,J Southern California Edison Co Ip 47680 172-47680.174 


P. Operating license stage documents & correspondence 


881 1230311 Discusses changes made to Improve use of accelerated malnl processes 
for util Requests discussion w/NRC on changes made lo Superintendent accelerated 
maint process during next visit 

MCCARTHY.C B Southern Catifornia Edison Co 00/06/20 2IMMERMAN.R Region 
5, Otc of the OUectof 3pp 47632 350-47632 362 

8811230232 Forwards notice of environ assessment & finding of no slgnlficanl Impact re 
860428 roquest to delete turbine dock load bearing test from Tecti specs 
TRAMMELLcM Profocl Olreclorate V 60/10/28 BASKIN.K P Southern California 
Edison Co, 3pp 47631 198 47631 203 

-8D1 1230233 Environ assessment & finding of no significant Impact ro 080426 applica 
lion lor amend lo Liconso DPR-iS Amend deletes from Tech Spec requirement to 
conduct turbine dock load bearing tost every four yrs 
KNIGHTON, GW Project Direcloralo V. 06 / 10/26 3pp 47631*201*47631,203. 

8811290149 Forwards Amend 114 to License DPR 13 & safety ovafuaKon Amend re- 
vises surveillance requirements for safety injecllon sys 

TRAMMELl.CM Project Directorate V 68/11/10 BASKIN.K P Southern California 
Edison Co 3pp. 47646 155-47646 166 

-8011290166 Amend 114 lo License DPR 13, revising surveillance requirements for 
safely Injoction sya 

KNIGHTON, G.W Project Diroctoralo V 88/11/10 8pp 47640 150 47646 765 

-8811290166 Safely evaluation supporting Amend 114 lo Lfeensa DPR-13 

• Ofhco of Nuclear Reactor Regulation, Director (Post 870411) 08/11/18. 3pp 
47640 166-47646*168 

0811290662 Requests add) Info to complete review of recertification of charging pump 
motors to at least 700 horsopowor or rewinding or replace meat, per License Condition 
3,L(6) Evaluation & formal cortification w/now rating by mfg requested 
TRAMMELL, CM. Proiqct Dlreclorato V 88/11/22 BASKIN.K P Southern California 
Ediaon Co 4pp 47666 020 47606 031 

8811390233 Informs that review of Change Notico 29 to Topical Rept SCE-I-A, "QA 
Pronram." Amend 1 1 will require more than 60 days to comploie review & evaluation 
KIBSCH.DF. Region 6, Ofc of the Olroctor. 88/11/22 BASKIN.K P. Southern Califor- 
nia Edison Co Ip 47077*130 47677 139 

8811280046 Generic Ltr 06-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities ro Individual ptoni oxam for severe accident vufnerobillKos Sve list 
end 

CRLJTCHFIELD.D. Assoclato Director for Projects (Post 670411). 80/11/23. Consoli- 
dated Edison Co of New York, Inc 81pp 47720 303 47720 024 

8811200066 Fonvarda addi Info re Impact on ac/dc ays capacity & capability resulting 
from nuctoar Instrumentation sya upgrade, per C Trammoli 661123 tefcon request Ado] 
Info Incorporated Into ulit 881110 Hr, 

NANDY.F.R Southern California Edison Co. 80/11/23 Document Conlrol Branch 
(Document Control Desk) 2pp 47607 192-47667 193 

8B1 12904 61 Forwards nollce of environ assessment & finding of no significant Impact re 
util 800420 request lo transship spent fuel from Unit 1 to Units 2 & 3 
THAMMELL.CM. Project Dlreclorato V. 06/11/23 BASKIN, K.P Southern California 
Edison Co app 47649:161 -47640 172 

-6811290457 Environ assossmenl & finding of no significant Impact re 880420 request 
to transship spent fuel from Unit 1 to Units 2 & 3 

KNIGHTON, GW. ProjocI Diroclorato V. 88/11/23 Opp 47640*164 47649.172 

8812019345 Forwards revised pages of 870311 reactor protection sys single failure 
analyals^per 001122 tefcon w/C Trammell, Analysis revised to Include nuefoar instru- 
mentation sye upgrade mods planned for upcoming Cycle to refuofing outage 
NANDY.F.R Southern California Edison Co 88/11/23, Document Control Branch 
(Documont Control Desk). lOpp 47703 281 •47703*299 

8812060093 Forwards Amend 115 lo License DPR-13 & safety evaluation Amend re- 
vises aloam generator lube plugging criteria lo allow lubes w/defecte In rolfed region 
of (ubo sheet to remain in sve 

TRAMMELL, C.M Pro ect Dlracloralo V 06/11/28 BASKIN.K.P Southern California 
Edison Co 3pp, 47743.163-47/43*101 

>->8812060091 Amond 116 to License DPR- 13, revising steam generator lube plugging 
criteria to ellow tubes w/defects In rolled region of tube sheet to remain In sve provid- 
ed first Inch of rolled tube contains no Impenecllons 
KNIGHTON, G.W Proiect Directorate V 00/11/20 10pp 47743168-47743,176 

-6812060093 Safety evaluation supporllng Amend 1 16 lo Liconso DPR-13. 

* OflicQ of Nuclear Reactor Regulation, Director (Post 670411) 06/11/26 4pp. 
47743.176-47743 179 

-8612060096 Notico of issuance of amend to License DPR-13 Amend revises steam 
generator tube plugging criteria to allow lubes w/ defects In roltod region of tube 
shoot to remain In sve if first inch of rolled tube contains no Imperfections 
TRAMMELUCM Project Directorate V 80/11/28. 2pp 47743 180-47743*181. 



14 DOCKETED ITEMS 


8812050050 Prowdos addi 

fuel.pi3r m ^30 <iisciJS3ion As cart of tranW^ ■ 

Daoan,on,Con„o,..,a,K., 

Pocumonl Conlrol Desk) 2pp 47723,105 4772J m 

?®MELL.CM ProlooinceototoloV 08/12ffll BASKIN, KP Sootl.oH, (Wd.»nla 
Edison Co 3pp 47030 224-47530 230 

-0812150108 Nollce ol oonsldmallon d Issiianco of "mooB I® Omiinlml Mvl) 

ft012(»OO4O CfanfiGS error In rept, ‘^Trarsshlpmont of Son Onorm l^nil 1 Sponl I uoJ." 

MEDroRD%'o“sfu'horn Calllomla Edison to 00/12/02 Document tonliol HmiHh 
^Docurnem Conlrol Desk). 1p 477B2 104 47752 104 

8012080073 Foiwafds Amond 110 to Llconso DPH 13 A nZ'? i"l 

thoraoa transshipmonl ol spool luol from Unll I spool luol pool to alixo In Unlifl 2 A 3 

tCwMEI?!cM Pfolocl Dltoclorala V 08/12/02 BASKIN, KP Soulliur.i 

Edison Co 3pp 47743 120 47743.141 

-4812060074 Amend 116 to Llconso DPR 13, authoring of (jpnnl ^ 

(ram Unit 1 spenl fool pool & wMmonds 63 & 62 to llconfloa m 10 A NPJ 

15 ,respeclivel/,au 11 iorizflS lo store 'JfJ* ^ j;’ It!!!?* n*i 47%'! ^ 

KNIGHTON, Q W Prolocl Oiroctoralo V, 00/12702 2pp 47743 131 4774.1 13? 

-8812060076 Safety evaluation suppofli/ig Amend 1 16 to LIconao [)PH 13 
"rc5^Dlr?C A V. BO/ia/of 7pp ^743 133 47743 130 

-8812060110 Nollco of Issuance & availability of Amend 1 ID to I Icoiioo 
TRAMMELL.CM Pro|ect Oiroctoralo V 80/12/02 2|>p 47/43 140 47/43 »41 

8812150134 Requests response to Generic Llr DQ 17 re loss of DIIR ImfiinUy h]'I|mj(i*io 
lo Gerwfta Llr 87»12 cfoficieni In D/ons of proverrlion ol nccklonl Inlilnllon A mlligntlmi 

of accldonls before progressing lo core damage, 

MdnLEYaT,E Office of Nuclear Reactor Regulallon, Director (PonI 0/0411) OfJ/lrV 
02, ALLEN, H P. Southern California Edison Co 5pp. 47830 184 4/030.188 


8812060121 Provides addI Into re Issues resullinn from error in 000425 suhiniltnl to 
transshipment of Bper^l fuel al planipor NRG 001203 roquo*)! Ulil no longnr mliflnu <hi 
availability of one train whon oltior train darn aged 

MEDFORO,MO Southern California Edison Cb, 88/12/03 IXiciimoiU f/0(ilro1 llianrh 
(Document Control Desk) 32pp 47753 022 47763 053 


88121S0125 Forwards nollco ol cor^sldoralion of Iflsuanco of AmoiuJ 150 lo Ituiiinu 
DPR 13 & proposed NSHCdotormlnallon & opporlimlly for hearing Airuintf wotihl raino 
allowable diesel generator toad from 6,250 kW to doalgn ration ol 0,000 hW 
TRAMMELL, CM Proioct DIrocloralo V 80/12/00 f3ASKIN,KP Roulhoril (^alifmiiin 
Edison Co 3pp 47628 095 47828-1 01 


-6612150127 Notice of consldomtlon of Issuanco of amonti to llcormn 0I'IH3 A ihd 
pDSod NSHG determination & opportunlly for hearing Amend would rahn niittwaUlu 
diesel neneralor load from 6,260 kW to design ratlno oT 0,000 kW 
KNIGKTON.QW Projoct Oiroctorale V 88/12/06 4pp 47028 090 4 /()?8 101 


Q, Inepoclfoit ropflrio, IL Unlletlrm A corroepondcrico 

0611200026 l(ipwmdn Insp Mmih '>(> 2(J '>0 3(ii/cm 2 / A 

<!01<>?'j No ifofk l<in( Ion or viofnitomi ruitnd ^ 3,,? t- jj 

YUMAS.dl' Mtnilnn f). <)!(' of Iho DiroUor 80/ 11/ 10 RASKIN KP r.s 

4/OM onn 4/OM 000 ivmimn.ki 

.0011200032 Iniiii MopOi M) tWHU I'O.M) 001/80 IV & 603r»?/fi0 ?J ot ' 
J'ONu [ ''k'h'nilnu (u vlolatkiin rurtud Mi»lo; nrnaa InspircUvIoi^rl rttrrj 
(iiiilnn 100/ riMjri l'u» «. iiiniiinmu y iiropnriu luiau oxordno A niirvi-if.A.f ^ ■ * -a-i 
C, 0()V).(1M,ll!ill,ni . lAlW/r fUinii ^ Otrif hn I , 

4/0M000 4/0M IMIO inn uiriniiv « i p. , ^ 


0011230221 I till lUn 'On (u-itill'i ol (II Ownoui tinujn olfofiti to iiMk*! r. ^ n « 
rmiidn rr> Nflf Ihillotiri 80 OOI. ‘'Poliinllnl Siihily Rnloud Pumii i ' 

MKrkMAN.OI rroliiil niimtorulo V 80 / 11 / 1 / HASKIN K f' n . 

I ((non ('o C.OI KJN.d I) tian ()jii|jo (Inn A [ inctrln do ?JO 

00111(10211 N1U. Info Nnllto 08 000, ’ Ifimutluiri/ud fUjmovul el 
Clmiarttr Jivi'IinIoihI 

CUNNlNflMAMJI I UiviNlnn of liiilinidnl A Mmfknl Nmkw iliiurv V ► 
(in/n/IV ( oii'roluftiloiM ifmon (,o of Now York, fne OHpp Affmm 47 Kf* 


00 1 1 10040 / Nl U Info Ni lUi o (III 00 1 , "hiipropnr AdnilnI'rtmlloi) 8 i4 t4 Pf r 
cnl lo'il'i " fivi li )1 OIK I 

ItOSSI.I.I Ihvnlntr of ( kiiuntinnni I viml'i A*Kii>*mmuMl (Foil U/'dtl' l> 4'^ " 

(lonuolhinloil I <hnnn (,ii of Now York. Ini' lOIpp 4//n(MHi> ^7/Ofl f 4? 


6611300422 Ai K iin oHil of tifU 1 14 llr ioforiMing NIU) of aiiKKj lakcntj cuvr-^. i .► j . 
riiitiiif In tiKip ftii|)l f)0 ISUI/HO 

VlfMASUI' Roguiii ti, Oh (d Itio OIkk tor 80/11/2,1 flASKlNKI* fL r 
lifu 1 ill- o l|i 'WO/4 I'l/ 4/0/4 Nil 


86 1216013 U 1 11 wan I *» ’lAlP thmn) flopM fiO 200/88 25, (lO Wi1/nn;i} A iA VJ; :i 

for I Ol I Mill/ Sniit 10(111 NimmI lo lioprnvo inijl liivolyufiM nl L\ ik. iv 

( r8l< ol nililmhi nl oil loviihi of uhl orgniii/ntloii nolitd 

MAMIIN.MI (lirginn (», Ofi of llin nirrii lor OI1/ll/2'i flA^KINKI' •. 

Pilil I (li'inn do Ipp 4/ILk),h*1 'l/HI'iniiO 

. 0012160141 SAM* Mnpirt M) I'lKlNIO ,'5.WI , III 1/80 ?(1 A 50 :i(i?/8[l20 U Ol v 
diKpl 108 M ('nlngnty 1 u-niltitiud In tunnu ill ruilluloulcid < oiitrotn A 
* llntllon 6, 011 id llin I him lor (18/M/d'. 'l/pp -1/8:'0 3?4 4/0/8 :ii^ 

0612160156 lorwimfo Mnnilnu IhtplM fiO »>0I i/88 .10,80 3(11/80 II 5 3^; iK | 

1181 lOr' i'nniijmt riinnu of lunniil fffU, (oiiMiin uiiipliav/iil 
li*)1()i1 lilt fiKlinu iiii-ii|o(l ojiiMirtniillknr lo liinntify A (orrod ohnervud in •-'i 
MAftllN III ilnijiuri fj, till. <d Ihn Ulroi lor 88/11/?f> fOOARIV.oJ 
fiMiU 1 1 iti'ioi) to ;3i|i 4/11 1 1 1)88 4/8‘n O/I' 

.6612150160 MljI Mnnllng MmiOt (d) .’(10/(1(130,60 3(1 1/08,11 A 3- -!ri 
mil 1 0d Mtijnr nrnnt Oini o’i'mit iriMiO'i of < ufrtinl Inlnni-il ni plant 

IhJf Y,l II KUIN’.ON.rit flog Ofo ofiflo Diroi lor 88/11/71 *i‘ii i 

4/fl1 lO/d 


001220006 / InrwrlMlii liihji Miiph fill ;> 0 II/ 811 IV, fit) 3 ( 11 / 05/11 A x 

HIM (Ml 1 1 IM No vhdrtlinnh iioltiif Nltd oni (Hirngrrr util lo mio^jlii^vu 
iKiia( ft liiwiud innoittiLdity (Inlniiiifnntlorn ptir 11011 ( 1 / logt rmuMini) 

ViWMI MWANtlP ling fi (Kd ol Iho l)lr(K lor lin/l ?/()1 HA'.Hr;^P <. v 

i etdoiiiM 1 tliMiii ( (I .'p|i 4/084 IV'I 4/884 ??4 


8012120200 Forwards Amend Applicollon 1 B 8 lo LIcorso DPfMO.coinJslIng of |Mrr 
posed Change 184 to revise Tech Spocs,App A, Incorpomtino limiting lOmHloi^i lor 
operation & sunieltlance roquiremonis fer auxiliary foodwalor [ eo paid 
DASKIN.K P. Soulhorn California Edison Co 00/12/06 Document (<onlful IlKinth 
(Documenl Control Desk) Ip 47707 052 47707.008 

-8812120203 Application \of amend lo Llconso DPR 13,revl9lnn App A Tech Spin n in 
irvooiporato lirnlling conditions for operation A ourvolllarico ronuiremenis ansoNaiod w/ 
mod 10 Incorporate third auxiliary foedwalor pump Into oxisting cyii 
BASKIN, KP Soulhern California Edison Co D 6 / 12 /C 0 20 pp 4778/053 4/ /«/ 880 

-0612120207 Prof^sed Tech Specs Incorporating llmllino condlllonn for oixirnijun A 
surveillance roouiroments for revised auxiliary (oodwator sys lo ellmlnaio amnio failure 
susceptibllltios in sys > v 

• Southern Cafifornia Edison Co 00/12/00 10 |)p, 47787001 47707 000 

" «i»c/a{?vlteK'‘pDR ™ ^ 

* Pulilcollom (iurviroi, (I'o.t 
B805I5) 88/12/14 PAR Rl SH.O, Al filiation Not Asslgr^od, 2 pp 47074 ' 12 fl 470/4 loo 

P?f lolcon w/K Daahin 

^sy * D "AIcoIk)I a Drug Use ’* 

RAY.H B, Soulherfl California Edison Co. 80/11/14, Opp 47074 MO 47074 164 

-M1221C1091 Rov 1 lo Qenoral Administrallvo Procoduro SOl23<)CVflO. "filrvoui frx 

* Solilhern Cafiforrrla Edison Co 06/11 /m 12pp 47074 155 476/4 160, 

Soulhorn California Edison Co. 06/ll?l4 1^6pp 47874 160 476/ ^iga 
Southern California Edison Co 00 / 00/10 2pp 47074.167 47674 IM 

‘S 8 fo'n« ^ 

'mIdforR®!^^ ad^uSed rS? 1011 )?? ^ 


.A012200000 lnt|i flnplu 80 I'll8/(lll .V, Ml 381/8(1 I'll A 50;i(V/tin>:) p 

1114 Nn Major uronn in'ijiiHlml Mulliiitnnt Ark>n iv 1 A Mt ^ 

tiort ctf pltini I0p*i A (ivuntir r^ivkiw of (3A nnilitn A iiurvolllaiico-i A Piul 21 r,,!.' 
(.MlIVVni CW. .lOHN'idN.PH Mngmn fi, OfU of thii (>r<‘UiX ;! j 

4/8(14 /Mi 4/8(14 l'/4 

06 112900.10 NM( I Infii Nnlii n 118 (I’M, ' f uluthiimpy I voriitt “ Sve lut orb I 

< (INNiNtlllAM 111 nf ImhiMiiiil A Miulifal Niulonr flaftV iP>.%t i .i 

11(1/1 //d/ ( nnviiiilalnd I rlinnn (lit of Now Yoik, Inr 11?pp 4/(111 10) 

00 t 121 K 15 :f 0 NHII lull) Nolu 0 88 (IlM, ' (•oUmtuilly UnifurnimJ Vfl^oAc^J 4 ^« j ' U 1 

OlH i 

Di.i'iinii nf ( liiiirelloiuil I vmiM Awminoni (IMsl C/Otnj U ,I 
4 -liii-ioluialnil 1 1 ( vMi (.0 rit Now York. Inc 1/1pp 4//08 143 4//03 2JI 

0012000120 HunrJla (on tor 880111)/ npplit alinii ru In'tuivii.o lrici|i lutc^^al 

lirf (fiMl 1 |H)r (ifinoi roguu’ii 

Ml lit OJlO.MO Umithofo ( .nlifomla ( dnnri <k) 80/12/02 Docurr,!.. . 1 1«\ j 
IlkMiilnuriK^iiiUoMM) Ip 4//4Hm44//4l084 
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Ik, I 
Kilts 

run hilibnn Cx) ?|ii 4 //(m 0 t 5 4 // 8 IHM() 

0612120180 NoiUitdtKHr nl ( 1 ( 11/13 rnoolmg w/iilil In RosomemM'A j!’i> £s-i 
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R. Periodic operating reporle & related corrospontfonce 

6612200163 Monthly operaling ropt for Nov 1986 for San Onofro Nurlear Genorahng 
Station Unit 1.W/661215 itr 

SIACOR.EH, MORGAN, H E Southern Californm Edison Co 88/11/30 /pp 
47864 270 47864 276 

8812220126 Forwards Oct 19BB monihly NPDES ropt summary for facilities No permit 
vtolatJons noted el Unit 3 during roporlmg period 

MORGAN, H E Southern California Edison Co 08/12/12 DocumunI Control Qronch 
(Document Control Desk) 3pp 47002 350 47902 360 


S Reportable occurrencosr UERs & related correepondenco 

6611300176 PNO>V>8B 062 on 881 1 19,earthquako occurred 30 miles west of San 
Clonienle,CA Earthquake felt by personnel In Unit 1 control room & no seismic Instru 
menlalion alarms received Ucenseo found no damage after visual Insp of Unit 1 
JOHNSON, P, HUEY,R Region 5, Ofc of the Director 88/11/21 Ip 47678 046 
47678 046 

6812060321 LER 88 GOB 01 on 080524 Jnadvertont omission of safety injection vent 
valves from local leak rate testing program Caused by valves associated w/ponotm 
tion E16 omitted from focal leak rale testing program W/081 129 Ur 
MORGAN, HE Southern California Edison Co 00/11/29 7pp 47743 102 47743'107 

8812070265 PNS-V-88 007 on 801130, senior rosidont informed of possiblo tamporinn 
events Caused by cleaning person not bolng able to completely secure associated 
valving after work activities Enhanced waikdown performed 

SCHuVeR.M. MCQUEEN, a Rogion 5, Ofc of Iho Director 80/12/01 2pp 
47740 220 47749 220 

SB12130260 LER 87 017-01 on 871201,romoloty operated, normally closed, containment 
isolation valves In vent lino did net close upon demand upon comnlotion of venting of 
Loop B hoador.Seats of valves found worn & warped Valves roplacod W/B81205 Ur 
MORGAN, HE Southern California Edison Co 08/12/05 Cpp 47795 051-47705 356 

6812130290 LER 80 004 01 on 800215,bonnot bleed off solenoid vaTvo SV-3900,for 
safety Injection isolation valvo MV-8516, foiled to opon.Coused by crock in steevo in 
which valve disc moves on opening W/6D1205 Itr 

MORGAN, HE Southern California Edison Co 86/12/05 7pp 47798 204 47700 210 

8812140055 PNS V-OB 007A on 80iaoi,octualion alarm rocoivod from roaclor coolant 
pump fire protection deluge ays at Unit 2. Caused by conlrnct watchman who denied 
any intent to cause damage to plant Two watchman torminalod 
SCHUSTER, M.D Rogion 5, Ofc of the Director 60/12/07. Ip. 47600 320 47000 320 

6812210410 LER 80 015 00 on 001 11 4, performance of locnl foakngo rate tests (LLRT) 
on 080720 at below required pressure discovered Caused by cognitive personnel 
error Assessment of LLRT procedure will be petformod W/Q01214 Itr 
MORGAN.HE Southern California Edison Co. 06/12/14 6pp 47000.1C2-47800 166 


V. Operator Examinations 

8812140090 Forwards revised agenda for annual operator licensing moetlng on 
890110 W/o end 

PATE.RJ. Rogion 5, Ofc of the Director 88/12/05 REEDER, J Southern Catitornia 
Edison Co Ip 47790.140 47706-149 

8812150227 Ack receipt of 881021 fir ro expiration of senior operator license for posf 
tion of Unit 1 plant superintendent. Requests Identification of Individuals & lilies at all 
three units responsible for dlroctlng activities of licensed operators. 

KNIGHTON, G.W, Project Directorate V 80/12/08 BASKIN, K P Southern California 
Edison Co COTTON, G D San Diogo Gas & Electiic Co 6pp 47825.056 47025 060 


DOCKET 50*213 HAODAM NECK PLANT 


8811300072 Forwards rosponso to SALP Ropt 50-213/07 95}NRC will be contacted re 
preoutage prosonlalion at Region t ofes prior to 1 980 refueling & maini outage Util will 
conlmuo to pursue positive Initiatives In all listed areas 

MflOCZKA.E J Connocticul Yankee Atomic Power Co MHOGZKA.E J Northeast lilil 
ilies 88/11/23 Document Control Brunch (Document Control Desk) 12pp 
47697 069 4769/080 

8812020126 Informs NRC that Rev 18 to omergGney plan Implemented which reflects 
chargos to emergency action level tables & corrects editorial errors W/fial of 
changes 

MROCZKA.E J Connecticut Yonkoo Atomic Power Co MROCZKA,E J Northeast Util 
itiGS 08/1 1/28 Document Control Branch (Document Control Desk) 2pp 47716 312 
47716313 


8812090209 Rov 18 to "Connocticul Yankee Emergency Plan " 

WOOD,CL Conneclicut Yankee Atomic Power Co 88/11/29 I36pp 47/99 001- 
47709 130 


0812140181 Revised emergency plan implomenting procedures, consisting of Rov 5 to 
EPIP 15-17, "Emergency Equipment" » Rev 4 to EPIP 1 5 43, "Personnel Radiation 
Exposure Control During Nuclear Emergencies " 

MCCANEE.WT, BROWN.RE, NERICCIO.M W Connecticut Yankee Atomic Power 
Co 80/11/30 18pp 47800 140 47000157 

8812120039 Forwards Insp Repl 50 213/00 19 on 080928-1 115 No violations 
noted Plant conlalnmont has net mot integrated leak rate test acceptance cnloria in 
as found condition during two most recent tests, as noted in Detail 10 of end lept 
BETTENHAUSEN.t Region 1, Ofc of the Dirocler 80/12/02 MROC2KA,EJ Con 
nectlcul Yankee Atomic Power Co 2pp 47700 108 477B0 215 

-8812120041 Insp flopl 50 213/08-19 on 000928 1115 No violations noted Major 
areas inspected plant operations, radiation protection, fire 
proloction, security, mamt.sun/eillance testing, licensee events A containment integratod 
leak rate test repl 

MCCABE, EC Region 1, Ofc of the Director 88/12/01 16pp 47780 200 47780 216 

8812060214 Forwards Amend 100 to License DPR 61 & safety evaluation Amend ro 
visos Table 3 22-2, "Fire Detection Instruments," reducing available smoke doloclors 
In conlalnmont from 23 to 22 

WANG, A B Project Directorate 14 88/12/06 MnOCZKA,EJ Conneclicut Yankee 
Atomic Power Co 2pp 47785 040 47705 040 

-0812090216 Amend 100 to License DPR 61, revising Table 3 22 2 "Fire Delocllon In- 
strum onls" lo rerluco number of smoko detectors available in containment from 23 to 
22 & Incorporallno now section of sprinkler protection into Tech Spec 3 22G 
STOLZ,JF Project Directorate 1-4 08/12/06 5pp 47705 042-47705 046 

-6012000216 Safety ovalualion 'iimportlng Amend 100 to License DPR 61 
• Office of Nuclear Reactor Regulation, OIroclor (Post 070411) 80/12/06 3pp 
47705 047’477e5 049 

8812220042 Informs of annual emorgoncy preparedness exercise scheduled for wk of 
0003P6 0401 (primary wk) & 800402 08 (altornallvo wk) Undorolands that FEMA will 
not ovaluote any offsite particlpalior^ In exorcise Exercise objectives end 
MROCZKA.E r , SEARS.C F Connocticul Vankoo Atomic Power Co MROCZKA,E F. 
Norttionst Ulllltios 08/12/14 Document Control Branch (Document Control Desk) 
4pp 47002 220 47802-232 


H. Qonoral corroepondence 


881 201 0055 Comment supporting proposed rule 10CFR26 re fitness for duty program 
MROCZKA,eJ. Northeast UlHilios MROCZKA,EJ Northeast Nuclear Energy Co 
(subs of Northeast UlllitiQs), MROCZKA.E J Connocticul Yankee Atomic Power Co 
06/11/21. CHILK.SJ Office of Iho Socrolary of the (Commission 0pp 47679 046 
47679 054 


F. Security, medjcalj emergency & lire protection plane 

S81 129021 9 Forwards "CRDR Summary Repl,'* par SuppI 1 to NUREQ0737 & NRC 
660612 Issuance of rov to 040612 ordor hfuman onginooring discrepancy corrections 
scheduled for four consecutive refuoling outages beginning w/early 1091 outage 
MROCZKA,E J Connecticut Yankee Atomic power fio MROCZKA.E J Northeast Util 
Ities 00/10/31 Document Control Branch (Docunnont Control Desk) 3pp 4764&'240 
47649.157 

6811220324 Forwards Insp Ropt 50-213/88-20 on 80101 4*1 6.No violations noted 
BELLAMY, R R Rogion 1. Ofc of Iho Director. 08/11/10 MnOCZKA,E J Connocticul 
Yankee Atomic Power Co 2pp. 47641-164 47641 172 

•>8811230010 Insp Ropt 60-213/88-20 on 08lO14-16.No vlolatlons.dovialione or unre- 
solved Hems noted Major areas Inspoctod emergency preparedness exorcise cor>duct’ 
od on 881014-16 

AMATO.CQ, LAZARUS.WJ Region 1. Ofc of the Director 80/11/00 7pp 
47641.166 47641-172 

8811300296 Forwards Safoguards Insp Roots 60 213/08-21,60 245/80-22, 50 336/08- 
25 & 50 423/88-21 on 80101 7-2 1.No violations noted 

BELLAMY, R.R Region 1, Ofc of Iho Director 80/11/16 MROCZKA.E J Norlhoasl 
Nuclear Energy Co. (subs of Northeast Ulllltios) 2pp. 47670 01 9 47678 024 

-8811300298 Physical Security Insp Reple 60^213/80-21,60-245/80-22, 50 336/88 25 
& 50-423/80-21 on 681017-21 No noncompUance noted Major areas 

inspected safeguards info program - corporate ofes 

LANCASTER, WK Rogion 1, Ofc of the Director 88/11/16 4pp 47670 021- 
47670 024 

6811300024 Revised emergency plan implemertting procedures, including Rev 6 to EPIP 
1.6-11, "Personnel Injuries" & Rov 7 to EPIP 1.6*42, "Manager of Operational Support 
Ctr " 

MILLER,H.B. Connocticul Yankee Atomic Power Co 00/11/23 18pp 47702 023 
47702 040 


p. Operating license stage documents tk corroapondenco 

8811290219 Forwards "CRDR Summary Rept," per SuppI 1 to NURCQ 0737 & NRC 
060812 Issuance of rev to 840012 order Human onginooring discrepancy corrections 
scheduled for four consecutive rofuoling outages beginning w/carly 1 991 outage 
MROCZKA,E J Connocticul Yankee Atomic Power Co MROCZKA.E J Nortfioast Util 
lllos 08/10/31 Documonl Control Branch (Document Control Desk) 3pp 47648 240 
47649 167 

-0811200222 "CRDR Summary Repl," pof Supp! 1 to NUREG 0737 

• Connecticut Yankee Atomic Power (Ik) 88/10/31 275pp 47e'1 8 243 47040-167. 

6811300093 Forwards Rev 1 to "Radiological Effluent Monitoring & Offsite Dose Calcu 
Intion Manual & Process Control Program," for NRC approval Changes In liquid rad- 
waste treatment Include required use of portable dominoralizor Fee paid 
MROCZKA,E J (>)nnocllcul Yankee Atomic Power Co MROCZKA.E J Northeast Ulil- 
Ities 08/11/10. Document Control Branch (Document Control Desk) 7pp 47697 081- 
47697 113 

-8812080041 Rev 1 to "Radiological Effluent Monitoring & Offsite Doge Calculation 
Manual & Process Control Program " 

• Connecticut Yankee Atomic Power Co 89/01/31 26pp 47697 000 47697 1 13 

8811280048 Generic Ltr 88-20 lo all ficensoas holding OLs & CPs for nuclear power 
roaclor facltitlos ro individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD,0 Associate Director for Projects (Post 870411) 08/11/23 Consoll 
dated Edison!^ of New York, Inc 8lpp 47720 303 47720,024 

8812070076 Forwards response to 88 1021 request for eddl info re Tuch Spec changes 
for Oononc Ltr 63 37 

MROCZKA.E, J Connecticut Yonkoo Atomic Power Co MROCZKA.E J Northeast Util- 
ities 88/12/02. Document Control Branch (Oocumont Control Desk) IGpp 

A77Afi Ay7Atl 1 0Q 
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docketed items 


../sncQ lhat u'l 6d*ess Geneoc l\t 08 17 ro loss of DHR during non 

38^2080069 P^ . s ^ be addressed accordingly 

Reaclof RegufalJon, Director (Post 870411) 08/12/ 
raisIv B ^63StUV,t« 3PP 47757008 47757 010 

..,nan»i4 Forwards Amerid 109 lo License DPR 61 & safety evaluation Amend re 
^^vlsfls Inslnimenls." reducing available smoko detectors 

l?,fSr*TSoM&fKl«a»l'* MROC2KA,EJ Conneclicul Yankee 

flftOM02t6 Amend 109 lo License DPR 61, revising Table 322 2 "Rro Detection In 
Turtle" 10 reduce number of smol'e detectors available In containment from 23 to 


47785047 47765049 


(Post 070411} 00/12/06 3pp 


0110273 Forwards requests for addi info re reactor protection sys upgrade.per 

Conneckce. Venkee 

KePoe^Sepp 47756219 47766226 


0. inipectlon reporli. IE Bulletins & correspondence 

88111B0299 Pertial 'PRA Applical'Oiw Program for Insp at Haddam Nock Nuclear 

finFGGfl£!*W®T!flE EG4Q Idaho, Inc (subs of EG&G. Inc) GREGQ,flE 
National Erpgrwenng Laboratory EGG REQ 7601 DRFT 67/03/31 NRC No 
gaCed «97203 47597 249 

flftHqaM27 Clarftes schedu'e fw completion of Items b,c & d of IE Bulletin 65 003 & 
801 .. « discusstons W/NRC 


unoCZKAEJ Connectcul Yankee Atomic Pow^r Co MRXZKA,e J Northeast Nu 
Hfl^EneriCo {subs of Northeast Utilities) MnpCZKA.EJ Northeast Utilities 87/ 
12 /W RuSelL,WT Region 1, Ofc ol the Director 5pp 47667 108 47667 201. 

flaH320324 Forwards Inspfiept 50-213/68 20 on 68^014 16 No violalions noted 
rflLAMY.RR Regcn 1 , OIc of the Drcclor 88/11/10 MflOCZKA.EJ Conneclicul 
ySkMAtWcPfflfCo 2pp 47641 164 47641 172 

6811230010 Insp Rapt 50 213/80 20 on 861014 16 No violations, deviations or unro 
** solved Items noted Mapr areas Inspected emergency preparednoss exercise conduct 

^ArofcG - 'lAZARUS.WJ Region 1. Ole of tho Director 88/11/08 7pp 
47641 16647641 172 

IUII1300296 Forwards Safeguards Insp Ropts 50213/88 21,50 245/80 22, 50 336/88 
95 AW 423/60 21 on 081017 21 No vwlalMjns noted 

bELUMY,RR Region 1, Ofc of the Director 66/11/15 MROCZKA,E J Northeast 
Energy Co (subs of Northeast Ulilities) 2pp 47678 019 47678 024 

^611300298 Physical Secunty Insp ReplS 50213/88 21,50 245/88 22. 50 336/88 25 
A 50423/80 21 on 601017 21 No noncompllance noted Malor areas 
^«o«led safeguards info program • corporate ofes 

LANCASTER?! K. CAMEWOF. K&MIG.RR Region 1, Ofc of tho Director 88/ 
11/15 4pp 47678021 47678024 

M 1 1150211 NRC (nfo Notice 60090. "Unauthoriied Removal of Indusirial Nuclear 
Qfluoes " Sve list erjcl 

CUNNINGHAM, RE Dmsim Of Indus^ A Medical Nuclear Safety (Post 870729) 
88/1 1/22 Consoltdaled Edison Co of Ne^r York, Inc 99pp 47708 255 47708 257 

fl6l 1160487 NRC Info Notice 08 091, "Improper Admlnlslratron & Control of Psycholofll 

fial Tests "Sve list end 

ROSSI.CE Dmskhi of Operational Events Assessment (Post 870411) 88/11/22 
Con»»d Edison Co ofNew York. Inc lOIpp 47708042 47708 142 

6811300072 Forwards respwse to SALP Repl 50 213/07*99 NRC will be contacted re 
Dfeoulage prasenlabon at Region f otes ^or to 1969 refueling & malnl outage Util will 
Mnlimie lo pursue positiva inltlal^es In all listed areas ^ 

MflOCZKA.EJ Co^ecbculYanycaAtomcP^erCo MR<3C2KA,EJ Northeast Util 
ms 88/11/23 Document Control Branch (Document Control Desk) 1200 

47697069 47697.000 

6811290030 NRC tnfo Notice 06-093, "Telelherapy Events " Sve list end 
CUNNINGHAM, RE DMsIon ol Induslnal A Medical Nuclear Safety (Post 8707291 
68/12/02 Consolidated Edison Co ol New York, fno 1l2pp 47811 103 47811.215 

8811200539 NRC Inlo Koike 66 094, "Potentialfy Undersized VaNe Actuators *' Sve list 

ROSSI, CE Division of Operational Evenis Assessment (Post B704111 68 / 1 9 /no 
Con Al«1E(«5onCoofNewYOfk.lnc 121pp 47708.143 47708254 ^ 

8812060277 Inforitis that software package developed lo Improve surveillance trackinn 
* , rSonse lo Insp Ryl 50 213/63-03 no longer In use 8l plant AdTfi JS 
dure desenbirw siwveillance backing program revised 

MR 0 CZKA,EJ Northeasl Nuclear pwfm Co (subs of Northeast UhhtiRsi 

SSi'CSSiW'". 

TJaswiKss. ass 

asdound oondim during two most recent le$t$,as noted In Detail 10 of enci ram 
BETTENtfAUSEN,L RfMWn 1. Ofc of the 80/12/02 MROCZ^ P j Con 
nectlcul Yankee Alomk Power Co 2pp. 47760, 198 47780 215. 

.8012120041 Insp Rapt M 2I3/0819 on 600928 1116 No violationa noted Malor 
flfaas Iftspeclfld plant operabons/adiation protection Ti 

events & conlafnmenl Integrated 
oak rafejosi re^ ' n 1. Ofc of the Director 80/12/01. 16pp 47780.200 47780 215. 


8812150014 Forwards Safety fnsp Ropt 50 213/00 22 on 00110/ 10 No violations 
noted 

GALLO, RM Region 1, Ofc of Iho Director 08/12/06 MROCZKA.tJ Connoctiri.t 
Yankee Atomic Power Co 2pp 47873 216 47873 223 

-8812160016 Insp Rept 50-213/88 22 on 88110/ IOM 0 viofalton notod Major areas 
inspected evaluation of content & implomoolntion of plant oporator tralnma 
program All program aspects performed In accordance w/pronram roqulrornerits ^ 
BRIGGS, L, ESELGROTH.PW Region 1, Ofc of tho Diroclor 08/12/01 Gnn 
47673 218 47073 223 


8012020287 NRC Info Notice 08 095, "Inadoqualo Prociironionl Raqinromunls Imposed 
by Licensees on Vendors " Sve list one! 

ROSSI, CE Division of Operational Events Assessment (Post 0/0411) OO/ 12/08 
Consolidated Edison Co of Now York, Inc 1 12pp 47807 191 47807 302 


8812220179 Forwards SALP Ropl 50 213/87 DO for Apr 1007 - .Jul 1908 Pfniil operated 
safely & conservatively during poriod Util 881123 Ur, fist of nllondoes for OB 1 027 SALP 
mgl meetina & W Russell 881004 Itr to E Mroczkn also onci 
RUSSELL, WT Region 1, Ofc of the Director On/12/on MHOCZKA.l: j ConnectiLHt 
Yankoo Atomic Power Co 2pp 47914 060 47914 124 ‘ 


R, Periodic operating reports & related correBpondeiice 


8812060038 Forwards Bimonihly Progress Ropl 13, pur major mifosloiiu sclioifulo for 
const of new switchgear bldg at facility 

MflOCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.t J Norltioost Ulil 
tties 06/11/30 Document Control Branch (Documonl Conirof Desk) 6 pp 4/743 079 


0812190255 Monihly operating ropt for Nov 1080 for llaifdain Nock Plani W/OOI 21 D 

WALL,KC, MILLER.OB Conneclicul Yankoo Atomic Power Co 89/ 11/30 lOnn 
47060016 47060 025 






8012130118 LER 86 046 02 on D61204,ovGfjprossuro nroleclfon ay'i rollof vulvas oponed 
fofowing Inadvertent pressure spike in RCS Cauficiil by Inuilorumlo oporatfon of motor 
operated drain valve Procedure used for sol prossuro rovhorl W/OB 1 200 Itr 

fzTcS'Sift Conneclicul Yankoo Atomic Power Co 00/12/00 5 pp 

/yo vJq 4f/H5J42 


DOCKET 60*219 OYSTER CREEK NUCLEAR POWER PI ANT 


F. Security, medical, emergency & fire protection plana 


violation Acliona taken ro viofalfons noted In 071230 A 080205 Ura voriflod by Inspec 

Director 80/11/20 PI fZI’ArHK.K L Gonoral 
Pubfic Utilities Corp - GPU Sorvico Corp 2pp 4/775 09/ 4///5 10,5 

50-210/00 32 on 00101/21 Violnliori iiolcif Major arm 
inspeclodmgl support, security program plnno.niHfllo. proluctnd A vital nron physical 

6PM7775 t00^7T7?105^^ ^ ° ® NifOfitor 00/1 1/28 

^^nnnnnfi Operating Procoduro Inap flupl 50 219/08 200 on 
orSlffiiJnL qS ^ lochnicfllly corrud A vonfonmni to owners 

viSrS slgnlflcanco Item ro conloinrnonl vonlino noloil 

FRZPATfifrk F D ^ 9/0411) 00/11/20 

47710 020 Qonoral Public Ulilillas Corp - GPU Service Corp Opp 47700 340 


SKwIaoco; P'“'' 


10CFR73 21) ° ^ summary of changos Rov wllhhofd (ref 

General Public Utililles Corp - GPU vSorvico Corn flfl/ 12 /nn Docu 
mem Control Branch (Documonl Control Desk), ip 47026 204-47026 264 


D 9473 




n. uwnerai correapondenco 
opposin 
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P Operating ticonoa stage documonts & correspondcnco 

801 12001 11 Forwards info ro solsmJc rosponsQ spoctrn.per 681012 rQquost,incfucJjrig 
didtalized power spectral density compotod from time hlstoJV 
WILSON, R F General Public UtilUtos Corp - GPU Service Corp 60/11/14 Document 
Control Branch (Documonl Control Desk) 70pp 47655 270 47655 341 

8012010170 NoMicatron of B61214 mooting w/util in Rockville, MD to discuss licensing 
actions at plants 

HERNAN,RW Project Direct orate I 4 88/11/22 SIOLZ.JF Project Directorate 1-4 
4pp 47703 112-47703 116 

6Q11280046 Generic Ltr 88 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD, D Associate Director for Projocts (Post 070411) 06/11/23 Consoli- 
dated Edison Co of New York, Inc 81 pp 47726 303-47729 024 

0812010141 Summary of 801110 niOGtmg w/ntil In RockvHfo.MD ro status of facility li- 
censinu actions 

DROMERICK,AW Projocl DIroctorato 14 88/11/23 Project Directorate 14 15pp 
47699 313 47699 327 

0812020262 Application for amend to License DPR-ie,consistlng of Tech Spec Change 
Request 176, allowing rod scram lime tasting to be performed while shutdown & re- 
movino high mactor pressure isolalion function from Isolation condensers Fee paid 
FITZPATniCK,E General Public Ulilities Corp - GPU Service Corp 86/11/30 Office 
of Nuclear Reactor Regulation, Director <Posl 6704 11) 9pp 47716 279 47/10 8G9 

-'6612020263 Proposed Tech Specs allowing rod scram time losling to be porformod 
while shutdown & removing high reactor pressure isolation function from Isofation con- 
densers when reactor head removed or unbolted 

* General Public Ulllillos Corp, - GPU Service Corp 06/11/30 2pp 4771 B 208 
47718’289 

8612130283 Forwards notice of consideration of Issuanco of amend to Llconao DPR 16 
& proposed NSHC delerminafion & opportunity for hearing ro 001130 request to 
delete requiromont in Tech Spec Table 3 1 1 A 6 

DnOMERICK,AW Project Dfrectorafo 1-4 60/12/07 FITZPATRICK, E. Gonoral Public 
Utilities Corp - GPU Service Corp, 2pp 47797'066 477Q7 096 

-0612130289 Notice of consideration of Issuanco of amend to License DPR-16 a pro- 
osod NSHC determination & opportunity for hearing Amend deletes Tech Spec Table 
1 1 A 6 for (ow condenser vacuum scram & revises Table 3,1,t.C 1 
DROMERICK,A W. Projocl Directorate J 4. 00/12/07. Opp 47707 086 47707 006 

8012160166 Forwards corrected Tech Spec Page 3 1 0 lo 801130 Tech Spec Change 
Request 178 re requirements whilo in shutdown mode Symbols for "grealor than or 
equal to" or "toss than or equal lo” inadvertently omiliod In trip selling column 
FIT2PATRICI<,E General Public Ulilities Corp - GPU Service Corp 86/12/12 Docu- 
ment Controf Branch (Document Control Desk) 2pp 47024 005 4 7624,007 

-0812150173 Corrected proposed Tech Spec Pago 3 1*6,conslsling of Table 3.1,1, 
"Protective Instfumenlallon Requirements 

* General Public Ulilities Corp - GPU Sorvico Corp 00/12/12 Ip 47624 087- 
47624 087 


Q. Inspection reports, IE Bulletins & correspondence 

0012010039 Documents comnlotion of tests & ovaluollons roquirod to moot IE Bulletin 
85 003 & provides required Info specified in 661028 ltr ro motor-operated valvo fail- 
ures. 

FIEDLER.PB General Public Ulliilies Corp - GPU Service Corp. 00/01/16 

KANE,WF. Region 1, Ofcol the Director lOpp 47702 237-47702*247. 

8012010019 Advisos that aubmillal of fastener testing info will be complolod by 
080226, Delay discussed w/Rogion 1 personnol 

FIEDLER.P.B General Public Utilllles Corp - GPU Service Corp, 66/01/29. 

RUSSELL, W.T Region 1 , Ofo of the Director 2pp 47702 304-47702.305 

0612010022 Re^onds to NRC Bulletin 00 006, "Actions to be Taken for Trans portation 
of Model SPEC 2-T Radiographic Exposure Dovico." Util does not possess any radio- 
graphic exposure devices AD radiography at facility performed by contractor. 
FITZPATRICK, E General Public UUllltos Corp ■ GPU Soivleo Corp 6e/07/20 
RUSSELL, W T. Region 1 , Ofc of the Director. 1p. 47703 109-47703.109 

0811160211 NRC Info Notice 68-090, "Unauthorized Removal of Industrial Nuclear 
Gauges ” Sve list end 

CUNNINGHAM, n E. Division of Industrial & Medical NueJoar Safely (Post 670729) 
80/11/22 Consolidated Edison Co of Now York, Inc. 09pp 47700.266 47706*257 

6811160467 NRC Info Nollco 80-091, "Improper Admlnistralion & Control o1 Psychologi- 
cal Tests " Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 670411), 60/11/22 
Consolfdafed Edison Co of New York, Ina 101 pp 47708 042-47708 142 

8812090194 Forwards Insp Rept 60-219/06-32 on 681017-21 & notice of 
violal Ion Actions taken re violations noted In 071230 & 080205 Mrs verified by inspoc- 
tor 

BELLAMY,RR, Region 1, Ofc of the Director. 88/11/26 FITZPATRICK, E General 
Public Utilities Corp - GPU Service Corp. 2pp 4777B*O07-47776'1O5. 

-0012090197 Notice of violallon from Insp on 68 101 7-21. Violation noted failuro to 
submit rept on description ol change to protected area Intrusion detection sys 
* Region 1, Ofc of the Director 68/1 1/28 1p 47776:099 47775 099. 

-0012090200 Insp Rept 60-219/86-32 on e81017-21.V*olQtion noted Major areas 
Inspected.mgt support, security program plans, audits, protected & vital area physical 
barriers, access controf, detection & assessment aids, testing & maint & power supply. 
KEIMIG.R R , SMITH,G.C , SYLVESTER, E D Region 1 , Ole of tl\Q DkaGtoc 80/11/26 
6pp 47775 100 47776- 105 

8812010250 Forwards Emergency Operating Procedure Insp Rept 60-219/68-200 on 
880906-15 Insp verified that procedures technically correct & conformed lo owners 
qroup guidelines Safety significance Item re containment venting noted 
VARGA,S.A Division of Reactor Projects - l/H (Post 870411). 86/11/20 
FITZPATRICK, E General Public Utilities Corp - GPU Sorvico Corp 6pp. 47709*348- 
47710:029 


“0812010252 Insp Ropl 50 219/60-200 on 8B0906-1 5 Deficiencies noted Major areas 
inspected licensee program for impfementing emergency operating procedures. per 
NUREG-0737.Suppl 1 

GUTHRIE, S. WECHSELBERGER. LEW.D Division of Reactor Inspection & Safe 
guards (Post 670411) 86/11/23 34pp 47709 356-47710 029 

6812060303 Forwartfs insp Rept 50 219/68-31 on 081003 07,20 & 1031-1 104 & notice 
of violation Weaknesses also idontiliod In air sampling & analysis program 
BELLAMV.RR Region 1, Ofc of the Director 68/11/30. RTZPATRICK.E General 
Public Utilities Corp • GPU Service Corp 2pp 47762 164 47752 183 

“8B 120 60304 Notice of violallon from insp on 801003-07,20 & 1031-1104 Violations 
noted two workers performed work in contaminated area w/o prior survey of conlami 
nation levels 

• Region 1, Ofc of Iho Director 60/11/30 2pp 47762 166 47752 167 

“6812000307 Insp Rept 50-210/88-31 on 661003 07,20 & 1031-1104 Violations 
noted Major areas fnspectod status of outstanding items.radlological controls re 12R 
refueling outage & roviow of circumstancos concerning radioactive spill Incident 
GEYER.A, SHERDINI.S. SHANBAKY.M M Region 1, Ofc of lha Director 88/11/29 
16pp 47752 168-47752103 

0811290030 NRC Info Notice 68 003, "Tololhorapy Events " Sve list end 
CUNNfNGHAM.R B Division of Industrial & Modicol Nuclear Saloty (Post 670729) 
80/12/02 Consollcfated Edison Co of Now York, Inc It2pp 47611 103 47011 215 

6011290538 NRC fnfo Notice 86 094, "Polentiaily Undersized Valve Actuators " Sve list 
end 

ROSSI, CE Division of Operational Evonts Assessment (Post 670411). 88/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47708 143 47700 264 

0B12O2O267 NRC Info Notice 88 095, “Inadequate Procuremont Requirements Imposed 
by Liconseds on Vendors " Sve list end 

ROSSI, CE Division of Oporafional Events Assessment (Post 870411) 08/12/08 
Consolidated Edison Co of New York, fnc 112pp 47807 191-47007 302 

0812230035 Forwards request for addi fnfo re ulil response to IE Bulletin 85 003, 
"Motor Operated Valve Common Mode Failures During Plant Transionls Due to Im- 
proper Switch Sellings " Response requested within 30 days 
BETTENHAUSEN.L Region 1, Ofc of Ihe Director 08/12/00 FITZPATRfCK.E Gen 
oral Public Ulilities Corp - GPU Service Corp 3pp 4791 1 010-4701 1 020 

8812210240 Fonvards responso to five restart concerns idenlified during safety sys 
outage mod Insp Two Items, Including setpoint evaluation of sampling of Instrumenf 
foops.wi]! require substantial enginoering effort 

WILSON, R.F Qonoral Public Utllllies Corp - GPU Service Corp. 66/12/12. Document 
Control Branch (Document Control Desk) 0pp 47907:054-4 7907’062 


R Periodic operating reports & related correspondence 

8612210040 "FIshkIII Monitoring at Oyslor Crook Nuctoor Generating Station on 661 106- 
10" W/801200 Ur 

FITZPATRICK, E QGnorol Public Utilifios Corp - GPU Service Corp 66/11/10, lipp 
476B9 001-47600 011 

8612000042 Forwards aomiannual update of project lIsLpor Amend 122 to License 
DPR-IO. 

LONG.RL General Public Utilities Corp - GPU Service Corp 00/12/02 Document 
Conlfot Branch (Document ConUQt Oosk) t7pp 47783 200 4/763 224. 


S. Reportable occurrencoa^ LERa & related correspondence 

6B11200114 LER 88 026 00 on 881 01 9, reactor scrom signal received while shut down 
during surveillance lestlng Caused by inadequate procedure, Procedure will bo revised 
& LER will bo made roquired reading for oil qualified reviewers W/6011 17 ltr. 
QAYLEY.R.B., FITZPATRICK, E General Public Ulilities Corp. - GPU Servico Corp 88/ 
11/17. 6pp 47651 207-47651 301 

8811290557 LER 88-027-00.on 801022, lire watch required by Tech Specs missed due 
to Inadequate guidance to temporary omployoes. Caused by Inadequate guidance & 
dirocllon being provided lo temporary comraclor omployoes W/801 121 ltr 
GREGQ.B n , RTZPATRICK,E, General Public Utilities Corp - GPU Sorvico Corp 88/ 
11/21. 6pp 47662,21 7-47662 222. 

0011200561 LER 86 620 00 on 001 024, containment isolation valves V'3Q-9, 10,16,17.22 
& 23 faWotl to moot NUReG-0737 design crilerlorv Caused by personnel orror.Moa of 
sub] valves planned, W/661 121 Hr 

CERVENKA.P. FITZPATRICK, E General Public Utilities Corp • GPU Service Corp. 
68/11/21 4pp 47662.213-47662*210 

8312150056 LER 86 030 00*on 861 108, both doors of temporary airlock erected to sup 
port Iso-lalion condenser A maint may have been open for 6.6 h while manway 
open Caused by Inadoouate preparation & review of maint package W/881207 ltr 
GAYLE V.R B., FITZPATRICI^E. General Public Utilities Corp * GPU Sen/ice Corp 66/ 
12/07 6pp 47625 023-47826 027. 

6812210109 LER 08 020 OLon 8 8080 8, discovered that Isolation condenser & emergen- 
cy SVC water radiation monitors incapable of leak detection duo lo design 
deficlency.Caused by failure to properly evaluate radiation conditions W/801 £15 Hr. 
GREGQ.B R , FiT2PATRICK,E General Public Utilftios Corp. - GPU Service Corp 88/ 
12/16 6pp. 47901.224-47901*229. 

8912210355 Forwards results of analyses, review & evaluations of Isolation condenser 
steaming & diesel generator cable faults connected w/880929 shutdown & 861002 
loss of wtal eloctneat bus 

FITZPATRICK,E General Public Utilities Corp - GPU Service Corp 86/12/16. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 3pp 47874.210 47874 306, 

“0812270141 Rev 0 to Technical Data Rept TOR 960, "Oysier Creek Isolation Con- 
denser Performance, Aug - Sept 1066,'* 

SMITH, P.S, DEMPSEYJ.M General Public Utilities Corp ■ GPU Service Corp TDR 
S60 ROO 86/12/06 84pp 47674*222-47674.306. 
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S812270260 Special Ropl 88-01 on 88111 6. nonl^nc toil 
stored to functional status w.lhm 7 days as required per Tech Spec 3 12 B Defay due 
to const/atnls imposcjd by increased maint actMlos aaMor^ft Dacu- 

FITZPATfltCK.E^enerat Public Utilities ;^rp ^ 

mem Control Branch (Oocumf nt Control Dosf) 2pp 47926 276 47026 277 

docket 5(K-220 nine MILE POINT NUCLEAR STATION, UNIT 1 

F Sacurily, medical, emergency A fire protection plana 

8811200504 Forwards Insp Repts 50 220/88 30 & 50 410/88 29 on 680926 30 No vio 

£0N?TER^D Pea on 1, Ofc of the Director 88/11/10 MANGAN.CV Niagara 
WohawV Power Corp 2pp 47662 238*47662 249 

-8811290510 Insp Ropts 50 220/08 30 & 50 410/68 29 on 680926 30 No viol^ations 
noted Majer areas inspecied secunly plan & 
orgamzation.agdil3,record3 A repts.lesUng & mainl, barkers, security poivor supply a as 

TO^iN^W^'^CAWHRON,OP, KEIMlG.RR Region 1. Ofc of the Diraclor B8/11/16 
\Qpp 4T662 240 47662 249 

8812090292 Adwscs that 880524 Rev 5 to physical security plan consialont vv/provi* 

gE[LAMy‘p^r'C'’n’ 88/11/29 MANGAN.CV Niagara 

Moha^ Power Corp 4pp 47784 346 47784 349 

P. Operating license stage documents & correspondence 


8811290504 FoAvards Insp Ropts 'lO 2?0/0fi 30 & 80 410/06 20 on doNn ^i> 

ESmSP Region Ola el ^^"IGAN.nv 

Mohawk Power Corp 2pp 47G62 236 47fi6c, 249 

-8811290510 Insp Ropts 50 220/60 30 & 50 4(0/66 2') fjn omai.V, ao Nn vM.ij ir^ 
noted Mnjor oroas In spec to c) so puruy plan A 

SfBawiaton,audds,rQCorfjs & ropH.loslinn & inamt,lKU'flors,suriirily powor suiiply ^ ; 

TOB!?m^^CAMERON,OF, KEJMra^^^ Hcqioii 1 , Ofc r)f Ihn Rirnr lot m/\\m 
10pp 47682 240 4766? 240 

8811160211 NRC Info Nolico OB 090. '4)finutliori/o(l ficnioval <>f liHlustnal Nu 

ouXiMGHMA R t^wlslon of Induslrinl & Mndirnl Niiclnar JSnfnly (Pn.t n/o/jn 
8 B/ 1 1 /22 Consolicfatod EfJi'son Co of Now Yr^rk. Inr U'lpp 4//0a 256 4/r(Ui.»,/ ' 

8011160467 NRC Info Nobco 08 091, “Impioper AcfmlrilMialton !{ Control of p<,yj,o^ 

Roslfc E ^Dwlslon * of Oporftlional Evorils A'*‘»nisiminl (Ro'il 6/04111 6 ( 011 / 7 ,* 
ConsohdatQil Ediion Co of Now York. Inc lOljip 47706 1>42 4 //DO 142 

8011290448 Summary of 0B11I7 niuotlny w/ulil ru lfc<»ii‘,oo followup ai lions (rdn 

safety sya funclionaf msp of foCilily, „ , v . .. 

HAUGHEY.M F PrOjOct Uirocloralo II 66/(1/23 Proiort Uirudornlu It 
4765 1 '20 7-47651 '252 

-0811030125 Pfovidos summary of significant fJnt/iny'i in arlvanr o of Insj) H(»pt M)/,i)r 
60 201 so that appropnalo corroclivo aclfona may bo bictorno Into roninit 
aclivilJss fssuGs that must bu rosolvocf Uoforo sys dnciniiul opohiblu listud 
VARGA, S A Division of Reactor ProjtKH 1/11 6/0411) (Ili/UWfl 

A M/n aVi r* t/ MJrin.ii’n Mnhno/h Pnw/nr Cnns 4rjl) 4 7051 210 4/l>!»l 252 


8011230285 Application for amend to License DPft-63,cli angina bases for Tech Specs 
3374437 to update method used to verify that drywoTl & torus spray noz 2 lfls In 
containment spray sys free from obstructions ^ u 

TGRRV.CO Niagara Mohawk Power Cofp 88/11/21 Document Control Branch 
(Document Control Desk) Ip 47652 066-47652 067 


-0812010174 Proposed Tech Specs, changing bases for Sections 3 3 7 & 4 3 7 ro con 
Uinment spray sys 

* Niagara Mohawk Power Corp 88/11/21 Ip 47652067 47652 067 


8811290185 Provides summary of results of fochnical analysis for facility in response 1o 
Genenc Ltr 88 11, did 880712 & proposed w.hedulo for updating Tech Specs pfos- 
sure/temp limits ^ . 

TERRY.CD Niagara Mohawk Power Corn 08/11/22 Document Control Branch 
fOocumont Control Desk) 2pp 47958 332 47958 333 


8812070205 Roquosis schedular oxomption from re{;uirGmonts of 10CFR50 App 
J.Sectlon HI (or four RCS isolal/on valves, speci Heal fy front' require mo ni to perform 
leakage testing of shutdown cooling sys suction & return line isolation valvos Fee 

BurKHAROT.L Niagara Mohawk Power Corp 88/11/22 Document Control Branch 
(Document Control W 3k) lipp 47740 300 47748 310 


8811280040 Gen one Ltr 88 20 to all licensees holding OLs & CP$ for nuclear power 
reactor factlitios re Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHF/ELD.D Associate Director for Projecla (Post 070411) 68/11/23 Consoli 
dated Edison Co of New York, fnc 81 pp 47726303 47720024 


8812010250 Forwards Amend 102 lo Ucenso OPR 63 & safety evaluation Amend re 
visas Tech Spec 6 2 to make Table 621 consistent w/ requirements of 
lOCFRSO 54(mJ(2)(i) & 6 2 2 e to clarify staffing required during hoi shutdown 
HAUGHEY.M F Projoct Directorato II 88/11/29 MANGAN.CV Niagara Moliawk 
Power Corp 2pp 47700 043 47700 050 

-8012010208 Amend 102 to License DPR 63, revising Tech Spec 6 2 to mako Table 
0 2’1 consistent w/requiremenls of 10OFR50 54(m)(2)(i) & 62 2e (o clarify staffing re* 
quirod during hot shutdown versus lhal required dunng cold shutdown 0 refueling 
CAPRA.RA Proloct Directorato M 88/11/29 4pp 47700 046^47700 048 


-8012010280 Safety evaluation supporting Amend 102 to License DPR-BO 
* Office of Nuclear Reactor Regulation, Director (Post B70411) 68/11/29 2 dd 
47700049 47700 050 


8611290030 NRC Info Notico 68 003, 'Tololhurapy Lvunln " Svr li‘i1 uiu I 
CUNNINGHAM.Fl E Division of Induslrial A Moiliinl Nuchuir Snfiily (PuM B/()/,"i) 
8B/I2/02 Consolidated Dll * 10 n Cl > i>1 Nuw VutK, liir nj'pp 4/IM1 Ib'M/hU/lS 

8011290530 NRC fnfo NoliccJ 80 001, 'f»o1on(Mlly tln(torf>i/Uf| Viilvo AciuaUirs" Un',i^\ 

ROSSI GE Division of Oporolionol Cvonh Annonunionl (Po'il 6/0411) iu)/i;*/iv 
Consolidated Edison Co of Now York, Inc IPIpp 4//0n 14;i 4//08 264 

8812070141 Forwards GE DDE 13 0567, "ScrAm VnIvU Dluphraimi ralluru*, n1 Nmuf/'j 
Point Unit 1," por fnsp Ropts 50 220/66 16 A (>() 410/8(* 4? ninplirnuni rupliu iiinr'nr 
in all CRD hydrnulic control unit sernm inlol A outlot vnWnn r oiiiulolud 
TERRY, CD Niagnm Mohawk Power Corp Dn/1?/0? GAI I (),fi M Doi uiiioni (*riiilit>l 
Branch (Document Control Doak) Ip 4/ 746 143 4//46 «>34 

-8012070146 ^ Scram Valvo Diaphragm rnlluru'i al Nliin Milo Riilnl Unit I ’ 

CHABNLBY,J E , GIHO.E Y , KLAPPFtOT H,J F (lUmirtif F liirnlc Cn Rl if Id (ihfl/ (!// 
07/10 Oipp 47746 144 4/746 234 

8812090303 Rospomis lo NRC 000915 fir ro vlolnlions iiotnd Id Irv.p RopM 60 //O/tR 
17 a 60 410/00 17Corfeclivo aclionHUlil hlmd Inifopundiuil rori'ujllant \o r^ivill.v0^ 
program & deficiency docurnonts rovtowud lo nnsuro lhal oncti mfuiiiinlnly luMmi'Mi 
BURKFfARDT.L Niagara Mohawk Power Corp 60/1P/O? Oouinusnt Control nuuHn 
(Document Conlro I Dos k) 13pp 47761 '1 6/ 4/701 106 

' 8812020287 NRC Info Nolico OO 095, "inaiftfcajaln f'rociirumont Hoqulruinurit-i Iitijhj',i.iJ 
by Licensees on Vendors " Sve fist onci 

ROSSI, CE. Division of Opornllonni Cvoiitw Atiatis'iiiuinl (Com 6/0411) 6lJ/i;V0fl 
Consolidated Edison Co of Now York, (no 1 12pp 4/60/ 1‘)l 4/6f)/ 30? 

8812270160 Forwards Insp Ropts 50 220/60*10 A bO 410/60 fO nn 001004 I If/ flu; 
dent inspectors will bo dooely monitoring (rond In poraoniujf uirors livqic^lora HiouT 
bo Informed of root cause of roclrculalion looi) dlartmrno vnlvo binding 
KANE,WF. Roqion 1. Ofc of Iho DIrnctor 60/lJ^/1(r (lUMKHAftni t 
Mohawk Power Corp app 47027 097 47027 121 

-8812270162 Insp Ropts 50 220/80 10 A 50 410/66 10 on 661004 111/ ConruM 
noted Major eroas inspoclod opomlionn.aclion on provmiAily Idtiniifnid ltufii')|/'i'ii 
tours, safety sys waikdownsj ER roviowo,Par( 2 1 rtiul rovlow A Allogntlonn 
JOHNSOf^J R Region I, Ofc of Iho Director 66/12/15 22pj) 47e?7 100 4/9// l^l 


S. Reportable occurroncosj bERs A related correaponrterico 


8812190204 Forwards calculations conlainino info re facility 125 volt dc sys design, per 
881123 reouest Calculations determine cable size for 125 volt do feeaer cablea lo 
Powerboards 18 & 17 

TERRY.CD Niagara Mohawk Power Corp 88/12/08 tXJcumanl Control Branch 
(Document Control Desk) 52pp 47852 041 47852 092 


8812010139 IHR BOOIDOOon 601O20,lnsorvico to sling pronrnm (1?^1) nnl In ii'n*T' 
ance w/ASME Socllon XI rofiulling in Toch Spoc violalion Caimnd tiy ingl inaffecli/o 
ness 8 Inadequate rovlow of ISr program Corrorlivo nclions plunnod W/OOi 123 Hr 
PASTERNAKTI, WILLfS.J L Niagara Mohawk Powor Corp 06/tj/23 6pp 
47703164 47703163 


8812130219 Notification of 631220 moeling w/uUI In RockviHe.MD to dscuss In^ivioe 
test program 

HAUGHEY,MF Project Dveclorate M 88/12/09 CAPRA, RA Prolecl Directorato 1 1 
2pp 47792 103 47792 104 


Q. Inspection reports, IE Bulletins ^ coiteipondence 

8811300464 Re^nds lo IE Bulletin BO l3 ro core spray spargers & associated internal 
piping 1966 rofwliM & mamt wiago.Teoxam Indicated that crack length re 
mams within tolerance ol original crack length reported on 640531 
TERRY.CD Niagara Mohawk Power Corp 88/05/16 RUSSELL WT Redon \ Qfo 
or the Director Ip 47670 35847670358 ’ 

Mohawk 


8812010199 Part 21 ropl ro dofeol in GE Type 160 indlcalmn lypft ninlors Inllially A'pcil 
ed on 801027 NSSSJnc Idontiliod as linn Gupplyinp t'oiiiponont Motera will nol be a’J 
Ihonzed tor u,so In safety rofaled applications ponding rosolulion 
OURKHARDT.l Niagara Mohawk Power Corp 06/11/23 HIISSLIL.WT Heyieu L 
Ole of Iho Dlroclor 3pp 47707 146 47707' 146 


8812060310 Special replon 86 11 01 .work on 3 h ruled ponohalions in tmbinn bldg 
completed within Toch Spoc limit & work on Iwo floor drairw nibo nol i emplulotl wiliii 
Tech Spec time limit 

WILLIS.JL, Niagara Mohflwk Power Corp 60/12/01 Docirmunl Conlrof Hrench (Flof* 
umoni Control Desk) 3pp 47/34 157 47734 150. 


8ai207()il9 Summary of Oporaiing Rooctors Evonls Muoling 6B 47 on tmi129L'^i^<^f 
alls ndoes .events discussed & significant olomonls of ovonie.two ovonts suggoslcKi w 
I O' reactor scrams oriel „ 

LANNINQ.WD Evenis Assossmont Branch 86/12/01 FlOSSlCF' Division ciT Dptif 
olional Events Assessment (Post 87041 1) 14pp 47747 093 47/4/ 106 


?W?l42 ^ 1. Ofc ol the Dreclor 88/11/04 23pp. 


board & outboard isolation valves failed local loak rato tost GausoJ by film on vako 
y f 7 ?f Qonoralod W/80 1 2 1 5 ltr ^ ^ ^ . 
47^8^10^7068114^^^^''^^ Niagara Mohawk Power Corp 66/12/15 5 hP 
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0S1221O123 Special repton 881115 & 24, fire suppression sys & fire barrier penolratlon 
out of SVC greater than 14 days due to worf( on preaction sprinktor sysFire watch 
patrol established & will be in etfoci until all repairs made 

WILLISJ L Niagara Mohawk Power Corp 88/12/15 Document Controf Branch (Doc- 
ument Control Desk) 3pp 47881 026 47801 028 


DOCKET 50'223 UNIV. OF LOWELL RESEARCH REACTOR 


V. Operator Examinations 

8811200359 Advises that readmlnlstratlon of reactor operator exam scheduled for 
881205 Requirements for facility review of exam end 

ESELGROTH.PW Region 1, Ofc of the Director 88/11/23 BEGHIAN.LE Lowell. 
Umv of, Lowell, MA 2pp 47664 006-47664 007 


docket 50-224 UNIV, OF CALIFORNiA RESEARCH REACTOR 


0. Adjudicatory correspondence 

6612020135 Joint motion for dismissal of hearing procedure, * Requests that Board 
accept 081121 settlement agreement & Apps A & B, dismiss hearing procedure & 
return request for amend to License R-101 to NRC for further processing 
GELB.M Berkoley. CA. PIGOTT.DR. Calllornia. Univ, of. Borkeloy. CA PIGOTT,D,R. 
Orrick, Herrington & Sutcliffe #408 7671 00/11/21, Atomic Safely and Licensing 
Board Panel 4pp 47844.168 47644 312. 

-0812020141 Solllement agreement * Agreement made & entered Into on 881121 be- 
tween intervenor & licensee re 800108 application for amend to License R-101 re de- 
commissioning & removal of reactor Related documentation & Ceriificato of Sve end 
GELB.M Berkeley. CA KING, C J. Calllornia, Univ of, Berkeley, CA 08/11/21 161pp 
47644 162-47644.312. 

8612190059 NRC Staff response In support of joint motion for dismissal of hearing pro- 
cedures * Board urged to dismiss proceeding based on settlement between univ & 
city of Berkeley Notice of appearance & Certificate of Sve end 
HODGDON*AP. Assistant General Counsel for Hearings #408 7636. 08/12/07. 
Atomic Safety and Licensing Board Panel 6pp 47002 168 47802'ieo 


P, Operating license stage documents & correspondence 

8612050104 Forwards request for addi Info re 801010 application for amend to Licenso 
fl-101 Response requested within 30 days 

ADAMS, A. Standardization & Non Power Reactor Project Directorate 00/11/30 
FOWLER.T K. California, Univ. of, Borkeloy, CA 4pp 47733.349 47733-352. 

8012200137 Responds to requests for addl Info re proposed Amend 6 to Licenso fl- 
101 Revised proposed amend end 

LIM.T H California, Univ of. Borkeloy, CA 00/12/00. ADAMS, A Document Control 
Branch (Document Control Desk). 6pp 47071 042-47671.047. 

6012200106 Requests addl Info re application for decommissioning & termination ol Li- 
cense R‘1 01 .Including blank fast flux measurements. 

ADAMS, A. Division of Roaolor Projects - jll.lV.V & Special Projects (Post 670411) 00/ 
12/14 FOWLER, TK California, Univ. of, Berkeley, CA 6pp. 47064 204-47064:301 


V. Operator Examinations 

6612140133 Forwards revised agenda for annual operating licensing mooting on 
8901 10W/O end 

PATE.fl.J. Region 5, Ofc of the Director 00/12/06 LIM,T, California, Univ ol, Berko 
fey, CA Ip. 47000-360-4 7800.300 


DOCKET 50-226 AEROTEST RADIOGRAPHY A RESEARCH REACTOR 


V. Operator Examinations 

6612140147 Forwards revised agenda for annual operator licensing mooting scheduled 
on 090110.W/O end 

PATE,R J Region 6, Ofc of the Director. 60/12/05 LAMB.I. Aorolest Operations, Inc 
Ip. 47000 174-47000-174. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 

8612210174 Rev 6 to Emergency Plan Implementing Procedure EPIP 200-2, "Classifica- 
tion A Responses to Incident Involving Oil or Hazardous Mall (Primary Rosponsiblllty- 
Stallon Director) " 

* Commonwealth Edison Co 80/12/13. 16pp 47000.195-47060.210 

6812210205 Rev 14 to Emergency Plan Implementing Procedure EPIP 300-1, "Initial 
Notifications & QSEP Responses." 

' Commonwealth Edison Co. 08/12/13 23pp. 47076.015-47876 037. 


P, Operating license stage documents A correspondence 

8811300460 Forwards corrected Tech Specs pages, summary of changes & description 
of proposed amend request for plant. 

DEYOUNG, G L Commonwoalth Edison Co 08/11/07 MUflLEY.T.E Office of Nucle- 
ar Reactor Regulation, Director (Post 670411), Ip 47671.265 47671,280, 

•~BB1 1300453 Corrected proposed Tech Specs re administrative controls, 

♦ Commonwealth Edison Co 08/11/07. 16pp 47671 ■266-47671.280 


8811280040 Generic Ltr 80-20 to ait licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 6704 11) 88/11 /23 Consolt 
dated Edison Co of New York, Inc 81pp 47720 303-47720 024 

6011300067 Forwards safety evaluation accepting util response to Generic Ltr 63 
28, Item 2 I.Part 2, "Vendor Interface Program," for reactor Inp sys components 
SIEGEL, 0 Project Oiroclorato III-2 B8/11/23 BLISS, H E Commonwealth Edison Co, 
4pp 47605 343-47696 349 

»B61 1300092 Safety evaluation accepting util response to Generic Ltr 63-26Jtem 2 1 
(Part 2) ro vendor Interface program for reactor trip sys components 
* NRC - No Detailed Affiliation Given 88/11/23 3pp 47695 347-47895 349 

6B12010129 Discusses Interim operating rostriotlons to predudo regional neutron flux 
Instabilities Listed restrictions will remmn in effect until turlhor study A/or revisorf rec- 
ommendations resolve Industry & staff concerns 

SILADY.JA Commonwoalth Edison Co 88/11/23 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 2pp 47698 294-47698 295 

6012010305 Provides analysis of Reg Guide 1 99, Rev 2, "RacJialion Embrilllomont of 
Reactor Vessel Mails" for Impact on pressure-temp heatup & cooldown cun/es con- 
tained In Tech ^ocs.per Generic Ltr 88-11 

RICHTER, MH Commonwealth Edison Co 80/11/28 Document Control Branch (Doc 
ument Conlrot Desk) 2pp 47703 049 47703 050 

6812160056 Provides MSIV design evaluation third progress rept Sargent A Lundy per- 
sonnel presently onsUe to review effects of MSIV control sys changes on existing ala- 
tlon procedures Next progress rept wilt bo provided by Q0D201 
SILADY.JA Commonwealth Edison Co 88/12/01 DAVIS, A B Region 3, Ofc of the 
Director 2pp 47830 354-47830 355 

0612200014 Requests review of BWR Owners Group position prior to requiring commit- 
ment lo replace analog transmitter trip units circuit boards. 

SILADY.JA Commonwealth Edison Co 00/12/15 MURLEY.T.E Olflco of Nucloor 
Reactor Regulation, Director (Post 870411) 2pp 47862 190 47662 169 


0. Inspection reports, IE Bulletins A correspondence 

6811160211 NRC Info Notice 00 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM, n E, Division of Industrial & Modicat Nuclear Safety (Post 070729) 
00/11/22 Consohdalod Edison Co of Now York, Inc 00pp. 47700 255 47700 267, 

6611160467 NRC Info Notice 80 091, "Improper Adminislrallon & Control of Psychologi 
cal Tests " Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 070411) 06/11/22 
Consolidated Edison Co of Now York, Inc. lOIpp 47700 042 47708 142 

6812010171 Forwards Safety Insp Ropls 50 237/08 22 & 50 240/08-23 on OQOOIO- 
1 122 No violations noted 

CLAYTON, fl Region 3, Ofc of tho Director 80/11/25 REED.C Commonwoallh 
Edison Co 2pp, 47707-111-47707 1 32 

-8B12010175 Safely Insp Ropls 50 237/08 22 & 50 240/00-23 on 000910-1122 No vio 
Inllons noted Major areas (nspeclfldTMl action plan require merits, op oration a I aafaty 
verification, followup of events & inonttily malnl observation 
RINQ.M A Region 3. Ofc of the Director. 80/11/26. 30pp 47707 1 13 47707 132. 

6611290030 NRC Info Notice 80 093, "Tolalherapy Events " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070720). 
08/12/02 Consolidated Edison Co of Now York, Inc 112pp. 4781 1.1 03 -476 11. 21 6 

8611290536 NRC Info Notice 08 094, "Potentially Undersized Valvo Actuators " Sve Hal 
end. 

ROSSLCE Division of Operational Events Assessmont (Post 670411) 00/12/02 
Consolidated Edison Co of Now York, Inc 12tpp 47700 143-47708-254. 

6612020267 NRC Info Notice 00 095, "Inadequato Procurement Roqulromonls Imposod 
by Licensees on Vendors " Sve list end, 

ROSSI, CE Division of Operational Events ABSossmonl (Post 670411) 68/12/00 
Consolldaiod Edison Co of Now York, Inc 112pp 47607 191-47BO7 302. 


R. Periodic operating reports A related correspondence 

6612100416 Monthly operating ropts for Nov 1988 lor Dresden Units 2 & 3 W/081201 
ltr. 

MAXWELL.DC, EENIGENGURQ.E Commonwealth Edison Co 80/11/30 41pp. 
47860.061 -47060- 101 


S. Reportable occurrencesj LERa A related correapondonce 

8612010161 LER 08 017-00 on 061029, HPCI sys made inmiorabla to facilitate pmvonla- 
live maint HPCI turbine ovorspoed turbine trip testing Caused by Intentional atation 
mgl decision to perform sud testing Further testing plennod.W/OQf 126 Hr 
GEIQER,J., EENIQENBURQpE. Commonwoatln Edison Co 80/11/20 4pp 
47702-246-47702-251 

6612060031 LER 08-018 00 on B81O30,leak rate limits exceeded in drywoll head 
seal Caused by Improper seating of outer gasket duo lo deficient jnslellatlon 
proceduro.On 881 103 .discovered that MSIV 2-203-1 D exceeded leakage limIts.W/ 
861129 ltr 

JOHNSON.RH, EENIGENBURQ.E Commonwealth Edison Co 00/11/29. Opp 
47744 287-47744-294 

8612070119 Summary of Operating Reactors Events Meeting 88-47 on 081129 List of 
attendees, events discussed A significant elements of events, two events suggeate-d for 
long-term foHowim A summary of reactor scrams end 

LANNINQ.WD Events Assessment Branch. 80/12/01. ROSSI, CE Division of Oper- 
ational Events Assessment (Post 870411). 14pp 47747 093-47747-106 



20 DOCKETED ITEMS 


8ai 2TM250 LER &8 021 00 on 831 113 slandbv aas oeatmenl svs aulomaiJcalty 

tws 29 tJegntrgtfed CaiiS(^ 6v fajfura oT bus 29 mam feed b/oakor lo CiPsB » 
failed feed breaker auxiliary cont^ci ^tch cleaned W/881^12 Itf 7 ^ 

BIHUMANXE, EEKIGENBURQ^E Commonwealth Edison Co 08/12/^2 fpP 
47826304 47826310 

8812210280 LER 68-022-00 on 881 114, fourth & fillh dry a e! I elevate 
cesstve 'etT\p5 tijn/vg previous operatna cycle Caused by proce^ 
do ficioncy Procures wll bo revised to ensure that hatches leu open ounna 
operation w/eat 2 tstu 

JOHNSOM.RH. EEH1GENBURG.E Commonwealth Edison Co 88712/13 29pp 
47680 167 47680.194 


DOCKET 50-243 OREGOM STATE UHIV, RESEARCH REACTOR 


F. Sacgdty, madlcal, emergency & fire prelection plana 

661 1290446 Disoissas rept of changes to Oregon Stale Linrv TRIGA reactor emor^^oncy 
resMnse plan which do noi decrease eHectrveness of plan, per 10CFR50 54tqj ' Revs 
to Ernergoncy Rosponsa Plan 8 Irrplementjng Procedures” end . „ 

JOHNSON.AG Oregon State Urw. Corvallis, OR 88/11/21, Document Control 
Branch (Document Control Desk) 4pp 47665 016-47665 019 

V» Operator Examlnatlona 

8612140085 Forwards revised aoenda for annual operator ficonsing meeting op 
890 n0W/oorvcl 

PATE,BJ Region 5, Ofc of the Dirodor 08/12/05 ANDERSON, T Oregon State 
Urw . Corvallis. OR tp 47796 107 47796 107 

DOCKET 50-244 ROBERT EMMET OIKNA NUCLEAR PUNT, UNIT 1 

F. Security, medical, emetgency A lire proledlon plana 

Fowarda Insp Red 50 244/88-21 on 891018 20 No viofate noted 
BEIUMY.RR Region 1. Ofc of the Director 88/11/28 MECREOY.RC Rochester 
eas A Etectrw Corp 2pp 47783.1S3 47783 160 

“6812080212 Inap Rept 50 244/68-21 on 881010 20 No violaliona, deviations or unre 
^on ^1018^0^ inspected emergency preparedness exercise conduct- 

Direclpr 86/11/28 6pp, 

Po^4rd3 Safety (nsp Rept 50 244/88 22 on 881017-1 120 & notice of vio- 

0ETTENHAUSEN,L Region 1, Ofc of the Oirefify 66/(2/07 WeCREOY,R. Rochos- 
ter Gas A Elechxj Co/p 2pp 47333 052 47833 065 

Rept 50-244/88 22 on 6S1017-1 120 Violations noted Major areas 
ecifvitles, including operatonal safe^ V6nlScai»Dn.pl8ni 

i^^lnl.radiologTcal protection A physical aecunty 
COWGiU.CJ Region 1, Ofc of the Director 88/T2/07 lipp 47833 0S5-47B33.065 


aniSOIOOM foiwards (tocumortato' ra '>' * 

^Towncy'op^^^ STAHLE.C NRC- NoOo 

, . . ,h«t all solotyrolatod slmcUiros W now doslon basl. 

, n WosHualiousQ to provido tactinicfll basis 

M, 111160320 in'o™’ 'S“if,5r8« ll ™Vnd "y 800122 Goooric Hr d„ 

' toptemoniolton ol r-,.,,. 08/ 11/20 STAHLE.C Dofumooi 

S« .KMofoS' IP. 0^3 8778 , 008 

ISStS 

.00)2070225 Pioposad Tool. Specs, mod, lyino roqulremenls tor RHR pnmp S eetolyin 
00/)1/29 ) 2pp 87787 150.87787 100. 

0012060250 A*ImS1I«I6B10« ios^^^^^^ 

C flochoator Gaa A Eloc 


S&3S2«r2XM 0 RoCootor OPS * Poc 

Ote Corp’ 3pp. i7738 .73 87738875, ^ 

,112120226 S corisoquoACPS fosullioa Ifom Is 

60 , 2 , 30,00 Nolrtallon 0. 00 , 2,8 mooHnfl - «ocMto,MD to discuss sm on 

lV"28LEctt’’DS;plol.3 00/12/09 WESSMAN.RH Prolact Olroolorslo 13 
2pp 47794:111-47704 112 

8612220017 Reguoats wiltidrdwol of flWlO dppW 

ro P-10 interlock & Ka Offido of Nudoar 

0. iRspsellon reports, IE Bultotins & wrrospondsnee 


H. General corraapondence 

proposed rule tOCFR26 re Fitness for Duly Program 
^ NUMARC Comrwssion lo adopt suggested specific changes indicated 

Ka f Roc/iesterGa$SEIecWcCotp 80/, 1/2, CHILK,SJ 
Office of the Secretary of the Commission. 4pp 47679 255 47679 259 

K Uiinty final Safely Analyils Report (FSAR) & amends 

88/12/31 STAHLE.C NRC - No De- 
tailed Amiiatwn Given 600pp 47846 162-47846 

Rr Operating license ataga documenli A correspendehca 

UsJS^ulk ?. "STeam Genetolor Tbbe 

Sn.^w‘^87^070 87WaoS®''~^ STAMLE.C. Piejss, Q,sc 

mwags tank isvsLpsr mods to wtoiy ^ecOon pomp (sdreuiaOpp Oows & appHca'ton 

ta.chengKvgfech Specs to oblain 

SWUM.R E Rochester Gas A Electric Corp 88/1 l/aiV 3pp 47650 173-4765(3 tT6 

"^l^reguirS^Offe^acS^sT^o^n^^^ 3 3.e8taWI$hing consistenev between specs 
^ from mods to salefy iniecbon pump 

' Rochester Gas & BerAdo Corp B8/li7^T. ppp 47350 i7e 47650 1B4 

^rUc[o?1aJkSir!ft iwfivS 

TWWWiai ptant B^am lor severe ac^nnt viifnerahll/llnfi rSk/r tifil 


clear power planis ANSi 31 1 Coito lontoihs 
Elscirlo Corp 

Ofc snhoOsS^ 7SW. 87693 203 87663 3^/ 


Corp 87/00/00 RUSSELL, W r. HoaloO t, 


00113M2M NOIHWOPOI slarWIoaPl llcoosoo moo, lop on 00, 122 In Ktoo ol PruSBla.PA 
2pp 47674 168 47674'189 

salt, 60211 NRC Into Notico 60 OHO, ■■Unoiitlioriiod Romovsl Pf InOusIrlOl Nos>»“' 

c5XNQ&",R.E"'Dlvlslon 0* '0*'fK’ o^onp°87/1lS5^677OT ?57 

66/11/22 Consolfdolod Edison Co of Now York, Inc uupp or ruu.si^ 

8811160467 NRC Ififo Notice BB 001. ''Improper Atlrnlnlslrallon A Control ol P y 

‘S£®£S?SrSS » ^ 

IrlcCofp 5pp 47649*199-47649 203 

8612080209 Forwards Insp Rapi 50-244/68 
BEUUMY.RB. RogiOn 1. 9 lc_oMho mGclor 08/11/20 MECHfcm.rr 
Gas A Eloclrfc Corp. 2pp 47703.183 47703 160 

-68,2060212 Insp Rep, 60 288/06 2, on 00,0,0 20 No conXcl 

Mkied lleins noted kle|or areas inspocod omoiBonty ptoparodnosa exorcise 

Beninn ,. Ofc ol llw Director 00/11/20 6pp 


ed on 081018 20 ^ 

AMATO.CG, LAZARUS.Wd Rogion I. Ofe of tho 
47763*165 47799.160. 


8812080165 Forwards Safoly Insp Ropl 50 244/63 23 on o^pmonl & 

noted Concerns Identified re controls applied to slorflQO & handling oi \ 
malls al plant Response requested wllliin 30 days. , o r Rnrheslor Gss 

QAlIoRj 5|. Redon 1. Ofc of the Director. 83/1 1/30, MCCREQY.B C Rocpasr^ 

A Efectrlo Corp, 3pp 47756 347-47786 356 

-0012080166 Insp Rept 60-244/89-23 on 80IO24.27.No vlolallons hotod Major areas 

fnspecled recolpLelorage & handling of equipment A ®nn /a /on floo 47766 350 

oiiM,SLUMaeRG,N Region 1, Ofc of Iho Director 00/11/28 0pp. 'rrr 
47756-359 

8811290030 NRC (nfo Nolfco OB OWi'Tolaliiorapy Evonlay Sve ^ 070729 ) 

CUNmNGHAM,RE. Division of Indiistria A Medical Nuclear Safety 
88/12/02. Consolidated Edison Co ol Now York. Inc U2PP 4791i-1'J3 4 





DOCKETED ITEMS 21 


6811290538 NRC fnfo Notice GO 094, "Polonlially Uncfersized Vatvo Actuators*' Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121 pp 47708 143 47708 264 

6812150076 Forwards Safely (nsp Rept 50-244/G0-22 on 881017-1120 & notice of vio- 
lation 

0ETTENHAUSEN,L Region 1. Ofc of the Dlroclor Q8/12/07 MECREDY.R Roches 
tor Gas & Electric Corp 2pp 47033 052 47633 065 

-8612150077 Notice of violation from insp on 081017-1120 Violation noted mod ro 
change to condonsato storage lank.doscrJbod in Chapter 10 of updated FSAR as 
main source of water for auxiliary foodwater sys, installed w/o safety evaluation 
• Region 1, Ofc of the Director 08/12/07 Ip 47833 054-47033 054 

-8612150000 Insp Ropt 50-244/08-22 on 801017-1 120 Violations noted Malor areas 
inspected station activities, including operational safety vorificatf on, plant 

operations, surveillance testing, niaint.radiologfcnl proloction & physical security 
COWGILL,CJ Region 1. Ofc of the Director 08/12/07 Itpp 47833.055 47033 065 

8612020287 NRC Info Nollco 68 095, "inadequate Procuromont Roquirements Imposed 
by Licensees on Vendors " Svc list end 

ROSSI, CE Division of Operatlonaf Events Assessment (Post 870411), 88/12/00 
Consolidated Edison Co of New YorJr, Inc 112pp 47BQ7 191-47807 302 

6612230062 Forwards reouest for addi info ro ulil response to IE Butfotin 85 003> 
"Motor-Operated Valve Common Mode Failures During Plant Trar^sionts Duo to Im- 
proper Switch Settings " Info roquosted within 30 days 

BE7TENHALISEN,L Region 1, Ofc of the Director 80/12/00 MECREDY.R C Roch- 
ester Gas & Electric Corp 3pp, 4791 1 021-4701 1 023 


R, Periodic operating reports & related correspondence 

8812190387 Monthly operating ropl for Nov 1088 for RE Ginna Nuclear Power Plant W/ 
881216 Hr 

MCNAMARA.AE, MECREDY.R C Rochester Gas & Elociric Corp 08/11/30 5pp 
47850 237-47850-241 


S. Reportable occurrences, LERs & related correapondonco 

88 11300201 Special rept on 670030 & 07 13, potential problems w/ffro doors duo to sov- 
orat small door skin spot wold fractures idontiflod Caused by inability of hydraulic door 
closer to control door operation Doors repaired 

KOBER.RW Rochester Gas & Electric Corp 0// 10/05 RUSSELL, WT Region 1, 
Ofc of the Director 3pp 47676 010 47676 021 

6611300527 Special ronton 88101 0, turbine drjvon auxiliary feedwater pump Inoperable 
per Procedure A-S2 4, Existing chock valve leakage indjeatod by hlghor than ambloni 
temp In turbine driven auxilary feedwater dJscbargo pining 

MECREDY.R C. Rochostor Gas & Elociric Corp 00/11/23 RUSSEll ,W/1 Region I, 
Ofc of the Director 2pp 47676 178 47678 1 /O 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


8811280048 Generic Ltr B8'20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Svc list 

CRUTCHFIELD, D Associate Director for Proioc Is (Post 070411) 0Q/11/23 Consoli- 
cJalod Edison Co of New York, inc Oipp 47720 303 47720 024 

8812070078 Responds to 801116 request for addI Info re spent fuel pool capacity 
expansion Evaluation of resultant gaps & refinement of seismic displacement analysis 
performed to reconcile os fabricated condition W/revlsed modulo layout & addi Info 
MROCZKA,EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
WROCZKA.EJ Northeast Utilities 08/12/02. Document Control Branch (Document 
Cor^trot Desk) Opp 47745 257-47745 264 

0812 120083 Application for amend to License DPR -21, revising Tech Specs to reiloct 
implementation of mods re degraded grid protection for Class IE power sys Fee paid 
WROCZKA,E,J, SEARS, CF Northeast Nuclear Energy Co (subs of Northeast Utill 
ties) MROCZKA.EJ Northeast Utilities 88/12/02 Document Control Branch (Docu 
monl Control Desk) 6pp 47785 163 47785 103 

-5012120064 Proposed Tech Spocs,provlding for now limiting conditions for 
operatlon.survolllanca requirements & nominal setpoints for new 41 d 0 volt bus under- 
voltage/liming relay fnput circulls & loss of-normal power actuation circuits mods 

• Northeast Utilities 68/12/31 15pp 47705169 47785.183 

8812140004 Advises that util plan to instatl new spent fuel rack$,per 8B1202 submittal 
of addi info,acceplablo Proposed dale of 681209 for Issuance of safety evaluation for 
Pfiase 2 of const cannot be supported duo to lateness of submittal 
STOLZ.JF Project Directorate 1-4 80/12/00 MROCZKA,E J Northeast Nuclear 
Energy Co (subs of Northeast UtllHIos) 3pp 47790 353 47798 355 

8012120214 Forwards Rev 1 to "Radiofogical Effluent Monitoring & Offsite Dose Calcu- 
lation Manual & Process Control Program " Attachment 1 provides detailed list of pro 
posod changes for NRC approval Fee paid 

MROCZKA,EJ , SEARS, CF Northeast Nuclear Energy Co (subs of Northeast Ulili 
lies) MROC2KA»EJ Northeast Utilities 80/12/09 Document Control Branch (Docu- 
morn Control Desk) Itpp 47780 120 477QB 167 

-8812120250 Rov 1 to. "Radiological Effluent Monitoring & Offsite Dose Calculation 
Manual & Procoss Control Program " 

• Noflhoasl Nuclear Energy Co (subs of Nortlioast Utilltlos) 89/01/31, 37pp 
47700,131-47788 167 

8812220262 Forwar<f3 Amend 26 to LIcenso DPR-21 & sofety evaluation Amond re 
moves foquiromenis to monitor temp at roactor vessel bottom lioatl drain during 
hoatup/cooldown & during operation w/coro critical 

eOYLE.ML Prolocl Dlroclorato 1-4 86/12/15 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 47002145-47892 155, 

-8812220263 Amend 20 to License DPR-21 .removing roqulromonls to monitor roactor 
vesset bottom head drain during hoatup/cooldown 8 during oporation w/coro critical 
STOLZ.JF Project Dlfoctorato r4 88/12/15 5pp 47802 147-47892151 

-8812220265 Safety ovafuatlon si^porting Amend 26 to License OPR 2t 

• Office of Nucloar Roactor Rogulntion, Director (Post 070411) 69/12/16 4pp 
47032 152-47092 165, 


Ft Security^ medical, emergency & fire prolectfon plane 

8811300296 Forwards Saleguards Insp Repls 50-210/08 21,50-245/80-22, 50 330/00 
26 & 60-423/88-21 on 801 017-21. No violotlona noted 

BELLAMY, R.R. Region 1, Ofc of the Director 80 / 11 / 16 . MROCZKA.EJ Northonsl 
Nuclear Energy Co. (subs of Northeast Ulilllles) 2pp 47670 019 47670 024. 

-8811300298 Physical Security Insp Ropls 50 213/00-21,50 245/88 22, 50 336/00-25 
& 60-423/80-21 on 801017-21 No noncomptiance nolod Major areas 

Inspected.safeguards info program • corporate ofes 

LANCASTER. W K. Region 1, Ofc of tho Direcior 60/11/16 4pp, 47670 021- 
47678 024. 

8611300493 Forwards Insp Rept 60-245/80-17 on 000030-1017 No violations nolod Mgt 
atlonllon to correct Inconsistent Irealmont of emergoncy svc wolor sys as ESF & as 
QA Category I sys rcquostod, 

BETTENHAUSEN.L Region 1, Ole of tho Director 08/11/23 MROCZKA.EJ, North 
east Nuclear Energy Co. (subs of Nor Ihoasl Utilities) 2pp 47674,1 70'47674*185. 


Q, Inepecllon reports, IE Bulletins & correspondence 

881 1180346 Draft "Millstone Nuclear Power Station Unit 1 PRA-BasocJ Sys Insp Plans" 
MIQQINS.J, FULLWOOD.R. COPPOLA, A Brookhaven National Laboratory FIN A- 
3463 A-3453 3-e7 ORFT, 87/03/31 NRC - No Detailed Affiliation Given 166pp 
47590 100 47699 355. 

0B1129OO27 Clanfios schedule for completion of Items b,c & d of IE Butlotin 85 003 & 
submission of final ropls (Item f),por discussions w/NRC 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
clear Energy Co. (subs of Northeast Utilltlos) MROCZKA.EJ Northeast Ulllitios. 87/ 
12/30. RUSSELL.V7.T Region 1, Ofc of tho Director 5pp. 47687- 198-4 7C67. 201 

6811300296 Forwards Safeguards Insp Repts 60 213/00-21,50-246/06-22, 60-336/68- 
25 & 60 423/8Q 21 on 88 TO 17-21 No violations nolod 

BELLAMY, HR Region 1, Ofc of the Director 08/11/16. MROCZKA.EJ. Norlhoasi 
Nuclear Energy Co (subs of Northeast Utilities) 2pp. 47678 019 47670.024 


-0011300495 Insp Rept 60-245/08-17 on 080830-1 01 7.No violations noted. Major 
areas Inspecteo previously Identified items, plant operations, physical securityjoss of 
emergency svc water sys & loss of standby gas troatmont sys. 

MCCABE.EC Region 1, Ofc of the Director 08/11/18 14pp 47674 172-47674 165 

8611260066 "Millstone Nuclear Power Station Emergency Responso Exsrcise.Nov 
1988 " 


* Northeast Nuclear Energy Co (subs of Northeast Utilities) 80/11/30 305pp 
47068 062-47659 056. 


6612070178 Rev 13 to Emergency Plan Implomonllng Procedure EPI P'4304, 
^ stions" 


Emorgon- 

cy Response Facilities Operating fnstructfons " 

SCAC^S.E Northeast Nuclear Energy Co (subs, of Norlhoasi Utilities) 80/12/01, 
35pp 47745.208-47745.332. 


H. General correspondence 

881 201 0055 Comment supporting proposed rule 10CFn26 ro fitness-for-duty program 
MROCZKA,EJ Northeast UlliTties MROCZKA.EJ Northeast Nuclear Energy Go. 
(subs of Northeast Utilities) MROCZKA.EJ Connecticut Yankoo Atomic Power Co 
00/11/21 CHfLK.SJ Office of the Soerstary of the Commission, 9pp, 47679 046- 
47679-054. 


P. Operating license stage documents & correspondence 

8811290216 Discusses arrangements made for disposal of deformed low level radwaste 
liner from facility. 

BOYLe,M.L. Project Directorate 14. 00/11/22. MROCZKA.EJ Northoaal Nuclear 
Energy Co (subs of Northeast Utilities) 3pp 47651 259 47651.261 


-8811300298 Physical Security Insp Repts 60 213/88-21,60 246/88-22. 50 335/00-25 
8i 60-423/88 21 on 881017-2l.No noncomplianco noted Major areas 
Inspected aafoguards linfo program ^ corporate ofes 

UXNCASTER.W K , CAME RON, DF., KEIMIQ.R R. Region 1. Ofc of tho Director. 88/ 
11/15 4pp, 47678 02 1 47670 024 

8611160211 NRC Info Notice GO 000. "Unauthorized Removal of Industrial Nucloar 
Gauges." Svc list end. 

CUNNINGHAM.R E Division of Industrial A Medical Nuefeor Safely (Post 870729) 
88/11/22 (jonsolldalad Edison Co. of Now York, Ino. G0pp 47708 255 47708-267. 

8811160467 NRC Info Notice GG-091, "Improper Ad ml nisi rat ion & Control of Psychologi- 
cal Tests *’ Svc list end 

ROSSf.C.E, Divlalon of Operational Events Assessment (Post 070411), 88/11/22. 
Cionsolidated Edison Co of New York, Inc 101pp. 47708-042-47708*142, 

8011309403 Forwards Insp Ropt 50 245/00-17 on 000830-1017 No violations noted.Mgt 
altenllon to corroct Inconsistent troatmont of emergoncy svc water sys as ESF & as 
QA Category 1 sys requested, 

0ETTENHAUSEN,L Region 1. Ofc of the Direcior, 88/11/23 MROCZKA.EJ North- 
east Nucloar Energy Co (subs, of NortheasI Utililios) 2pp, 47674 170 47674:105 

-8811300495 Insp Rept 60-246/80-17 on 860030-1017 No violations noted Major 
areas InspectoQ previously Idonllfied Items, plant operations, physic a I security, loss of 
emergency svc water sys & loss of standby gas treatmenl sys 
MCCABE.EC Region 1, Ofc of the Director 88/11/18, 14pp 47674 172 47674,105 

8811200030 NRC Info Notice 88-093, "Telotherdpy Events," Svc list end 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
00/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47811 215 
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B« 11 290530 NRC Info Nolice G8-094, ’‘PolontiEJIy Undersized Valve Actuators'* Svc fist 
encl 

flOSSLCE Division of Operalional Events A&sessftienl (Post 670411} 88/12/02 
Consolidated Edison Co of New York, Inc I21pp 47708 143 47700 254 

8812020287 NRC Info Notice 60-005, "Inadoquata Procurement Requlremanls Imposed 
by Licensees on Vendors *’ Svc list end 

ROSSI, Ce DwIsEon of Operational Events Assessment (Post 870411) 08/12/08 
Consolidated Edison Co or New York, Inc 1 t2pp 47807 191 47007 302 


R Parlodlc operatlao report® & related correapondence 

6812140021 Monthly operating rent for Nov 1988 for Millstone 1,W/fi01209 ft/ 
NEWBURGH,G , SCACE.S E Northoasl Nuclear Energy Co (subs of Northeast UlilJ 
ties) SCACE.se. Nonhe as I Utifitles 80/11/30 Spp 47800.167-47800171 


S Reportable occurrences, LERs & related correspondence 

8812200102 LER 88 010-00 on 861 115,h/draulic snubber had no viafbfa signs of fluid In 
reservoir CauBod by personnel error cfunng previous rebuild Safety-relatod hydraulic 
aniibbors in containment visually fnspocted W/681213 Itr 

GEORGIAN.E J, SCACE.S E Northeast Nuclear Energy Co (subs of Northeast Utifi- 
UesJ. SCACE.S.E Northeast Ulllilres 88/12/13 4pp 47871 281 47Q71 204 

6812200264 LER BO-OOd'OOon Qd1114,ATWS Div 1 thp received while reenergizing 
ATWS Div 1 Caused by Inadequate procedural guidance Operations procodura for 125 
voll do sys ra\^sod to fnoludo rofa to ISC Proceaure 409A W/6Q1213 (Lr 
MURPHV,KE, SCACE.S E Northeast Nuclear Energy Co (subs of Northeast UliN- 
Bea) SCACE.S E Northeast Utilities 88/12/13 3pp 47864.358 47864 360 

8812200122 LER 88-008-00 on 681 114, cold shutdown condition achieved whan drywell 
unEdontified feakaga rate exceeded 2 5 galfona/ minute Caused by 3 Inch vacuum 
breaker fallina In partial open position Valve assemblies replaced W/081 21 4 hr. 
KANE.S e ► fcACe.S E Northeast Nuclear Energy Co (subs of Northeast Ulilitlos) 
SCACE.S E Northeast Utilities 88/12/14 5pp 47871 075 47671*070 

0812260113 LER 60-01 1-00 On 661117J&olalion signal on high flow In main steam fine 
B occurred Caused by plugged low pressure eensing line All ofght lines beck flushed 
w/hydropump to free restncRon & verify lines W/881215 Hr 
GILBERT, E , SCACE.S E Northeast Nuefear Energy Co (subs of Northeast Ulllillas) 
SCACE.S E Northeast Utilities 86/12/15 3pp 47871 345-47871.347 


DOCKET 56-247 INDIAN POINT STATION. UNIT 2 


F. Security, medical, emergency & fire protection plairs 


001130(1559 Notification of Significant Licenseo Meeting 86-164 w/util on 661206 in 
King of Prussia, PA to discuss security sys upgrade.W/agonda 
SW^LAND.P D. Region 1 , Ofc of the Dfrector 88/11/16 Region 1, Ofc of the Dirac- 
Iw. 3PP 47677.265.47677 2S7. 

6011290134 Forwards summary of 860823 1108 meebngs in Region 1 to discuss opera 
tor professional ism, rnaint, source term rcduction.correcTiva acllons.englnoering.mods 6 
emergency planning 

WENZINQER.e a Region 1. Ofc of the Director 88/11/23 0RAM.S. Consolidated 
Edison Co of New Yow, Inc 2pp. 47648 174-47646.180, 


-6611290130 Summary of 880823 1108 meeUnga w/util in King of Prussia, PA ro li- 
censee ini^iaVives in areas ot operators profossionarism,inaint,source term 
radiictlon,correctilve action programs, engineering progrema & safety phifosophy 
DUOLEY.N.R, SWETLAND.P 0. Region 1. Oic of the Director 88/11/22 Region 1 
ac of the Dfreclof Spp. 47648' 176 4 7848.180. 

0911290177 Advises that Regiort I vrill partieJpato In emergency preparedness exercise 
scheduled for 8B1207 & requests provision of brleflnQ/triinlng session on plant facility 
& emergency response orgarrizalion at Region i on 881201 
E8NETER.S.D Region 1, Ofc of the Drector. 68/11/23 BRAM.S. Consolidated 
Edison Co> of New York, (nc. 4pp 47651 1 14 47651.117. 


1012080153 Forwards Inw) Rept 50-247/88 30 on 801018-21 No violations noted 
DURR, 3 P Region 1, Ofc of the Director. 80/11/28. BRAM.S Consolidated Edison 
Co of New York, Inc 2pp, 47783 271-47783 202. 

-0012080164 Inap RepI 50-247/80-30 on 081010-21 No vtolatiorrs noted Major areas 
Inspected lire protection/prevention program, including program admlnlstrallon & oroa- 
nteaUon & administrative control of combuabbles 

KRASOPOULOS, A, MATHEW, R . ANDERSON.C J. Region 1. Ofc of the Director. 80/ 
11/15* lOpP 47783 273-47783 262, 


661004-1107 No violations noted 

WENZfNQCfl.E.C Region 1, Ofc of the Director. 08/12/01. BRAM.S Consolidated 
Edison Co of New YorX Inc 2pp 47796189-47790.199 

-0012130310 tnsp Repl 50-247/68-29 on 861004-1 107.No violations noted Malar 
areas in spotted, ope ralloi^s/adiological controls, malnt/surveltlanco testinij.emeraencv 
".V* englneerlTO/f echnlcaf support 6 safety assossmenl 
SWETLAND.P Region 1, Ofc of the Director 68/11/29 0pp. 477O0‘ 191-47798,109, 

plan Implomenting proceduresjnclifding Rev 6 to lAP- 
nSr™ ?0 “p-foztw/eaial 1^'^ ' ^ 2 to ip.iot3,Rov a t» ip-kk^ « 

^nsolWaled Edison Co of New York, tne 68/12/07 ftOpp 47794.160- 

4/784 239. 


K Operating Hoenee stage documenta & correspondence 
‘?p.57722“ ^2.187 


0812010339 Forwards response to request for addi info re leak-beforo- break, per 
881027 discussion w/NRu 

BRAM.SB Consolidated Edison Co of New York, Inc. 88/11/10 Document Control 
Branch (Document Control Desk) 5pp 47710.007-47710 091 

0611280046 Generic Ltr 68-20 to all licensees holding OLs & CPs for nuclear power 
reactor fecllilfes re individual plant exam far severe accident vulnerabllltids Svc lisi 
enef 

CRUTCHFIELD, D Aasociflte Diroclor for Projects (Posi 870411). flO/n/23 Consofi 
daled EdisonCo of Now York, Inc Oipp 47720 303 47729.024 

8811290134 Forwards summary ot 880023 1108 meetings In Region I to discuss opera 
lor professionalism, mafnl, source term rGdactlon,corr0clivo actions.ongineerlng.mods & 
emergency planning 

WENZINQER.EG Region 1. Ofc of the Director 88/11/23 BRAM.S Consolldatod 
EdisonCo of New York, Inc 2pp 47640 174-47640 180 

-8811260139 Summa/Y of 860823-1100 meetings w/ulij in King of Prussia, PA ro li- 
censee iniliativos In areas of operators profGssionollsm.malnLsourca term 
roducUon.coffoclIve action programs, engineering programs & safely philosophy. 
DUDLEY.N F . SWETLAND.P D Region 1. Ofc of the Director 08/11/22 Region 1, 
Ofc of the Director. 5pp 47648 1 76 47648 180 

9011300269 Notification of 081212 meeting w/util in Rockvillo.MD to discuss status of 
compflanco w/GenerIc Ltr 55-09 re Tech Bpec for reactor trip breakers & shunt & un 
dervollaco trip attachments, 

LANQF(5rd,D Project Directorate 1-1. 88/11/28 CAPRA.RA Project Directorate M 
2pp 47670.302.47670’303, 

8612070263 Responds to request for addI fnfo io rooclor coolant pump trip entoria^per 
NRC 661014 request concerning Generic Ltr 85-12 

BRAM.S B Consolidated Edison Co. of Now York, Inc 80/11/29 Document Conlfol 
Branch (Document Control Desk) 13pp, 47745 200 47745 221. 

8612090012 Forwards responso to Generic Ltr 08-11, "NRC Position on Radiation Em- 
britllemont of Reactor Vessol Malls & Impact on Plant Operations.*' 

BRAM.S B. (Donsolfdated Edison Co of Now York, Inc 88/11/30 Document Cofitrcf 
Branch (Document Control Desk), 6pp. 47782 007-47782 092 

-8812090013 "Reactor Vessol Malf Surveillance Program for Indian Point Unit 2 Analy- 
ala of Capsule V " 

IDDiNGS.FA, CROSS, B.T. SRI InlernflHonof. 00/10/31 70pp 47702.013-47702 092 

8012070226 Requests that utif address Generic Ltr 00.17 re loss of DHR during non 
power operation Issue of high priority & should be addressed accordingly 
MLiRLEY.TG, Office of Nuefear Rooctor Rogulalion, Director (Post 070411). 86/12/ 
02 HAUSPUflG,A Consolldatod Edison Co of Now York, Inc 4pp 47740' 271* 
47740274 ^ 

6612140016 Proposes installation of replacomenl recorders prior to startup from projoct 
ed 1989 lalueilng outage 

BRAM,SB Consolidated Edison Co of New York, Inc. 88/12/06 Documonl Conirol 
0/anch (Document Control Desk) 2pp 477a7'22t-477Q7,222, 


Q. Inspection reports, IE Bulletins & correspondence 

6011160312 Rev 2 to "Pilot PRA Appilealions Program for Insp at Indian Point 2 " 
HfNTON.MF, WRIGHT, RE. EQ&Q Idaho, Inc (subs, of EG&Q, Inc). HINTON.MF, 
Idaho National Engineering Laboratory. FIN A-6553 EGQ.EA.713C R02. 57/02/28 
NRC - No Detailed Affiliation Given. 40pp. 47597 260 47697'207 

861 1290020 Responds to 880407 request for add! info re IE Bulletin 85-003, "Motor 
Opwated Valve SvnVch Selllnga'* 

BRAM.S.B Consolidated Edison Co of New York, Inc. 88/05/09 WEN2INGER.E.G 
Roflion 1, Ofc of the Director 4pp 47640 238 47848:239, 

0611290069 Forwards Safely Insp Ropf 50-247/88-28 on 801003-07 & nolice of 
violation, Fin dings of insp along w/paat similar Insp findings Indicate need for moro mgi 
Involvement fn insarvice testing area 

DURR,JP. Region 1, Ofc of the Diroclor 85/11/21 BRAM.S Consolidated Edison 
Co. of Now York, Inc. 2pp 47650. 201 •47650-294. 

**6611200074 Notice of violation from insp on 001OO3-O7,Violation noted alaled valves 
required to mitigate consoquenco of accident not periodically tested based on failure 
to Include valves In Inservlce testing program. 

• Region 1, Ofc of the Director 88/11/21. 2pp 47650.283 47650 284 

-6911290076 Insp Repl 60-247/88-28 on 681003-07 Violations noted Major areas 
Inspoclodimplamenialion of In sendee testing activjlies.lncjudlng organization 
review.dlscusslons w/cognizant person nef & review of document ation 
PRIVIDY.L J . EAPEN.P.K. Region 1 , Ofc ol the Director, 08/10/26. lOpp 47650'2a5- 

JTARn 0 0,1 


6811160211 NRC Info Notice 88-090, "Unauthorized Removal of Industrial Nuclear 
Gauges ** Svc list end. 

CUNNiN 6HAM,R.E Division of Industrial & Medical Nuclear Safety (Post 670720) 
88/11/22, Consolidated Edison Co of Now York, fno 99pp 47708,265-47700.257. 

6011 160467 NRC Info Notice 88-091 , "Improper Administration & Control of Psychologi 
cal Tests Svc Hst onct 

ROSSI,C,E Divisfon of Operational Events Assessment (Post 870411) 80/11/22 
Consolidated Edison Co of New York, fnc. 101pp. 47700*042 47700:142. 

Forwards Insp Repl 50-247/06 30 on 881018-21, No violations noted 
DURRJP, Region 1, Ofc of the Director 80/11/26 BRAM.S Consolidated Edison 
Co. of New Yo^, Inc, 2pp 47783*271-47783 282 

-00 120601 S4 Insp Repl 60 247/88-30 on 001018-21, No violations noted, Major areas 
Inspectedflre protection /prevent Ion program, including program administration & orga- 
nizaljpn & administrative control of combustibles 

KRASOPOULOS.A., MATHEW, R . ANDERSON.C. J Region 1, Ofc of the Director, 65/ 
11/15 lOpp 47783273-47783:282 
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8Q1213CJ300 FoiWfird'i insp Ri^pt GO 2^7/08 20 on 88 1004 1 107 No violalions riotoii 
VVFNZiNGEH.r C Roynn 1. Ofr of tho Director 88/12/01 BRAM.S Consoficliiiocf 
Edison Co of Now York. Inc 2pp 47798 180 47798 199 

-0812130310 Insp Ropt 80 2‘17/8{J'20 on 08 1004'! 107 No Violations noted Major 
areas inbpi ctr’d oporaiions,radiolpti«cal nontrols, rnainl/ surveillance testing, omofgsnry 
|irepdrcdiu'&s,suciirity. enotncorimj/ technical support & saloty assessment 
SVVniAriD.P Roi^ion 1. Ofc of the Oiroctor 00/11/20 'jpp 47790 101 47700 109 

801 1290030 NRC info Notice 80 093, “Telolhernpy Events ” Svc list end 
CUNNINGhfAM R E Division of Inclustfiat ^ MedJcaf Nuclear Safniy (Post 070729) 
08/12/02 Consolidated Ctfir.on Co of Now York. Inc n?pp 47811 103 4 7011 215 

0B1 1230538 NRC Info Notice 08 004, “Potenlinlly Undersized Valve Actuators Svc list 
one! 

ROSSI, CE Division of Operational fvcnla Asso&smonl (Pool 070411) 00/12/02 
ronsolidaled Edison Co of New York. Inc 1?1pp 47708 143 47700 254 

8812000002 ResjioniJs to NRC 081103 Itr ro violationii noted in Insp Ropls 50 247/06- 
II & 50 21//0/'30 on 860512-16 & 871214-10, respoclivofy & romila civil ponaSly In 
fimoiint of $75,000 CurroclivD arlions blocks replaced w/qualifiocl blocks 
BRAM.SB Cor isolWated Edison Co of New York, Inc 08/12/02 Ofc of Enforcemont 
(Postfi/0413) Ibpp 47754 118 47754 133 

8012120093 Forwards rospnnso to NRC 801102 Ur re concerns on 000024 fncldonl 
coricormny rofuolinn water storoQo tank lovet Indicating dovico not in pfaco.nor Insp 
Repl bO 247-08 26 

DRAM.S (.onsohdnled Edison Co of Now York. Inc 88/12/02 WEN2INGER.EC 
Region 1, Ofr of the Director 2pp 47709 066 47789 067 

8812020207 NRC tnlo Notice 80 095, '‘Iriadoquate Procuromont Roquiroments Imposed 
hy llconscus on Vendor^ " Svc fist end 

ROSSI, GE Divibion of Operational Evenia Absossment (Post 070411) OB/ 12/08 
Gonsolidotod Edi* on Co of Now York, Inc 1 12pp 47007 191-47007 302 

8812210373 Ack ircnipt of 000029 Hr informing NRC of slops taken to correct violations 
noted In fnsp Repl bO 247/88-23 Rosponso to Violation C of oriolnal notIro within 30 
days of Itr date rogueslod 

KANE.WF Region 1, Ofc of Itio Director 08/12700 QRAM.S Consolidated Edison 
Co of Now York, Inr 2pp 47876 220 47876 229 


R Periodic operating reports A related corroapondonco 


8812100241 '‘Annual Radiological ErnergoriLy Drill, 1980" 

* Cansoklaled Erfibon Co of Now York, Inc, 08/10/ 14 bbOpp 47053 0D4-47SGJ 230 


S Roportnblo occurrences, LEFIb A related cojreapondence 


0812080110 LEIl 80 01b 00 un 061020,iitll ontorod Into Tech Spec 3 0 1 Causorf liy si 
miillnneous fncpurahllily of svr water pump A oinorgGricy diesel generator duo to 
need for lepaln & Inability to use nonossonlial header w/Qfll 128 Itr 
DAHL,G, DRAM.SfJ Con'rolidatod Edison Co of Now York, Inr 00/11/21 5pp 
477S7 006 4775/ 100 

8812020236 ROon 00ll07,Toch Spec 3 55 vlofatod Caused by numbor of (jperoblo 
channtfb being loss than required min number of channels operablo duo to Inoporablo 
vent noble gns oflluorU inonilor R-2/ Monitor will be rolurnod to svc around 090210 
DRAM, SB Consolidated Edison Co of Now York, Inc 80/11/20 Oocumont Conlrol 
Branch (Document Control Desk) 2pp 47/17 063-47717 064 

8012120097 IFR 08 017 00 Oh BB1 102, do lorniincd that singlo failuro could cause loss 
of air supply to pnoumatic controln uf omergoncy dlosol generator (EDG) bldg vonllla 
tion sys Caubod by inadequate design of EDG Procoduro issued W/0B1201 Itr 
DELPLRCIO.J G , RRAM.S ConsoIldolGd Edison Co of New York. Inc 00/12/01 
5pp 47768 101 47708 105, 

8812130016 LER 80 016 00 on 081 lOl.undorsUed seismic supports discovered which 
could induce strobses in existing support which would OKCoea max allowed Caused by 
failure to modify support Rovibciu support will bo installed W/081201 Hr 
ELLWANGF R.J. QRAMJ Coivboltdatod Edison Co of Now York. Inc 08/12701 4pp 
47707 125 4779/ 120 


U CongrooBlonal/Executlvo CorreBpondence 


8811300268 Responds 1o 681020 Itr ro operation of plants following steam goneretor 
(oak at Indian Point 3 NRC evaluated ovom & concluded that no (mmodialo safely 
concerns warrant bhuldown of facilitios 

ZECH.LW Commissioners 00/11/23 GILMAN, BA House of Rop. 2pp 47068 313 
47669 125 

-0811300290 Requests rent on steam generator release IncidonI at Unit 3 & overall 
safety of plant Plant should be shut down until public safety obsolulely assured 
GILMAN, BA House of Rep 08/10/20 2ECIt.L A. Commissioners 3pp 47669 123- 
47669 125 


V. Operator Examinations 


8811300291 Notification of Significant Llcensea Meeting 68 183 on 881110 w/util In 
King of Prussia.PA to discuss requallficatlon oxams 

GALLO, RM Region 1, Ofc of the Director 80/11/15 Region 1, Ofc of the Director 
2pp 47701.358 4/701 357 

8812120228 Approves 661104 request for oxemplion from Itcensed operator roqualifica 
lion program cydo Understands lhal facility will common co 24 month roquafification 
program cycle in Feb 1089 

GALLO.RM Region 1, Ofc of the Director 68/12/02 SRAM, 6 Consolidated Edison 
Co of Now York, Inc 2pp 4//02 071 47792 076 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire prolaction plans 

8812210174 Rev 5 to Emergency Plan Implementing Procedure Ef’JP 200 2. "Classifica- 
tion & Responses to Incident Involving Oit or Hazardous Mat! (Primary Rosponsiblllly- 
Stalion Director) " 

• Coinmonwoatlh Edison Co 88/12/13 I6pp 47D80 195 47600 210 

8812210205 Rev 14 to Emergency Plan Impfemenling Procedure EPIP 300 1. "fndlal 
Notifications A GSEP Rosponsos " 

* Commonwealth Edison Co 66/12/13 2app 47075 015 47675 037 


p Operating license stage documents A corraapondonce 

0011300450 Forwards corroded Tech Specs pages, summary of changes & description 
of proposed amend roquosl for plant 

DEYOUNG.GL Commonwealth Edison Co 68/ 11/07 MURLEY.T E Office of Nucio 
ar Roaclof Regulation, Director (Post 870411) Ip 47671 265 47671 280 

“8811300453 Corroded proposed Tech Specs re adminlslralivo conlrols 

* Cominonwoallh Edison Co 60/11/07 15pp 47671 266 47671 280 

6011220055 Forwards Rov 52 to QA Program Top leaf Ropt CE 1-A,pof 6B1 ! 10 request 
SHEWSKI.WJ Commonwealth Edison Co 86/11/17 MULLER,DR Project Dirodor- 
nto 111 -2 1p 47603 063 47663 060 

8811280040 Qonoric Ltr 88 20 to all llcensoos holding OLs & CPs for nudoar power 
reactor facilitios ro Individual plont exam lor sovero accldoni vulnerabilities Svc fist 
end 

CRUTCHFIELO.O Associate Director for Projocts (Post 670411) 88/11/23 Consoll- 
dslod Edison Co of Now York, Inc OIpp 47/20 303 47729 024 

8011300007 Forwards safety ovaluatlon accephrig ulil rosponso to Generic Ltr 63- 
20, Item 2 I.Part 2, "Vondor fnlerfaco Program," lor reactor trip ays compononls 
SIFGEL.U Project Pirodorato III-2 88/11/23 DLISS.HE Commonwoatih Edison Co 
4pp 47605 343 47695 349 

-©011300002 Safety ovafuatlon accopling ulit rosponso 1o Generic Ltr 03 20, Hem 2 1 
(Part 2) ro vendor interface program for ronctor Inp sys compononls 

* me No Dotailod Affiliation Given 80/11/23 3pp 47695 347 47695 3 49 

0812010120 Discusses Interim oporating restrictions to preclude rogicrrai neutron flux 
mstabllilies Listed roslnctlons will remain In offoct until further study &/or revised roc- 
ornmondatlons resolve Industry & staff concerns 

SILADYJA Commonwealth Edison Co 88/11/23 MURLEY.T E Office d Nuclear 
Reactor nooulalion. Director (Post 87041 1) 2pp 4/690 204 4769G 295 

8012010305 f^rovidos analysis of Reg Guido 1 99, Rov 2, "Radiation Embritllomont of 
Reactor Vo^isel F^otls" for impact on preasuro tomp heatup & cooldown curves con* 
talnerJ In Tech ^ocs.por Generic Ltr 60 1 1 

ntCMTER.M H (Jofiimonwoaltli Edison Co 08/ 11/20 Documonl Conlrol Branch (Doc- 
ument Control Desk) 2pp 47/03 049 47703 050 

0012100056 Provides MSIV tiosign evaluation Uiird progress repl Sargent & Uindy per- 
sonnel preuonlly onsite to review effects of MSIV confrol ays changes on oxistlng sla- 
llon procoduroa Noxt progress repl will bo providod hy 090201 
SfLADY.JA Commonwealth Edison Co 88/12/01 DAVIS, A 8 Region 3, Ofc of Iha 
Director 2pp 47030 354-47030 355 

0012200014 Hequosla review of BWR Owners Group position prior to requiring commit- 
ment to replace analog transmitter trip units circuit boards 

SlUDV.JA Commonwoallh Edison Co 00/12/15 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 2pp 47062.106 47862 199 


Q. Inspection reports, IE Bulletins & correspondence 

8011160211 NRG Info Notico 86-009, "Unauthorized Removal of Industrial Nuclear 
Qaunoa " Svc list end 

CUNNINGHAM.R.E Division of IndusIrlQl & Medical Nuclear Safety (Post 070729) 
06711/22 Consolldatod Edison Co of Now York, Inc OOpp 47700 255 47708.257. 

6011160467 NRG Info Notico 00 091. "Improper Administration & Conlrol of PsychotogI 
cal Toets " Svc list end 

nOSSl.CE Division of Oporational Events Assossmont (Post 070411). 08/11/22. 
Consolidated Edison Co. of New York, Inc lOipp 47700.042 47700 142 

8812010171 Forwards Safety Insp Ropls 59 237/60-22 & 50 249/00-23 on 600910- 
1 122 No violations noted 

CLAYrON.B Region 3, Ofc Of the Dlfoclor. 80/11/25 REED.C Commonwealth 
Edison Co. 2pp 47707 111-47707.132. 

“8812910176 Safety Insp Rents 50 237/08 22 & 60-249/08 23 on 000910 1122 No vio 
latlons noted Major areas inspected TMI action plan r e q ul re monts, ope rational safety 
verification, followup of events & monthly maint observation, 

RING.M A Region 3. Ofc of the Director 08/1 1 /25 30pp 47707.113 47707 132 

8811290930 NRC fnfo Notice 86 093, "Tololhorapy Events " Svc list end 
CUNNINGHAM.R E Division of Industrial & Modical Nuclear Safety (Post 870729) 
B8/12/02 Consolidated Edison Co of New York. Inc 112pp 47811 103 4/011 215. 

88 11290538 NRC Info Notice 80 094, "Potentially Undersized Valve Actuators " Svc list 
end 

flOSSI.CE Division of Oporational Events Assossmont (Post 070411) 00/12702 
Consolidated Edison Co. of Now York. Inc 121pp 47700 143 47708 254 

0812020287 NRC fnfo Notice 00 095, "tnadoquate Procurement Requirements Imposed 
by Liconsees on Vendors " Svc hut end 

ROSSI.CE Division of Operational Events Assossmont (Post 6/0411) 00/12/08 
Consofidated Edison Co of Now York, Inc 1 12pp 47007'191-47007'302 
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R. Parlodfc operating reports & related correapondonce 

dS1219O41'0 MonlWy operating repls for Nov 19=SS for Dresden Urrts 2 & 3W/aft12t>'l 

MAXWELL.DC, EENtGENQURGE Commo/iweallh Edison Co 08/11/30 4lpp 
47860061 47860101 


5. Reportable occiirrencea^ LERs A refated correspondence 

6812280205 LEO 86 018-00 an oaillS.polential wolalron of secondary containment in- 
tegnty occurred due to mgt deficiency Personnel left Interlock inner door open & 
tinabonded Event reviewed w/site conlractof per5onn0lW/B81215Ur 
AMANPAPPA,A, EENIGENBURG.E Ccmimonweallh Edison Co 00/12/15 5pp 
47861 048-470G1 052 


6612070138 Provides addi rnfo re drawing update program ni plant, per 801114 rn^t 
meeting Small bore piping & tubing on selected safety-related & Important lo boful^ 
sys were walked down to verify functionality & develop Isometrics 
CONWAV,W F Florida Power & Ughl Co 00/11/30 Documonl Control BfcitKli 
ment Control Desk) 2pp 47745 242-47745 243 

8612120137 Requests that uhl addresses Generic Ltr 08 17 re loss of DHR rJiinnn ran 
power oporation Industry has not aggressively responded to rosolvo concern foirovying 
Idenlificalion tn Generic Ltr 67-12 

WURLEV.TE Office of Nuclear Reactor Regulation, Director (Post 870411) Gn/I2/ 
02 HUDIBURG,JJ Fforida Power A Light Co 3pp 47780 139-47700 141 

6012120186 Forwards ctirren! schedulo for completion of SPDS items, per NflC 061027 
request 

COIMWAy,WF Florida Power A Light Co 08/12/07 Documonl Coiilrul Branch (Docu 
ment Control Desk) 2pp 47766 185-47786 166 


DOCKEt 50*256 TViOHEV POitlT PLANT, UfHT 3 


F, Sfrcurlty, medical, emergenoy A ffre protectfon plans 

8612160148 Advises that 661130 Rov 15 to physical socunlty plan involves most 
changes consistent w/provisfons of 10CFR50,54(pj A acceptable End info details 
changes which require clarification End wilhheid (ref 10CFR73 21) 

CLINE, W.E ftegfon 2, Ofc of Ihe Director 36/11/30 WOODY, CO Florida Power & 
Light Co 3pp 47816355-47616 357 

6312090125 Revised Emergency Plan Implemanllng Proceburos 20102,20106, 20100 & 

20t10W/eai202 ltr 

CROaS,JE. CONWAY,WF Florida Power & Ughl Co 68/12/02 36pp 47762 311 
47782 346 

88122W352 Revised Emergency Plan fn^plemenling Procedure 26107, 'Firo/Exptosion 
^eraencios." W/6B12t6 Hr 

CROSS, JE, (XtNWAY.WF Florida Power & Light Co 88/12/16 0pp 47860 070 
47666077 


Adjudlcatcrv ccrreapondcnce 

6812140076 Estatlshmont of ASLG Xo preside In proceeding ^ Board esiablished in 
slatad proceeding to rule on petitions for feava to intervono &/or requests for hearing 
A topresldo over proceed! r>g Served on B81205 

COTTER, BP Atomic Safety and Ucensing Board Panel. #4BB 7609 80/11/30 2pp 
47770 109 47770 100 

8812143079 Licensee response to requasl for heanng & petition for feave to Inlorvano 
re license amends for pre&sure/temp limits ' Amends would modify Tech Specs to 
Incorporate revised pressure/temp limit curves Certificate of &vc end 
FflANTZ.S P. Florida Power A Light Co FRANTZ, S P Newman & Holtonger i?40G 
7624 08/12/02 Atomic Safety and Licensing Board Panel 19pp. 4/769 276 
47769 293 

6012166368 Notice of appearance * Advises that author will enter appearance fn pro 
caedeng on behalf of NhC VZ/Cerlilicate ot Sve 

MOORE, J E Assistant Generaf Counset for Hearings ^496 7659 88/12/07 3pp 
47802 207*47802 209 

8612190111 NRC Staff response to request for hearing A petition for leave to interveno 
of Ctf for Nuclear Responsibility A J Lorion • Request for hearing prior to issuance of 
amends should r>ot be grarvted uertiflcate of Sve enef 

MOORE, J E. Assistant General CounaeJ for Hearings. ff4QQ 7640. 88/12/07. Atomic 
Safety and Licensing Board Panel 13pp, 478()f 160-47801*162 

$812270066 Notice of abearance * Acfvises that author will enter appearance fn pro 
ceedifig on behalf of NRC Certiflcale of Sve end 

JEHLE.PA Assistant General Ckiunsel for Hearings #486 7684 88/12/13 3pp 
47672 286 47072 207. 

8312270119 Petitioners response 1o licensee A Staff response to petilfonerP request for 
heerTno A petition for feava to Intervene w/respect to license amends for pressure/ 
temp limits,* Certificate of Sve end 

LORION, J Center for Nuclear rtesponsibiiily. i7408 7709 88/12/14 Atomic Safety 
and Lfeensing Board Panel. 6pp, 47072:155 47872 160 


I. Ffnancial Information 


681222013$ Forwards financfal disclosure info.Includfng 1987 annual 10*K,Sept 1908 
10 Q A util statement of Interns! cash flow excluding retained earnings for 12 months 
ending Sept 1989. per 10CFR140 21 A Reg Guido 0.4. 

CONWAY.W F. Fforlda Power A Light Co. 68/12/14 Document Control Branch (Docu- 
ment Control Desk) 01pp. 47886 19S 47880 285 


P. Operating license stage documartta A correspondence 


6812130193 tnforms of decision not to review utif 860203 proposed licen'^j ninnmlro 
safety Injection accumulators based on listed reasons.lncluding fimitod NHC 
sources 

EDI60N.GE Project Dirodoral© fl 2 88/12/08 CONWAY.W F Florida Pov;er A LlgM 
Co 4pp 47796 013*47796016 

6612130211 Notification of series of meetings between 881212 A ond of Jnn 1009 w/ 
util in RcwkviHe.MD to discuss Tech Spec improvement projecl 
EDISONtGE Project Directorate lf-2 80/12/09 Projoct Diroctoralo 112 2pp 
47792 101 47792 102 

6612100034 Clarifies 881202 discussions w/NRC re drawing update activitios & pro 
videa addI details on activities undertaken to assure accuracy of selected drawl to 
be used wi ccynttol room for restart & subsequent operation o( Ur^tt 3 
CONWAY.W F Florida Power A Light Co 88/12/09 Documonl Control Brnnch (Oocu 
ment Control Desk) 6pp 47030 321*47830 326 

8612200197 Submits requested addi info ro emergency power ays onhancernDfil 
project Projeci will be Implemented in two phases consisting of outage A pro oiit<igo 
aclfvilies to meot Integrated schedule 1990 completion date 
CONWAV.WF Florida Power A Ughl Co 88/12/14 Document Control Branch (Dotu 
ment Control Desk) 3pp 47064:193 47864 195 

6612230027 Application for amends (o Licenses DPR-31 A DPR-41. sopnralinfl curmnl 
requirements for electrical sys Into three subgroups & add moro rostrictivb limilmj 
conditions lor operation for diesel generator operation Foe paid 
CONWAY.W F Florida Power A Ughl Co 88/12/20 Document Control Branch fUocu 
ment Control Dosk) 18pp 47916 007 47916'110 

^6012230029 Proposed Tech Specs re electrical power sources 
• Fforfdo Power A Light Co 86/12/20 26pp 47916.085 47916 1 10 


Q. Inapdctlon reports, IE Bulletins & correspondence 

0811303209 Forwards summary of 860921 meeting re assessment of SALP Rbph liO 
250/80-15 A 60 261/68-15 Corrected pages to SALP ropts also onci 
ERNST,M L Region 2, Ofc of tho Diraclor 08/11/18 CONWAY.W F Florida Power & 
Light Co 39pp 47673 205 47673 339 

-0812050272 Corrected pages to SALP Repts 60-250/00 16 A 60 261/88 15 for Juno 
1087 - June 1988. 

• NRC - No Oo1a«od A1W»a\lon GWsri, 8a/11/1fi 10pp 47673 330 47673.339 

8811300606 Forwards Insp Repis 50-260/08-29 A 60 251/88-20 on 861017-21 Mo vio 
iatlons or devfntlons noted 

DECKER, TR Region 2, Ofc of Iho Director 88/11/18. CONWAY.W F Florida Po-vor 
A Light Co 2pp 47673 223 47673 230. 

-8811300567 fnsp RepIS 50 250/08-29 A 50-251/80-20 on 881017-21 No violations or 
deviations noted. Major areas fnspocted' confirmatory measuromcnl8,PASS & Aug 
1Q8B spent fuel pool spill 

AOAMOV1T2.S S , KAHLE.J B Region 2. Ofc of the DIroctor 80/11/17 14pp 
47673 225-47673*238. 

9011160211 NRC Info Notice G0-O9O, “Unauthorrzsd Removal of Industrial Nuclear 
Gauges ” Sve list end, 

CUNNfNQHAM.R E. Division of fpduatrlaf A Medical Nuclear Safety (Post 679729) 
88/11/22 Consolidated Edison Co of New York. Inc. 99pp 47700 255-47700 257 

8811160467 NRC Info Notice 88 091, "Improper Administration A Control of Psychologl 
cal Tests,’’ Svo fist end 

ROSSf.CE, Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co. of Now York, fno 101pp 47708 042-47708 142 

eB120$a$50 Forwards Insp Repts 50 250/08-28 A 50-251/80-20 on 881003-07 A 
081017-21 A notice of violations 

HEROT,A.R Region 2, Ofc of tho Director 88/11/23 CONWAY.W F Florida Power A 
Ughl Co, 2pp, 47703 161-47703 103. 


&$11230001 Confi-rms 601102 teloon re 061122 meeting to discuss status of perform- 
ance enhancement program A emerger;cy diesel generator upgrade program 
ERNST, M L. Region 2, Ofc of the Director 68/1 1/i0 CONWAY, W.R Fforida Power A 
Ughl Co 2pp 47652 107*47652 10B 


-*8812060051 Notice of violation from fnsp on 081003-07 A 17-21 Violations 
noted'moasures to assure (hat design basis adequately transmillod to procedures A 
fiistfucllons not adequate A failure to establish Insp program for HXs 
HERDT,A.R Region 2, Ofc Of the Director 88/11/23 3pp 47783 163-47703 165. 


8611290010 Notification of 601122 meellng w/uti In Region II ofc to discuss porlorm- 
ance enhance monl program A emergoncy diesel generaloir upgrade program 
CRLENJAK,R.V Region 2, Ofc of the Director. $8/11/10 Region 2, Ofo of (he Dbec- 
lor. tp 47604-1 00*47604:198 


6611290040 Generic Lb 80*20 to all licensees holding OLa A CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Sve list 
end 


CRUTCHFIELO.D Associate Director for Projects (Post 670411). $8/11/23 Consoli 
dated Edison Co of New York. Inc 61pp 47728.303-47729 024 


-8012080054 Insp Repts 50-250/8 0 28 A 60-251/88 20 on 801003-07 A 17-21 Viola* 
lions noted Major areas Inspocled^HK replacement, Insorvice Insp, house keeping mail 
Identification A control A mall control 

KLEINSORGE,W.O , CARHfON.R P , BLAKE, J J Region 2, Ofc of tho Director 08/11/ 
17 1$pp 47783 166*47783 183 

8812060057 Fowards Insp Repts 69-260/88-30 A 50 251/0B-3O on 080926- 1028 A 
notice of vlotfltlon 

REYES, L, A Region 2, Ofc ef (ha Director 88/11/23 CONWAY.W F Florida Power A 
Light Co. 2pp 47750 085-47750 105 
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-8012060050 Notfce of violation f^om insp on 000926 1026 Violation noted audible neu 
Iron flux monitor In control room siloncod by oporalions personnel & RCO attomplod 
to makeup using solely boric add using Section 0 0 of AP 0103 32 
REYES, LA Region 2, Ofc of the Director 00/11/23 2pp 47750 007 47750 008 

-8812060059 Insp Repts 50 250/80 30 & 50-251/68-30 on 000928 1026 Violations 
noted Major areas inspected su/voiUnnco observations, ESF, operational safety venfica 
lion. & facility mods & plant events 

flUTCHCn.RC, MCELHINNEYJ F , SCKENBLI.G A Region 2, Ofc of tho Director 
88/11/23 I7pp 47750 009 47/50 105 

6612060192 Forwards Insp Repts 50-250/00 33 & 50 251/80-33 on 001031- 1104 No 
Violations or doviatlons noted 

HERDT.AR Region 2, Ofc of the Director 00/11/29 CONWAV.WF Hofida Power & 
1 , 19 m Co 2pp 47703 299 47783 314 

-6812060193 Insp Ropls 50 250/08-33 & 50 251/00 33 on 001031-1104 No violalions 
or dovialicns noted Major areas inspected Inscrvlco Insp (ISI) including review of IS! 
plan for oulago for Unit 4 & review of NDE procodurGs 

NEWSOME.RW, BLAKE.J J Region 2, Ofc of tho Director 08/11/22, 14pp 
47763 301 47703 314 

8011290030 NRC Info Notice 80-093, “Tololborapy Events,” Sve fist end 
CUNNINGIIAM.R E Division of fnduslrlal & Modteal Nucloar Safely (Post B70729) 
88/12/02 Consolldnlod Edison Co of New York, tnc i 12 pp 47611 103 47611 215 

8811290538 NRC Info Notice 08-094, "Potentially Undorslzod Valve Actuators " Sve list 
end 

ROSSI, CE Division of Oporaliond Events Assessment {Post 070411) Q8/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47700,143-47700 254 

8812160140 Forwards Insp Repl 50-250/00-35 on 601114-16 No violations or devi 
Qtions noted 

HERDT.A R Region 2 , Ofc of Iho Director 08/12/05 CONWAY,wr Florida Power & 
Light Co 2pp 47632 259-47832 284 

-8012160156 Insp Ropt 50-250/60-35 on 001114 10 No violations or deviations 
noted Major areas inspected onginoored safeguards Intogralod testing & review of pro 
vious enforcemonl matters 

SPARKS.se, JAPE.F Region 2 , Ofc of Iho Director 00/12/01 4pp 47832261 
47032 264 

80120202B7 NRC Info Notice 60 096, ‘'InacfoquAlo Procuromont Roqulremenls Imposed 
by Ltconsces on Vendors " Sve trst end 

nOSSI,CE Division of Oporalional Events Assossrnenl (Post 870411), 00/12/00 
Consolidated Edison Co of New York, Inc 112pp 47807 191-47007 302 

6612200101 Forwards Insp Ropls 50 250/60 34 & 50-251/80-34 on 081031- 1104 & 
notice of violation 

JULIAN.C A Region 2 , Ofc of tito Director 00/ 12/ 15 CONWAY, W F rforidn Power & 
UghlCo 2 pp 4/067 200 47067 290 

-0812200104 Notice ol violation from Insp on 001031 Violation noted Procedure O 
ADM-209 rociuiromenls not adhered to in tfrat NRC inspectors idenliflad sovorol com- 
ponont cooling water sya compononts not tagged w/motal lag within 24 h 
JULIAN.C A Region 2, Ofc ol tho Director. 00/12/15 2pp 47067*200 47067.201 

-8812200167 Insp Ropls 50 250/00 34 & 50-261/80 34 on 601031-1104. Violation 
noted Major areas Inspected mods & doslQii control Inspoclor followup item ro Incon 
alslcnl practices re record retention for completod dosign packages noted. 

JURY.K, GI0GS,R, DELISLE, G A Region 2 , Ofc of thQ Director 00/12/00 7pp 
47067.292 47867 290 


R. porfodfe oparatina reports & related correspondence 

661 1280041 Forwards summary of mgton-shifi weekly repts.por Commission 071019 
order 

CONWAY, WE Florida Power & Light Co 08/11/07 ERNST.ML Region 2, Ofc of 
the Director 36pp 47662 321-47662 356 

6811290141 Forwards mgt on-shifl wookly repts for wk slartlno 801104, par 071019 
order & plant supervisor-nucloar slilft repts 

COMWAY.WF Florida Power & Light Co 00/11/16 ERNST.M.L Region 2 , Ofc of 
the Director 34pp 47663.001-47663.034 

6811290367 Forwards select sys assessment progress summary lor Oct 1900 
CONWAY.WF. Florida Power & Light Co 08/11/23 Document Control Branch (Docu- 
ment Control Desk) 2pp. 47664:213 47664 214. 

8812060114 Forwards mgt on shift wookly ropt for wk starling 661111, per 071019 
order Plant supervisor nuclear shift repts also end 

CONWAY.WF. Florida Power & Light Co, 80/11/23 ERNST.M.L Region 2 , Ofc of 
tho Olrector 94pp 47734*199 47734*232 

881210OQ71 Forwards mgt on shift weekly rept for wk starting 861 11 8, per Commission 
671019 order. 

CONWAY.WF Florida Power & Light Co 88/11/30 ERNST, ML. Region 2, Ofc of 
the Director 29pp 47873 237-47873 265 

8812200131 Forwards summary of mgt-on shift weekly ropt & plant supervisor-nuclear 
shift repl for wk starting 881125 

CONWAY.WF Florida Power & Light Co 60/12/07. ERNST, M L Region 2, Ofc of 
tho Director 31 pp 47064 233 47864 263 

8812200008 Forwards monthly operating status ropta for Nov 1986 for Turkey Point 
Units 3 & 4 & SI Lucie Units 1 & 2 & corrected unit shutdown & power reductions ropt 
for Turkey Point Unit 3 for Oct 1088, 

CONWAY.WF Florida Power & Light Co 00/12/13 Document Contfot Branch (Docu- 
ment Control Desk). Ip 47860 333-47068 349 

■►-8812200013 Monthly operating repla for Nov 1908 for Turkey Point Units 3 & 4 & St 
Lucio Units 1 & 2, 

80NETT,DM> Florida Power & Light Co 08/11/30 16pp 47066 334 4700B 349 

-8812200015 Corrected monthly operating ropt for Oct 1988 for Turkey Point Unit 3 
BONETT.DM Florida Power & Light Co 00/10/31 Ip 47860 350-47008.350 


8 . Reportabte occurrences, LERb ft related correspondence 

0811230276 Special ropt on 081012,13.25 & 28, five fire protection impafrmonls left 
open In exce^is of Tech Specs permitted lime fimils Caused by ellher plant mods or 
equipment mdtnt Plant contini/es to [mplament compensatory measures as applicable 
CONWAY.W r Florida Power & Light Co 88/11/18 Document Control Branch (Docu 
monl Control Desk) 5pp 47651 310 47651 322 

0811289084 LER 66 041 00 on 800201, RHR pumps not In operation, per Tech Spec 
during refuel mo pool fill during previous refueling outage Caused by Inadequate review 
of plant procoaures Admlnlslraliv© Procedure 103 18 revisod.W/OQ1 125 Itr 
GROSS.KW. CONWAY.WF Florida Power 8 , Light Co 80/11/25 4pp 47654 297- 
47654 300 

8012120190 LER 00 026 00 on 801 107, Units 3 & 4 outside FSAR design basis w/ 
regard to hurrmane Hood protection Caused by lack of plant drawings that provide 
clear details of slop logs & inadequate dosign Safety evaluation prepared W/ 88 120 7 

Itr 

LYONS.E, CONWAY.WF Fforida Power & Light Co 08/12/07 6 pp 47709 065- 
47769.060 

8812200203 LER 88 028 00 on 881 1 17, control room venlllatlon sys shifted (0 recircula- 
tion mode white conducting test of Channel B air Intake radiation monitor RAI 
6642 Caused by maladjustment of monitor during calibr fnslfuclion revised W/801214 
Itr 

GROSS.KW. CONWAY.WF Florida Power & Light Co 08/12/14. 4pp 47071 310 
47071.313 


V. Operator Examinations 

812090119 Requests that util provide listed items for requalificatlon program ovaluation 
scheduled for reb & Mar 1080 

JULIAN.C. A Region 2 , Ofc of the Director 88/11/25 CONWAY.W.F Florida Power & 
Light Co 6 pp 47784 338 47704 343 


DOCKET 60-251 TURKEY POINT PLANT, UNIT 4 


F. Security, modlcal, emorgency & fire protection plans 

0812150148 Advises that 881 130 Rev 15 to physical security plan Involves most 
changos cor^slstont w/provlsfons of 10CFRSD54(p) & acceptablo End Info details 
changos which require clarification End withheld (rof t0CrR73 21) 

CLINE, WE Rofllon 2, Ofc of tho Director 08/11/30 WOODY.CO Florida Power & 
Light Co 3pp 47016*355 47016 367 

8812090125 Rovisod Emergency Plan Implomonling Procoduros 20102,20106, 20109 & 
20110W/081202 Itr 

cnoss.j e , CONWAY.W F Rorlda Power & Light Co 88/12/02 36pp 47702 311- 
47702 346 

8812200362 Rovisod Emorgoncy Plan Implomoftling Procedure 20107, "Flre/Exploslon 
Emornonclos ” W/001216 Ur 

CnOSS.JE. CONWAY.WF Florida Power & Light Co 00/12/16 8 pp 47860 070- 
47000 077 


G. Adjudicatory correspondence 

8812140076 Eatabtlshmont of ASLB to preside In procoedina * Board established In 
stated proceodlng to ruto on petitions for leave to intervene &/or requests for hearing 
& to prosido over procooding Son/od on 081205 

COrrER.B P. Atomic Safety and Licensing Board Panel #400 7609 06/11/30. 2pp. 
47770 too 47770 1G0. 

8812140079 Llconseo responso to request for hoaring & petition for leave to Intervene 
ro llconso amends for prossuro/tomp limits * Amends would modify Tech Specs to 
Incorporate rovisod prossure/temp limit curves.Certlflcate of Sve end 
FRANTZ, SP Florida Power & Light Co FRANTZ^SP Newman & Hollzlnger. #486 
7624 80/12/02 Atomic Safety and Licensing Board Panel 10pp. 4776D.27B 
47780 293 

8812190968 Notice ol appearance * Advises that author will enter appearance In pro 
cGodlng on behalf of NRC W/Certiflcalo of Sve 

MOORE, J.E Assistant General Counsel for Hearings. #496 7659 00/12/07 3pp 
47002 207-47^02 209 

6812190111 NRG Staff response to request for hearing & petition for leave to Intervene 
of Ctr for Nuclear Responsibility & J Lorlon * Request for hoaring prior to issuance of 
amends should not be granted Certificate of Svo end 

MOORE, JE. Assistant General Counsel for Hoartngs #488 7640. 00/12/07, Atomic 
Safety and Licensing Board Panel 13pp 47001:150 47801 162 

8812270086 Notice of appearance* Advises that author will ontor appearance In pro- 
ceeding on behalf of NRC Certificate of Sve end 

JEHLE.PA, Aealstanl General Counsel for Hearings #488 7604. 68/12/13. 3pp 
47872.286-47672,287 

88122701 19 Petitioners response to licensee & Staff response to petitioners request for 
hearing & petition for leave to Intervene w/respoct to license emends for pressure/ 
tomp limits.* Certificate of Sve eneP 

LOhIONiJ Conter for Nucloar Responsibility //4BD 7709 00/12/14 Atomic Safely 
and Licensing Board Panel 6 pp 47872.165 47872*160. 


I. Ffnancfal Information 

8812220138 Forwards financial disclosure Info, Including 1987 annual lO-K.Sept 1908 
10'Q & util statement of Internal cash flow excluding retained earnings for 12 months 
ending Sept 1989, per 10CFR1 40,21 & Reg Guide 9 4 

CONWAY.W F Florida Power & Light Co 88/12/14. Document Control Branch (Docu- 
ment Control Desk) 91pp. 47886 195 47886.285 
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p. llcenao otnge documents A corroDpondencs 

88112300t)l Con1:/ma a8n02 toluon ro C8t122 moetinQ lo ddSCusB status of perform 
anco anhancemen! program & emergency dtesol gonorator upgratfo prograin 
ERNST. W L Region 2, Gfc of tfio Diroclor 86/ 11 /to CON WAY, W F Florida Power & 
Ugh I Co 2pp *47652 107-17652 108 

8811290010 Notilication of 801122 mcGltng w/util in Region If ofc lo discuss perform 
ance anhancfimont program A emorgency diosol generator upgrado program 
CRLENJAK.R V Rogian 2, Ofc of the Director 86/11/10 Region 2. Ofc of the Oiroc 
lor Ip ii766d*'196 ffr 664 198 

Generic Ur 88-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilitJes re fndivrdual plant exam for severe accWonl vulnerabilities Svc list 

CRUTCHFIELD, D Associate Director for Projects (Post 070411) 00/11/23 Consoli 
dated Edison Co of Nev/ York. Inc 81pp 47720 393 47729 024 

8012076138 Provides addi Info ro drawing update program at plant, per 801114 mol 
meeting Small bore pipmg & tubing on selected safety related & Important lo safok 
sya were walked down lo verify functionality & develop isomotnes 
CONWAY .WF Florida Poiwer & Light Co &B/11/30 Document Control Branch <Docu 
ment Control Desk) 2pp 47745 242-47746 243 

8812050118 Informs that lAHA riotihod Dept of State that facility deleted from subsirjiary 
arrangement listing per Article 39 (AWl) of US/IAEA Safeguards Agroement A thal 
Condition 3 J of License DPR 41 lo/mlnatod per 10CFR75 41 
EDISON.G E Project Diroctorata II 2 88/12/02 CONWAY.WF Florida Power & Utihl 
Co 2pp 47733 357 47733 356 

8812120137 RequBSlg that util addresses Generic Ltr 60 17 re loss of DHR during non- 
power operation Industry has not aggressively responded lo resolve concern folFowinQ 
Idenllficatlon In Generic Ur 67 1 2 “ 

MURLEYJE Ofl'pe of Nuclear Reactor Regulation, Director fPosl 8704111 68/12/ 
02 HUDIBURG.J J Florida Power & Light Co 3pp 47780139-47760 141 

6812120186 Forwards current schedule for completion of SPDS itoms.por NRC 061027 
request 

CON WAY, W F Florida Power & Light Co 86/12/07 Oocumonl Control Branch (Docu 
monl Conlrot Desk), 2pp 47766 1 05 47786 1 BS ' 

0812130198 Informs of decision not lo review util 880203 proposed license am and ro 
safety injoction accumulators based on listed reasons, Including limited NRC ru 
sources 

EDISON.G E PfO act SB/IE/08 CONWAY.WF Florida Powot S Lkihi 

Co 4pp 4/796013 47766016 

8012139211 NplJfication of series of meetings between 081212 & ond of Jon 1900 w/ 
ulil if^ Hockvill©,MD to discuss Tech Spec Improve ment projoct 
EDISON.G e Project CHroclorata 1(2 66/12/09 Project Directorate 112. 2pp 
4779’2 101-4/782 102 

0812160034 Clahfles 881202 discussions w/NRC re drawing update aclivilios A pro 
vidos addl dotsils on activities undeilaken lo assure accuracy of selected drawlnas to 
be used In control room for roslarl & subsequent operation of Unit 3 ^ 

e-Ch Pocu. 

•SM W V ’Co" 

BClrvitles to meet Integrated schedule 1090 complotion date ^ ^ 

SSnKi (DOCU. 

681 2239027 Application for amends to Licenses DPR-si & DPR 41. saparalina curront 

-8812230029 Proposed Tech Specs ro electrical power sources 

* Flonda Power a Light Co 8A/12/20 26pp 47616 085 47910 no 

0. Inspection reporta, IE Bullellns & correapondencfl 

0B113OO2O0 00-0921 mooting ro assessment of SALP Rents *50 

250/88-1 5 A SO 251 /BB 15 Correch^ pages to sXlP repiratTo one ^ 

ERNST.M.L Region 2, Ofc of the Director 08/11/10 CONWAY W F Florida Pnu/ar A 
light Co 39pp 47673205 47673 339 t t-iorida Power & 

■^igOT?“nl 1038“*“'' *“ ^ '® * 50-251/08 15 lot June 

• NRC - No Detailed Affiliation Qtver> 88/11/18 lOpp 47673 330 47673 330 

' * 60251/66 20 00 681017.21 No ™ 

-8811300567 tnsp Ropts 50-250/88 20 A 50-251/88-2B on 881017-21 No violalloni. « 

47 W3 22^47073 '23^'’**‘^''* ® BB/Un? 14pp 

“eirns“*sKt'oTcl,'*“"“ fl6"-ov*l 0. kKinst™! Noolon, 

CUNNINGHAM.R E Division of Industrial a Medical Nuclear cip,fot„ 

88/11/22. Consolidnled Edison Co ol Now YorMne 9^477% 

- s"?lir.nd"“" “ “*'■ A«"-«on * Conuol ol Poychoiofll 

O/^CCL r* C nn.il(ilnn m 6. ...... i . 


“8'l?oT2UZrrof'M^^^^^ 60 260/88-26 8 50 251/88 20 0,1 8810030/4 
U9h"“^\'’pp"^??8l,^16M7“7V?^^ CONWAY.WF r,o/,dAFon «4 

“8812000051 Notice of vtotation from insp on 8D1 003-07 & 17.21 
noted measures to assure ihat design basis adequately trant.mitlo(J to nroeSJS 
^struclions not adoqualo & failure lo establish insp program for HXs ^ A 

HEnOT.A R Ffuflion 2, Ofc of the Director 08/11/23 3pp 47783 163 47703 165 

-0812000054 Insp Ropts 50 250/00 20 & 50-251/08 20 on 081003 07 & 17-21 WrJ;* 

ISa“Ton 3 l Wr*' '-P.C 0 -uk 4"6 m^J 

‘“notoofwSmn''' ™ S' 60 251/88-30 on 880026 1028 4 

K'-2V“&°647°}5T,o“r'“' CONWAY.WF noddaC««,„l 

-0612039056 Notice of violation from Insp on 08092C 1020 Violation noted aiidihtoniN, 
Iron flux monitor -In control room silenced by oporalions personnel & RCO aitonmKj 
lo rjakeup using solely bone acid using Section 8 0 of AP 0103 32 
REVES.LA Region 2, Ofc of the Director 00/H/23 2pp 47750 087-47750 088 

-8812000059 Insp Ropts 50 250/80-30 & 50 251 /8B 30 on 000926 1026 Vifllitinut 
S^^Ba^yrodVA observe tlons.ESF.operational safely 


1 tho Director 


E^pp^”?73."3"^00 47C°3“^^^ FIOMd6Po.o,i 

'"®P. ^.*.(2’^ S0-260/8B33 & 60-251/80 33 on 881031-1104 No violalmi 

47W3 30U477ed ^ [director 08/11/22 Npp 

®*^CllNM??ruTfcf 093, -Tofelhorapy Events *' Svc fist oncf. 

Of Industrial & Medical Nuclear Safely (Post 6707295 
66/12/02 Conselldated Edison Ce of Now York, fnc 112pp 47811 103 47011 215 

08moO53a NRC Info Nebco 8a 094. -Potonlially Undersized Valve Actualora “ Svc kl 

4^'^,'®'°'^ Oporalional Events Assossmonl (Post 070411) 00/12/0? 
Consolidated Edison Co of New York, Inc 121pp 47700,143 47700 254 

Advises that Steam Generator A (ubo plugged on O01122,por 00102 /-His 

De';'S'tp^78Vo5r;7^2“^^^^^^ 1°““ 

vend^ws““ Procuremanl Roqulronionla ImpoitJ 

c?.^uda^d'Eti!S!; ?/Nrvoi"ir'm'i,rA/ri^ 

®®Jotl^?l)lliotohSn'^' 50 250/80 34 6 60-261/08 34 on 001031- 1104 i 

CONWAY.WF. Florida Po.or 4 

“ A^riuSSi®'* frofTi Insp on 681031 Vrolation noted Procedure 0- 

® ndhorod to in that NRC inspectors idontifiod semol com 

Julian c A within 24 h 

JULIAN, C A Region a, Ofc of tho Director 00/12/15 2pp 47067 290-47807 291 

■“nnS?2 ilSL S®*”® * 50 261/08-34 on 801031-1104 Violation 

InspGclocI moda 8 doslQn control Inspector followup Horn ro (neon 

JUnTrOTOS R doslflf pockogSd 

47867.292r47M7 200^^^ ° ® 80/12/08 7pj) 

n. Pnlodlc oporaling roporls « rolalod corrospondonce 
* wow”'*'" summary ol rngt on-shl« wookly ropla.por Commission 87I0H 

ERNST.ML Roflion 2. Ola Ol 

' cSay P'SP'OSS SS'F'^S'V lot Oct 1988 

ItioKm Dos?) 7pp 4* 864 4?M4 214 ‘°®"^ 

WocTw34pp7%5T90t4773f23?’ ERNST.ML Rogion 2. Olo Ol 

‘"*87l'oiDoldw“”"‘'“ '®P’ “'“'("’H B01118.p6r Commissto 


Oporokona, Evonls Assossmonl (Post i I, .1 "KX" "’8' '®P« s's-Cnc E^IKB.psr ComnV,s«n 

Con«,1,dstod Edison CO. o/^Now Vo, k. Inc loipp 47706042 47706 142.’ lK«^2Vp'“47fl732T7'-4V^^^^^^ ERNST.ML Region 2. Oft of 
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8812200131 Forwards summary of mgl on'Shlft weekly rapt & plant supervisor-nucfoar 
shift rept for wk starting 081125 

CONWAY.WF Florida Power & Light Co 80/12/07 ERNST.ML Region 2, Ofc of 
the Director, 31pp 47064 233 47064 263 

8012200000 Forwards monthly operating status rents for Nov 1900 for Turkey Point 
Units 3 & 4 & St Lucie Units 1 & 2 0 corrected unit shutdown & power reductions ropt 
for Turkey Point Unit 3 for Oct 1908 

CONWAY.WF Florida Powor & Light Co 66/12/13 Document Control Branch (Docu- 
monl Control Desk) Ip 47860 333 47866 349 

-8812200013 Monthly operating repts (or Nov 1966 for Turkey Point Unis 3 & 4 & St 
Lucie Units 1 & 2 

aONETT.OM Florida Powor & Light Co 08/11/30 16pp 47868 334-47860 349 


S Reportable occurrences! LERs Si related correspondence 

GB1123027S Special ropt on 801012,13,26 & 20.fiva fire protection Impairments left 
open In excess of Tech Specs permitted time limits Caused by either plant mods or 
equipment mainl Plant continues to Implomonl compensatory measures as applicable 
CONWAY, W.F Florida Power & Light Co 80/11/18 Document Control Branch (Docu* 
menl Control Desk) 5pp 47651*316 47651 322 


V. Operator Examinations 

8012060119 Requests that util provide listed items for requalificatlon program evaluation 
scheduled for Fob & Mar 1069 

JULIAN, C A. Region 2, Ofc of tho Dlroclor 88/1 1/25 CONWAY.W F Florida Powor a 
Light Co 6pp 47764 338 47784 343 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


F Security! medfcalj emergency & (Ire protection plana 

8812140211 Advi^ea that llcenseo 8811 10 update to physical security plan classified as 
proprietary Info.por 10CFR2 799(d)(1) 

MuRRAY.B Region 4, Ofc of the Director 06/12/06 WILLIAMS, F New Mexico, Univ 
of, Albuquerque, NM. 2pp 47821 104 47821.105 


DOCKET 60-264 QUAD-CITIES SIATION, UNIT 1 


F. Security, medical! emorgoncy & fire protection plans 

6812160130 Ack receipt of 861110 Ur In responso to NRC 880920 Ur describing labor 
relations allogation ro adverse Impact on guard force suparvisors due to tormlnatlons 
of two supervisors & tack of corporate mnl support 

NORELILTs.C.E. Region 3, Ofc of tho Director 80/12/02 nCED.C Commonwealth 
Edison Co 2pp 47826 290 47626 202 

-8812160181 Forwardn responso to allegations ro security activities Response v^lthhold 
(ref 10CFR2 700). 

BLISS, H E Commonwealth Edison Co 06/11/10 DAVIS, A B, Region 3, Ofc of tho Dl 
rector ip 47826 202-47026 202 

8812130050 Forwards results & conclusions of omergoncy oporating procedures Insp 
Repts 60 264/D6-20D A 50-265/08-200 on 600718 29 Insp idontifiod facility not 
having complete understanding of omorgoncy procedures development process 
HOUHAN.Q M Division of Reactor Projocta * III.IV.V A Special Projects (Post 
870411). 80/12/05 REED.C Commonwealth Edison Co 9pp. 47790.140 47790 184 

-6812130051 Emergency Operating Procedure lny> Ropta 60-254/6Q-200 & 50 265/08 
200 on 06O716-29.MaJor areas Inap compared Rev 4S of BWR Owners Group emer- 
gency procedures guidelines to plant specific lochmcaf guidelines 
VANDENBURGM.cf. KONKLIN^E , hAUGIINEY.C J Division of Reactor Inspection & 
Safeguards (Post 870411). eo/l 1/21 36pp 477B8.14G 47708 184 

8012190365 Forwards Safely fnsp Repts 50 254/06-28 A 60-285/06-27 on 001001- 
1 203 & notice of violation 

CLAYTON, B. Region 3, Ofc of the Director 86/12/13 REED.C, Commor^woalth 
Edison Co 2pp 47850.208 47050 223 

-8012190376 Inap Repls 50-254/88-26 & BO 2G5/88-27 on 681001-1203 Violations 
noted Major areas inspected plant operations, radiological CQntrolS!malnt/ 
8urvoillance!om0fgency preparedness, security & enginoering/technicaf support 
RING.MA Region 3, Ofc of the Director 86/12/13 13pp. 47650.211 47850 223 


P. Operating license stage documenta & correopondenco 

8811290129 Application for amends to Llconsoa DPR-20 fi DPR‘30,doleting snubber 
listing w/Tech Specs Section 3/4.7 0 & rof to hydraulic anubbors which aro no longer 
used at plant in safety related applications Foe paid 

JOHNSON,! M Commonwealth Edison Co 88/1 1/15 MUHLEV.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 67041 1} 2pp 47650 214-47660 237. 

-6811290131 Proposed changes to Toch Specs .deleting snubber tables & rot to hy- 
draulic snubbers 

* Commonwealth Edison Co. 86/11/16. 22pp, 47G5D 216 47G50 237 

6812070033 Application for amends to Licenses OPR-29 A DPR-SD.changing Intervals 
at which local leak rate tests of MSI Vs performed from 18 to 24 months Fee paid 
JOHNSON.IM Commonwoatlh Edison Co 88/11/16. MURLEY.T.E. Document Con- 
trol Branch (Document Control Desk) 2pp 47746 343 47745*340 

-8812070034 Proposed Tech Specs re survoillanco requiremente & leak rate testing of 
MSIVs 

* Commonwealth Edison Co 68/11/16. 4pp 47745 346 47745-340 

6811220055 Forwards Rev 62 to QA Program Topical Rept CE-1-A.por 861110 roquosl 
SHEWSKI.WJ Commonwealth Edison Co 80/11/17 MULLER.DR Project Director- 
ate 1 1 1-2 1p 47063 063 47663 066 


8811230025 Notifies of lypo in Pago 2 of IM Johnson 061110 Itr re ulil commitment for 
providing indication for reactor waier level In order to meet NRC Reg Guide 1 .97.Cor- 
reel value for Reg Guide 1 97 compliance is "n 57 '' 

JOHNSON.IM Commonwealth Edison Co 88/11/17 MURLEY.TE Office of Nuclear 
Roaclor Regulation, Director (Post 670411) Ip. 47651 323-47051 323 

8812120020 Forwards revised Tech Spec pages replacing Attachmanl 1 in its entirety & 
reflecting changes resultant from hydrogen waier chemistry program.per 800916 sub- 
mittal of proposed llconsa amend Rev incorporates addi info & corrects typos 
JOHNSON.IM Commonwealth Edison Co 88/11/18 MURLEY.TE Of fico of Nuclear 
Reactor Rogulalton, Director (Post 87041 1) 2pp 47797 335 47797 340 

-8B12120021 Proposed Tech Spec Pages 3 1/4 1-3,3 1/4 1 8,3 1/4 1-9. 3 1/4.1-10,3 2/ 
42 6 & 3 2/4 2-11 

• Commonwealth Edison Co OB/1 1/10 12pp 47707.337-47797 340 

8011280040 Generic Ltr 86-20 to all Hconsoes holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for sovore accident vulnerabililios Sve fist 
end 

CRUTCHRELD.D Assoclato Difoclor for Pro]GCls (Post 070411) 86/11/23. Consoli- 
cTalod Edison Co of Now York, Inc Oipp 4772B 303 47729 024 

8012010305 Provides analysis of Reg Guido 1 99, Rev 2, "Radiation Embrittlement of 
Reactor Voaaet Matts" for Impact on prossuro-tomp heatup & cooldown curves con- 
tained In Tech Spocs.per Generic Ltr 68-1 1 

RICHTER, M.H Commonwealth Edison Co 80/11/28 Document Conlrol Branch (Doc- 
ument Control Desk) 2pp 47703 049 47703 050 

6812070243 Requosls FR publication of notice of consideration of Issuance of amends 
to Licenses DPR 29 & DPR-30 & proposed NSHC determination & opportunity for 
hearing on 861 1 16 request ro rev to Tech Spec 4 7 A 2 d 2 concerning MSIVa 
ROSSJ Projocl Directorate 1 11-2 08/12/01 NRC - No Detailed Affiliation Given 6pp 
47748 349-47746 354 

6812070030 Roquests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-29 & DPR-30 & proposed NSHC determination & opportunity for 
hearing on 600916 & 1118 requests to change Toch Specs to hefp reauco IGSCC 
nOSSJM Project Direclorato III-2 86/12/02 NRC • No Detailed Affiliation Given 
7pp 47746 236 47746 244 

6812200014 Requests review of BWR Owners Group position prior to requiring commit- 
ment to roplaco analog Iransmlltor trip units circuit boards 

SILADV,J,A Commonwealth Edison Co 00/12/16 MURLEY.TE Office of Nuefoar 
Reactor Regulation, Dlroclor (Post 070411) 2pp 47062 196 47862 109 


Q Inspection reports, (E Bulleltno A correspondence 

0811200014 Forwards response to NRC 661021 Hr ro violations noted In Insp Repls 60 
254/00-16 A 50 265/00-15 Corroc live actions wiro landed per drawings & mod tost 
for Mod M4-2-00 06A successfully completed. 

BLISS.H E Commonwealth Edison Co 88/11/21 Document Control Branch (Oocu 
monl Control Desk). 5pp 47664 001*47684 005 

0611300037 Responds to NRC 061020 Itr re violations noted In Insp Ropta 50-254/GO 
21,50 254/67-11,60 266/06 21 & BO 265/07-11 & proposed imposition of civil penally 
In amount of 3150,000 Corrective actions AMP splices repaired & Installed 
OELGEORQE.LO Commonwealth Edison Co 00/11/21 LIEBERMAN.J Ofc of En- 
forcomont (Post 070413) 4pp 47696132-47606 335 

8811300041 Responds to NRC 061020 Itr ro violations noted In fnsp Repts 50 264/06 
21,50 254/87*11,60 266/06 21 A 60 265/87-1 1 re use of unqualified AMP nylon Insu 
lalod bull spllcos In GE FOI containment ponolrallon enclosures at facility 
FIELDMAN.J Sldloy & Austin 08/11/21 LIEBERMAN.J Ofc of Enforcement (Post 
970413), Opp 47060 253 47660 261 

0811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges*' Sve list end 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
8B/11/22 Consolidated Edison Co of Now York, Inc 99pp 47700 255 47708 267 

B0 11 180467 NRC Info Notice 88 091, "Improper Admlnistralion & Control of Psychologi- 
cal Tests. *■ Sve list end. 

ROSSI, CE. Division of Operational Evonis Asseasmenl (Post 870411) 88/11/22 
Consolldatod Edison Co of Now York, Inc lOIpp 47708.042 47700 142 

8811290163 Submils supplemental response to IE Bullolin 64-03, "Refueling Cavity 
Water Seal *' Util confident In ability to ensure safe & effective plant condition during 
refueling outage 

JOHNSON.I.M Commonwealth Edison Co. 88/1 1/22 MURLEY.TE Office of Nuclear 
Reactor Regulation^ Director (Post 070411) 4pp 47640 255 47649,258. 

8812020198 Forwards Safety Insp Repts 50 254/86 05 & 50 265/66 05 an BG6BO0 
1028 Unrosolved items identifiod bolng reviewed for potential enforcement actions, 
GREGER.LR Region 3, Ofc of the Director 00/11/28 REED.C Commonweafth 
Edison Co. 2pp 47717.205-47717*218 

-8812020201 Insp Repls 60-254/80-05 & 50 28S/B8 05 on 860608 1028. Violations 
noted Major areas inspected licensee action following idontificatlon that Iodine removal 
design basis used in control room habtlability differs from Tech Spec 
GILL.CF. QREGER.LR Region 3. Ofc of tho Dlroclor 66/11/20 12pp 47717.207- 
47717 218 

8812020240 Confirms plans for 690104 public meeting at plant visitor cir to present 
SALP 7 rapt for plant Appropriate corporate & plant mgt representation encouraged to 
attend meeting to ensure mutual undorslanding of NRC Issues & findings. 
GREENMAN.EQ Region 3, Ofc of tho Director 80/11/20 REED.C Commonwealth 
Edison Co 2pp 47721.003-47721 094 

8812080222 Forwards SALP 7 Board Repts 60 254/86 01 & 60-265/88 01 for Apr 1007 

• Sept 1900 

DAVIS, A 0 Region 3, Ofc of the Director 80/12/01 REED.C Commonwealth Edison 
Co 3pp 47765 187 47765*226 

-8812080224 SALP Repts 50 2S4/0O 01 & 50 285/86 01 for Apr 1987 • Sept 1966 

• Region 3, Ofc of the Director. 80/12/01, 39pp 47765 190-47755 228 
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0811290030 NPIC Info NoUce 98-093, “Telolhefepy Events ” Svc list end 
CUNNINGHAM.P E Division of Industnal 8 Medical Nudear Safety (Post 870729) 
68/ 12/02 Consolidated Edison Co of Now York. Inc 112pp 47811 103 47811 215 


9011290530 NRC Info Notice 88-094, "PotenHalty Undersized Velwe Aclufllora’' Svc list 

RcJsSLCE Division of OperaUonal Events Assessment {Post 870411) 88/12/02 
ConsolkJated Edison Co of New York, Inc 121pp 4770B143 47708 254 


8012130050 Forwards results & conclusions of emergency operating procedures Ingp 
Repls 50 254/80*200 & 50 265/98*200 on 860716*29 Insp identified facility not 
having complete understanding of emergency procedures development process 
HOLAHAN,Q M OivTsion of Reactor Prolecis - fll.lV.V & Special Projecla (Post 
870411) 88/12/85 REED,C Commonwealth Edison Co 9pp 47798 140 4779B'184 


0012060120 Ack receipt of 891101 Ur requesting change to plant sito emoigcf),-y 
plan, specifically, change to min shift staffing guidefinos Changes will not docreaso / 
fectivenoss of emergency plan although some items need clarification 
QREGER,LR Roflfon 3. Ofc of the Director 09/11/28 HOFFMAN, DP Consumers 
Power Co 2pp 47743 014 47743 015 

8012070140 Revised emergency impfemenling procedures, consisting of Rev 20 to cow 
holders list, Rev 21 to Index & Rev 13 to App G, "Emergency Tolophono NiiinkrB 
Augmer^talion List " 

* (5)nsumer5 Power Co 80/11/29 t3pp 47746 308 47746 320 

8812140219 Rav 2 to Attaclimonis 1,2,3 & 4 to Emergency Plan Implemonting Piece 
dure El 15 2, ''Communicallons Test " 

• Consumers Power Co 08/11/29 6pp 47912 063*47812 006 


--0812130051 Emergency Operating Procedure Insp Repts 50*254/88 200 & 50 265/88* 
200 on 880718 29 Waior areas irvsp compared flev 4S of BWfl Owners Group omor* 
gency procedures guldofenes to plant specific technical gufdelmds 
VANOENBURGH.C . KONKLIN.J E , HAUGHNEY.C J Oavisfon of Reactor Inspection 8 
Safeguards {Post 870411) 86/11/21 36pp 47798 149 47798 184 

8812020297 NRC Info Notice 88 095, ‘Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svc list end 

ROSSI.CE Dtvision of Operational Events Assessment (Post 870411) 88/12/08 
Consolidated Edison Co of New York. Inc 112pp 47807191-47807 302, 

8612190343 Forwards Safety Insp Repts 50 254/86 27 a 50 265/88 28 on 881114- 
1213 a notice of violation 

MILLER.HJ Region 3, Ofc of the Director 88/12/13 REED,C Commonwealth 
Edison 2pp 47855029-47855 043 

-0812190346 Notice of violation from insp on 6811 14*1213 Viotallon noted failure to 
provldo adequale testing for environ qualification of electrical equipment Important to 
safety 

MILLER, HJ Region 3, Ofc of the Director 88/12/13 Ip 47855 03 1 47855 031 

-8812190350 Insp Repts 50-254/88*27 & 50 265/68-26 on 881114*1213 Violations 
noted Ma[or areas inspected instrumentation sys for assessing plant conditions during 
8 following accident & licensee aclron onprovfousJy idenlified 10CFR50 49 finding 
GAUTAM,AS, GARDNER, RN Region 3, Ofc of the Director 68/12/13 J2pp 
47355 032*47355,043 

0B121OO38S Forwards Safety Insp Repts 50-254/68'26 & 50 285/66 27 on 801001* 
1 203 & rvotPee of viotatron 

CLAYTON, B* Region 3, Ofc of the Director 68/12/13 REED.C Commonwealth 
Edison Co 2pp 47850 206*47850 223 

-0012190370 Notice of violation from Insp on 6B1 00 M203 Violation noted Instrument 
air dryer relumed 1o svc w/o> reviewing epplicabte drawing, resulting in improper shut 
off of svc air supply to instrument air heador 

CLAYTON.B Region 3. OfC of the Director 68/12/13, 1p 47650 210 47050 210 

-8612190370 Insp Repls 50 254/08-20 & 50-265/66*27 on 661001-1203 Violations 
noted Major areas Inspected plant operations, radiological controls,nnaint/ 
surveillance, emergency prepared ness, security & engineering/tochnical support 
RING, M A Region 3, Ofc of the Director, 88/12/13 13pp 47850 211 47650 223 

S812270202 Forwards affidavit of PM Hoizman suppojtina util rosponse to NRC 081020 
noltca of violation & proposed civil penalty re use of AMP nylon-insulated butt splices 
at plant, per listed Insp repts 

FIELOMANJ SWIcy & Austin 88/12/19 LIE0ERMAN.J Ofc of Enforcement (Post 
870413) 4pp 47927.130-47027.133 


8B12140223 Rev 8 to Section 0 of site emergency plan 
RIDLEY, J Consumers Power Co 88/11/29 16pp 47913 336 47613 350 

8812140225 Rev 0 to Pago 3 of Emergency Plan Implementing Procoifuro CM? 
"Search & Rescue Team Responsibilities " 

* Consumers Power Co 88/11/29 2pp 47011 271-47811 272 

8812050226 Submits addi info In response to IE Insp Repl 50 265/06 2? lo lire 
protocllon Commitment to carry portable lanterns withdrawn 
SMEOLEY,RW Consumers Power Co 80/12/01 Documont Control Branch (Docu 
mont Control Desk) 2pp 47733 156 47733 157 

B8120B006D Responds to 800415 requoat for add! info re NUREG O737.llom 1110 6 
"Reactor Coolant Pump Trip " Emer^ncy oporaling procedures onci 
SMEOLEY,RW Consumers Power Co 88/12/01 Documont Control Branch {I tocu 
ment Control Desk) 1 1pp 47740 334 4774 1 039 

“B8 12090076 Bov 1 to Emorgoncy Operating Procoduro EOP 1 0, "Std Post Tup Ac 

SMITH, DH Consumers Power Co 88/00/11 23pp 47740 345 47741 007 

8812090260 Advises that Rev 7 to suitabllity,train[ng 9 qualification plan consishvil w/ 
provisions o1 10CFR50.54tp> & acceptable 

GRCGER.LR Rogion 3, Ofc of the Director 88/12/01 JOHNSON.nn Coii'.unwfs 
Power Co 2pp 47702 277-47782 278 

0812120243 Rev 8 to Section 5 of site emorgency plan 
KOZUP.CS Consumers Power Co 08/12/06 3^>p 47705,313-47705 345 

B8 12 120254 Rev 9 to Section 4 of site emergency plan 
OAWSON.M. KOZUP.CS. RJDLEY.J Consumers Powor Co 00/12/C6 Hfp 
47708 262-477a6'275 

8812210100 Revised emorgoncy plan Implementing procoduro&.consistirm of Rov i!2 Co 
"General Ofc Rosponso Team/Emergoncy Operations racliily (EOF) Procodvrns 
Index" & Rov 2 to App H, ‘'General Ofc Emorgoncy Planning FOE Irnininq Mnlm 

* Consumers Power Co 88/12/13 3pp 47802 069 47602 071 


P. Operating license stage documents & correspondence 

6811290467 Revises util 801219 commltmont mado In rosponso lo NUREG 07a7.ilom 
1 0 2, "Shift & Relief Turnover Procedures " Util will maintain ays which ovniimio's c? 
fecliveness of shift & relfof turnover procedure on porlodlc basis 
FRISCH.aR Consumers Power Co OB/1 1/21. Documont Control Branch (Doliiiucm'I 
Conirof Desk) 2pp 47651 199-47651 200 


n. Periodic operating reports & related correspondence 

8812190389 Forwards listing of changes.lests & exporfmonts completed for Nov 1096 
ROBEY, R. A Commonwealth Edison Co. 88/11/26 Office of Nuclear Reactor Reaula 
tk)n, Direclor (Post 670411) 17pp 47B52 097 47Q52 113 

8812200010 Monthly operating repts for Nov 1968 for Quad Citios Nuclear Power Sla* 
lion Units 1 & 2 W/861 1 28 11r 

DEELSNYDER,L , ROBEY.R A GJommonwoallh Edison Co 60/11/30, 37pp. 
47870 348 47871 023 


DOCKET 60-255 PALISADES NUCLEAR PUNT 


F, Security, medical, emergency & lire protection plans 

8811200116 Rev 2 to Emergency Implementation Procedure El 1 5 2, "Corrimunicallona 
Test 

flRUNET.JR, OAWSON.M Consumers Power Co 88/07/20 5pp, 47654 052* 
47654 066 

8812010190 Rev 0 to Emergency Plan fmplemenlalion Procedure EM 2,3. ‘‘Search & 
Rescue T earn Rosm nslWlitles " 

POFfp.W.L, nOGERS,D.W Consumers Power Co. 68/11/16 5pp 
477ft,‘i noa 477na no? 


6811290479 Discusses impact of Reg Guido 1 99, Rev 2 on onnrallons in rosponso to 
Generic Mr 80-11 

SMEPLEY,n,W Consuniers Power Co 68/11/21 Dorumoni Conirol Brnncti fDacu 
mont Control Desk) 2pp 47B50 130 47650 140 

6B11280O4B Genoric Ur 66 20 lo all Ifcensoea fiolding OLs & CPs for nucloor poAcr 
reactor facilities re Individual plant exam for sovoro accident vulnorabililios Svc I M 
end 

CRUTCHFIELO.D Associate Diroclor for Projocis (Post 070411) 60/11/23 {'oiis')li 
dated Edison Co of New York, Inc 81pp 47720 303*47720 024 

6811290506 Forwards correction to Amend 116 to Liconso DPn-20.ndding IlmllnlK^ns on 
plant operations w/fess than 4 reactor coolant pumps opornllng Rovi‘50d Tech Spre 
Pago 3*1 b correcting error end. 

WAMBACH.T.V Project Directorate III 1 00/11/23 BFRRY.X W Conoumar'i f'e/.r^ 
Co. 3pp 47640 1 94 47640*197. 

—8B1 1290511 Errata to Amend 110 to License D PR •20,rG vising Tech Spec lo add Imli 
lions on plant operations w/loss than four reactor coolant pumpn oncrnlinq 
' Project Direclorale III-1 88/11/23, Ip 47648.197-47640 197 

8812050231 Forwards preliminery "Analysis of Reactor Prossuro Vessel real riimrico 
for Palisades Nuclear Plant Through End of Cycle 8," par 800309 commiUiionirifw 
re neulron source filo noted In rept Revised rept will bo submittod by 090401 
SMEDLEY,nW. Consumers Powor Co 08/11/30 Documonl Control Branch (Dotu 
monl Conirol Desk) 2pp 47720 067-47720 068 


8012010196 Temporary Change Notice TCN El 88 001 to Pages 3.4 & Allachmonts to 
Rev 16 to Emergency ImplemaalalJon Procedure El-1, "Aclwallon of Site Emergency 
Plan/Emergency Classification- “ ^ 

477030^-4^03 039^“*' KOZUP.CS Consumers Power Co. 68/11/17 lipp, 

^^J|W0143 Forwards Safety Insp Repl 60-255/06-25 on 881013*11 14 No violations 

SlcfcS'‘?pp wTt" 95.47701 HOFFMAN.OP. Consup,p« 

— B612020144 Insp Rept 50*255/68*25 on 681013*1 li4,No viotations noted Mnlor 

flndIngB.operaJar 

QURGesS.B L Region 3, c5fc of tJw Director 86/11/21. lipp 47707,197-47707 207 


"-8812050233 Preliminary “Analysis of Reactor Prossuro Vessel Fast Fluonco for Po^i 
aades Nuclear Plant Through End of Cycle 6 " 

• Consumers Power Co 00/1 1/30 61 pp. 47720 069 47720 130 


9812080069 Responds to 860416 request for addI Info re NUREQ 0737, llom ilK35 
'Reactor Coolant Pump Trip " Emorrancy operating procedures end 
SMEDLEY.RW. Consumers Power Co 86/12/01 Documonl Conirof Branch (fMu 
mont Control Desk) lipp 47740 334-47741 039 


•6812060078 Rev 1 to Emorgency Operating Procedure EOP t 0, "Std Post* lop Ac 
tions,” 

SMITH, BH Consumers Power Co. 88 / 00/1 1 23pp 47740 345*47741 007 

■B8 12060009 Rov 0 to Englneenng Analysis Worksheet EA-RJC-OO 01. "Calculalron of 
^p Accuracies for Rosemount Transmillers During Small Break LOCA," 

* Consumers Pov/er Co 88/11/22 Bpp 47741 >008-47741 015 
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-8012060097 Rqv 0 lo Enginoering Analysis Worksheet EA A-PAL 80 020, “Calcutalion 
of Loop Accuracy During Various Accident Scenarios Radiation Monitoring " 

* Consumers Power Co 88/11/22 13pp ^7741 016-47741 028 

-BB12060101 Rov 0 lo Engineering Analysis Worksheol EA-RJC 80 03, “Instruction 
Loop Accuracy Calculations - PCS Temp Loops ” 

* Consumers Power Co BO/11/22 lipp 47741 029-47741 039 

6B120S0114 Requests that util address Generic Ltr 08-17 ro loss of DHR during non 
power operation industry response to Generic Ltr 07-12 deficient in areas of proven 
tion of acccldent initiation & mitigation of accidents 

MURLEY.TE Office of Nucloar Reactor Regulation, Director (Post 070411) 88/12/ 
02 MCCORMICK, WT CMS Energy Corp 3pp 47756 359 47750 361 

8B1 20801 50 Confirms 001208 meeting In Region til ofc lo dicuss iicensee actions re 
081028 Hr & plant personnel conlamrnallon ovonts,por 801129 telcon 
GnEENMAN,EQ Region 3, Ofc of tho Director 08/12/02 HOFFMAN,DP Consum- 
ers Power Co Ip 47754 070-47754 078 

8812120076 Forwards corroclod Pago 2 to util 881201 Ur ro response to NUREG- 
0737, Item II K 3 5 ro reactor coolant pump trip Correct statement is "nommal post-trip 
steam generator pressure expected In range of 000 psia to 980 psia " 

SMEDLEY.RW Consumers Power Co 08/12/06 Document ConUol Branch (Docu- 
ment Control Desk) 2pp 47780,168-47700 169 

8812200312 Advises that Implomonlalion of fitness for duty program doscrlbod In util 
880928 ltr appropriate 

NORELIUS.CE Region 3. Ofc of the Director 88/12/09 HEINS, G L Consumers 
Power Co 2pp 47860 351-47860 353 

•»8Q 10070105 Forwards response to fitness for duty allegation analyzing allegation & ad 
dressing actions taken End witlihefd. 

JOHNSON, D D Consumers Power Co 80/09/28 Documont Control Branch (Docu- 
ment Control Desk) Ip 47868 353 47060 353 

0812160107 Forwards Amend 110 to License DPR-20 & safety evaluation Amend de- 
letes steam generator differonliQl pressure limit from lech Specs 
WAMBACH.T V Project Directorate 111 1. 08/12/12 BERRY,KW Consumers Power 
Co 3pp 47073 334 47073 342 

-8812180109 Amend 119 to Licenso DPR -20 .deleting steam generator difforonlial pros 
sure limit from Tech Specs 

QUAY.TR Project Dlroctorato 111-1 80/12/12 4pp 47073 337-47073 340 

-8812180110 Safely evaluation stipporting Amend 110 to LIconso DPR-20 

* Office of Nucloar Roactor Regulation, Director (Post B70411) 00/12/12 2pp 
47073 341-470/3 342 

8812220168 Informs of change ol completion date for both panel & wiring diagram veri- 
fication & drowlng update oiforts by end of first quarter of 1991 
FRISCH, R R Consumers Power Co 00/12/13 Document Control Branch (Documonl 
Control Desk) Ip 47903 180 47003 180 


O. Inspection reports, IE Bulletins & correspondence 

881 1300262 EN 08 102 on 001 1 23, notice of proposed imposition of civil penalty In 
amount of $1 50,000 will be Issued to licensee Action based on violations of roquiro- 
menls for environ quafificalion of certain items of electrical equipment 
WONQ.H, LIEBERMAN.J Ofc of Enforcement (Post 070413) 00/11/18, Ip 
47070 360-47670 360 

0811160211 NRC Info Notice 88 000, “Unauthorized Removal of Industrial Nuclear 
Gauges “ Sve list end 

GUNNINGHAM.n E Division of Industrial & Medical Nucloar Safety (Post 870729) 
88/11/22 Consolidated Edison Co of Now York. Inc 99pp 4770B 265-47708’257 

8811180467 NRC Info Nolice 88 001, "Improper Administration & Control ol PsychologI- 
cut T6sts 3vc list 6ncl 

ROSSI, C.E Division of Oporalional Events Assessment (Post 870411) 00/11/22 
Consolidated Edison Co of Now York, Inc lOIpp 47700 042-47/08142 

8S12020143 Forwards Safely Insp Repl 50-255/80 25 on 801013 1114 No viofalions 
noted 

AXELSON.WL Region 3, Ofc of Iho Director 08/11/22 HOFFMAN,DP Consumers 
Power Co 2pp 47707- 105-47 70 /•207 

-BB12020144 Insp Ropt 50 255/00-25 on 801013-1 1 14 No violations notod Major 
areas Inspectod-quartorly mgt meeting, followup on previous Insp findlngs.operalional 
safnly,malnt,survo!llanco & physical security 

BURGESS, B L Region 3. Ofc of Itio Director 06/11/21 lipp 47707 197-47707 207 

8811300534 Fonvards notice of violalion & proposed imposition of civil penalty In 
amount of $150,000 Violation basod on failure to specify appropriate performance re- 
quirements & to conduct appropriate testing of electric equipment 
OAVIS.AB Region 3. Ofc of the Director 68/11/23 HEINS, G L Consumers Power 
Co 6pp 47673 249 47673 204 

”8811300540 NollcG of violation d proposed ImposUlon of civil penally in amount of 
$150,000 Violation noted as of 88l20Q,util failed to mmhfy listed equipment designated 
Important lo safely by approprialo lesling or testing & analysis 
DAVIS.A.B Region 3, Ofc of the Director 80/11/23 6pp 47673 254 47673.204 

0812050226 Submits add! info in response to IE Insp Ropt 50-255/86 22 re fire 
protection Commitment to carry portable lanterns withdrawn 

SMEDLEY.RW Consumers Power Co 88/12/01 Document Control Branch (Docu- 
ment Control Desk). 2pp 47733 166 47733-157 

8811290030 NRC Info Notice 88 093, "Telelherapy Events “ Sve list enri 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
06/12/02 Consolidated Edison Co of Now York. Inc 112pp 47811 103-47011-215 

6611290538 NRC info Notice 08 094, “Potentially Undersized Valve Actuators,” Sve fist 
enc! 

ROSSI.C E, Division of Operational Events Assessment (Post 070411) 88/12/02 
Consolidated Edison Co of New York. Inc 121pp 47708 143-47700 254 


8812020287 NRC Info Nolico 88 095, “Inadequate Procurement Requirements Imposed 
by Liconsees on Vendors " Sve list end 

ROSSI.C E Division of Operational Evente Assessment (Post 070411) 08/12/00 
Consolidated Edison Co of Now York, Inc 1 12pp 47007 101-47807 302 

8012160073 Forwards Safely Insp Ropt 50-255/88-10 on 880016-1110 Isolated viola 
tion noted ro valve fineup procedure Description of how util methodology meets re- 
quirements specified in lOCFRSO.App J should be submitted 
MILLER.HJ Region 3, Ofc of the Director 88/12/00 HOFFMAN, D P Consumers 
Power Co 2pp 47834 337 47034 357 

-‘88121S0075 Insp Ropt 50-255/88 19 on 080816 1 118 Violation noted Major areas 
inspected licensee actions on previous insp findings, containment Integrated leak rale 
tost (CILRT) & CfLRT performance witnessing 

MENDEZ, R. PHILLIPS.MP Region 3. Ofc of the Director 00/12/08 10pp 
47834.330 47834 357 

8612220308 Forwards “Second Interval Inservico tnap Program.Class 1,2 & 3 Compo 
nonts & Supports " Foe paid 

FRISCH,RR Conaumors Power Co 88/12/19 Document Control Branch (Document 
Conirol Desk) 2pp 47004.054-47894 318, 

”8612220323 "Second Interval Insetvice Insp Program.Class 1,2 & 3 Components & 
Supports “ 

OINNINGTON.W A Consumers Power Co 80/12/12 400pp 47094 056-47094 310 


R. Periodic operating reports & related correspondence 

8812140261 Monthly operating rapt for Nov 1900 (or Palisades Nuclear Piant W/fl01205 
hr 

PACKARD.GC, GORALSKI.G Consumers Power Co 08/11/30 5pp 47000 214- 
47800 216 

8612220029 Forwards corrective work order backlog & open control room deficiencies 
for Oct & Nov 1080 Next ropt will bo submitted in Fob 1089 covering Dec 1088 A Jan 
1009 

JOHNSON, 0,D. Consumers Power Co 08/12/16 Document Control Branch (Docu- 
mont Control Desk) 2pp, 47003 003 47903.064 


8. Reportable occurrences, LERs & related correspondence 

6811280019 LER 88 013-01 on 080823, control room HVAC declared inoperable for fall- 
ing to meet accoplanco cnloria Caused by electrical ponolrations in conirol room floor 
being opened for oulago mods W/8611 17 Ur 

K02UP.es. JOHNSON.DO Consumers Power Co 88/11/17 9pp 47654 105- 
47654 113 

8012050065 Part 21 ropt ro potential for counterfeit MaBoneitan valve parts being sup- 
plied to commercial nucloar faciiitios All idontiftod parts from plant named in 88 1021 
ropt sogrogatod A replaced Indopondont Invostigotlon undorway 
ALLENiw.T Dresser Industries, fnc 88/11/18 GRIMES, B Division of Roactor In- 
spoclion & Safeguards (Post 07041 1) 2pp 47723 103-47723 104 

0811290140 Trip ropt of 081020 site visit re nonconforming parts received from Sample 
Wobtrol (or Masonoilan valves Related Info end 

QUILLEN, J Qonoric Communications Branch 08/11/23 BER LINGER, CH Generic 
Communications Branch 8pp 47650,238-47650 245 

8812020220 LER 80-020 00 on 601027,BS-found lift pressure of pressunzer safety valve 
RV-1039 oxcoodod Tech Spec limits. Cause unknown & under Invosllgallon Rv-1030 
dlsassemblod, inspected A adjusted & valve disc replaced W/80t128 ltr 
KOZUP.CS, JOHNSON, B.D. Consumers Power Co 88/11/28 4pp 47707 239 
47707 242 

8012020167 Fonwards ropis of nonradlological NPDES permit vioiollons for 8 month 
period of Moy-Oc1 1088 

JOHNSON, BD. Consumers Power Co 88/11/20 Documont Conirol Branch (Docu- 
monl Control Desk) 2pp 47722 003 47722 089 

-•0812020187 NPDES noncompllanco notification on 0G0516,rouline sample of turbine 
sump olt separator lank 141 analyzed & reported to bo 24 mg/L Caused 
undetermined Quarterly routine cleaning of oil separator M-lfl occurred between 
sample & analysis time. 

FOBES.n L Consumers Power Go 88/05/23 MORLEY.F Michigan, State of 2pp 
47722,005 47722 080 

”8812020190 NPDES noncompllanco notification on DB0616,TRC al discharge rose to 
0 3 mg/I Caused by higher than normal amount of sodium hypochlorite Inadvertently 
added during chlorination of cooling tower A UN will evaluate causes. 

FOBES.R L Consumers Power Co 88/06/20 2pp 47722 007-47722 089 

0812050317 LER 86-031 -01, on 86001 2,polential common mode problem ro excessive 
vibration & resultant failure of containment air cooler sys Identified Caused by 
overlubncation Fan motor bearings replaced & procedures rev) sod .W/88 1201 Hr 
KOZUP.CS. FRISCH.RR Consumers Power Co 88/12/01 6pp 47740 172- 
47740' 177 

8612060105 LER 86 040-03 on 881217 & B6D021,CRD seal housings tested had posi- 
tive dye penetration indications Caused by Iransgranular stress corrosion cracking C E 
contracted to perform destruclive exams W/8012D2 Hr 

KOZUP.CS, JOHNSON.BD Consumers Power Co 00/12/02 6pp 47743 070 
47743'076 

0812130126 LER 88 021-00 on 8B1 104, several spurious unexplained sve water pump 
trips occurred Caused by original relay settings which did not account for motor sve 
factor rating Protective relays reviowea W/eoi205 Hr. 

KOZUP.CS, JOHNSON.BD Consumers Power Co 88/12/05 6pp 47794 344- 
47794 340 

8612200134 PNO-III 88-007 on 881205, tube leak identified In Steam Generator BUnlt 
shut down Outage planned to repair leak & perform other maint, Including roplacomonl 
of primary coolant pump seal & repair of primary safety valve leak 
BURGESS, B , AXELSON.W Region 3, Ofc of the Director. 80/12/06 Ip 47868.146 
47860 146 



30 DOCKETED ITEMS 


6812200139 PNO III 88 101 on 881 207, uW & Bechlel announced srgning 0l agreemonls 
fOf jonlly owned company lo acqujro faciHty S \o resotvo oulslandinq claws associal 
ed w/Midland Nuclear Plant const projocLState of Ml will be informed 
BUR6ESS.B , AXElSON,W Region 3, Otc of Oie Director 88/12/08 1p 47870340- 
47870 34£> 


8812020185 Forwards Amends 158,154 & 129 to Llconsos DPR-33,DPR 52 a DPR 
ea respectively & safety ovaliialion Amond changes definitions of mode of 
opofatyons.cofe alteration & reactor conditions 

euACK.S Ofc of Special Projects 88/11/10 WHITE, S A Tonnessoo Valley Authority 
2pp 47710'17l 47710335 ^ 


8812140047 lER 80-015 01 on 680903, fuel bundle obseryed hanging from bottom of 
upper guide structure Caused by bundle adhering lo guide pins Romamder of fuel bw 
dies In core visually inspected W/SB 1209 It/ 

KOZUP.es, JOHNSON, BD Consumers Poiver Co 88/12/09 8pp 47814 181- 
47814 163 


y. Operator Examlnallona 


-8812020188 Amends 158,154 & 129 to Lfeensos DPfl-33,DPn 52 & DPR 66 
resp^Noly.ctvangiag definitions of mode of oporalfon,coro ollernllon & roaclor condi' 
Ivona for (ao^Wfy 

BUCK.S Ofc of Special PfojGCtS 88/11/18 155pp 47710 173-47710 327. 

-0812020191 Safety evaluation aupporting Amends 1 58, 154 & 129 to Liconsos OPR 
33.DPR-52 & DPri*68,rGSpGCtivoJy 

* Ofc of Special Projects 88/11/10 8pp 47710 328 47710 335 


6012210176 Informs lhat wruten & operatng requalifcation exams scheduled for wk of 
890417 Ucenseo requested to provide items listed In End 1 at lease 60 days prior to 
exam date 

WRIQHT.GC Region 3, Ofc of the Director 88/12/14 HOFFMAN.DP Consumers 
Power Co 8pp 47875 292 47875 299 


6812080235 Forwards Amends 159,165 & 130 to Uconses DPn-33,DPR-52 & DPR 
ea.respoclively & safety evaluation Amond wilt add ASME Soctlon Xl pump & vaWo 
prr^ram dertnltloa & ctumao applicable tosling froquonclos lo rof dofinitfon 
0LACK,S Ofc of Special Projects 08/11/22 KINGSLEy.OD Tonnessoo Valloy Au 
Ihority 2pp 47755 047-47755163 


DOCKET 50'259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


Fh Security, medical, emergency & fire protection plans 

88 11300164 Forwards add! info to resolve certain App R draft SER open itoms,per 
670323 request M^n steam relief vaNes have two stated shutdown luncuona 
GflJOLEY,RL Tennessee Valley Aulhonty 87/06/22 Document Control Branch 
(Document Control Desk) 12pp 47676001-47676012 

8612160091 Fofwarda "Browns Ferry Nuclear Plant Annual Exercise Scenano 1968," 
per 84101 1 request Exercise scheduled for wk of 680919 
QRIDLEY.R Tennessee Valley Aulhonty 8B/0B/04 Rogior» 2, Ofc of the Director Ip 
47831 245-47832 243 


-0B12O6O243 Amends 159,155 & 130 lo Liconsos DPR 33,PPR 52 6 DPR 68, 
rospeclively, adding ASME Soefion XI pump 8 valvo program dofmllion & changing ap 
plJcable tooting frequencios to rof definition 

BUCK,S Ofc of Special Projacta 08/11/22 113pp 47755 040-47755 161 

-8812880246 Safety evaluation supporting Amends 169,155 £« 130 to LIconaes DPR 
33,DPR 52 & DPB-6G,rG8p8Clivoly 

• Ofc of Special Projects 80/11/22 2pp 47765 162 4/755 163 

8811280048 Generic Hr 08 20 to Off liconsoes holding OLs & CPa for nuclear power 
reactor faclliliGS re individual plant oxam for sovero accident vulnGrabilitlos Sve list 
end 

CRUTCRF(ELO,a Associate Director for Projocts {Post 870411) 88/11/23 Consoli 
dated Edison Co of Now York, Inc 81 pp 47720 303 47729 0?4 


'*6812160096 “arowns Ferry Nuclear Power Plant Annual Exercise Scenario 1988 

* Tennessee Valley Authority 88/06/02 400pp 47831 246 47632243 

881 1290512 Informs that requested info supporting App R audit rescheduled & vnlJ be 
providod by 890209 

GRlOLEY.R Tennessee Valley Authority 88/11/22 Documonl Control Branch (Docu 
meat Control Desk) 3pp 47650078-47650080 

8812140029 Forwards safety evaluation of ficensoe 860101 & 680404 submittals ra 
10CFR50,App R shutdown analysis Proposed safe shutdown capability satisfies re 
qulremonla based upon NRC 881021 approval of exemptions lo App R 
BLACK.se Ofc of Spooal Projects 88/12/08 KIN0SLEy,OD Tennessee Valloy 
Authority 2pp 47799 245 47799 265 

-6812140033 Safety evaluation aocopling util App R submittal as applied to adequacy 
of minimum safe shutdown sya 

• Ofc of Special Projects 88/12/08 19pp 47799 247-47799 265 

8812200232 Advises that 861014 Rev 88-2 to radiological emergency plan consistent 
w/pfanmng sids of 1 0CFR50 47(bj & acceptable Change re meteorological equip 
ment not consistent w/Reg Guide 1 23 v ^ k 

OECKERiT R Region 2, Ofc of the Director 86/12/12 TUCKER, H B Duke Power Co 
2pp 47868302-47868 303 

8812200079 Forwards replacemenf pages to 870611 Rov 8 to physical socunty/conlin- 
gency plan Enel withheld (rof 10CFR73 21) ^ 

GRIOI^Y.R Ttorwssee Valley Airthonty 88/12/13 Document Control Branch fOocu 
roent Control Desk) 2pp 47862 200 47862 201. 


8811300510 NotiflcalJOn of 001130 mooting w/ulfl in Rockviilo.MD for prosontalion on 
Issue fosolullon for fuel roloadjncluding coblo soparallon 

WORAN.OH Ofc of &ioclRl Proiocts 8a/tl/2l BLACK, S Ofc ot Snoclal Prolacts 
12pp 47677 001-47677 092 ‘ 


8812010324 Forwards add! info ro moderate onorgy lino hraak ovalualion, per NRC 
861017 fOQuesl 

GRIDELY.R, Tennossoe Valloy Authority 68/11/29 Documonl Control Bronch (Docu 
menl Control Desk) 3pp 47710 097-47710090 


8612060088 Advises that Rog Guido 1 99, Rov 2 molhorfology has no Immodinto irnpact 
on plant operations, pof end evaluation of plants for Qonorlc Ltr 08-11. *’Nnc Poston 
Embfitilemenl of Roaclor Vossol Malls & Jmpncl on Plant., " 

QRIDLEY.R Tonnosseo Valley Authority. 68/11/30, Documont Control Branch (Docu 
mem Control Desk) 20pp 47762 203 4775P-222. 

6812060112 Requesls withdrawal of Tech Specs 224 ro 10GFn50,Apn J & 250T declar- 
ing control room emorgoncy vonitlation ays inoporabloTompornry Toch Spec amend 
omorgoncy venljlaiion sya will bo submitlod by 801 230 
GRlDLEY/t Tennessee Valloy AuOiofity, 88/12/02 Documonl Control Brancfi (Docu 
ment Control Desk) 3pp, 47743 076-47743 078 


06i2U7PUbii concurs w/approach lo wilhdraw first sol of survolllnnco spocimons from 
reactor voase) at end of oach unit cycle or approx 0 EFPY of oporalion.bul roquiros 
su^olllance program be dovolopocJ from 8 EFPY capsule 

Projocts 60/12/02 KINGSLEY, OD. Tonnossoo Valloy 
Authority 3pp 47746 202 47746 204. 


661216 ltr 

Authoniy 88/12/16 86pp 

SLTatti; 

'^122^0273 Rw 1 to "Radlok»vcal EmeiMncy Plan" 

Tennessee Valley Authonty 88/12/07 tipp 47907.065-47907075 

^^*^^0276 Rev 3 to Emergency Plan Implementing Procedure BFN>EP|P.l, Atlach- 

* Tenrwsseo Valley Authoniy 86/12/16 ip 47907076 47907076 

P, Operating llcenee lUge documents ft correspondence 


6812120068 Sunimary of 801130 maellng w/ulil In Rockviilo.MD ro cable 
foparajpa Atlondanco roster ft viewgrophs onci 

47785 260*47785^7 Proloc‘8, 06/12/06 Ofc of Spocial Projocls 15pp, 

audit schodulotl for 801219-20 

toWnwSiTinWl, X'NGSLEVAD tonnossoa Valloy Au- 

evaluation ot liconsoo 060t0i & 800404 submliials ro 
“ shutdown analysis, Proposed safo shutdown capability satisfies ro 
Si aWS ?- 0^81021 opprovaf of oxomptlons to App R 

KINfisLEy,OD Tennossoo Valloy 

08(121 roquost fof addi Info on cabla ampacity 

P'-’S'""’ 


Fon^rds Amends 160,157 & 131 lo Licenses DPR*33DPflS5 a ni>i 

Iw WHTE.SATonn.cse,V«llayAathon 


-M12130150 Amends 160,157 ft 131 to LIcensea DPminDnjio t 

w/cones^4 Sf 

BLACK, $ Ofc of Special Projects 88/1 1/28 33pp, 47798 250 47798'282. 


OTMaasiryMla,"'"'" (p«*' ^o^") <»/ii/ 28 2pp 


ouireS fl Licenses OPR-33.DPM-62 ft DPn.68, adding re 

8-MM6 lo Toch Spec9,requIrjfio Impfomonlatlon of program lo monitor 


Spec8,addinfl Roqulromonl 1 0 MM 6 to roquiro Implemon 
rennossoeVaffey Authority 09/12/00 11pp 4701 4.044-4781 4.054. 

radiation ambmilomont of reactor vossol 
If' Rev 2 to Ron Guide 1.90 

p' Rppp'p' P™l®p'p 



0012200177 Requests tomporary exemption from GDC 17 ro Glocirical cable 
separation Exemption requested for lirnilod time period betwoen fuel reload & 
restart Feo paid 

GRIDLEY.R Tennessee Valley Authority QO/12/15 Doctjmont Control Branch (Oocu 
men! Control Desk) 12pp <17008 054 47068 065 

8812230017 Provides clarification to statomonts contained in util 881109 submittal on 
lant DCRDR Review concluded that human ongmeormg discrepancy rrot required to 
e correclod before restart 
QRIDLEY.R Tonnossoe Valley Authority 80/12/ tG Doctimenl Control Branch (Docu 
ment Control Desk) 2pp 47914 351 47914 352 

8B12270210 Summarizes NRC sonioi rngt 801206-07 meetlnos re review of perform 
ancG of operating nuclear power plants licensed by NRC Public mooting scheduled for 
001221 to roviow results of latest meeting of NRH managers 
STELLO.V Ofc of the Executive Director for Operations 00/12/16 KINGSLEY.OO 
Tonnossoe Valley Aulhority 3pp 47926 273 47926 275 

6012270104 Forwards Site Director Sid Practice SDSP 16 B, *Tuso Control," dofmlng 
requirements for controlling procuromont, lr>stQllation & malnl of oloctricat 
fuses Suhmlital completes response to NRC 001123 request lor Info ro fuse prograre 
GRIDLEY.n Tennessee Valley Authority 00/12/20 Document Control Branch (Docu- 
ment Control Desk) 2pp 47920 036 47926 140 

-8012270107 Site Director Std Practice SDSP-lbO, 'Tuso Control " 

• Tennessee Valloy Authority 00/12/16 103pp 47026030 47926 140 


Q, Inspection reports, IE Bulletins & corroepondonce 

0612220101 Forwards Environ Qualification Insp Repts 50-259/Q8 11, 50-260/08 11 & 
50-296/00-11 on 000509 13 Insp reviewed implornonialion of program foi eslahllshlnfl 
& maintaining qualification of oloclric aquipmenl within 10CFR50 49 
RICHARDSON, S D Ofc o1 Special Pfoiools 86/09/01 WHITE.SA Tonnossoe Valley 
Aulhority 3pp 47004 319 47094 344 

-6612220106 Insp Rents 50 259/00 11,50-260/08 11 & 60-296/80 11 on 080509- 
10 No violations noted Major areas inspected Implementation for ostablishlng & main- 
taining qualification of oloclric equipment within scope of 10CFR50 40. 

HUBBARD.GT, PIEnSON,RC Ofc of Special Projocls 00/08/?b 22pp 47094 322- 
47094.344 

6812270244 Forwards Team Insp Repts 50 259/60 07,50 260/00 07 & 60 206/08 07 
on 080410-22 No violations nolod NRC concludes that Rov 4 of plant doslgn basolino 
& vorificalion program Incorporates dosirod calculation 

RICHARDSON, SD Ofc of spocial Projects 00/00/08 WlllfE.SA Tennossoo Valtoy 
Aulhority 4pp 47926 337 47027 025 

-8812270245 Team (nsp Rents 50-259/00 07,50 260/06 07 & 50-206/00 07 on 
800416-22 No violations nolod Major areas inspected plant doslgn bnsotlno & vorifica 
Non program. 

GEORQIEV.QD, IIAW.B D Ofc of Special Projocls 00/08/31 4Cpp 47026 340 
47027 025 

6609290002 Forwards proprietary "Browns Forry Nucloar Plant Safety Sye Functional 
Insp Emergency Equipment Cooling Water Sys.RHR Sve Water Sys'* Rocommonda 
lions for obsorvniions being prepared Ropt withheld (rof 10CFR2 790) 

QRIDLEY.R L Tonnossoe Valloy Authority 00/09/23 Documonl Control Branch 
(Document Control Desk) 2pp 46990.250 46990 25/ 

8612220212 Forwards Welding Team Insp nepls 50 250/00-13,50-200/00-13 & 50- 
296/88 13 on 080516 27 & 0606 10 NRb findings in general agroomont w/fosulla of 
util welding project Phase II rept 

RICHARDSON.S D. Ofc of Special Projects, 08/10/03 WHITE.S A Tonnossoe Valloy 
Aulhority 3pp 47602'101 47802 143 

-861222D216 Insp Repts 50-269/80-13,50 260/08-13 & 60-296/80-13 on 080516-27 & 
0606- 10. No significant dovialions from rosulls r^ortod In util Phase II ropt 
noted Major areas Inspected Info In util Phaso II ropt & engineering calculations 
GEORGIEV.G B , LIAW,B D . MCLELLAN.T Ofc of Special Projocls 80/09/22 30pp 
47892.104-47092 140 

8812050294 Advises that NRC 080817 commiimonl to perform Insps prior to fuel reload 
postponed until Fob 1989 

RICHARDSON.S 0 Ofc of Special Projects 80/11/21 WHITE.SA Tonnossoe Valley 
Authority 2pp 47740 001-47740 092 

0611160211 NRC Info Notice 00 090, '’Unauthorized Removal of Industrial Nuefear 
Gauges Sve hat end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 070720) 
88/11/22 Consolidated Edison Co of New York. Inc 99pp 47700 265 47700 267 

8811160467 NRC Info Notice 86 091, ''Improper Administration & Control of Psychologi- 
cal Tests *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) OB/11/22 
Consolidated Edison Co of Now York, Inc lOIpp 47708 042-47700 142 

6811300140 Responds to NRC 081025 Itr ro violations noted in Insp Repts 50-250/00 
21,60-200/00-21 & 50-296/00-21 Corrective action gonoric reviews comptoted at 
plant & conrocllve action procedure revised to rostruclure generic review 
GRIDLEY,R, Tonnossoe valley Authority. 00/11/23 Document Control Branch (Docu 
ment Control Desk) 7pp 47660 206-47660 202. 

6612010166 Forwards V Stello 001117 Itr to all util executives ro presence of NRC In 
spector at plants, rev to enforcement policy & proposed enforcomonl actions for oper- 
ator Inattenlivonoss at Peach Bottom 

BLACK, Sc Ofc of Special Projecis 00/11/23 KINGSLEY, 0 0. Tennessee Valley 
Aulhority 3pp 47709.256 47709 309 

-8612010108 Advises of new rules re announcing presonco of NRC inspector at power 
plant, rev to NRG enforcement policy effective on 001014 & proposed enforcement 
action for operators at plant 

STELLO.V Ofc of the Executive Director for Operations 00/11/17. Philadelphia Elac- 
tficCo 35pp 47709.261-47709 309 

8812090006 Ack receipt of 801007 Hr Informing NRC of steps taken to correct violations 
noted in In^ Repts 50 250/00-16. bO 260/08-16 & 50 296/60-16 
MCCOY, FR Ofc of Special Projects 00/11/20 KINGSLEY, OD Tennessee Valley 
Authority 2pp 47702 190 47702 199 


0612090018 Ack receipt of 881000 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50 259/07-33, 60-260/07-33 & 50-290/07-33 
MCCOY, F.R Ofc of Special Prolocls 00/11/28. KINGSLEY, O D Tennessee Valley 
Aulhority 2pp 47762 315-47762-316 

8812090074 Ack receipt of 801021 Ilf informing NRC of steps taken to correct violafions 
noted In Insp Repts 50 259/08 16, 50-260/66-10 & 50-296/08-16 
MCCOY, FR Ofc of Special Projocls 00/11/28 KINGSLtY.OO Tennessee Valley 
Authority 2pp 47761 123-47761.124 

0012090114 Ack receipt of 800420 & 0602 llrs Informing NRC of steps taken to correct 
violation noted In Insp Repts 50 269/08 02, 50 260/08 02 & 50-296/00 02 
MCCOY, FR Ofc of Special Projocls 00/11/20 KINQSLFY.OD Tennossoo Valley 
Authority 2pp 47775 095 47775 096 

0812020265 Forwards ref purchase order numbers & dates for suspoctod purchases by 
util of Class IE components or sves from Planned Mairil Sys, Inc for appropriate 
aclion.per NRC Info Notice DO 019, ‘’Questionable Certilicalion of Class IE " 

BLACK, SC Ofc of Special Projects 88/ 11/29 KINGSLEY, OD Tennessee Valloy 
Authority 6pp 4/722 060-47722 073 

8011290030 NRC Info Notice 88 093, "Teletherapy Events " Sve list end. 
CUNNINGHAM,n.E Division of Industrial & Medical Nuclear Safety (Post 870729) 
60/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47811 215 

8811290530 NRC Info Notice 08 094, ''Potentially Undersized Valve Actuators '* Sve fist 
end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47708 143-47700 254 

8812020207 NRC Info Notice 00 095, ‘’Inadequate Procurement Requirements Imposed 
by Ltconsoos on Vendors '' Sve list end 

ROSSI,CE, Division of Operational Events Assessment (Post 970411) 80/12/08 
Consolidated Edison Co of Now York, Inc 112pp 47807 191-47007.302. 

0812140167 Application for amends to Llconsos DPR 33,DPn.52 & DPR-C0, adding re- 
quirement 1.0 MM 6 to Tech Specs, requiring Implementation of program to monitor 
piping mado of austenitic stainless stool per Gonoric Ltr 00-01 Fee paid 
RAY.MJ Tennossoo Valley Authority. 08/12/09 Documonl Control Branch (Docu- 
monl Control Desk) 3pp 4/814 041 47014 054 

-8012140169 Proposed Tech Specs, adding Roqulromonl 1 0 MM 6 to require Implemen- 
tation of tnson/lco Insp program to morritor piping made o1 austenitic slalnloss slael 
per Gertoric Ltr 80 01 for indications of IGSCC 
* Tonnossoe Valloy Aulhority. 08/12/09 1 1pp 47014 044-47014 054 

0B12200351 Forwards Insp Repts 50 250/00-20,50 260/08-20 & 50 296/00-20 on 
080005-30 & notice ol violation 

MCCOY, FR Ofc of Special Projects 08/12/09 KINGSLEY, 0 0 Tonnossoe Valloy 
Aulhority 2pp 47060 1 13 470G0 130 

-0012200353 Notice of violation from insp on 080905-30 Violations nolod failure to 
adequately correct discrepancy botwoon as built plonl configuration & omergoncy 
equipment cooling water Drawing 1-47E05g-1 until 880222 
MCCOV.F R Ofc of Special Projocls 88/12/09 2pp 47068 115-47868 116 

-8012200355 Insp Ropls 50 259/00 20,50-260/00 20 & 50 296/00-28 on 800605- 
30. Violations « unresolved iloms noted Major areas Inspected operational 
safety, survolllanco observations, ays return to svc.ROs & restart test program 
CARPENTER.D R , LIHLE.W.S Region 2. Ofc of the Director 88/12/09 22pp. 
47060 117-47068.130 


R. Periodic operating reports & related correspondence 


8811300008 Monthly operating repts fer Oct 1980 for Browns Ferry Nuclear Plant Units 
1.2 8c3W/801t2fllr 

CRAWFORD.JD, CAMPBELL, QQ Tennessee Valtoy Authority. 08/10/31. 70pp 
47702 167-47702.236 


S. Reportable occurrences, LERs & related correspondence 


8812120010 LER QD 023 00 on OQOOtO.ground water entering pump room through sub- 
terranean pipe penetration observod.Caused by efforts to furthar compact ground for 
support of largo crane.Water tight seat being designed W/000916 Itr 
JONES.SB, CAMPBELL.GG Tennessee Valley Aulhority 88/00/16 Bpp. 
47769 122-47709 120 

8811300070 LER 80 035 00 on 80 1021, unplanned actuation of control room emergency 
ventilation sys occurred Caused by procedural inadequacy Operating Instruction for 
CREV revised to describe how to reset initiation toglcW/001121 Hr. 

JONES.SB Tennossoo Valloy Authority, 06/11/10 6pp 47696 296-47690.301 

0812010024 LER 00-041 00 On 80 1028, radiochemical fab analyst failed to perform com 
pensototy sampling required by Tech Spec 3 2 0 because raw cooling water effluent 
radiation monitors out of-svc Caused by porsonnol error.W/601125 Itr 
NAVE.E D . CAMPBELL,G G Tonnossoe Valloy Aulhority 00/11/21 4pp 47702 324- 
47702 327 


0812200145 LER 80 039 00 on B81 01 7, standby gas treatment exhaust detected coming 
out of offgas dilution fans inlets Caused by design error made In original plant 
design Procedures that govern design process upgraded W/001216 Hr 
JONES.SB., CAMPBELL.GG Tennessee volley Aulhority 00/12/15 4pp 

47071 285-47871 ‘280 

8812200222 LER 88 030-00, on 601 01 7, discovered that min Set of oleclrlcal calculations 
not available to confirm technical adequacy of plant electrical sys & compliance w/ 
regulatory requirements Caused by design fai(ure.W/a8121b Itr 
JCjNES.SB, CAMPBELL.GG Tonnessflo Valtey Authority 88/12/15 6pp 

4787 1-3 14-4787 1 310. 



32 DOCKETED ITEMS 


Ml 220024 4 LEfl 88-034'OOon 68t0}6,discoverod that Ccnditjon Adverse to Ouality 
Repl BFP871062 initralfy detemifned to be reportaWe actually vf&s foportabfe Caused 
by made^^uata design of sys A arrangement of oqurpmenl in generator roornW/ 
881215 ftr 

MEADEKE. CAMPBELL, GG Tennessee Valley Authority 68/12/15 4pp 

47880219 47660 222 

Ut22100$f lER 68-036-00 on 6810l8,unanaly7ed conditions identified. Involving over- 
foa<^r>g of diesel generators & violation of 10CFRSO.App K Caused by inadequate 
design corirol & program review Accident signal logic reevaluated W/861215 Itr 
WILCARD.se . CAMPBELL.GG Tennessee Valley Authority 68/12/15 Spp 
47875 123 4787S 127 

6812210074 LER 88 037 00 on 6610ie,cfjscrepancles mvoKnng design & seismic qualifi 
cation of HVAC duct work identified Caused by inadequate design catena & fnad 
eq^le review of exisbng cnierla Stress analysis conducted W/681 21 5 Itr 
MEAOEXE, CAMPBBLL.GG Tennessee Valley Authority 86/12/15 Spp 

47868 104-47888 108 


V Operator Examlnallona 

6811290270 Informs that NRC vnll administer requaliricalion exams in order to evaluate 
requalificatwn program Administration of requafrfication exams to alJ Group JV opera- 
tors at that time also Intended 

PARTLOWJG Ofc of Special Projects 88/11/21 WHITE.SA Tennessee Valley Au- 
thonty 3pp 47663 358 47663 360 

6812160041 Forwards request for addi Info listed in ref mall requirements 8 for licensed 
seniof reaclof operator from both operations depi 6 training dept to be representa* 
tivas for exams 

MCCOY,Fn Ofc of Special Profects 88/12/01 KINGSLEV.OD Tennessee Valiev 
Authonty 7pp 47832 345-47632 361 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


-8812130160 Amends 160,167 & 131 to Llconsos DPR-33,DPR-62 & DPR 68 
respectively, replacing all water level rets to top of active fuof w/ corresponding rof to 
vessel zero 

BLACK.S Ofc Of Special Pro/ecls 00/11/28 33pp 47790 250-47790 202 

'-8812130174 Safety evafualion supporting Amends 160,157 & 131 lo Licenses DPR 
33,DPR-62 & DPR 6D,fOSpectlvDly 

* Office of Nuefoar Reactor Regulation, Dlroctor (Post 870411) 08/11/20 aon 
47790 283 47798 284 


6012020185 Forwards Amends 168,154 & 129 to Licenses DPR 33, DPR 52 & DpR 
88/especltvely & safely ovafuatfon Amend diarigos definitions of mode q( 
operations, core alteration & reactor condilions 

BLACK,S Ofc of Special Profecls 00/11/10 WHITENS A Tennosseo Valiev Autlmritv 
2pp 47710 171 47710 335 ^ 

-'8812020160 Amends 158,164 & 129 to Licenses Dpna3,DPn-52 & DPR 68 
respeclively.changing delinilions of nriode of operation, core alteration & reactor condi’ 
Irons for facility 

BLACK.S Ofc of Special Pfo|0Cl3 80/11/18, 1B5pp 47710 173 4/710 32? 


-8812020191 Safety evaluation supporting Amorids 158.154 & 129 to Licenses DPR 
33.0PR-52 & DPR-68.respGct<voly 

* Ofc of Special Projects 88/1 1/18 Opp 47710 320 47710 335 


8812020181 Forwards Amend 166 to License DPn-52 & safely evaluation Amend con 
cerns RWCU plpelrench temp sensor 

BLACK.S Ofc of Special Projects 08/11/21 WHITE.SA Tennessee Valley Aulhontv 
3pp 47718 056 47718 070 ^ ^ 

-8812020274 Amend 156 10 License DPfl.52 ro RWCU plpotrench temp sensor 
BLACK.S Ofc of Special Projects 08/11/21 Opp 47710 059 47710.067 

-8812020276 Safety evaluation si^porllng Amend 166 to License DPR-52 

Nuclear Reactor Regufnllon, Director (Post 070411) 00/11/21 Spe 
47710 068-47718 Q70 


F. Security, medical, emergency 6 fire protection plans 

Forwards addl Info to resolve certain App R draft SER open Item$.p0f 
have two staled shutdowr> functions 

GRIOLEY.RL Tennessee Valley Authonty 87/06/22 Document Control Branch 
(Document Control Desk) 12pp 47676 001*47676 012 

881218^1 Forwards "Browns Ferry Nuclear Plant Annual Exercise Scenario 1988/’ 
gw B41011 requesiExercise scheduled for wk of 880919 
47^w[l4 ^7832^243®® 88/08/04 Regior^ 2, Ole ol the Director tp 

-W 12 160096 "Browns Ferry Nuclear Power Plant Annual Exercise Scenario 1986 ’’ 
Tennessee Valley Authonty 88/06/02 400pp 47831 246 47832243 

requested Info supporting App R audit rescheduled & will be 

GRIDLEY.fl Tenneswe Valley Authority 88/11/22 Document Control Branch fDocu 
ment Control Desk) 3pp 47650 078-47650 080 ‘ 

evaluation of licensee 860101 & 880404 submittals re 
shutdown capability satisfies re 
W *^^9 approval of exemptions lo App R 
teiy® app“477fe477* KIN^StEY.OD Tenn«»ao Vall^ 

“ Wiled lo adequacy 

* Cric of Spedaf Projects 88/12/08 19pp 47799247-47799 265 

‘^unveonse. 

WMef/or " 

* Id CHCC-EPIP-S 4 Rw 2 to & EPIP^ 

47906 Valley Authonly 86/12/16 86pp 

•*« 12210273 Rw 1 to ’'Radiofogfcal Emergency Pfan " 

Tennessee Valley Authonty 88/12/07 llpp 47907065 47907 075 

-^2210276 Rev 3 lo Emergency Plan (mplcmenling Procedure BFN EPIP-l. Attach- 
•Tennessee Valley Authonty 88/12/16 ip 47907 076-47907 076 

P. Operating llcanaa stage documanla & correspondence 


Jlem3,per 


addl info lo resolve certain App R draft SER ooen 

GRIDLEyT Tama’sa? W “dJS? 1“^. watcoTiTOm'ajrXSSV “V® lnoparable:Tempo™ly'''rech Spic imanc 

(Documam Control Qask) 12pp 47676W7676T2 '^">«>l Branch GRIOLEY^ TonnS vKZtalW/l2/nf . ,r^ 

MSi30143 Forw^da ““"I ^ Wo76“4%“c)70 C°"'™l Branch (Ooou 

ftA ^ fo Ucensea DPR-ss hpr m jl hdd 


0812010277 Forwards fist of submiltols noodod lo support NRC doclslons ro restart List 
for completion prior to noxt moollno on 881220 also end 
BUCK,S Ofc of Special Projects 80/11/22 KINGSLEV.OD Vonnossoo Valley Au 
Ihorily Spp 47707 141 47707 145 

8812060235 Forwards Amends 159,155 & 130 lo Ulconsos DPn-n3,DPn 52 & DPR- 
68/especlivefy 8 safety evaluation Amend will add ASME Socllon XI pijn>p & valve 
changp appllcablo toallng froquoncles to ref dofmitlon 
l^^'^fpp®77l5®g|7.477M‘l63 KINGSLEV.OD Tonnaaaeo Vntlay Au 

-8812060243 ]59J55 a 130 to Liconsos DPR 33, DPR 52 a DPR 60, 

Section Xf pump a vnlvo program dofimtlon a cliannlng ap 
pi cable testing frequencies lo ref definition 

BLACK.S Ofeof Special Pfojocls, 80/11/22 I13pfj 47755 049 47765 101 

supporting Amends 159,155 a 130 to Uconses DPR 
33,OPB 52 a DPR 68,fespec1ivaly 

* Ofc of Special Projects 88/11/22 2pp 47755.162 47755 163 

• l'*'.®!,®, “1 Ildohsaos holdlnp OLs 8 CPa lor nucloar power 

m^lor facilities ro Individual plant exam for severe accldoni vulnorabllitios Sve list 

870411) 80/11/23 ConSoU 

dated Edison Co of New York, Inc. 81pp. 47728 303 47729 024 

plant upgraded training program dosenbod In Rev 

Au'lhoniy® IP 47686.2^^66®'* '<'NGSLEY.OD Tonnossoo Volley 

Ofc Of Spodal Projects 08/11/23 6pp 47696 207 47696 226 

^ Rockville, MD for prosonlalion on 

Shram DM ^^'oad^oc luding cable separation. 

47677 OTWOT/oaf f'P'PP'®' 

••p’sen SSFrrODf Mnlrri«rs‘'n^^^^^ '®' Functional Insp (SSFI) fiept BFA 

tunctionalRfiflUM^m^^ equipment cooling water & RHR sve water 

GRiSfpY n ^0 earlier submittal bo withdrawn 

Control Branch (Docu- 

dwgy Ilho break evaluation, par NBC 
StonWDMknpp Document Conlrot Branch (Dodu 

•^on riM^merallolB'iliw emS mmLi^nn®®''?'’? ®,™diodoIogy haa no Itttmediale impact 

afe'l'TSS' 

^’lng*^conVrSS^emmaen^^^ 1f)CFR50,App J A 259T doclar- 

GRIOLE?lR°TrnSS^^^^^ 


W«TE,SA.Ter,ne44eeVallayAuthorrty 


reaolor''vasMr 8 reirf^of 6 ach*uilii aurveillance specimens from 

Authoriiy 3pp 47746^^4774*6 294 ?' KINGSLEV.OD. Tennessee Valley 
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B61 20801 33 Documents TVA position on plant electrical coble separation issue Mods to 
correct separation discrepancies afiecting unit (& common) sys will be completed 
before restart 

QFIjDLEY,R Tennessee Valley Authority 88/ 12/02 Document Control Branch (Docu 
menl Control Desk) 9pp 47755 229 47/65’237 

8812120068 Summary of 681130 meeting w/util In Rockville, MD re cable 
soparalion Attendance roster & vlewgrephs end 

MORAN, D H Ofc of Special Projects 80/12/06 Ofc of Special Projects 15pp 
47785 260 47785 277 

6B12120237 Informs of NRC seismic audit scheduled for 881219 23 
□LACK.S Ofc of Special Projects 88/12/06 KINGSLEY,© D Tennessee Valley Au- 
thority app 47786 057 47786,059 

8812090210 Notification of 801213 mooting w/utll In Rockville.MD to discuss use of arti- 
ficial time history to si^port seismic evaluations 

GEARS, G e Ofc of Special Projects 88/12/08 BLACK,S Ofc of Special Projects 
2pp 47785 067-47785 068. 

6B 121 30054 Forwards safety evaluation ro Vol 3 of facility performance ptnn, Section 
III 2 0, “Configuralion Mgt Program - Design Baseline & Vorificatlon Program " 

BLACK,S Ofc of Special Pfojocls 88/12/08 KINGSLEY, OD Tonnossoo Valley Au- 
thority 2pp 47792 310 47792 316 

-8812130057 Safety evaluation supporting Vol 3 of facility performance plan Section 
I If. 2 0, "ConfiQuralion Mgl Program Design Baseline & Verification Program” 

* Ofc of Special Projocls 80/12/08 4pp 47792 312-47792 315 

68 12 140029 Forwards safety ovaluatlon of licensee 860101 & 0804Q4 submitlafs re 
10CFR50,App R shutdown analysis Proposed safe shutdown capability satisfies re- 
quire monts based upon NRC 881021 approval of exemptions to App R 
BLACK, SC Ofc of Special Projects 08/12/08 KINGSLEY,© D Tennessee Valley 
Authority 2pp 47799 ^16 47799 265. 

8812140042 Forwards safety evaluation accepting responses to Generic Ltrs 84-11, 
“Insp of BWR Stainless Steel Piping,” & 08-01, ”NRC Position on IQSCC In BWR 
Austenitic Stainless Stool Piping " 

BLACK,SC Ofc of Special Projects 88/12/08 KINGSLEY.OD Tennessee Valley 
Authority 4pp 47708 285 47790 299. 

-BB12 140048 Safety evaluation supporting Generic Lira 04-11, "Insp of BWR Stainless 
Steel Piping ” 88 01, ”NRC Position on iQSCC Austenitic Stainless Stool Piping ” 

* Ofc of Special Projects 80/12/00 1 1pp, 47798 200 47700 209 

8612130022 Forwards response to 081121 request for addi info on cable ampacity 
program, cable installation program, fuse program & thermal overload program Ulil will 
provide status on testing by 090131, 

QRIDLEY,R, Tennessee Valley Authority 00/12/09 Document Control Branch (Docu- 
ment Control Desk) 18pp 47^2 201-4^92 208 

8812140167 Application for amends to LIconsos DPn-33,DPn-52 & DPR 68, adding re- 
quirement 1 0 MM 6 to Tech Specs, requiring implementation of program to monitor 
piping made of austenitic stainless steel per Generic Ltr 88 01 Fee paid 
RAY,MJ Tennessee Valley Authority 00/12/09 Document Control Branch (Docu- 
ment (Donlrol Desk) 3pp. 470 14.04 1-4781 4.054 

-B612140169 Proposed Tech Specs, adding Rcauiremonl 1.0 MM 8 to require implomen- 
tallon of Inservlco Insp program to monitor piping made of austenitic stainless stool 
per Generic Ltr BD-OI for Indications of IGSCC. 

* Tennessee Valley Authority 88/12/09 lipp 47814.044 47814 054 

68 121401 65 Responds to Generic Ltr 80-11 ro radiation ombriHlemont of reactor vessel 
mails & (rnpact on plant operations using methodolt^y in Rev 2 to Reg Guido 1 98 
QRIDLEY,R Tennessee Valley Authority 88/1 2/09. Document Control Branch (Docu- 
ment Control Desk). 6pp. 47800 206-47800*212 

6612160120 Notification of 80 1220 meeting w/ulil at silo for licensee prosonlallon of 
cable installation assessment & action plan 

MORAN.D H Ofc of Special Projects 80/12/13 BLACK, S ©fc of Special Projects 
9pp 47835-1 64-47035.1 62 

8612200177 Requests temporary exemption from GDC 17 re electrical cable 
aoparatlon.Exemption requostotl for limited time period between fuel reload & 
restart.Fee paid 

GRIDLEY.R. Tennessee Valley Authority 88/12/16 Document Control Branch (Docu- 
ment Control Desk) 12pp 47860 054-47868.005. 

6812210199 Forwards licensee Joint Audit Ropt BFK80901, “Sys Preoparabllity Check- 
list & Sys Plant Acceptance Evaluation Programs” & results of engineering assurance 
ovoralght of sys plant acceptance evaluation. 

GRIDLEY.R Tennessee Valley Authority. 88/12/16. Document Control Branch (Docu- 
ment Control Desk) 2pp. 47875. 142-47076' 176 

-8812210200 "Sys Proop erabitily Checklist & Sys Plant Acceptance Evaluation Pro- 
grams " 

KGHOE,D,V, BARNES.J.T,. MALONE, D.L Tennessee Valley Authority 08/11/18, 
32pp 47875.144-47076.176 

8612230017 Provides clarification to slatomonts contained in util 081109 submittal on 
lanl DCRDR Review concluded that human engineering discrepancy not required to 
o Gorf0ct0cJ 

GRlDLEYjR Tennessee Valley Authority 80/12/16 Document Control Branch (Docu- 
ment Control Desk) 2pp 47914-351 -47914.352. 

8812270210 Summarizes NRC senior mgl 881206-07 meotings re review of perform 
ance of operating nuclear power plants licensed by NRC.PubTic meeting scheduled for 
881221 to review results of latest meeting of NRR managers. 

STELLOpV ©fc of the Executive Director lor Operations. 68/12/16. KINGSLEY,© D 
Tennessee Valley Authority. 3pp. 47926.273 47026 275. 

8812270104 Forwards Site Director Std Practice SDSP 16 8, “Fuse Control.” defining 
requiremonls for controlling procurement, installation & malnt of electrical 
fuses Submittal completes response to NRC 881123 request for fnfo re fuse program, 
QRIDLEY.R. Tennessee Valley Authority. 08/12/20. Document Control Branch (Docu- 
ment Control Desk), 2pp. 47926 036-47926-140 

-8812270107 Site Director Std Practice SDSP-16.0, “Fuse Control.” 

* Tennessee Valtey Authority 88/12/16 103pp. 47926-038 47926*140 


Q. Inspection reports, IE Bulletins & correspondence 

6012220101 Forwards Environ Qualification Insp Ropts 50 259/08 11, 50-260/08 11 & 
50-206/08-11 on 080509 13 Insp reviewed impfementalion of program for establishing 
& maintaining qualification of aleclftc equipment within 10CFR50 49 
RICHARDSON, S D Ofc of Speclai Projects 08/09/01 WHITE.SA Tonnosseo Valley 
Authority 3pp 47894 319 47894 344 

-8612220106 fnsp Repts 50 259/68 11,50 260/88-11 & 50 296/68 11 on 600509- 
13 No violations noted Major areas Inspected Implementation for establistilng & main- 
lalnlfig qualification of etectric equipment within scope of 10CFR50 49 
HUBBARD.G T , PIERSON.R C Ofc of Special Projects 68/08/26 22pp 47094 322 
47894 344 

8812270244 Forwards Team Insp Ropts 50-259/68 07,50-260/08 07 a 50 206/06 07 
on 880416-22 No violations noted NRC concludes that Rev 4 of plant design baseline 
& verification prooram Incorporates desired calculation 

RICHARDSON.S D Ofc of Special Projects 86/09/08 WIIITE.SA Tennessee Volley 
Authority 4pp 47926 337 47927 025 

-001227O24B Team fnsp Repts 60 259/88 07,50-260/80-07 & 50 206/80 07 on 
080410-22 No violations noted Major areas Inspected plant design basofino & verifica- 
tion program 

GEORGIEV.GB, LIAW.B 0 Ofc of Special Projects 08/00/31 46pp 47926 340 
47927 025 

8609200002 Forwards proprietary "Browns Ferry Nuclear Plant Safely Functional 
Insp Emergency Equipment Cooling Water Sys.RHR Sve Water Sys " Rocornmenda* 
lions for observations being prepared Ropt withheld (ref 10CFR2 790) 

GRtDLEY.RL Tonnesseo valley Authority 88/09/23 Document Control Branch 
(Document Control Desk) 2pp 46998 256-46090 257 

8812220212 Forwards Welding Team Insp Rents 50-259/00-13, 50 260/08 13 & 50 
206/08-13 on 000516 27 & 0006-10 NR(J findings In general agreement w/resulls of 
util welding project Ptiase II ropt 

RICHARDSON, S 0 Ofc of Special Projects 00/10/03 WHITE.SA Tennessee Valley 
Authority 3pp 47092 101-47002 143 

-0812220216 tnsp Repts 50 259/00-13,60-260/08-13 & 60-296/00-13 on 000516 27 & 
0606-10 No sigruftcant deviations from rosults reported in util Phase II rept 
noted Major areas inspected Info In util Phase II ropt & onninoorlng calculations 
GEORGIEV.GB. LIAW.B 0 , MCI ELUN.T ©fc of Special Projects 00/09/22 39pp 
47092 104 47092 143 

0012050294 Advises lhal NRC 880817 commitment to perform insps prior to fuel reload 
postponed unlit Feb 1989 

RICMARDSON.S 0 Ofc of Special Projects, 00/11/21 WHITE.SA Tennosseo Valley 
Authority 2pp 47740 091 47740 092 

8B111Q0211 NRG Info Notice 86 090, "Unauthorized Removal of Industrial Nuclear 
Gouges ” Sve list end 

CUNNINQHAM.R 6 Division of Industrial & Medical Nucloar Safety (Post 070729) 
00/11/22 Consolidated Edison Co of Now York, Inc, ODpp. 4770B 255 47708 257. 

6S111604B7 NRC Info Notice 06-091, "Improper Adminlstralion & Control of Psychologi 
cal Tests " Sve list onci 

ROSSI, CE Division of Oporolfonat Evonis Assessment (Post 870411) 88/11/22 
Consolidated Edison Co of New York, Ino, lOIpp, 47708 042-47708 142 

6811300140 Responds to NRC 081025 ltr ro violations noted In Insp Repts 50 259/00 
21,50-260/08-21 & 60-200/00 21 Corrective action generic reviews completed at 
plant & corrective action procedure rovisod to restructure generic review 
GRIDLEY.R Tonnossoo volley Authority 06/11/23 Document Control Branch (Docu- 
ment Control Desk) 7pp 47668 280 47660 292 

8812010168 Forwards V Stello 881117 ltr to all util executives re presence of NRC in- 
spector at planis.rov to enforcement policy & proposed enforcement actions for oper- 
awr Inottontivonoss at Poach Bottom 

BLACK,SC ©fc of Special Projects 00/11/23 KINGSLEY,© D Tennessee Valley 
Authority. 3pp 47709 ^50 47709 309 

8812090006 Ack rocelpl of 881007 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/88-16. 60 260/08-16 & 50 206/00 10 
MCCOY, F.R. Ofc of Special Pfojocls. 00/11/28 KINGSLEY.© D. Tennessee Valley 
Authority 2pp 47782 198 47782 109 

8612090018 AcK receipt of 881006 ltr informing NRC of slops taken to correct violations 
noted In Insp Ropts 50 259/67-33. 50-260/87-33 & 50-296/87-33. 

MCCOY,F.R Ofc of Spoclol Projects 08/11/28. KINGSLEY .OD Tennessee Valley 
Authority. 2pp 47762,316-47762 316 

8612090074 Ack receipt of 801021 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-269/80-18, 50 260/08-18 & 50-296/08-18. 

MCCOY, FR Ofc of Special Projects 00/11/28 KINGSLEY,© D Tennessee Valley 
Authonty 2pp 47701*123-47761 124 

8612090114 Ack receipt of 8P042& & 0602 ftrs Informing NRC of steps taken to correct 
violation noted In Insp Repts 50 250/88 02, 50 260/88 02 & 60 296/88 02 
MCCOY,F.R Ofc of Special Projects 88/11/20 KINGSLEY,© D. Tennessee Valley 
Authority 2pp 47775.095 47776 096 

6812020255 Forwards ref purchase order numbers & dates for suspected purchoses by 
Util of Class IE components or sves from Planned Malnt Sys, Inc for appropriate 
action, per NRC Info Notice 08-019, "Questionable Certillcallon of Class IE 
BLACf^SC Ofc of Special Projects 88/11/29 KINGSLEY, O.D. Tennessee Valley 
Authority 5pp 47722.069-47722.073 

0811290030 NRC Info Notice 88-093, "Toletherapy Events ” Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/02 Consofidated Edison Co of Now York, Inc 112pp 47811-103.47811-215 

B61129053S NRC Info Notico 80 094, "Potentially Undersized Valve Actuators” Svc list 
end. 

ROSSLCE Division of Operational Events Assessment (Post 870411), 88/12/02 
Consolidated Edison Co of Now York, Inc, 121pp 4770B 143 47708 254 



34 DOCKETED ITEMS 


2020207 NRC fnfo NoUce 60 035. "(nfldoquale Procuremenl Reiiuirannents Imposedi 
bv Ucenseas an Vendors " Svc list ooci ^ 

ROSSI, CE Dwisrofi of Operallonal Evonls Assessment (Post G70411) 08/12/08 
Cori 50 li-d 4 led tdigonCo ofNaw York, Inc I12pp 47607 191*47807.302 

8612140167 Application (or amends lo Uoanses DPn-33,DPR 52 & DPR'68. adding ra 
quiremanl 1 0 MM 6 lo Tecih Specs.requjrind Implemonlation of program to nnonitor 
piping made of auslenjlic slainfess fiteol per Ganonc Ur 68 01 Fee paid 
RAY^J Tennesseo Valley Authority 88/12/09 Doouinent Conlrot Branch <Docu 
mant Control Desk) 3pp 47814 041*47814 054 

-8812140159 Proposed Tech Specs.adding Requirement 1 0 MM 6 to requrelmplemen 
la lion of Insen/ice Insn program to monitor piping made of auslanilic stainless steel 
por GenenC Ltr Ofl 01 for inoJcafions of IGSCC 
^ Tannossea Valley Authority 68/12/09 1 1pp 47614 044 47814 054 

GB1 2200351 ForvrardS Insp FeptS 50 * 253/88 28,50*260/68*28 & 50*296/68-28 on 
990905 30 & notice ol v^QlaVl 0 n 

MCCOV,FFI Ofc of Special Projects 88/12/09 KINGSLEY,00 Tonnossao Valley 
Authority 2pp 47869 U3 47888 138 

-6812200353 Nutco of viofalton from ingp on B80905 90 Violations noted failure to 
adequately correct discrepancy botwaon as'bujfl plant conFguraUon & emargoncy 
<Hiulnmonl cooling wafer Drawing 1*47Ea59 1 until 680222 
MCbOY.Ffl QIC of Spectal Projects 88/12/09 2pp 47068 f 15 47888 1 10 

-8612200355 Insp Ropls 50-259/86-28.60 260/80*28 & 50'296/68-28 on 680905* 
30 Violations A unresolved Hems noted Major ereas inspected operational 
Bafoty.survejilanco obsorvdtlons.sys return to svc.ROs & restart leal program 
CARpENTEft.D R , LITTLE, WS Region 2, Ofc of the Director 08712/00 22pp 
47868 117*47363 138 

asi^^iOtta Discusses pr(»rainmatlc miloslonas & commitmonls for addressing IE Bui* 
letlns 79-14 & 79 02 NRC will continue to re^rlaw adeauacy of rigorous analysis & ef 
feclrvonsss of generic fmplicaticn evaluaUons In upcoming audit 
BLACKS C. OTc of Specfal Projects 88/12/14 KINQSLEY^OD Tonnossoe VoUey 
Authority 3pp 47392 194-47092 166 


R. perfodlc operating reports A. refated correapondeaco 

6811300008 Monthly operating repis for Oct 1908 for Browns Perry Nuclear Pfonl Units 
1,2&3W/a8!121 ltr 

CflAWFORD,JD, CAMPBELL, GG Tonneasoo Valley Authority 08/10/31 70pp 
47702167 47702236 


G Reportable occurrences, LERe & related correspondence 

8012140234 LER 88 014*00 on 881 103, received reactor scram signal on high water 
level In scram discharge Instrument vol Caused by Inadequate roviaw of tagout 
request Procedure writtan (o provide addi check In clearance request W/06t 209 ltr 
MtADE,KE, CAMPBELL, QG Tennessee Valley Aulho/ity 08/12/01 4pp 
47621 080 47821 083. 


V. Operator EKamfnatlone 

&01126O27D Informs that NRC wilt adminlsfar roquanticatlon exams In order lo ovafuale 
roqualllicatlon program Administration of roquallfication exams to all Group IV opera 
tore at that time also intended 

PARTLOW,JG Ofc of Special Projects 63/11/21 WHITE.S A. Tennossoe Valley Au 
thority 3pp 47B83 350*47863 360. 

8812160041 Forwards requost for adcfl info listed in ref mall roqufroments & for licensed 
senior roactor operator from belli operations dept & training dept to be representa 
lives for exams 

MCCOY. FR Ofc of Special Projects 88/12/01 KINGSLEY.OD Tonnosseo Valley 
Authority 7pp 47832 345-47032 651 


DOCKET 60-261 H.D, ROOmSON PLANT, UNIT 2 


f. Security, modi cal, emergency A fire protection plana 


8312200337 Forwards Insp Rent 50-261/80 30 on 061011 11 10 No Violations or dovi 
allons noted Concern ro weafsness in Idenlifying applJcahlhty of containment rsolation 
valvt^ Tech Spue 3 6 3 oxpressec] & disciissed In rept 

REYES.IA Region 2. Ofc of the Director DB/1^^g UTLEY, EE Carolina Power 8 
Light Co 2pp 47868 ?8B*47bbB 299 

-8312200333 Insp Rept 50 261/66 30 on 661011*1110 No violations noted Major 
area*’ ii,spoctodopi.rational snfoty verification, physical pfotocllon.suivoillnnco 
obiervatlon.maint observation & onsite followup of events 

QARNER.LW, FREDRICKSON, P Region 2, Ofc of the DlreclOf 66/12/09 lOpp 
47660 290 47060 209 

0612200342 Revised plant emergency proceduros, consisting of Rev 4 to PEP-401 0 
Rev 20 to PEP 301 W/601216 ltr 

MORGAN,R E Carolina Power a Light Co 60/12/16 1 jpp 47666 061-47060 001 

8012220278 Approves 830416 requests for approval of use of alternato locations tn 
plncu of backup emergency operations facilities for plants 

LO.RH Pfejoci Directorate 11*1 68/12/16 UTLEY.EE Carolina Power & light Co 
4pp 47902 288 47902 291 


P, Operating license stage documents & corroapondenco 


0811280048 Generic Ltr 68 20 to all licensees holding OLs & CPs for nuclear power 
rooctor facilities ro Individual plant exam for severe accident vulnorabllilio'i Svc list 
enc) 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 60/11/23 Consofi 
dated Edison Co of New York, fnc 01 pp 47/28 303-47720.024 

8612010240 Forwards safety evaluation conciudmg that proposed rnolhod of moa^.unng 
flow dunng testing of containment spray & component cooling water pump 
acceptable, providing ASME rtiquiromenls mol Rev of Irisorvtco losting program ro 
quosted 

LO,RH Projoct Diroclorale 11*1 88/11/28 UTLEY.EE Carolina Power & Lighl Co 
2pp 47703 094 47703 100, 

-0812010249 Safety evafuatfon accopling proposed molhorJ of moasurmg flow during 
testing of coritafnmoni spray & cornpononl cooling water pirmps.providotT that accurn 
cy exists as stated & ASME requfremonls met Rev of Inservico testing program re 
quested 

* Office of Nuefoar Roactor Regulation, Director (Post 070411) 60/11/26 5pj> 
47703 096 47703 100 


0812120171 Forwards summary of 661116 mooiing w/util In Region 11 ofc ro aovoral 
work activities to be performed during present rofuoling outage Rolated Info also end 
HEHL.CW, Rogfon 2, Ofc of the Director 88/11/28 UTL^.E E Carolina Powar A 
Light Co 37pp 47766 225 47786 261 

8812160007 Confirms that control room control board annunclalora will ho dDonorgiicd 
for 4 h & alert will not be declared during evolulion.por 601 1?8 tetcon Compensatory 
actions Include monitoring of spent fuel pit level & temp 

DIETZ, CR Carolina Power & Light Co 80/11/26 ERNST.M.L Rogioii 2, Ofc of the 
Director 2pp 47830 352-47830 353 

8812060263 Application for omond to License DP R *23,1 n creasing quantity of diesel gon 
orator fuel oil required to be stored onsite Foe paid 

MCDUFFIE, M A Carolina Powor & Lighl Co 00/11/30 Document Conirol Branch 
(Document Control Dus,k) 2pp 47731 178 47731.105. 

-8012050264 Pfopoaod Tech Specs, Increasing quantity of diosol generator fuel oil re 
quired to be stored onsite 

* Carohna Power & UghICo. 8B/11/30 Gpp 47731 130 47731 105 

8612070132 Raquosis that ulif address Generic Ltr 88-17 re loss of DHR during non 
power oporaiion Industry response to Generic Llr 67*12 deficient in areas of proven 
lion of Bccidont Initiation & mitigation of accidents 

MURLEYJE Office of Nuefoar Roactor Regulation, Director (Post 670411) 00/12/ 
02 SMITHS H CaroJIna Power & Light Co 3pp 47740'263 47749 265 

8612070232 Notifrcation of 001216 mooting w/utll in Rockvjllo,MD to discuss licerrsing 
status at plant 

LO,R H. Projoct Directorate fl 1. 86/12/02, AOENSAM,EG Proloct Diroclorale II I 
3pp 47749.242-47740 244. 

8612130089 Advises of util intention to replace portions of svc walor sys piping located 
insicia reactor containment vessel Piping being replaced due to exionsivo microblolo 
gical corrosion of original mall, Type 304 alalnless steer 

LOFLIN.LL Carolina Power A Lighl Co 00/12/05 Documonl Control Branch (Docu 
mont Conlrot Desk) 2pp 47794 109*47794 110 

8812130266 Provides responses lo action items idontified during 081020*21 elecincal 
Issues mooting 

LOFLIN.LL Carolina Powor & Light Co 80/12/05. Document Control Branch (Docu 
ment Control Desk), t68pp. 47796.261 47797 060 

8812120148 Notification of 800111 mooting w/utd in Rockville, MD for utiJ presentallon 
of design basis documontetion program 

LO,flH Project Directorate JI-1 66/12/07 ADENSAM.EG. Project DIroctorato 11*1 
3pp. 47789.204*47709 206 

6812160123 Forwards notice of environ assessmenl 3 finding of no significant impacl ra 
800826 & 1101 requests to change Tech Specs for certain paramelors applicable to 
reactor coolant loop resistance temp detector & elimination of bypass sys 
LO.R.H Project Directorate I1 1 86/12/12 UTLEY.EE Carolina Power & Light Co 
2pp 47873 350 47873 355 

-6612160125 Environ assessment A finding of no significant Impact supporting pro 
fxrsed amend lo Tech Specs re certain reactor parameters applicable to reactor cool 
ant loop rosistance temp doteclor (R7D) & elimination of RTD bypass sys 
LO.R H. Proiocl Directorate fl-l, 80/12/12 4pp 47873 352*47673 355 
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Q> Inspection reports, It BiiKotIns & correspondence 


Y Dry Cask independent Spent Fuel Storage InoteNatlons 


8811280081 Forwards Insp Repl 50 261/GB'2fl on 800911*1010 & notice of violation 
VERRELLI.DM Region 2. Ofc of the Director 80/11/10 UTLEY.EE Carolina Power 
& Light Co 2pp 47651*276 47651 296 

••8811260087 Nolico of violalion from insp on 800911-1010 Violation noted liconsoe did 
not have program to control or catibr slop walchos utilized for stroke timing of safely- 
related valves or for timing of other oqulpmenl 

VERRELLI.DM Region 2, Ofc of the Director 80/11/10 2pp 47651*276 47651*279 

'-8611280Q96 Insp Ropt 50 261/68-26 on 680911-1010 Violations noted Major areas 
inspected followup on previous Insp items, operational safety venficalion, physical 
prolection.mQint observation & solid radwasto & transportation 
QARNER.LW.. LATTA.R M , STARKEY.R D Region 2, Ofc of Iho Director 86/11/09 
17pp 47651 260-47651*296 

681 1200151 Confirms 66 1206 onforcomont conference in Region II ofc to discuss 
recent security problem at facility, per 681108 letcon 

ERNST.ML Region 2. Ofc of Iho Director 06/11/16 UTLEY.EE Carolina Power & 
Light Co ip 47664 270-47664 270 

8B1 1160211 NRC Info Notice 66 090, "Unauthorized Removal of Industrial Nucfoar 
Gauges " Svc list end 

CUNNING HAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
88/11/22 Consolidated Edison Co of New York. Inc 99pp 47708 255 47706 257 

8611160467 NRC Info Notice 66*091, "Improper Administration & Control of Psychologi- 
cal Tests." Svc list end, 

ROSSI, CE Division of Operational Events Assessment {Post 870411), 00/11/22 
Consolidated Edison Co. of Now York, Inc lOIpp 47700 042-47708 142 

8612020238 Confirms 061117 discussion re util 801012 request for alternative schedule 
to perform actions required by NRC Bullolin 08 009 

LOFLIN,L I Carolina Powor & Light Co 80/ 1 1 /20 Document Control Branch (Docu- 
ment Control Desk) Ip 47717 195-47717 105 

8611260030 NRC Info Notico 66 003, "Telolhorapy Events " Svc list end 
CUNNINGHAM, RE Division of Industrial & Medical Nuclear Safety (Post 670720) 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp 47811*103 47011 216 

8611260536 NRC Info Notico 80 094, "Potentially Undur&ized Valve Actuators " Svc list 
end. 

ROSSLCE Division of Operational Events Assessment (Post 070411) 00/12/02 
Consolidated Edison Co. oi Now York, Inc 121 pp 47708 143*47708*254 

6812020267 NRC Info Notico 00 095, "Inadoquato Procurement Requlremonts Imposed 
by Licensees on Vendors " Svc list end 

ROSSI,CE Division of Operational Events Assossment (Post 070411), OB/12/06. 
Consolidated Edison Co of New York, Inc 112pp. 47007 191-47607.302 

6612150060 Responds to NRC Ur ro violations noted in Insp Rept 60-261/60 20 Correc- 
tive actions Plant Operations Procedure OMM 0 1 7 for callbr.conlrol & repair of porta 
ble test equipment will be revised 

MORGAN, R E Carolina Powor & Light Co 66/12/00 Document Control Branch (Doc- 
ument Control Desk). 4pp. 47625 051-47626.054 

6612200337 Forwards Insp Ropt 60-261/80 30 on 8D101M110.No violations or dovi 
ations noted.Concorn re weaknoss in Identifying applicability of containment isolation 
valvo Tech Spec 3 6 3 expressed & discussed in ropt 

REYES, LA Region 2, Ofe of Iho Director, 88/12/00. UTLEY, EE. Carolina Powor & 
Light Co 2pp 47866.286-47668,299 

-6612200336 Insp Rept 60-261/86-30 on 86101 1-1 110.No violations noted Major 
areas Inspected operational safety vorificatlon, physical protection, surveillance 
obsorval ion, main! observalion & onsite followup of events 

GARNER, L.W.. FREDRICKSON, P Region 2, Ofc of the Director 08/12/09 lOpp 
47868.290-47668 299 


R. Periodic operating reports & related correspondence 

6612140262 Monthly operating ropt for Nov 1888 for Robinson Unit 2. W/8B1207 Itr. 
HAYNESWORTH,V , MORGAN, R.E Carolina Powor & Light Co. 86/11/30 4pp 
47821.076 47821.079. 


8. Reportable occurrences, LERe & related correspondence 

8811280070 LER 66-024-00,on e&1028,containment fan coolers Inoperable due to lack 
of environ qualified splices on motor leads Caused by Installation of unqualified splice 
configuration. Splices removed & replaced w/ correct splices W/881 123 Ur 
SAYRE, D., MORQAN,RE Carolina Power & Light c5o 60/11/23 5pp. 47654 071- 
47664*076 

6612060263 Special rept on 881 102, fire barrier penetration seal, spare blockout SP 2617 
FB,lnoperabfo beyond 7 day limit of Tech Specs Caused by Inadvertent broaching 
during drilling Penetration ropalrod 

MORGAN, RE Carolina Powor & Light Co. 86/12/02 Document Control Branch (Doc- 
ument Control Desk) 2pp 47755.164 47755,165 

6812200146 LER 88-028-00 on 601 1 14,8afoguard actuation received from Inadvertent 
safety Injection signal due to removal of low pressurizer pressure safety Injection 
blacked permissive Operating procedures revised W/00 1209 Ur 
LEGETTE,F L . MORGAN,R E Carolina Power & Light Co D8/12/09. 4pp 47881 316- 
47801.310. 

6612200340 Special ropt on 6ai205.steam generator C Tube R7C02 plugged, duo to 
indications found during eddy current exam Digital metal impact monitoRng sys re 
vealed irregular noise levels in steam generator C after 1967 refueling outage 
MORGAN.R.E. Carolina Power & Light Co 88/12/16 Document Control Branch (Doc- 
ument Control Desk). 2pp 47864*334-47664 355, 

8812270241 LER 88-020-00 on 661 121, noted that sys operation requires access to eev- 
era! locked closed manual valves,durino review of environ qualification of hydrogen re- 
comblner sys.Caused by inadequacy of Emergency Instruction El-1 6 W/881 221 Itr. 
LEQETTE.F L , MORQAN,R E Carolina Power & Light Co 86/12/21. 4pp. 47925*305 
47826 308. 


6612150052 Application for amend to License SNM 2502, raising limits in Tech Spec 
2 4 1 for beta & gamma surface conlamtnalfon of dry shielded canister Foe paid 
UTLEY.E E, Carolina Powor & Light Co 08/09/09 ROUSE Division ol Industrial & 
Medical Nuclear Safety (Post 070729) 6pp 47633 030-47833 035 

6611300042 Requests clarification of amended ISFSI decommissioning funding plan 
LOFLIN.LI Carolina Power & Light Co 06/11/17 Document Control Branch (Docu- 
ment Control Desk) 2pp 47668 222 47660 223 


DOCKET 60-263 MONTtCELLO NUCLEAR GENERATING PLANT 


F Security, medicaf, emergency & fire protection plans 

881 1290310 Forwards Emergen^ Operating Procedure Insp Rept 50 203/00-200 on 
880711-22 Doficionclos noted Execulive summary of insp w/ovorviow of Insp team 
findings in areas reviewed end 

HOUChAN.GM Division of Reactor Projects • III, IV, V & Special Projects (Post 
670411) 88/11/14. LARSON.C Northern Stales Power Co 8pp 47667 205- 
47667*256 

-8811290314 Insp Ropt 50-263/00 200 on 00071 1-22 Deviations noted Major areas 
inspected program for implemontlng emergency operating procedures, per NUREQ- 
0737,Suppl 1. 

GUTHERiE.S Division of Reactor Inspection & Safeguards (Post 670411) 
HARTMANN, P L , VANDEHNEIT.C L Otfice of Nuclear Reactor Regulation, Director 
(Post 070411) 80/1 1/08 44pp 47667 213 47667 266 

8612200048 Forwards Amend 04 to License DPR-22 & safeguards evaluation Amend 
modifies Paragraph 2 C 3 ro physical security plan 

STEFANO.JJ ProjQcl Directorate III-1 88/12/13. MUSOLF.D M Northern Slates 
Powor Co. 3pp 47866 177-47060 184 

-8812200061 Amend 94 to License DPR*22.changing Paragroph 2.C3 to require com- 
pliance w/amendod physical security plan 

QUAY.T Project Directorate III- 1 06/12/13 2pp 47860 180 47860 161. 

-8612200060 Safeguards evaluation supporting Amend 04 to 1 Icenso DPR-22 
• Office of Nucfoar Reactor Rogulalion, Oireclor (Post 070411) 66/12/13. 3pp 
47660.102*47660 164. 


P. Operating license stage documents & correspondence 


6811260046 Generic Ltr 68 20 to all liconsoos holding OLs & CPs for nuclear powor 
reactor (acilltios ro Individual plant exam for severe accident vulnerabilillas Svc list 
end 

CRUTCHFIELD, 0 Associate Director for Prqjocta (Post 070411) 86/11/23 Consoli 
dated Edloon Co of Now York, Inc 61pp. 47728.303-47720 024 


6611300273 Advises that 061004 & 20 responses to design Haw existing w/DC powor 
supply sys.effect of design (law on ECCS podormanco & justiflcnticn for continued 
plant operation until mod to correct design flaw Installed 

STEFANO,JJ Project Dlrecloralo III 1. 00/11/20 MUSOLF,DM Northern Slates 
Power Co. 2pp. 47080 125-47660 126 

0812080147 Notifies Commission of change in completion schedule for Improvements in 
Instrument valvo Identification procedures doscrlbod in util 660328 Itr 
LARSON.C.E, Northern Stales Power Co 06/11/30, OAVIS,A D Region 3. Ofc of the 
Director. 2pp 47783 227-47783.220 

8812140101 Requests verification of design of automatic depressurization sys power 
supply per design dofidoncy reported bylicensoo on 861028 Submittal should include 
operational procedures impiomontod to ensure operability. 

STEFANO/J, Project Directorate 111-1 00/12/06 MUSOLF.D.M Northern Slates 
Powor Co 3pp 47000.198 47800.200. 

8812200048 Forwards Amend 94 to License DPR-22 & safeguards evaluation Amend 
modifies Paragroph 2.C3 re physical security plan 

STEFANO,JJ Project Directorate III-1 08/12/13, MUSOLF.D.M Northern Slates 
Powor Co 3pp 47808 177-47868 184. 


-6812200051 Amend 04 to License DPR 22,chQng(ng Paragraph 2C3 to require com 
plianco w/amendod physical security plan. 

QUAY, T. Project Directorate IIM 88/12/13 2pp 47868.180-47668181 


-8812200060 Safeguards evaluation supporting Amend 94 to License DPR 22 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/12/13 3pp 
47860*182-47866 164. 


Q. Inspection reports, IE Bulletins & correspondence 

8611290310 Forwards Emergency Operating Procedure Insp Ropt 50-263/88-200 on 
660711-22 DeNclencles noted.Executivo summary of Insp w/ovorview of Insp loam 
findings in areas reviewed end 

HOlAian.QM Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411), 06/11/14 LARSON.C Northern States Power Co. 8pp 47667 205- 
47667 266. 

-8611290314 Insp Rept 50 263/88-200 on O0O711-22.Deviatlons noted Major areas 
Inspected program for Implementing emergency operating procedure 3, per NUREQ- 
0737,Suppl 1. 

GUTHEhIe.S Division of Reactor Inspection & Safeguards (Post 870411) 
HARTMANN, P.L, VANDERNEIT.C L Office of Nuclear Reactor Regulation. Director 
(Post 070411) 08/11/08 44pp 47667*213 47667.250 

8611160211 NRC Info Notico 86-090, "Unauthorized Removal of Industrial Nuclear 
Gauges Svc list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729). 
88/11/22. Consolidated Edison Co of New York, Inc, 90pp. 47706 255 47700 257 
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881 1160467 NnC Info Nol.ce 8B 091, ‘ Improper Aclminislrat(or\ & Control of Psychotogi 
oal Tests " Svc lisl end 

ROSSI, CE Division of Operational Events Assessment (Post 670411} 88/11/22 
GonsohdaletJ Edison Co of Now York, Inc lOIpp 47708042 47708 142 

8312020204 Forwards Safety Insp Flepl 50^263/68 22 on 861102 03 No viofalfons 
noted 

HARRISON, JJ Region 3, Ofc of ihe D.recior 8B/t1/28 URSON.CE Northern 
Stales Power Co 2pp 47711008 47711 014 

■>•8812020208 Insp Rept 50 263/88 22 on 681102 03 No Violations noted Map areas 
inspected evaluation of licensee program for microfilming radiographs of piping sys 
welds 

WARD.KO, DANIELSON, DH Reg'on 3, Ofc of the Director 60/11/28 5pp 
4771101047711 014 

8812050213 Forwards Insp Rept 50 263/68 20 on 861024 26 No violations noted 
HARRISON, JJ Reg-on 3, Ofc of Ihe Director 88/11/29 URSON.CE Northern 
Slates Power Co 2pp 47731 261 47731 267 

“88120 50214 fnsp Rept 50 263/68 20 on 681024 28 No wolallons or devtalioris 
noted Major areas inspected impfomenlalion of Generic Ltr 83 28 in areas of equip 
mont classification, vendor Interface & reactor protection sys reliability 
NEISLER.J H . GARDNER.RN Region 3. ufc of the Director 68/11/29 5pp 
47731 263 47731267 


8812130050 Forwards results & conclusions of emergoncy onoraling proceduro^ ir>,^ 
Repls 50 254/88 200 & 50-265/80 200 on 080710 29 Insp idenllfiQcf faciliW S 
having complete understanding of emergency procedures development process ^ 
HOUHAN.GM Division of Roaclor Projects - III.IV,V & Special Proiecls rpm* 
870411) 88/12/05 REED.C Commonweaflh Edison Co Opp 47708 140 477981^ 


“8812130051 Emergency Operating Procedure Insp Repls 60*254/00 200 & 50*265 /m 
200 on 680710 29 Major areas fnsp compared Rev 4S of aWR Ownora Group cnS 
gency procedures guidefinos to plant specific technical guidelines 
vANDENBURGH.C Division of Reactor Inspoclion & Safeguards (Post 6704 in ftni 
11/21 36pp 47700 149 47790 184 


8012190365 Forwards Safely Insp Repls 50 254/flO 26 & 50-265/00 27 on eftimi 
1203 & notice of violation ^ 

CLAYTON, B Region 3, Ofc of the Direcior 00/12/13 REED.G Commonwealth 
Edison Co 2pp 47050 200 47050 223 monweafth 


“8012190376 Insp Repls 50 254/00 26 & 50 265/00*27 on 081001 1203 Violatioru 
noted Major areas inspected plant opcrallons, radiofogical controls mainlf 
surveillance, emergency prenarQdncss.socunly & onginoering/lochnical support ' 
RING.M A Region 3, Ofc of the Oireclor, 00/12/13 13pp 47050 21 1 47050 223 


P. Operating license stoge documonta & correapondonce 


8311290030 NRC Info Nolice 68 093, "Teletherapy Events " Svc list end 
CUNNING HAM, R E Division of lr\dustria} & Medical Nuclear Safety (Post 870729) 
68/12/02 Consolidated Edison Co of New York, Inc 1l2pp 47611 103 47911 215 

8811290538 NRC Info Notice 68 094, "Polenlially Undersized Valve Actuators " Svc list 
end 

ROSSI.CE Divtsion of Operational Events Assessment (Post 870411) 88/12/02 
Cor\aohdaled Edison Co of New York, fnc 121pp 47708 143 47708 254 


8812020207 NRC Info Notice 88 095. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 80/12/08 
Consolidaled Edison Co or New York, Inc 1 12pp 47807 191 47007 302 


8ai2200«1[ Rounds to NRC Bullelm 68 004 re mm flow rates for core 
^ operating procedures will be completed 

by B 901 1 5 Operator training will be completed by 890501 ^ 

LAR50N.C E Northern Stales Power Co 86/12/13 Office of Nuclear Reactor Regu 
lation, Director (Post B70411) 3pp 47870 337 47870 339 ^ 


8812270253 Discusses 680526 0 0812 responses to SuppI 1 to IE Bulletin 85 003. 
Motor Operai^ Valve Common Mode Paifures Dunng Plant Transients Due to Im 
" Selection of add) valves requested by Item e acceptabte 
GREENMAN.EG Region 3, Ofc of Ihe Oireclor 88/12/16 URSON.CE Northern 
States Power Co Ip 47925 299 47925 299 nomwn 


R- Periodic operating reporle k related correspondence 

'VIm w/eei'aw Ilf SeneraHnS Plant lor Nov 

HSbos ssa' *■ ’ NortPe'n Stales Power Co 86/11/30 5pp 47802 224- 


3. Reportable occurrences. LERs & related correspondence 

8812200240 LER 86 007 01 on 660224, EFT sys transferred to toidc chemical emernnn 
monish ^ chlonne inpnllor tape break which resulted in spurious trip^o 
KAMLF-^M nSnJ i'n misalignment W/8ai2l4 Hr ^ 

4^855 234 *^ ^ Northern Slates Power Co 88/12/14 3pp 47855 232 

85-021 01 (M 851216,25 0 20,EFr sys (control room HVAC) Irans 

rnodeCaup of first event undetermined CauM of olheVeZh 
u A M be resolved W/8ai214 Ur 

Northern Stales Power Co 88/12/14 3pp 47864 196 


8811290129 Applicalion for amends to Licenses DPR 29 0 DPR 30,doJo1inQ snubber 
listing w/Tech Specs Section 3/4.7 9 0 ref to hydraulic snuhbors wtiich ere no lonaer 
useo atjplanl In safety related applications Foo paid ^ 

JOMNSON.IM Commonwealth Edison Co 88/11/15 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 8704 f 1) 2pp 47650 2 1 4 47650 237 


•8011290131 Proposed changes to Tech Specs.dojoling snubber tables 0 ref to hv 
draulic snubbers ^ 

* Commonwealth Edison Co 88/11/15 22pp 47650 216 47050 237 


8012070033 Applica ion for amends to Licenses DPR 20 0 OPR 30.changing inteivais 
° <08ls of MSIVs performed from 10 to 24 months Fee paid 
JOHNSON,! M Commonwealth Edison Co 88/11/10 MURLEY.TE Document Con 
Irol Branch (Document Control Desk) 2pp 47745 343 47745 340 


Proposed Tecfi Specs ro aurvolllanco requironionts 0 (oak rate toaling of 
" Commonwealth Edison Co 80 / 11/16 4pp 47745 345 47745 340 


^ Johoson 881110 (If re util commilmonl for 
10 niGGl NRC Reg Guido 1 97 Cor 
^ complinneo is *’ t 67 " 

JOHNSON.IM Commonwealth Edison Co 00/il/17, MURLEYT.F Oflico of Nuefear 
Reactor Regulation, Director (Post 07041 1) 1p 47651:023 4/651 323 


rXriinn foplacing Allacfimonl 1 in its onlirolyi 

hydrogen water cliomislry program.por 000916 sub 
amend Rov Incorporates addi info S corrects typos 
^ 80/11/18 MURLEY.TE Office of Nuciaar 

Reactor Regutatfon, Director (Post 070411) 2pp 47797 335 47797 348 


~®®2^e|°3 2/4 2 11^^^ Pages 3,1/4 1 3,3 1/4 1-0,3 1/4 1 9. 3 1/4 1-10,32/ 

* Commonweatth Edison Co 08/11/10 12pp 47797.337-47707 340 


reactor facStiM IS inHSilr ni t tioldfng OLs 0 CPs for nuclear power 

mauor facilities re individual plant exam for sovoro accltfonl vulnerabilltios Svc list 

da^ed Pfi^ecls (Post 870411) 00/11/23, Consoli 

oaied Edison Co of New York, fnc 81 pp 47728 303 47729 024 

^^ReMtor^VesST ^ "nadinlion Embiilllomonl ol 

tainodinLhsjfectpe^^Gi^^^^^ ^ 


8812200253 LER 66-004 01 on 8601 27, EFT sys (control room HVACl lrfln«ifftrrnrt 

KAMLE-^iif ? schema changed W/B81 2 T 4 Hr ^ ^ 

47^8^1 Northern Slates Power Co 86/12/14. 3pp 47668-162 




V. Operator Examlnatlona 

“ «TO«UX°rwJ;k'^aM32r'' P-'" '» & oral 

Pow«ci^ipp1?7"86^w77V66^°^^^^^^^ URSON.CE Norlham Slatas 


DOCKET 60-265 QUAD-CITIES STATION. UNIT 2 


to Licenses DPR 29 0 Spr 3 D A of consideration of Issuance of amends 

hearino on 860916 A determination 0 opportunity for 

RoactOTRagulaCKt ,?r 


f. Saeurlty, medical, emergency a lire prolecUon plane 


Q. Inepectlon reporle, IE Bulletine & correepondence 


nEEO,C Convn 


s^conl, eclMlle, Reeponse vnlWield 
»p%teT4“r R^on3.0lcollheDI 


254/88-U^^%65/e8^?6^Gor?0riw» Hr re viol alio ns noted In Insp Repls 50 
meal Control DSr 6 pp^ 4 ^ 6 ^ 6 % 0 ^ Documont Control Branch (Docu 

In amount of $150,000 Correcii^^rHnn/Aun ^Proposed Imposition of civil penalty 

DaGEOflG^lO,^moSl!h 

lorcemem(P<^l0704W) 42n769B332 4 ?^^^^^ LIEBERMAN.J Ote ol En 
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B1 1300041 Responds to NRC 8Q1Q20 Hr ro violations noted (n Insp Ropls 60 254/06- 
21, 50-254/07-1 1,50 265/06 21 & 50 265/07 1 1 re use of unqualified AMP nylon insu 
lated butt splices in GE FOl containment penetration enclosures at facility 
FIEtDMAN.J Sidley & Austin flfl/11/21 LIEBERMAN.J Ofc of Enforcement (Post 
0704 13) 9pp 47680 253 47600 261 

B1 1160211 NRC Info Notice 08 090, "Unaulhonzed Removal of Industrial Nuclear 
Gauges " Svc list end 

CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
00/11/22 Consolidated Edison Co of New York, tnc 09pp 47708 255-47700 257 

B1 1 160467 NRC Info Notice 88 091, “Improper Administration & Control of Psychologi- 
cal Tests “ Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co of Now York, Inc 101 pp 47708 042 47706 142 

811290153 Submits supplemental response to IE Bulletin B4-03, “Refueling Cavity 
Water Seal “ Util confident In ability to ensure safe & effective plant condition during 
refueling outage 

JOHNSON,! M Commonwealth Edison Co 88/11/22 MURLEYJE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 4pp 47649 265 47649 258 

B12020198 Forwards Safely Insp Repts 50 254/88 05 & 50-265/88-05 on 080806- 
1028 Unresolved items Idenliflod being reviewed for potential enforcement actions 
GREGER.LR Region 3, Ofc of the Director 08/11/28 REED,C Commonwealth 
Edison Co 2pp 47717.205 47717 218 

8812020201 Insp Repts 50 254/88 05 & 50 265/88 05 on 080008-1028 Violations 
noted Major areas Inspected licensee action following Identification that lodino removal 
design basis used in control room habitability differs from Tech Spec 
GfLLCF, GREGER.LR Region 3. Ofc of the Director 88/11/20 12pp 47717 207- 
47717'218 

B1202D240 Confirms plana for 890104 public meeting at plant visitor ctr to present 
SALP 7 ropt for plant Appropriate corporate & plant met roprosontalion ©ncouragod to 
attend meeting to ensure mutual understanding of NRC issues & findings 
GREENMAN.EQ Region 3, Ofc of the Director 00/11/20, RGED.C Commonweallh 
Edison Co 2pp 47721.093 47721.094 

B12080222 Forwards SALP 7 Board Repts 50 254/88 01 & 50 265/00 01 for Apr 1907 
- Sopt 1980 

DAVIS, A 0 Region 3, Ofc of Ihe Director 00/12/01 REED,C Commonwealth Edison 
Co. 3pp. 47755 187-47755 228 

0812080224 SALP Repts 60 254/00 01 & 50-265/80 01 for Apr 1007 - Sopt 1900 
* Region 3, Ofc of the Direclor 80/12/01 39pp 47755 190 47765 220 

811290030 NRC fnfo Nolico 00 093, “Tetotherapy Events.*’ Svc list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070720) 
88/12/02. Consolidated Edison Co of New York, Inc 112pp 47011 103-47011 215 

611290538 NRC Info Nolico 00 094, “Potentially Undersized Valve Actuators " Svc list 
end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121 pp 47708 143 47708 254, 

612130050 Forwards results & conclusions of emergency oporaling procedures Insp 
Repts 60 254/80-200 & 60-265/80 200 on 000718-26 Insp Identified (aclllly not 
having complete understand inn of emorgoncy proceduros dovolopmont process. 
HOLAHAN.G.M Division of Reactor Projects - IU,IV,V A Special Projocls (Post 
070411} 80/12/05 REED.G Commonwealth Edison Co 9pp 47700 140 47790 104 

8812130051 Emergoncy Operating Procoduro Insp Repts 60-254/88-200 A 50-265/00- 
200 on 0B0718 29 Major areas Insp compared Rev 4S of BWR Owners Group omor- 
goncy procedures guiclelines to plant specific technical guldelinos 
VANDENBURGH.C , KONKLIN.J E , HAUQHNEY.C J Division of Reactor Inspection A 
Safeguards (Post 070411) 00/11/21. 36pp. 47798.149-47708*104 

612020287 NRC Info Notice 08 095, ''Inadequate Procurement Roquiromonls Imposed 
by Licensees on Vendors '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/12/08 
Consolidated Edison Co of Now York, Inc 112pp 47007*101-47007.302 

812190343 Forwards Safety Insp Repts 50-264/80-27 A 50-265/08 20 on 001114- 
1213 A notice of violation 

MILLER, HJ, Region 3, Ofc of the Director 00/12/13. REED.C. Commonwealth 
Edison Co 2pp 47855 029 47065 043 

-8812190346 Notice of violation from insp on 801114-1213 Violation noted failure to 
provide adequate testing for environ qualification of eleclflcol equipment Important to 
safety 

MILLER, HJ. Region 3, Ofc of the Director 08/12/13 Ip. 47055.031-47855:031 

-9812190350 Insp Repts 60 254/88 27 A 60-285/00-28 on 881114-1213 Violations 
noted Major areas inspected (nstrumenlation sys for assessing plant conditions during 
A following accident A licensee action on previously Identified luCFRBO 49 finding 
QAUTAM,AS, QARDNER,R N Region 3, Ofc of the Director. 08/12/13. I2pp 
47855 032-47855 043. 

!81 2190305 Forwards Safety Insp Repts 60 254/88-26 A 60 265/88-27 on 801001- 
1 203 A notice of violation. 

CLAYTON.B. Region 3, Ofc of the Director 86/12/13 REED.G Commonwealth 
Edison Co 2pp 47850*200-47850*223 

-0812190370 Notice of violation from Insp on 881001-1203.Violalion noted Instrument 
air dryer returned to svc w/o reviewing applicable drawing, resulting In improper shut 
off of svc air supply to Instrument air header. 

CLAYTON.B. Region 3, Ofc of the Director 88/12/13. 1p. 47050 210-47850'210 

-BB12190376 Insp Repts 50-264/80-26 A 50-265/88-27 on 881001-1203. Violations 
noted Major areas inspected plant oparalions, radiological contfo!8,maint/ 
surv6illance,eniergency pro pa red ness, security A engineering/technical support. 
RINQ.M A Region 3, Ofc of the Director. 80/12/13 13pp 47050.21 1-47850'223 

$812270202 Forwards affidavit of PM Hoizman supporting util response to NRC 881020 
notice of violation A proposed civil penally re use of AMP nylon-insulated butt splices 
at plant.per listed insp repts. 

FIELDMAN.J Sidley A Austin 88/12/19 LIEBEflMAN,J Ofc of Enforcement (Post 
870413). 4pp 47927 130-4/927.133. 


R. Periodic operating ropoiia A rotated correspondence 


0012190380 Forwards fisting of changes, tests A experiments completed lor Nov 1988 
ROBEY.R A Commonwealth Edison Co 00/11/28 Office of Nuclear Reactor Regula- 
tion. Director (Post 07041 1) 17pp 47852 097 47852 113 

0812200010 Monthly operating repts for Nov 1988 for Quad Cities Nuclear Power Sla- 
lion Units 1 A 2 W/081126 Itr 

DEELSNYOER.L , ROBEY.R A Commonwealth Edison Co 80/11/30 37pp 
47870 340-47871 023 


8 Reportable occurrences, LERs A related correspondence 


0012190375 LER 88 027-00 on a01114,hiQh cfrywell pressure auto blowdown/ HPCI ini 
tfation functional test, Instrument mechanic caused HPCI to receive momentary initi- 
ation signal Caused by personnel error Cautions will be added W/801 1 29 Itr 
HILL.K J . BAX,R L Commonwealth Edison Co 88/11/29 7pp 47849 086 47849 092, 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT t 


P. Operating license stage documents A correspondence 


0011200200 Notification of 801201 meeting w/ulil in Rockville, MD to discuss contain- 
ment liner leak chase channel venting 

SWENSON, WH Project Direclorato ril-3 80/11/22 HANNON.J N Project Directorate 
IH-3 3pp 47662 310 47662 320 

0011280040 Generic Llr 80 20 to all licensees holding OLs A CPs for nuclear power 
reactor faclllllos re Individual plant exam tor severe accident vulnerabilities Svc list 
end 

CRUTCHFIELD, D Associate Direclor for Projects (Post 070411) 88/11/23 Conaoll 
dated Edison Co. of Now York, tnc 81pp 47728 303 47720 024 

08 12050 108 Advises that util has no plans to further attempt ultrasonic testing of reac- 
tor coolant pump casing wolds for plant duo to unsatisfactory results.por 080125 A 
0531 reeuests for relief from ASME Code SecHon XI 

FAY.CW Wisconsin Electric Power Co 88/11/28 Document Control Branch (Oocu 
mont Control Dosk) 2pp 47731 353-47731 354. 

8012050121 Requests higher review priority for WCAP-11394, “Molhodology for Analy 
sis of Dropped Rod Event,'* to allow llconsoo to take advantage of methodology to 
reduco number of turbine runbacks 

FAY.CW Wisconsin Electric Power Co 88/11/29. MURLEY.TE Olfico of Nuclear 
Reactor Regulation, Director (Post 07041 1) 2pp 47733*290-47733 201 

8812090090 Responds to Generic Ltr 88-11, “Analysis of EmbrlUlomonl of Reactor 
Vessel Dollllno Malls *' Impact of Reg Guide 1 99, Rev 2,on pressure temp limits low 
temp ovorprossuro protective setpoints A PTS screening calculations end 
FAY.CW. Wisconsin Eloctric Power Co 00/11/29 Document Control Branch (Docu 
mont Control Dosk) 33pp 47761 081-47/61 113 

8812050069 Forwards nolico of consldorallon of Issuance of amend to Licenses DPR- 
24 A DPR 27 A opportunity for hearing re 060826 application 
SWENSON, WH Project OIrocloralo 111-3 66/11/30 FAY.CW Wisconsin Eloclrio 
Power Co 2pp 47734*013 47734 019 

-OD12050061 Notice of consldorallon of issuance of amend to Licenses DPR-24 A 
DPR 27 A opportunity for hearing re 880826 application Amends revise Tech Spec 
concerning design A operation of fuel cycle w/upgraded core 
WAMBACH.T V. Project Directorate III-3 88/11/30 6pp. 47734 015-47734 010 

6812090261 Forwards proprietary Addendum 2 to Rev 1 to WCAP-10924-P A nonpro 
priotary WCAP-12071, “Wostlnghouso Large Break LOCA Best Estimate Methodolo- 
gy,*' In support of 880826 request for Tech Spec change Proprietary rept withheld (ref 
ToCFR2 700). 

FAY.CW Wisconsin EtecUic Power Co 08/11/30 Document Control Branch (Docu- 
ment Control Desk). 3pp. 47781 121-47781 327 

-8812090203 Requests that pr^rlolary Addendum 2 to Rev 1 to WCAP-10924-P, 
“Wostlnghouso Large Break LCjCA Best Estimate Methodology..*' bo withhold from 
public disclosure (ref 10CFR2 790) 

WIESEMANN,R.A Wosllnnhouse Efectrlc Corp 88/11/29 MURLEY.T, Office of Nu- 
dear Reactor Regulation, Dlroclor (Post 870411) 21 pp 47781 124-47781*144 

-8812090265 Addendum 2 to Vol 2 to WCAP-12071, “Wostlnghouso Large Break 
LOCA Bosl Estimate Molhodology, Vol 2 Application to Two- Loop PWRs Equipped 
W/Upper Plenum lnieGHon,Addoncfum 2* PBnP Plant Specific Analysis," 
OEDERER,SI. HOCHREITER.L E., SCHWARZ, W.R Wostinghouse Electric Corp. 
WCAP-12071 V02ADD02. 88/12/31 183pp 47781*145-47781.327. 

0812070196 Requests that util address Genorlc Ltr 08-17 ro loss of DHR during non- 

K owor opGration.lnduslry response to Generic Ltr 87-1 2 deficient In areas of preven- 
on of accident Initiation A mitigation of accidents. 

MURLEY.TE. Office of Nuclear Reactor Regulalion, Director (Post 870411). 88/12/ 
02 MCNEER.C Wisconsin Electric Power Co. 2pp. 47749 224-47749*226 


Q. Inspection reports, IE Bulletins A correspondence 

0811290021 Responds to NRG 8B1028 Mr re violations noted in Insp Rept 50-266/88 
02 Corrective actions personnel Involved in procedural violations counselled A rev of 
test procedures planned for completion (n 1908 

FAY.CW Wisconsin Elodrio Power Co 00/11/17 Document Control Branch (Docu- 
ment Control Desk) 2pp 47648 214 47648*215. 

8811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges '' Svc list end 

CUNNINGHAM.R, E. Division of Industrial & Medical Nuclear Safety (Post 870720). 
08/11/22 Consolidated Edison Co of New York, Inc 09pp 47708*255-47708*257 
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get 1160137 URC into Notico 88 031, ' Imptopof AdnvrasMtjon 4 ConOol ol Psifchologi 
CiSl TgsIS S/C list Cncf ». • t 

ROSSPCE Div"'.on of Opefattonal Events Assessment (Post 87W1J) e0/n/22 
Consol Ed son Co of New York. Inc 10lpp 4770&042-47709 U2 


881 12woa0 NRC Info ffotiCO 08 093. ‘Ttfathaflpy Evenls SvC I'sl end 
CUNN Iff GRAM R E DivrS'on of Industnal & Med cal Nuclear Safety (F^ost 870729) 
53/ 12/02 Consolidated Edison Co cf Ne'w Voty, Inc tlZpp 4701) 103 47011 215 


8811290530 NRC Info Not'C© 08 094. ' Poienljally Ijnd 6 fsi 2 ecf Valve Actualo/s " Svc IjsI 

ROSSI CE Di.'son of OpefaUonal Events Assessment (Post 670411) 66/12/02 
Consc' dated Ed.son Co of Ne^v York, fnc 1 21pp 47708 143 47706 254 


8812020287 NRC !r»o Notice 68-095, “Inadequate Procurement Requirements Imposed 
b/ bte ns ess on Vendors' Svclssund , 

ROSSI CE Divjs-on of Operational Events Assessment {Post 870411) 86/12/08 
Consol dated Edison Co of Nevv York, fnc 112pp 47607 191-47007 302 


8412200173 Requesis NRC Reoion III 8 NRR allendance at 690110 formal demonstra- 
tion of reactor vessel fla*v sizTrig techniques Flaws identified in reactor vessel safety 
inLSCtiOn nozzle welds during inservice fnsps 

FAY.C VV Wisronsin Electric Power Co 08/12/14 Document Control Branch (Docu 
mc-nt Central Desk) 3pp 47860 171 47868 173 

88 122701 36 Ack roce pi of 801020 11/ informing NRC of steps taken to correct violations 
noted in Aliegaiion RJIf 08 A 0126 

NORELtUScE Regon 3, Ofc of the Director 00/12/16 FAY.CW Wisconsin Electric 
POACrCo ?pp 47926 214 47926 215 


R Periodic operating reports & related correspondence 


8812160193 Discusses Operdlional Safoly Team Inap Ropl 50 267/88 200 on 6Bu5^^ 
20 & forwards notico of violallons Acfdl response to unrosolvod items.IncludinQ tor'-fi 
of checklists for complex aclivitios & control of main! nctivillos roquoslod 
CAULAN.Li NRC • No Ootallod AffillnlJon Given 88/12/07 WILLIAMS.RO 
Service Co of Colorado 2pp 47626 312 47826 318 


-8812150200 Notice of violations from insp on 080509 20 VIofftlions noted omorKry^ 
operalinq procedures not adequately matrilflinctJ.includlng lack of Fuse F 254 viU 
was reaufred to be pulled by operator & no supply of replncemonl fuses 
• Region 4. Ofc of the Dlredor 86/12/07 5pp 47826 314-47626 318 


H. QenerdI correspondence 

8812010393 Comment supporting proposed rule 10CFR26 ro Filnoss for Duly Proorerv 
WILLIAMS, RO Public Service Co of Colorado 80/11/21 Docketing & Sornce, 
Branch 16pp 47679 192 4/679 206 


P. Operallng license atage documenle 4 correspondonco 

8811290391 Informs that portions of 660923 appllcalion for amend to License DPR 3 ^ 
not in compliance w/regulations Porlions refected from consideration include deletion 
of cover Ur, notice of Issuance & 6-50 agroomenl 

HEITNEfl.KL Proiocl Directorate IV 80/11/10 WILLIAMS, nO Public Service Co vl 
Colorado 4pp 47666 103 47666 fOG. 

8811290400 Forwards roquest for addi Info ro mltfipatfon of possible ATWS events 
partial review of 681015 responso 1o Gonortc Ltr 85 06 

MEITNER, KL Profocl Directorate IV 88/11/10 WILLIAMS, R 0 Public Service Co o! 
Colorado 5pp 47665 079 4/665 083 


8812190218 Monthly operating repls for No/ 1980 for Point Beach Nuclear Plant, Units 1 
& 2 V//aBl 266 IV 

KRAUSE.CW, FAY.CW Wisconsin Eleclnc Power Co 68/11/30 9pp 47840.130 
47840138 


8611300069 Advises that util should consider listed 5RP seclrons in evaluating pio- 
posed conversion plan 

HEITNER.KL Project Olroctorato IV 06/11/21 WILLIAMS.RO Public Service Co of 
Colorado 4pp 47668 309 47668 312 


S Reportabfe occurrences, LERs 8 related correapondenco 

8812010006 LER 88 010 00 on 06 1026, emergency diesel generator red tagged out of 
svc w/two 460 VAC safeguards buses tied together IncidenI investigation team report- 
ed 18 fact supported conclusions & 28 corrective actions W/881 123 ltr 
FAY.C W Wisconssn Efectnc Power Co 88/11/23 2pp 47709 254 47709 2S5 

U 122 1009 5 LER 80 009 00 on e8t1l6.iradequaCY of EOP 1 3. ’Transfer to Contain 
menl Sump Recirculation ” Caused by hraher level of emphasis bofng placed on more 
likely c/ent of small break LOCA when EOP was wntten Order to be issued W/861216 
Jtf 

FAY.CW Wisconsin Electric Power Co 88/12/16 5pp 47675 132 47875 136 

6012270234 LER 68-003 01 on 881 121, discovered that procedures which delineate lest 
ina of undervoltage channels of 4,160 volt safeguards power supplies did not ensure 
equate losing of channels Caused by inadequate proc^ure w/881219 ltr 
FAY.CW Wisconsin Electric Power Co 86/12/19 7pp 47926 144 47926 150 


881128004B Generic Ur 86 20 1o all llcensoes holding OLa a CPs for nuclom 
reactor facilities ro individual plant oxarn for sovero acefdoni vulnorabllitios Svc list 
end 

CRUTCHFIELO.O Associate Ofroctor for Prplacia {Post 0/0411) 68/11/23 Cons(yi 
dated Edison Co of New York. Inc Qipp 47/28 303 47/29 024 

8812190246 Forwards response to Gononc Ur 00 11, ’’NRC Position on Radiation Em- 
briltlemenl of Reactor Vessel Malls a Impact on Plant Oporalions," prosonteci in Re^ 
GviWe 1 99 ,Rov 2 S\ibJ rog guide not ri^ioclly appllcablo to fadhty 
WILLIAMS.RO Public Sorvice Co, of Colorado 80/12/07 Documoni Control Branch 
(Document Control Desk) 1 1pp 47649 055 47640 065 

8812239276 Forwards rosponso 1o request for addI info ro role of operators in mitigalina 
high energy lino breaks Roanalysis of bldg temp profilos complolod & submitiM 
880926 

WAREMBOURGjDW Public Service Co of Colorado 88/12/00 Document Control 
Branch (Documoni Control Desk) 13pp 47916,149 47916 161 


DOCKET 50-267 FORT ST VRAIN NUCLEAR GENERATING STATION 

F Security, medical, emergency A fire prolecllon plana 

0011300083 Issue 6 to emergency plan class, "Event & Emergency Cfassificalion Over- 
view" W/881 114 Hr 

FULLER.CH Public Service Co of Colorado 88/10/21 126pp 47672 303- 
47673 068 

0011300424 issue 9 to Racfioiooical Emergency Response PlamSecbon 10 0, "Proce- 
Aires That fmplemert or SuppT Plan ” W/OB1 1 15 ltr 

FULLER.CH Public Service Co of Colorado 86/10/26 6pp 47677 005-47677 011 

insp Rept 60 267/68 25 on 880911-1022 & wWce o1 wdallon 
CALLAN.LJ. Regions Ofc of the Director 68/11/17 WILUAMS.flO Public Service 
Co ofColoredo 2pp 47673 207-47673 222 

-001 1300WI Notice of wialion from Insp on 680911-1022 Vtotation no’edFUo Doors 
13 & 6 between 430 VAC switchgear room & Bldg 10 propp^ opened w/no fire 
watch establ:ished 

* Region 4 , Ofc of the Director 86/1 1/17 ip 47673 209-47673 209 

0011300327 Forwards Insp Rept 60-267/68 21 on 860926-30 & notices of vtofaUon & 
deviabon One unresotvod item kfontified in Paragraph 7 a 2 

from Insp on 880926 30 ViolaUon noted licensee es- 
JaWishod laiWrasle sloiaoo area on Eievabon 4,771 h o1 reacior bldo whore combusU 
bJes within not kfonUfied in App R evaluation repL ^ ^ ^ 

• Region 4, Ofc of the Dirocior 80/11/18 Ip 47677 224 47077,225 

-4011300329 insp Root 50-267/80-21 on 000926 30 Vioiaiion A deviations noledMalor 
24W^476^2M^7'^7 Diieclor 86/11/21 

FULLER.CH Public Servico Co of Colorado 88/11/22 46pp 47711 047-477 u 092 

WlLUAMSflO 


Q. fnapeclfon reports, IE Bulleifna & correapondenco 

8011300560 Forwards Insp Rept 50-267/66 26 on 660011*1022 6 notico of viofatiw 
CALUN.LJ Region 4, Ofc of the Director 08/11/17 WILLI AMS, R 0. Public Service 
Co of Cotorado 2pp 47673 207 47673 222 

-8811300561 Nolico of viofation from insp on 60091 1-1022 Violallon noted Fire Doors 
13 & 8 between 480 VAC switchgear room & Bldg 10 propped opened w/ro fire 
watch eaiabWahed 

• Region 4, Ofc of the Director 88/11/17 Ip. 47673 200-47673 209. 

-8811300563 Insp Repi 50-267/80 25 on 06091 1-1022 VIofalions noted Major areas 
^pcledprevicAisty Identified Insp lindings, liconsoo action In rosponso to MFC 
safely verification & monihty main! obsorvation 
^ - WICHAUD.P W . WESTERMAN.T F Roglon 4, Ofc of the Dlroctor. BBr 
11/16 t3pp 47673 210 47673'222 

8811300327 Forwards Insp Rept 50-267/66 21 on BB0026 30 & notices of violation 4 
deviation One unresolved Item Idenlifiod in Paragraph 7 a 2 
CALLAN,L J Region 4. Ofc of the Director 88/11/18. WILLIAMS.RO Public Servw 
Co of Coiorado 2pp 47677 222 47677'250 

violation from insp on 800926 30.Vlofalton noted licensoo es 
labJisned radwaslo storage area on Elevation 4,771 ft of reactor bldo whore combusti- 
bles wilhin not Identified Tn App R evaluation rept 
Region 4, Ofc of the Director. 88 / 11/18 ip 47677 224 47677.225 

-8012050332 Nolfce of deviation from insp on 880926-30 Dovialions noted two pon&- 
uaiion sea's found in auxiliary boiler room were not 3 h rated S documentation not 
devefoped to subsianliale portable fans. 

Region 4, Ofc of the Director 86/1 1/16 2pp 47677 226 47677 226 

267/88-21 on 860926 30. Violation & deviations noted Major 
^ compliance to sale shutdown roquiromenis of 

iv>t,rnoO,App R. 

24pp^47677 227^471^7 2 ^^ ’ Region 4, Ofc of Iho Director 00/11/21 

"Unaulhorized Removal of industriaf Nuciaar 

bvc Tisi end 

Of Industrial & Medical Nuclear Safely (Post 870729) 
80 / 11/22 Consolidated Edison Co, of New York, Inc 99pp 47700 255-47706 257 

^*cdT(0Sls^' Svc list enc^^^ "Improper Administration & Control of psychology 

Operational Events Assessment (Post 870411) 88 / 11/^2 
consolidated Edison Co of Now York, Inc lOIpp 47706 042 - 47706.142 



DOCKETED ITEMS 39 


eoi r300074 Advises lhal util OB1026 rosponso to NRG Oullelin 08-008, “Thermal 
Slressos in Piping Connected to RCS” acceptable Conditions addressed by bulletin 
unlikely to occur at plant 

MEITNER, KL Project Dire c to rato IV 80/11/22 WILLtAMS.RO Public Service Co of 
Colorado 4pp 47SD7 240 4/607 252 

6811290469 Ack receipt of 801104 Itr informing NRG of steps taken to correct violations 
noted in Insp Rcpl 50-267/00-20 

CALLAN.LJ Region 4, Ofc of the Director 80/11/23 WllLIAMS,RO Public Service 
Co of Colorado 2pp 47649 285 47649 206 

0812010111 Ack receipt of 860920 Hr informing NRC of steps taken to correct violations 
noted in (nsp Ropt 50 267/DO 13 

CALLAN.LJ Region 4, Ofc of tho Director 60/11/20 WILLIAMS, R 0 Public Service 
Co of Colorado 2pp 4/702 296-47702 303 

6812010128 Ack receipt of 681104 Itr intorming NRC of stops taken to correct violations 
noted in Insn Repts 50 267/00 15 & 50-267/08-23 

CALLAN.LJ Region 4. Ofc oflliQ Director 00/11/20 WILLIAMS.RO Public Service 
Co of Colorado 2pp 47702 278 47702 296 

6012020312 Ack receipt of 081104 Itr Informing NRC of steps taken to correct violations 
noted in Insp Ropt 50-267/88-17 

CALLAN.LJ Region 4, Ofc of the Director 00/11/20 WIlLtAMS.RO Public Service 
Co of Colorado 2pp 47710 277-47710 270 

0811290030 NRC Info Notice 00 093, 'TGlothorapy Events “ Sve fist end 
GUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
flO/12/02 Consolidated Edison Co of New York, Inc 112pp 47011 103 47811 215 

6811290538 NRC Info Notice 08 094, “Potentially Undersized Valve Actuators “ Sve list 
end 

ROSSI, CE Division of Operational Events Assosamont (Post 870411) 08/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47700 143-47700 254. 

8812150193 Discusses Opomtional Safely Team Insp Ropt 50-267/00 200 on 000509 
20 & forwards notico of violations Arldl response to unresolved items.lncludlng control 
of checklists for complex activities & control of maint activities ronuested 
CALLAN.LJ NRC - No Detailed Affiliation Given 80/12/07 WILLIAMS.RO Public 
Service Co of Colorado 2pp 47026 312 47026 310 

»8d 12 150200 Notico of violations from Insn on 0QD5D9 20 Violations noted omorgoncy 
operating procedures not adoquatoly mainlainod.includlng lack of Fuse P 264 which 
was required to bo pulled by operator & no supply of replacement fuses 
• Region 4, Ofc of the Director 60/12/07 6pp 47026 314 47026*316 

11812020287 NRC Info Notico OH 095, "Inadoqualo Procuromenl Roquiromonis Imposed 
by Liconseos on Vendors “ Sve list end 

ROSSI, CE Division of Operational Events As-tossmont (Post 870411) 08/12/00 
Consolidated Edison Co Of Now York, Inc 1 12pp 4700/ 191-47007 302 

8612200140 Responds to NRC 001107 Hr re violations noted in Insp Reel 60-267/08 
26 Util concludes that FSV design documents, licensing bases & plant drawings do 
not contain inconsistencies re load soquenclng associated w/400 V Bus 2 
BREY.H L Public Service Co of Colorado 06/12/15 Document Control Branch (Doc 
umont Control Desk) 32pp 47065 001-47065 035, 


R. Periodic operating reports & related correspondence 

8812200019 Monthly operating ropt for Nov 1900 lor Fort St Vrain Nuclear Goneratinn 
S1atlonW/QB1215ilr, 

BLDCK.ML, FULLER, CH Public Service Co of Colorado, 08/11/30 Opp 
47871.050 47071,065 


8, Reportable occurrences, LERs & related correspondence 

8811290286 Forwards Rev A to EE-93 0007, ''Englnoering Evaluation of Interaction & 
Effects of Plant Proloctlon Sys & Steam Line Rupture Detection/ Isolation Sys " Sub- 
mittal addresses concerns raised by NRC 

WAREMBOURG.D W Public Service Co of Colorado 80/11/22 Document Ckinlrol 
Branch (Document Control Desk) 2pp 47665.126 47665 158 

-8811290272 Rev A to “Engineering Evaluation of Intorpclion & Effects of Plant Proloc- 
lion Sys & Steam Lino Rupture Detection/ Isofalion Sys " 

BATES,GS Public Service Co, of Colorado ££-93 0007 R A 80/11/21 31pp. 
47665 128 47665 160 

8812150040 PNO'IV-aS 093 on 6Q1206.NRC informed of plans to discontinue facility op 
orations on or before 900630 w/no final date selected Plans inctudo power coasldown 
using fuel presonlly in reactor w/no fourth refueling or addition of new fuel 
WESTERMAN.T.F. Region 4. Ofc of the Director 00/12/06 2pp 47026.323- 
47026 324 

8812190354 LER 80 015 00 on OBIOHJoss of power to 400V ossonllal buses occurred 
durinp loss of outside electric power test Caused by dirty or sticking contact 
condition Contacts replaced 8 Operations Order 08 06 Issued. W/ 68 1214 Itr 
CHESNUTT.SW, FULLER.CH. Public Service Co of Colorado 08/12/14 13pp 
47853 259 47853 271 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

6812050130 Forwards public version of Rev 86-2 to emergency plan, Vol A & Revs 60-6 
& 88 8 lo implemonling procedures manual, Vols D & C respactivofy W/DH Grimstoy 
release memo 

TUCKER, H B Duke Power Co 80/11/10 Document Control Branch (Document Con 
trol Desk) 5pp 47719 100 47720 066 

—8812050131 Rev 68-2 to plant emergency plan, Vol A 
TUCKMAN.MS Duke Power Co 86/10/14 07pp 47710 105 47719 272 

-8812050132 Revised emergency plan Implementing procedures, Including Revs 08 6 & 
68 8 to implementing procedures emergency plan manual, Vols B & C.respectively 
TUCKMAN.MS DukoPowerCo 80/10/14 164pp 47719 273-47720 066 


8812090029 Forwards public version of Rev 28 lo “Crisis Mgl Plan " W/ DM Grimsloy 
undated release memo 

TUCKER, HB Duke Power Co 88/11/22 Document Control Branch (Document Con 
trol Desk) 4pp 47757 171-47757 216 

“0012090034 Public version of Rev 20 to “Crisib Mat Plan for Nuclear Stations *' 

* Duke Power Co DB/ 12/01 41pp 47757 175 47757 215 

8012000243 Advises that 000029 Rev 6 lo guard training & qualification plan consistent 
w/provislons of 10CFn50 54(p) & accoptaBlo 

CLINE.WE Region 2. Ofc of the Director 00/11/29 TUCKER, H B DukoPowerCo 
2pp 47783 260-47703 270 

0812000005 Forwards environ ossessmeni & finding of no slgnificatu Impact re util 
031111 request for exemption from requirements of lOCFRfaO.App R 
PASTIS.HN Pfolecl Directorate 11-3 00/12/05 TUCKER.HB Duke Power Co 3pp 
47762 236 47762 243 

--0012000067 Environ assessment & finding of no significant impact re util 831111 re 
quest for oxomplion from roquiromonts of 10CFR50,Aj3p R 
MATTHEWS.DB Project Directorate 11-3 88/12/05 spp 47762 239 47762 243 


H. General correspondence 


8812090336 Confirms mooting w/uki on 001209 at Region II ofc re roornanizalion.por 
001121 tolcon 

ERNST.M L Region 2. Ofc of the Director 00/12/01 TUCKER.H.B Duke Power Co 
Ip 47702 231-47782 231 


P Operating IlcenBO stage documents & correspondence 

0811290197 Responds lo Qonoric Llr 00-11, “NRC Position on Radiation Embrittlement 
of Reactor Vessel Metis & Its Impact on Plant Operations “ 

TUCKER.HB Duke Power Co 80/11/21 Document Control Branch (Document Con 
trol Desk) 2pp. 47649.197-47640 100 

0811280190 Discusses NRC response to B&W Owners Group on ATWS issue Liconsoo 
requested to submit plant specific conceplual design for option selected among throo 
options consldorod In end NRC llr 

PASTIS.HN Projocl Directoralo II 3 80/11/22 TUCKER.HB Duke Power Co 4pp 
47656 310 47656 316 

8011200040 Generic Ltr 00 20 to all ticonsees holding Ols & CPs for nuclear power 
reactor fncllllios ro Individual plant exam for severe accldenl vulnornbllitlos Sve list 
end 

CRUTCHFIELD.O Associate Dlroclor for Projects (Post 070411) 80/11/23 Consol! 
dated Edison Co of Now York, Inc Oipp 47720 303 47/20 024 

0012020315 Discusses ukl 081107 Ilf ro problem of Loo Steam Station supporting sud 
donly applied omorgoncy loads during unavailability of Keowee hydroeloctric genera 
tors. 

MATTHEWS.DB Projocl Directorate 113 00/ 1 1/23 TUCKER.HB Duke Power Co 
app 47711 117 477lf 119 

881 2070012 Forwords rosponso to NRC 000920 request for addi Info ro application for 
amends lor Llcnnsos OPR-30,DPR 47 & DPR-55, adding roquiromonis re standby 
shutdown facility Motor operators to be added to valves In auxiliary sve water sys 
TUCKER.H B Duko Power Co 88/11/28 Oocumont Control Branch (Document Con- 
trol Dosk) 6pp. 47740 092-47746 097, 

8812010274 Forwards SuppI 2 to safety evaluation ro simulator modollinn of upper head 
voldinapor 08071 B Itr 

PASTfe.HN Projocl Directorate II-3 80/11/20 TUCKER.HB Duko Power Co. 2pp 
47707 003-47707 095 

“8812010275 Safety a«ratua1ion supporting response to simulator modelling of upper 
head voiding 

* Project Directoralo 11-3. 00/ 1 1/20 Ip 477O7'O06 47707 095 

0812050160 Discusses 881017 request for ^proval ot roule for transport of spent reac- 
tor fuel from Oconee Nuefoar Stallon.Sonoca.SC to B&W Lynchburg Research 
Ctr.Lynchburg.VA 

MACDONALD, C.E. Transportation Branch 08/11/30. SNIPES.RG Duke Power Co 
lOpp 47732 320-47732 320 

6812060080 Roquests that util address Generic Ltr 80-17 ro loss of DHR during non- 
power operation Issue of high priority 8 should be addressed accordingly 
MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 80/12/ 
02 LEB.WS Duke Power Co 6pp 47753 129 47753 133 

6012080027 Responds to 860900 Itr requesting NRC concurrence on util understanding 
of App H, “Reactor Vessel Mall Surveillance Program Roquiremenls.'* Separate cavity 
dosimetiy Installation for each unit unwarronted, 

MATTHEWS.DB Project Directorate 11-3 88/12/05. TUCKER.HB Duke Power Co 
4pp 47763 243-47703,246 

6612120012 Forwards “Emergency Dose Assessment Manual “ 

TUCKER.H B Duke Power Co 88/12/07 Document Control Branch (I^umenl Con- 
trol Desk) 3pp, 47700.219-47781 120 

“8812120014 “Duko Power Co Emergency Dose Assessment Manual,'* 

TUCKER.H.B. Duke Power Co. 88/11/21 259pp 47700 222 47701-120 

8812210063 Forwards Request for Relief 00 00 from Section XI of ASME Boiler & Pres- 
sure Vessel Code (w/addonda through Winter 1080) re pressure testing specific welds 
during second 10-yr fnservlce insp interval W/one oversize drawing 
TUCKER.H B, Duke Power Co 88/12/09 Document Control Branch (Document Con- 
trol Desk), 4pp 47867 1S1-476B7 155 

8812210114 Application lor amends to Licenses DPR-3B,DPR-47 & OPR-55, providing 
adequate standby bus voltage for all design basis accident scenarios Foe paid 
TUCKER,HB Duko Power Co 88/12/16 Document Control Branch (Document Con 
trol Desk) 3pp 47808 276-47880 289 
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-aai22lCll15 proposed Trch Specs re standby bus voftago for all design basis acc( 
dent scenario's 

‘ Duka Power Co 88/12/15 lipp 47888 279 47088 289 

8812220310 Informs that util 6B0525 rosponse to Generic Ur 88 03, "Steam Dir^dmg ot 
Auxiliary Feedwater Pomps" acceptable fiRC disasreement w/util conclusion that pro 
ceduras addressing steam binding of emergency feedwater pumps unnecessary 
PASTiS,Htt Project Orectorate U 3 88/12/19 TUCKER.H B Duke Power Co 4pp 
47903072 47903 075 


0 Inspection repcrta, IE Bullollns & correspondence 

8811290559 Ack receipt o( 880909 |(r informing NRG Of slops taken to correct violations 
noletf in fnsp Repls 50 269/88 1 1 , 50 270/88 11 & 50 287/88 11 
EnMST,».t I Region 2. Qfc of the Director 88/1 1/17 TUCKER.H 8 Duko Power Co 
Ip 47662 200 47662 200 


8012210326 Responds to NRC 881110 Ur re violations noted in Insp Repls 50 26q/flfl 
17,50 270/88 17 & 50-287/88 17 Pfocoduroa MP/O/A/2001/13 & MP/O/A/2001/3C 
revised to Include proper reslstanco/torque values & speedy proper lubricani 
TUCKER, HB Duke Power Co 88/12/09 Document Control Branch (Document Hnn 
tro)D 0 $k> 9pp 47877 248 47877 256 

0012200307 Discusses violations noted In Jinp flepts 50-269/08-25, 50-270/88 25 & 
50 287/88 25 on 88080M5 & fonvards notice of viofallon & proposed imposition of 
cjvii penaiiy W/o nohCB 

ERNST, ml Region 2, Ofc of the Director 88/12/13 TUCKER, H B Duko Power 
4pp 47B6D 066 47860 069 ^ 

8012210068 Ack receipt of 881123 Ur informing NRC of slop taken to correct violahnns 
noted In fnsp Repls 50 269/88 31, 50 270/88 31 & 50^287/80-31 VlolaDorj occu-rJ 
as stated in notice d 1 violation 

COLLINS, DM Region 2 , Ofc of the Director 88/12/14 TUCKER, H B Duko 
Co Ip 47076 219 4707B 219 


0911160211 NRC Wo Notice 68 Q50, "Unauthoniod Removal of Industrial Nuclear 
Gauges " Svo list end 

CUNNiNGHAM,R £ Qivis'on ol Industrial 8 . Medical Nuctear Safety (Post 870729) 
80/1 1 /22 Consolidated Edison Co of New York, Inc 99pp 47708 255 1770B 257 

8811160487 NRC fnfo Notice 88 091 . "Improper Administration & Control of Psychofogi 
cal Tests " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/11/22 
Consolidated Edison Co of New York, fne lOipp 47708 042 47708 142 


8012270207 Forwards add) performance test & analysis info, per requosi during 881 104 
enforcemenf conference re potential degraded capabilities ol reactor btda coofino 
units (RBCU) Further info re RBCU & LPI cooler operability cfiloria also end ^ ^ 

TUCKtR.HB Duke Power Co 88/12/15 Documoni Control Branch IDocumeni Con 
tro) Desk) 1 1pp 47924 213 47924 223 


R. Periodic operating reports & related oorrespondonce 


0011300115 Responds to NPC 681024 Ur re vrofaNons noted in fnsp Repls 60 269/88- 
31,50 270/08 31 & 50-287/86-31 Corrective actions Procedure HP/O/B/1 000/57 
modified to incfude siwcifio task ol aampfing mam condenser offgas 
TLICKEfl,H B Duko Power Co 80/11/23 Document Control Branch (Oocumont Con- 
trot Desk) 3pp 47677 023 47677 025 


0812200212 Forwards monihly operaling ropls for Nov 1088 for Oconee Station Units 
1.2 & 3 & corrected monthly operating repts for Oct 198&, 

TUCKEfl.HB Duke Power Co 88/12/15 DocumonI Control Branch (Document Con 
trol Desk) tp 47661.003-47861 019 ' I'lwm 


0012050280 Forwards Insp Repts 50 269/08 33.50 270/88 33 & 50 287/80 33 On 
661015-11 15 No violations or deviations noted 

BROWNLEE, V L Region 2 . Ofc of the Director 88/11/23 TUCKER, H.B Duke Power 
Co 2 pp 47731 235 47731 250 


-0812050282 Insp Repls 50 269/80 33,50 270/80 33 & 50 267/88 33 on B8tDl5 
It 15 No violations or de'viations noted Ma|or areas inspected operations surveittance 
acdvifjes, safeguards & radiation protection & Insp of open items, 
SK!NNER,PH Region 2. Ofc of the Director 88/11/23 )4pp 47731 237*47731,250 


.ij;, , rt * V; ' Pi I’lwv louu lor ucorioo oiaiion u 

WILLIAMS, R A Duko Power Co 88/11/30, 14pp 47861 004 47861 018. 


-8312200301 Addenda to monthly operating ropt for Nov 1988 for Oconoo Nuclear Sta 
t^on Units 1^2 & 3 

•Duko Power Co 08/11/30 Ip 47801 010-47861.019 


S. Reporlabte occurrences, LERa & related corrospondenco 


8312050312 Ack receipt of 831028 Hr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-269/88-28 Response to Violation 287/88 98 02 did not address 
actions taken to improve effectiveness of lest program 

fp 47740 88/11/25 TUCKER.HB Duke Power Co 

6812050072 Advises that use of ASME Code Cases N 40t,N 416,N 426 & N 427 in m- 
aen^e insp prewram approved, per 860302 request 

oS) 477?i 88/12/01 TUCKER.H B Duke Power Co 

68f20$(Mt8 Forwards revised response lo NRC 881028 Hr re violation noted In fnso 
270/88 28 & 50 287/08 20 Corrective actions tost procedure 
placed on removed contro) power lusos 

CO" 

?/ Sf'i'clpafsd response time after B90601 ^ 

uffi) ®PP 4779 m9^%n^ CO"- 


8812070064 Advises ihol fisted Tech Spec changes commilted to in LER 269/80 06 ra 
analysis of HPIS In ECCS sump reclrculallon mode will bo submit 

47“7?0'’^9"7M6®liO^''’' Documopl ConM Broncli (DocumonI Con 

of standby sfiuldown facility HVAC sve 
wafer sys revealed max sys flow capacity bolow design vafuo for worst case ovont No 
&T!?d F^?M5!iycn U d" laken Cause nol positively confirmed, W/0B1 201 Hr 
NORTH, P J , TUCKER, H B Duke Power Co 00/12/01 7 pp 47763 934-47703 240, 

cavitating Venturis & to pursue 
supplomenifti Info Ip LER 260/66-10 ro InMam 
‘ ^TO^ncy feedwater piping sys nol qualifiecf, 
m S 2V“79pS4%®^6r® Branch (Oocumont Con 


V. Dry Cask Inilependenl Spent Fuel storage Inatollaltona 


“cunSmIu o I? rf'f® 093 ‘•Telelherapy Evema " Sve let eacl 

Sy ® Industrial & Medical Nuclear Safely (post 070729) 
88/12/02 Consolidated Edison Co of New York, fnc 1l2pp 47811 103 47811 215, 

"Potentially Undersized Valve Actualorg " Sve list 

7 ?^ Operational Evonia Assessment (Post 870411), 88 / 12/02 
Consolidated Edison Co ofNew York, Inc 121pp 47706 143 47708 254 

^^3r^^270/8fl 32 x'Vo ? vwtaHpns noted fn Insp Repts 60-269/88- 

'0 ••onlonl" <" 

« 775 W 4774 l 2 «°''“'"‘'°''^ TOCKERH B Duke Power Co 2 pp 

S“|i«fi|SSS5SF« 

?7826 319!l'mlb“ ’ ' " 8®/'2'0^ TUCKEI^B Duke Poll Co, 

R^.u^nmenta tmposed 

K&dwS S, Sf ~k 'r n2 rr7M7"^^ 

**amounl of SM.Ooo'wVbeMMued'on^esIVl* 'AeSo^baiS^n '" 
47900 213 47800 213 Entorcemeni (Posl 670413) 98/12/09 Ip 

}S^ J"fe«Xen;3s5o Si2 ^ 

trol Oaakj 47887'l6T-47W7 * ieI^*'® Booumoni Control Branch (DocumonI Con- 


DOCKET 50-270 OCOMEE NUC(.EAR STATION, UNIT 4 

F, Security, medical, emergency & lire protection plane 

®«;2 ',0 omorgenoy plan, Vol A & Bovs 00 8 
relSaa memo ^ ® procedures manual, Vote B a C respoctluoly.W/DH Grimsiey 

IKki!^4'^?mIeo\??2o“oe0'^ (Do™"i""I Con 

-8812050131 Rev 88 2 to nlant omeroanev oinn Vai a 
TUC fCMANeMS Duke Power Co 88%o/l4. 87pp. ^7710 18 B 47710.272 

implementing procedures.) net udlng Bovs 88-6 & 

wmo P'"" " W/ CH Grimsiey 

U^Sm%!’ 4775777T-4%7'215,''^* Document Control Branch (DocumonI Con- 

'‘”cXtk“e®PoJX Co° BS/la/Ot 5 ®pV 4776W7I i7^'57!|i6°' “ 

® r®/.® '? r'" "“'"'"9 « qnahllcatlon plan consisteni 

ClInfm/f * nccepiable, 

2pp 47783, 269 ? 4°%3 570 80/11/20 TUCKER, H.B. Duko Power Co. 
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-8812090007 Environ dssessment & finding of no signllicnnt impact re util 831111 re 
quost for exemption from requirements of iDCFRSO.App R 
MATTHEWS.DS Project Diroctorale II 3 80/12/05 5pp 47762 239 47762 243 

18812200232 Advises that 001014 Rev 80-2 to radiological emergency plan consJstont 
w/planning stds of 10CFR50 47(b) & accoplablo Change re meteorological equip 
meni not consistent w/Reg Guide 1 23 

DECKER,! R Region 2, Ofc of tho Director 88/12/12 TUCKER, H B Duke Power Co 
2pp 47868 302-47868 303 


H Qoncral correspondence 


8B1 2090335 Confirms meoling w/utd on 881209 at Region If ofc re reorganizalion.per 
B81121 lelcon 

ERNST, M L Region 2, Ofc of tho Director 00/12/01 TUCKER, U B Duke Power Co 
Ip 47702 231 47702 231 


P. Operating license stage documents & correspotidonco 

6811290197 Responds to Generic Ltr 80-11, "NRC Position on Radiation EmbriltiGmont 
of Reactor Vobsol Malls & Us Impact on Plant Operations 

TUCKER,}) B Duke Power Co 00/1 1/21 Documonl Control Branch (Document Con 
irol Desk) 2pp 47640 197-47640 198 

881 1280196 Discusses NRC response to B&W Owners Group on ATWS issue Licensed 
requested to submit plant specific conceptual design for option selected among three 
options considered In erct NRC Ur 

PASTIS,HN Project Directorate JI-3 88/11/22 TUCKER, HB Duke Power Co 4pp 
47656 310 47656 316 

8B 11280048 Generic Ltr 80-20 to all Itoonsoos holding OLs A CPs for nuclear power 
reader facilities re individual plant exam for aovoro accident vulnerabililios Svc list 
one! 

CRUTCHFIELD,D Assoclalo Director for Projects (Post 070411) 80/11/23 Consoll- 
dated Edison Co of New York, Inc Otpp 47720 303*47729 024 

081 20203 IS Discusses util 00 1107 Ur ro problem of Loo Sloam Station supporting sud- 
denly applied omorgoncy loads during unavolfabJIily of Keoweo hydroelectric genera 
tors 

MAHHEWS.DB Prolocl Directorate fl-3 00/11/23 TUCKER,HE3 Duke Power Co 
3pp 4771 1.117-47711 119 

8B12070012 Forwards response to NRC 800920 request for addi Info re application for 
amends for Licenses DPn-38,DPR-47 & DPR 55. adding roquiromonia ro standby 
shutdown facillly Motor operators to bo added to valves in auxiliary svc water sys 
TUCKER, H.B Duke Power Co 80/11/28 Documonl Control Branch (Document Con- 
trol Desk) 6pp 47/46 092-47746 007 

8812010274 Forwards Supfd 2 to safely ovalualion re simulator modelling of upper head 
voiding, per 080718 Ur 

PASTIS.ll.N. Project Directorate If 3 00/11/29 TUCKER, HB Duke Power Co 2pp 
47707 093-47707 005 

-8812010276 Safely ovalualton supporting resjionso to simulator modolIJng of upper 
1^eod voiding 

• Project Directorate If 3 86/11/20 Ip 4770/005-47707 006 

8B12080080 Requests that util address Gonono Ltr 08-17 ro loss of DHR during non 
power oporalion Issue of high priority & should bo addressed accordingly 
WUnLEY,TE Office of Nuclear Roaclor Regulalion, Director (Post 070411) 80/12/ 
02, LEE,WS Duko Power Co 6pp 47753 120 47753 133 

8812080027 Responds to 860900 Ur requesting NRC concurranco on util understanding 
of App H, '^Roactor Vossol Mali Survoilinnee program Requirements ** Separate cavity 
dosimetry Installation for each unit unwarranted 

MATTHEWS, D B. Pro oct Diroctorale 11-3, 60/12/05 TUCI<ER,H.B Duke Power Co 
4pp. 47783.243-47703 246 

6812120012 Forwards “Emorgoncy Dose Assessment Manual '* 

TUCKER, H B Duke Power Co 80/12/07 Document Conirol Branch (Document Con- 
trol Desk) 3pp, 47780 210 47781 120 

-8812120014 "Duko Power Co Emergency Dose Assessment Manual ” 

TUCKER, HB Duko Power Co 80/11/21 259pp 47780 222-47781:120 

8612210063 Forwards Request for Relief 80-09 from Section Kl of ASME Boiler & Pros- 
suro Vessel Code (w/addendo through Winter 1 980) ro pressure testing specific wolds 
during second 10 yr fnsorvico insp Interval W/ono oversize drawing 
TUCKER,H B Duko Power Co 88/12/00, Document Conirol Branch (Document Con 
Irol Desk) 4pp 47007 161-47887:155 

8812210114 Application for amends to Licenses DPR-30,DPH-47 & DPR-55, providing 
adequate standby bus voltage for all design basis accident scenarios Fee paid 
TUCKER, H B, Duke Power Co 00/12/16 Document Control Branch (Document Con- 
trol Desk) 3pp 47808 276-47800 289 

-8612210116 Proposed Tech Specs re standby bus voltage for all design basis acci 
dent scenarios 

" Duko Power Co 08/12/15 lipp 47808 279 4700D 209 

8812220310 Informs that util 880525 response to Generic Ltr 80 03, ‘’Steam Binding of 
Auxiliary Feedwater Pumps" acceptable NRC disagreement w/ulil conclusion that pro- 
cedures addressing sloam binding of emargency feedwater pumps unnecessanr 
FASTIS, HN Project Directorate ll-3 08/12/10. TUCKER, H B Duke Power Co 4pp 
47003 072-47903.075 


Q, Inspection reports, IE Bulletlna & correspondence 

8611290559 Ack receipt of 860909 fir informing NRC of stops taken to correct violations 
noted In fnsp Repts 50 269/08-11, 60 270/88-11 & 50-287/00-11 
ERNST.M L Region 2, Ofc of tho Director 88/11/17 TUCKER,H B Duke Power Co 
Ip. 47662-200 47662 200 


8811160211 NRC Info Notice 68 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end, 

(5Uf#hNGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
80/11/22 Consolidated Edison Co of Now York, Inc 99pp 47708 255 4770B 257 

6611160467 NRC Info Notice 80 091, "Improper Administration 6 Conirol of Psychologi- 
cal Tests " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/11/22 
Consofidaled Edison Co of Now York. Inc lOipp 47708 042 47700,142 

88 11300145 Responds to NRC 881024 ltr re violations noted In fnsp Repts 50-269/88 
31.50-270/88-31 & 50 287/88-31 Corrective actions Procedure HP/O/B/1000/57 
modified to include specific task of sampling main condenser offgas 
TUCKEH.HB Duke Power Co 88/11/23 Document Control Branch (Documenl Con 
irol Desk) 3pp 47677 023 47677 025 

8812050200 Forwards Insp Repts 50 269/08 33,50-270/88 33 & 50 287/80-33 on 
081016 1 1 15 No violations or deviations noted 

BROWNLEE, V L Region 2, Ofc of the Ofroclor 88/11/23 TUCKER, H B Duke Power 
Co 2pp 47731 235 4^7731 250 

-8012050282 Insp Repts 50-269/80 33,50-270/88 33 & 50 207/88 33 on 881015- 
1115 No violations or deviations noted Major areas inspected operations, siirvolllance 
testing,niain1 activities, safeguards & radiation protection & insp of open Items 
SKINNEB,PH Region 2, Ofc of the Director 88/11/23 14pp 47731 237-47731.250. 

8612050312 Ack receipt of 881028 ltr informing NRC of stops taken to correct violations 
noted In Insp Rept 50 269/88 20 Response to Violation 287/88-26-02 did not address 
actions taken to improve ettoctivenoss of test program 

ERNST.M L Region 2, Ofc of the Diroctor 08/11/25 TUCKER, H B Duke Power Co 
Ip 47740 122-47740 122 

8812050072 Advises that use of ASME Code Cases N-40f,N 416,N-426 & N 427 in In 
soivice insp program approved, per 080302 request 

MATTHEWS, OB Project Directorate 11-3 80/12/Of TUCKER.HB Duke Power Co. 
7pp, 47734 020 47734 026 

8812060016 Forwards revised response to NRC 881028 ltr ro violation noted in Insp 
Repts 50 269/80 20,50-270/00-28 & 50-287/08-28 Corroclive actions tost procedure 
revised to require tags to be placed on removed conirol power fuses 
TUCKER,}! B Duko Powor Co 80/12/01 Document Control Branch (Document Con 
trot Desk). 4pp 47741 056 47741 059 

8812120116 Provides action status update ro NRC Bulletin 88 004, "Potonllal Safety 
Related Pump Loss " Mfgs contacted ro anticipated response limo after 090601. 
TUCKER,H B Duke Power Co 88/12/01 Documenl Control Branch (Documenl Con- 
trol Desk) 2pp 47791 330 47701 340 

081 1290030 NRC Info Notice 00 093, 'Tolettiorapy Events " Svc list end 
CUNNINGHAM, R E Division Of Industrial & Medical Nuclear Safely (Post 870729) 
86/12/02 Consolidated Edison Co of Now York, Inc 112pp 47811-103-47011 215. 

8011200530 NRC Info Notice 80 094, "Potentially Undorsizod Valve Actuators" Svc Hat 
end 

ROSSI.CE. Division of Operational Events Assessment (Posf 070411). 00/12/02. 
Consolidated Edison Co of Now York, fnc 121pp 47700 143 47708.254 

8012120117 Responds to NRC 881102 Hr re violations noted In Insp Repts 50-269/68- 
32,60-270/66 32 & 50-207/88-32 Corrective actions craft personnel & supervisore 
cautioned against applying pressure to any fine w/o engineering knowledge. 
TUCKER.H B Duke Power Co 80/12/02 Document Control Branch (Document Con- 
trol Doak) 3pp 47709 107-47789 109. 

6812070149 Informs that util 880307 response to NRC Bulletin 88-001, "Defects in 
Westinghouse Circuit Breakers," satisfactory 

PASTI^HN Project Directorate 11-3 00/12/05 TUCKER, HB Duko Power Co 2pp 
47746-247-47746.240 

6612150196 Requests resubmillal Of response to violations noted in fnsp Repls 60-269/ 
60-13,50 270/08-13 & 50 287/68 IS.Util 880902 response to Violations A,B,D,E 1 & C 
re Valve l-IP-90 meet 10CFR2 201 requiremenls Violation E 2 requires resubmiltal. 
GIBSON, A F Region 2. Ofc of the Oireefor 08/12/07, TUCKER.H B Duko Power Co 
4pp, 47820 319 47829 322 

0812020287 NRC Info Notice G8-0D5. "Inadequate Procurement Requirements Imposed 
by Lteensoos on Vendors" Svc Hat onci 

flOSSI.C.E Division of Operational Events Assessment (Post 070411) 08/12/08, 
Consolidated Edison Co of Now York, Inc 112pp 47807 101 47807.302 

6812140122 EN 80-105 nollce of violation & proposed imposition of civil penalty in 
amount of $26,000 will be Issued on Q01213 Action based on licensee failure to pro- 
vide adequate procedural guidance to ensure HPSl remain operable. 

LUEHMAN,J, LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/12/08 Ip 
47000-213-47800.213 

0612210063 Forwards Request for Relief 88 09 from Section XI of ASME Boiler & Pres- 
sure Vessel Code (w/ addenda through Winter 1900) ro pressure testing specific welds 
during second 10 yr Inservlco Insp Interval W/one oversize drawing 
TUCKER.H B Duke Power Co 88/12/09 Document Conirol Branch (Documonl Con- 
trol Desk) 4pp. 47807,151-47887,155 

8012210326 Responds to NRC 081110 itr re violations noted in Insp Repts 50-269/80- 
17,50 270/80-17 & 60-207/80-17 Procedures MP/O/A/2001/13 & MP/0/A/2001/3C 
revised to include proper resislance/torque values & specify proper lubricant, 
TUCKER.H B Duke Power Co 08/12/09. Documenl Control Branch (Document Con- 
trol Desk) 9pp 47877-240-47877 256, 

0812200307 Discusses violations noted in Insp Repts 50-269/08-25, 60-270/00-26 & 
60-267/80-26 on 680801-16 & forwards notice of violation & proposed imposition of 
civil penalty,W/o notice, 

ERNST.M. L Region 2, Ofc of the Director 08/12/13 TUCKER, H,B. Duke Power Co. 
4pp 4786B 066 47868 069 
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Bd122t0066 Ack recetpt of 881123 li; mtoffning NRC ot Step taken l0 C0Tiec\ 
nolwl m fnsp Repts 50 269/88 31, 50 270/68 31 & 50 287/08 31 ViolaHon occurred 

OJLLINS S ET^flcg^onVofc oMhe Director 88/12/14 TUCKER, HB Duke Power 
Co Tp 4^78 219 47878 219 

8&1227020? Poniards addf pcrfoirnanco lesl & analysts mfo.por request during 881104 
oTiloi cement cor1efco':e re potential degraded capabiltues of reactor bldg cooling 
units (RBCU) Further info re RBCU A LPl cooler operabifity cntena also end 
TUCKER H0 Duke Po^er Co 88/12/15 Oocumanl Control Branch (Document Con 
t/ol Desk) 1 1pp 47924 213-47924 223 


R. Pertodfc operal/ng reports 4 retaled correspondence 


.8812160130 Atlidawt of FC Sturz * Ac/visos that aullior propnrod rosponsos to Jialed 
inlerroqatones Related corrospondonce 

STUflZ,FG Fuel Cycle Safely Branch 88/12/08 Ip 47801 130 4/001 130 


-8812190139 Affidavit of MB FairliJe * Advises that author prepared responses to listed 
interrooalories Cerlificale of Svc end Roltcd corrospondence 
FAfRTILE.MB Proiocl Dtrociorafo f 3 0Q/f2/OO 5pp 47801 130 47001 143 


6812190227 Vermont Yankee apenl fuof pool expansion * Advises itiai New England 
Coaftion on Nuclear Pollution does not Intend to respond to flconsee 081128 Intorrog 
atones due to questions being out of timo Related corrospondorice 
FERSTER AG New Enaiaad Cootftion on Nuclear Pollution FERSTER A C Harmon 
Curran & Tousloy //408 7670 88/12/12 GAD,R l< Vermont Yankee Nuclear Power 
Corp GAO.RK Repos & Gray Jp 47601 164-47801 164 


6612200112 Fcmatds month'y opcratiog repis for Nov 1988 for Oconee Station Units 
1 .2 & 3 & conecled monlWy opetaLrvg reals ter Qcl 1988 

TUCKER, H0 Duke Power Co 88/12/15 Document Control Branch (Document Con 
trOlOesk) Ip 47861 003 47861 019 

-6812200297 Monthly operating repts for Nov 1988 for Oconeo Station Units 1,2 & 3 
WILLIAMS,BA Duke Power (5o 88/11/30 14pp 47861 004 47061018 

-6812200301 Acfdenda to monthly operatir»g rapt for Nov 1986 for Oconee Nuclear Sta- 
tion Units 1,2 & 3 

* Duke Power Co 08/11/30 1p 47881 013 47661019 


6B 12270042 Advises that Commonwealth of MA will nol raspnnef 1o roclpiont discovoiy 
reriuests fn proceeding duo to requests being oul-of time Related corrospondonce 
OEAN,GB Massachusetts, Commonwealth of //4D0 7601 08/ 12/ 13 GAD,R6 
Ropes & Gray Ip 478/3 083 47873 083 

8612200056 New England Coalition on Nuclear Pollution third sot of in lor rogatories & 
request for production of documonls to NRC on NRC environ nssesbrnont & finding of 
no significant Impact- ' W/Certificale of Sve Related corrospondonce, 

FERSTERA New England Coalition on Nuclonr Pollution FERSTER.A Harmon, 
Curran & Tousley //4G0 7738 88/12/20, Office of the Gonornl Counsel 12pp 
47806 134 47086 145 


S Reportable occurrences, LERa & related correspondence 

8012070064 Advises that listed Tech Spec changes comrnitted to In LER 269/08 06 re 
ifiadequalo design analysis o( HPIS m ECCS sump recirculation mode will be submit- 
ted by 690220 

TUCKEfl,H 0 Duke Power Co 08/12/01 Document Control Branch (Document Con 
tfOlDesk) ip 47746249 47746 249 

8012270261 Advises of licensee decision not to install cavitating ventuns A to pursue 
other alternatives.per ref supplemental info to LER 269/86-10 re Installation 
commitment Emergency feedwater piping sy^s nol qualified 
TUChBfl.H 0 Duke Power Co 08/12/16 uocumenl Control Branch (Document Con 
trofOosk) 2pp 47922 355 47922 356 


Y, Dry Cask Independent Spent Fuel Storage Inatallatlons 

8012130117 Forwards responses to NRC 880727 questions re utti license application 
tor ISFSl SAB 

TUCKER, H B, Duke Power Co 08/11/23 Document Control Branch (Document Con- 
trol Desk), 322pp 47793 100 47794 081 


8812200065 New England Coalition on Nuclear Pollution motion for oxtorislon of time to 
file second round ifiterrogalories & document requests to NRC Staff on NRC spent 
fuel poo) expansion safely ovntualion * Curtiflcnto of Sve one) 

FERSTER,A New England Coafilion on Nuclear Pollution FERSTER.A Harmon, 
Curran A Tousley <5/406 7739 00/ 12/20 Atomic Safety and Licensing Board Panel 
4pp 47086 146 47006 149 

8812200226 Memorandum & order (exlonsion of time) * Grants New England Coalition 
on Nuclear Pollution 601220 reqiiosl for 1 wK oxtonslon until 090103 to respond to 
NRC second discovery requestj* Served on 061221 

DECHHOEFEaC Alomic Safety and Llconslng Board Panel //4flo 7736 00/12/21 
New England Coalilron on Nuclear Pollulion 2pp 47006 132 47066 133, 


)l. General correspondence 

68 120 10067 Comments on rule 10CrR26 ro fiinoss for duly program rule Rocommontls 
that NRC Inctudo rule stating that NRC reguldllons proompt stoto &/or local laws & 
regulations to ensure no conflict over lunsdictlon dovolops 

WeiGAND,G J Vormont Yonkoe Nuclear Powor Corp 00/11/10 CMILK,S J Office of 
the Secretary of the Commission 2pp 47670 131-47670 132. 


DOCKET 60-271 VERMONT YANKEE NUCLEAR POWER STATION 


I Financial Informollon 


F. Security, medical, emergency & Ore protection plane 


0812000150 Revised emergency plan Implementing procodijrGs,includ(ng Rev 15 to OP 
3510, "Offsite A Site Boundary Momtonng," Rev 14 to OP 3508, •’Onslle Medical 
Emergency Procedure" & Rev 8 to OP 3524, "Emergency Actions to Ensure " 

* Vermont Yenkee Nuclear Power Corp 80/1 1/28 39pp. 47741 067*47741,106 

8812140229 Depi Insiruclion 1 to Procedure OP-353 f, "Emergency Call In Method " 
PORTER, EC Vefrrx>m Yankee Nuclear Powor Corp 88/)2/D1 0pp 47814 072* 

A'lQXJkMa ^ 


8012220331 Forwards Safety Insp Rep! 50 271/08 19 on 80101 Ml 14 & notico of vio* 
latlon 

VVIGGINS.JT Region 1, Ofc of the Director 88/12/15 MURPHY, WP Vermont 
Yankee Nuclear Power Corp 2pp 47900057*47900095 


-0012220338 Safety Insp Rept 50 271/88*19 on 081011-1114 Vtotalion rrotadMalor 
areas Inspected actions on past Insp findings, operational safely, secunty, plant 
operabona.maint & surveillance, ongineenng support & radiological controls 
HAVERKAMP,OR Region 1, Cite ot the Director 88/12/13 32pp 47900 060* 
47900 095 


Q Adjudicalory correspondence 

0012140076 InteiTOgatones propounded by Vermont Yankee Nuclear Power Coro to 
State of VT (Conlenljons 2&0}* Certificale of Sve end Related correspondence 
GAD.R K Vermont Yankee Nuclear Power Corp GAD.R K Ropes A Gray. #488 
7622 08/11/20 Vermont. Slate of 9pp 47770 164 47770 172 ^ 

8012140006 Inlerrogatonos propounded by Vermont Yankee Nuclear Power Coro to 
Now EnotST^ CoaJibon on ^teai Pollulion, Inc, (Contonbons 2 A 3) * Certificate of 
Sve encTfletated correspondence ’ 

’wii, ^ ^ Phesi #408 7620 

08/11/28 New England Coalition on Nuclear Pollution Opp 47770 122 47770 130 

Nuclear Pwrer Corp to 

Comr^nwealih of MA (Contentions 2 A 3)* Certificate of Svc encl Related cone* 
spondence 

Yankee Nuclear Power Corp GAD.R K Ropes A Gray #488 
7621 60 / 11/28 Massachusetts, Commonwealth of 9pp 4777015547770163 

af^swer to New England Coalition on Nuclear Pollution on* 
? Certificale of Sve enci Related correspondence 
5^9’? Vermont Yankee Nuclear Power Corp^GAD R K Rooes A Grav 

47 ^ 69 ^ 321 ^ New England (JoaliUon Oft Nuclear PoUultan 20 pp 47769 294 

response to Now England Coalilioa on Nuclaar PolluUon first sm 


6812010133 Forwards annual cashflow stalomonts for util A nine sponsor companies for 
1908 as evidence that util maintains approved nuarantoo of payment In case of $10 
million retrospective premium assessment under Pric o* And or son Act 
PEARSON.JT Vermont Yankee Nucloar Powor Corp. 60/11/28 Docuinsnl Control 
Branch (Document Control Desk) Opp 47702 321 47702 323 


K UlfJJty Final Safety Analyala Report (FSAR) A amentia 

8812070029 Rev 8 to updated FSAR for Vermont Vankeo Nucloar Power Plant W/ 
861130 Itr, 

MURPHY, W,P Vermont Yankee Nucloar Power Corp 08/11/30. 202pp 47749 022* 


P. Operating license stage doouments A correspondence 

0011200174 Application for amend to License DPR 28,rovl9inn Tech Specs fo NUREG* 
0737, Items ILK 3 13 A II K 9 22, per GL 03 02 Foo paid 

MURW.WP Vermont Yankee Nuclear Power Corp 08/11/10 Documanl Control 
Branch (Document Control Desk). lOpp 47653 310 47053,332 

-B01120O170 Proposed Tech Specs ro Generic Ltr 03*02 

Vermont Yankee Nuclear Power Corp 00/11/18 13pp 47663 320-47653 332 

00112BQO40 Generic ttr 08 20 to all licoftsoes holding OLg A CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnurabllilios Sve list 
enc? 

CRUTCHFJELD.D Associate Director for Prolecia (Post 070411) 60/11/23. Consol' 
dated Edison Co of New York, Inc Otpp 47728303 47720024 

B0 120701 33 ^ncallon for amend to License DPR *20, consist mg of Change 146,revis- 
ing fueJ cladding integnty safety limit for use In calculalltig critical power operating 
limits In future reload analyses Foo paid 

MURPH^WP, Vermont Yankoe Nuctoar Powor Corn 80/11/30 Documont Control 
Branch (Document Control Desk). 3pp 47749,266 47749 270. 

Specs, revising fuel cladding Inlegnly safely limit for use in 
calculating critical power operating limits In future reload analyses 
Vermont Tankoe Nuclear Power Corp 80/11/30 2pp 47749'269-47749 270 

isolator tost results 

Nuclear Power Corp 88/12/05 Documont Control 
Branch IDocument Control Desk) 2pp 47776 270 47775*320, 

Re^sponso Facihiies Info Sys Isolator Typo Tost Summary” 
Vermont Yankee Nucloar Power Corp, 88/12/05 4 Ipp, 47776 280-47775 320 

'O'" lOCFRBD.App J Gxomplion from con 
raid testing methoefa unaocesWy (iuo to tlnai culo change 


M/12/00, CAPSTICK.n.W. VemionI Vankoo 
Nuclear Power Corp 3pp 47799 237*47709 239 
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Q. Inspectfon reporls, IE Bulletins & correspondence 

66 1 1 16021 1 NRC Info Notice B8 09Q, "Unauthorlzod Removal of Industrial Nuclear 
Gauges " Sve fist end 

CUNNINGHAM, R E Division of Indusiriai & Medical Nuclear Safety (Post 8?0729) 
88/11/22 Consolidated Edison Co of New York, Inc Q9pp 47708 255-47708 267 

6811160467 NRC Into Notico 88 091, "Improper Administration & Control of Psychologi- 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/11/22, 
Consolidated Edison Co of New York^ Inc lOIpp 47708 042-47708 142 

8B11290030 NHC Info Notice 88-003, "ToletliGrapy Events " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
00/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47011215 

8811290538 NRC Info Notice 08 094, "Potentially Undersized Valve Actuators ” Sve list 
end 

ROSSI,CE Division of Oporalional Events Assessment (Post 870411) 80/12/02 
Consolidated Edison Co of Now York, Inc 12lpp 47708 143*47700 254 

8812090290 Responds to NRC 881 104 Hr fo violations noted In Insp Rept 50 271/00* 
1 4 Corrective actions foam sys restored to operable status 

MURPHY, WP Vermont Yankee Nuclear Power Corp OB/12/02 Document Control 
Dranch (Document Control Desk) 6pp 47762 073 47762 078 

061212 OO1S Responds to NRC 001104 Itr re violations noted in Insp Rapt 60*271/88 
18 Corrective action taken rotralning of all l&C Dopt personnel In radiation protection 
requirements initiated 

MURPHY, WP Vermont Yankee Nuclear Power Corp 80/12/02 Document Control 
Branch (Oocumonl Control Dosk) 4pp 47780 1 11-47700 114 

6612020287 NRC Info Nollco 00 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve (isl oncl 

ROSSI, CE Division of Operational Events Assossmonl (Post 070411) 80/12/00 
Consolidated Edison Co of New York, Inc 112pp 47007'1 91 -47807.302 

8612220331 Forwards Safely Insp Ropt 50 271/08-19 on 001011-1114 & notico of vio 
la tie n 

WIQQINS.JT Region 1, Ofo of the Director 80/12/15. MURPHY,WP. Vermont 
Yonkoo Nuclear Power Corp 2pp 47900 057*47900 095 

•"6012220334 Notice of violation from insp on 081011-11 14 Violation noted accesses to 
conlaminatod areas incfudlng norlhoast corner room of reactor bfdg & section of torus 
area not appropriately posted nor roped off 
' Region ij Ofc of the Director. 00/12/15. Ip 47900 059 47000.059 

»BB 12220338 Safety Insp Ropt 60-271/80-19 on 001011*1114 Yiofalion noted Major 
areas inspoclod actions on past insp findings, oporatiohal safety, security, plant 
oporalion8,nrialnt & Burvelllanco.onnlneofing support & radiological controls 
HAVERKAMKDR Region 1, Ofc of Iho Dlroctor 80/12/13 32pp 47000 060* 
47000,095 


H, Periodic operating reports & related correspondence 

0812140264 Monthly operating ropt for Nov 1968 for Vermont Yonkoo Nuefoar Powor 
Station W/OOtatO Ur, 

WALLIN, G. A., MURPHY.WP Vermont Vankoo Nuclear Powor Corp 80/11/30 6pp 
47021.108 47021.113 


DOCKET 60*272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medfeal, emergency 9t (Ire protection plans 

8812020133 Rov 7 to Artificial lalond Emorgoncy Plan Station Procedure EPIP202S, 
"pperallons Support Cir (CSC) Activation & Oporatlons " 

* Public Sorvlce Electric & Qes Co of New Jersey 60/12/02 26pp 4/722.158- 
47722 103 

8812150264 "Artificial Island Emergoncy Plan, Annual Exorciao," conducted on 001123 
1202 

‘ Public Service Eleclric & Gas Co of New Joraoy. 00/12/31 450pp 47816 138* 
47016 296 


P. Operating llcenee stage documents & correspondence 


6011280046 Generic Llr 80-20 to all licensees holding OLs & CPs for nuefoar power 
reactor facilities re individual plant exam for sovoro accident vulnerabilitlos Sve list 
oncl 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 08/11/23 ConsofI 
dal ad Edison Co. of Now York, Inc 81 pp 47720 303-47720 024 


8811300303 Summa^ of 681116 meeting w/utll In Rockville, MO re util long rango pro 
grams at plants & NRC long range of forts. 

STONE, JC Project Direcloralo 1*2. 80/11/26 Project Directorate I 2 4pp 47677 132 
47677‘136. 


8812050041 Forwards response to Gonenc Ltr 08*11, "Radiation Embrittloraent of Ro 
actor Vessel Malls" UN will submit liconsa amend roquests to Incorporate new 
hoatup & cooldown curves in Tech Specs for Saforn Units 1 S 2 by Dec 1980 
MILTEN0ERGER.S Public Service Elo etc ic & Gas Co of Now Jersey 88/11/20 Doc- 
ument Control Branch (Document Control Dosk) 7pp. 47732 021*47732 027 

0812060222 Summary of 881122 meoling w/util in Rockvilfe,MD ro preparation of bio- 
logical assessment of sea turtle occurrences at plant Agenda end 
STONE, J C. Prolect DireGtorala 1*2, 80/12/01. Proloct Oiroctorate I-2 6pp 47745.009* 
47745 013 

8812120175 Notification of Significant Llconsee Meeting 00*149, Rov l.on 090113 In 
Region I ofc to discuss design basis reconstitution 

SVVETLAND.PO Region 1, Ofc of the Director 88/12/01 Region 1, Ofc of ttie Dirac* 
tor 2pp 47788 110*47780 1 19. 


8812070216 Forwards Generic Ltr 08 17 re loss of DHR during nonpowor 
operation Belief that industry as whole has not aggrossively responded to resolve con 
corn following identilicatlon In Generic Llr 07-12 slated 

MURLEY.TE Office of Nuclear Reactor Regulalion, Director (Post 070411) 88/12/ 
02 FERLAND,J Public Service Electric & Gas Co of New Jersey 4pp 47749 256 
47749 262. 

8812150094 Documents agreement between util & J Stone & G Rivenbark of NRC re 
extending response submittal date for Generic Llr 80-14 concerning instrument air 
supply sys 

MILTENBERQER.S Public Service Electric & Gas Co of New Jersey 00/12/06 Doc- 
ument Controt Branch (Document Control Desk) 2pp 47835 001-47035 002 

8812150004 Requests withdrawal of util 051119 application for amends to Liconses 
DPR-70 & DPR-75, consisting of LIconso Chango Request 84 -23 .deleting App B of en 
vlron Tech Specs & subshtutlng w/environ protection plan 

MILTENBERQER.S Public Service Electric & Gas Co of New Jersey 80/12/09 Doc- 
umonl Control Branch (Document Control Desk) 2pp. 47023 013 47023.014 

80 12200 106 Notifies NRC of Intention to use ASME Section XI Codo Case N-416 as 
relates to mod Code Casa permits deferral of sys hydrostatic testing until next regular- 
ly scheduled tost for repair or replacement of Class 2 piping 
MILTENBERGER.S Public Service Efeciric & Gas Co of Now Joraay 80/12/13 Doc- 
ument Control Branch (Document Control Desk) 2pp 47860 293-47060 204 

8812210025 Approves 861022 outline of biological assessment re sea turtles, subj to In- 
cluding description of trash bar cleaning process & details of operational aspects to 
mfnimizo capture of sea lurlles 

STONE, JC Project Directorate 1 2 88/12/14 MILTENBERGER.S Public Service 
Electric & Gas Co of New Jersey 4pp 47081 157-47681 160 


Q, Inspection reports, IE Bullotlns & correspondence 

8812090078 Forwards response to NRC Bulletin 08 002 re potential for rapidly propo- 
galinn fatigue cracks In steam generator tubes 

MILTENBERQER.S. Public Service Electric & Gas Co of Now Jersey 00/03/28 
RUSSELL.W.T. Region 1, Ofc of the Director 21pp 47757 318 47757-338. 

0011300351 Responds to NRC 881013 llr re violations noted In Insp Repts 50-272/88- 
17 & 60-311/00 17.Short term actions have boon developed to quickly oslabllsh nec- 
essary controls to offeclively prevent future surveillance problems 
MILTENBERGER.S Public Service Efeciric & Gas Co of Now Jorsoy. 80/11/18 Doc- 
ument Control Branch (Document Control Desk) 6pp 47674 136 47674‘140 

8811290404 Forwards Safety Insp Ropts 50 272/68 10 & 50-311/86 20 on 880927> 

1 107 No violations noted 

WENZINGER.E C, Redon 1, Ofc of tho Director 08/11/21 MILTENBERQER.S 
Public Sen/lco Etoctric & Gas Co of New Jersey 2pp 47667 305 47657 324 

-8011290412 Insp Repls 50 272/60-10 & 60 311/88 20 on 000927*1107 No violations 
noted Major areas Inspected plant operations including oporalional safely 
verlficatjon,mainl,LER8 review, surveillance, Unit 2 outage activities & insp items follow* 

S?VETLANO,P D , BROCHARDT.R W . GIBSON, K H Region 1, Ofc of the Director. 
80/11/21. lOpp 47657 307*47667:324 

8812020010 Advises that util 680811 response to NRC Bulletin 88*004 adequotely pro- 
vided Info requested In Items a,b,c & d of subj bulletin Min recirculation flow results 
requested within 30 days of compfotlon of evaluation 

STONE, JC. Project Oiroctorate 1-2 88/11/21. MILTENBERQER.S Public Service 
Electric & Gas Co of Now Jorsoy 4pp 47707' 164-4 7707* 167 

6811160211 NRC Info Notice 08 090, "Unauthortzod Removal of Industrial Nuclear 
Gauges " Sve list end. 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safoty (Post 670729) 
88/11/22, Consolidated Edison Co. of New York, Inc 99pp 47708 255 47708 267 

8811160467 NRC Info Notico 80 001, "Improper Administration & Control of Psychologi- 
cal Tests " Sve M one) 

ROSSI.CE Division of Oporalional Evonts Assossmonl (Post 070411) 68/11/22 
Consofidalod Edison Co of Now York, Inc 101 pp 47708.042 47708 142 

6011290034 Forwards Radiological Controls Insp Repls 60-272/08 18 & 50 311/00-10 
on 680926 1006 & notice of violation 

BELLAMY, RR Roflion 1, Ofc of the Director. 00/11/22 MILTENBERGER.S Public 
Service Electric & Gas Co of New Joraoy 3pp 47650 256-47650 260. 

-8611290036 Notice Of violation from Insp on 880926-1006 Violation notod.roliing tool 
withdrawn from reactor cavity pool w/o required doso rato survey performed & work 
crow ollowod to work in restricted seal table room 
• Region 1, Ofc of the Director 68/1 1/22 2pp. 47660 250 47650 260 

-8811290040 Insp Repls 50 272/88-18 & 50-311/08-18 on 880926-1006 Violation 
noted Major areas Inspected radiological controls organization & stafiing.personnel 
qualifications & training, corrective action sys & performance monitoring & ALARA. 
NIMITZ.R L. O'CONI^LL.P V , SHANBAKY.M M Region 1. Ofc of the Director. 08/ 
11/18. 20pp 47650 261 -47650 280 

8811290364 Forwards Mgl Meeting Ropts 50 272/68-18 & 50-311/88*18 on 
88l020.Meetlng ropts summarize discussion on NRG identified weaknesses in area of 
industrki safety, radiological controls & fall of worker Into reactor cavity on 881018 
EBNETER.SD Region 1, Ofo of the Director. 88/11/22 MILTENBERGER.S Public 
Service Electric & Gas Co of New Jersey 3pp 47665.040 47665 078 

-8811290365 Mat Mooting Repts 60-272/80-18 & 50 311/08-18 on 881020 Major 
areas discussed recent NkC identlfiod weaknesses in area of Industrial safety & radio- 
logical controls & fall of worker Into Unit 2 reactor cavity on 881018 
NJMITZ.R L Region 1, Ofc of the Director, 88/11/18. 27pp 47665 052-47665 079 

8812010336 Forwards attachment Inadvortonliy omitted from util 800606 request for 
relief from requlronnenls re 10 yr hydrostatic testing of burled piping In unit auxiliary 

f Of ftVS 

MILTENBERQER.S Public Service Efoctric & Gas Co of New Jersey 80/ 1 1 /PO, Doc 
ument Control Branch (Document Control Dosk) 4pp 47710 083-47710 086 
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6611290030 NHC Info Moticd 66 093, 'TalelhOfapy Evo^ts " 5vc hst ond 
CUNNfNGHAW,R E Divwton oi IndiisiHof & Medjcaf Nuclear Safety (Post 670729) 
88/12/02 Consolidated Edison Co ol Nev/ YotK inc 1t2pp -17011 103 47811 216 

861 1290538 NRC frifo Notice 66 094. "PolDnliafly Undersized Valve Aclualors " Svc list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143 4770B254 

8612020287 NRG Info Notice 86^005. ^‘Inadequate Procuremeni Requirements Imposed 
by licensees on Vendors ” Svc hat end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 68/12/08 
Consolidated Edison Co or New York. Inc 1 12pp 47807 191-47607 302 


R. Periodic operating reports & related correspondence 

8811290465 “NPDES Discharge Monitoring Rept for Oct 1968 W/Bei123 Ur 
TREJO. J Public Service Electric & Gas Co, of New Jersey, 88/10/31 CAPO RALE 
New Jersey, Stale of 25pp 47650 053*47650 077 

8812198271 Monthly operating ropt for Nov 1980 for Salem Unit 1 W/881211 Hr 
WHITE, P , Mlt-LEH.L K Public Service Electric & Gas Co of Now Jersey 68/11/30 
lOpp 47860 115 47860,124 


S, Reportable occurrencea, LERs & related correapondence 

8012079065 LER 87 019*01 an 87 1 227, oxygen concentration within waste gas holdup 
sys was grealor than 2% for more than 48 h contrary (o Tech Specs Cause allrtbulod 
to desfan Oxygen concentration towered below 2% limit W/B8t 130 It/ 

POLLACK.M J. MILLER.L K Public Service Electric S Gas Co of New Jersey 88/11/ 
30 5pp 47737 318 47737 322 

B812138114 Supplemental Special Rept 68 3-4 during Aug 1988 138 addi ponetraliorr 
seals found Impalrod Cause nol posrtively determined Hourly fire watch to continue 
ponding resolution of lira protection concerns in area 

MILLER.L K Public Service Electric 8 Gas Co of New Jersey 88/12/07 Document 
Control Branch (Document Control Desk) 6pp 47792 076 47792 081 


DOCKET 60*274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P, Operating license stage documenie 8 correspondence 

0812150010 Responds 10 681117 Ur approving reslarl of reactor Info ra radiation levels 
present noar top of annulus between old 8 now tanks 8 any change in pool water 
temp resulllro from instsllatfon of smaller lank provided.per request 
MiLLARDiHf Interior, Dept, of, Goolofllca! purvey 86/11/29 MARTIN.R D Region 
4, Ofc of the Director 2pp 47629 209*47629 210 


Q. Pnapectlon reports, IE Sullellns & correspondence 

8012140136 Forwards Insp Rept 50 274/8801 on 881110 & notice of violation W/o 
notice of violallon 

MURRAY.B Region 4. Ofc of the Dlroclor 88/12/05. MILLAR D,H Intenor, Dept of. 
Geological Survey 2pp 47800 057*47000 359 

-BS12140142 Insp Rept 50*274/88-01 on 881110 Viofations noted Ma|or areas 
In spocted startup Insp Including reactor status, startup procedures & radiation protec- 
tion 

MURRAY.B Region 5, Ofc of the Director. BANQART.R L Region 4, Ofc of the DIrec 
tor 86/ 12/05 ip 47800 359-47800-359 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PUNT, UNIT 1 


F. Security, medical, emergency & fire prolecllon plane 

8811300077 Rav 6 to "San Luis Obispo County/Citics Nuclear Power Plant Emeraency 
Response Plan" W/ 88 1122 Hr 

SNIFFER. J D. Pacific Gfls & Electric Co 88/10/31. 34app 47671,317-47672 302 

8812130244 Forwards Insp Repts 50-275/88-20 & 50-323/86 24 on 680904-1022 No 
viofationSvnotodOIscussesevenfs 

KIRSCH^F Rogfon 5. Ofc of the DIraclor 88/11/23 SHIFFER.JD Pacific Gas & 
Electric Co 3pp 47708107-47796 128 

-8612130245 Insp Repts 50 275/88 26 A 50-323/88 26 on 660904 1022 No violations 
or devidllons notod.MaJor areas Inspected plant operations, maint & surveillance 
activities, onsite ovenls. open liGms.LERs A selected independent Insp activities 
WAGNER.W . JOHNSTON.K &. NARBUT.RP Region 5. Ofc of the Director. 86/11/ 
22 16pp 47798:110*47706 128 

6612990334 Revised corporate emergency response plan Implementlno 
p/ocedures.lncluding Rev 4 to 1 2, "Activation of Corporals IncfrTent Ftespose Clr" & 
Rev 5 to- 4 6, "Computer & Telecommunications Sves W/881208 ttr 
SHIPPER, JD Pacific Gas & Flpr in A "“'*"'06, 7pp 47761:170 47761 176 


P. Operating license stags documents & correspondence 


8B12210107 FOIA reqijest for all closed sessions &/or moolings of CominlssionoFs held 
between Jan 1 900 & Dec 1 965 ro plant 

SCHMIEGE.PA O’Melveny fi Myofs aa/04/0G NRC No Detailed Affifiation Given 
2pp 47874 057 47874 058 

8811230225 Forwards nolico of issuance of vvithdravml of applications for amends to 
Licenses DPR 00 & DPR-82 

HOOD.H Project Directorate V 68/10/31 SHIPPER, J D Pacific Gas & Electric Co 
4pp 47622 275 47622 280 

-6811230227 Notice of withdrawal of 871030 & 0924 appltrations for amonds lo Li 
censes DPP 80 & DPR 02 

ROOD.H Proieci Directorate V 88/10/31 2pp 4762? 270 47622 280 

661 1260434 Forwards nolEco of consideration of issuance of amend to License DPR 80 
& proposed NSHC determlnatron & opporlunily for hoaring ro 081110 application lo 
revise Tech Spec 4 3 11 .Table 4 3 1 

ROOD.H Proieci Directorate V 68/11/21 SHIPPER J D Pacific Gas & Efoctnc Co 
4pp 47662,201-47062 212 

-8611290441 Notice of consideration of issuance of amend lo License DPB-BO & pio 
posed NSHC determination & opporlunily for hoaring Amend revises Tech Specs ro 
required frequency inlervat IdGnlitied in Tech Specs 4 3 1 1. Table 4 3 1 
ROOD.H Project Directorate V 86/11/21 Opp 47662 205 47662 212 

6611260046 Generic Ltr 66 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities ro individual plant exam for sovoro acdJonI vulnorabililios Svc li^t 
end 

CRUTCHFIELD, D Associate Diroclor for Projects (Post 870411) 06/11/23 Consoir 
dated Edison Co of New York. Inc 81pp 47728 303 47729 024 

8812050055 Responds lo Generic Hr 00 11, "NRC Position on Radiation Embnltromont 
of Reactor Vossot Malls & Impact On Plant Operations " 

SHIFFER.JD Pacific Gas & fclectnc Co 08/11/20 Document Control Branch (Docu 
monl Control Desk) Ip 47733 294 47733 294 

8812060117 Forwards dfagrams ro high pressure injection sy«» erroneously omillocl from 
081028 Hr ro long term seismic program & PRA documonlation for LPIS Auxiliary sail 
water documentation will be submitted by 88 1209, as agreed on 881126 
SHIFFtR,JD Pacific Gas & Electric Co 80/11/29 Document Control Branch (Docu 
ment Control Desk) lOOpp 47741 254 47741 353 

6812070107 Forwards application for amends to Liconsos DPR 80 & DPR 02, consistirg 
of License Amend Request 80 08, authorizing use of 17X17 VANTAGE 5 fiiol assom 
biles at plant fee paid 

SHIFFER.JD Pacific Gas & Electric Co 08/11/20 Oocumonl Control Branch (Docu 
mont Control Desk) 2pp 47738 tOO 47739 331 

*-8812070168 Appricalion for amends lo Licenses DPR-00 & DPR 02, consisting of LI 
cense Amend Request 80 08, changing Toch Specs to roffccl uso of 17X17 VANTAGE 
5 fuel assombfios 

SHIFrEn,J D Pacific Gas & Electric Co 88/11/29 42pp 47738 182 47730'231 

-0812070169 Proposed Tech Specs, roflocling use of 17X1/ VANTAGE 5 fuel assem- 
blies 

• Pacific Gas & Electric Co 08/11/29 45Gpp 47730 234-47739 331 

6812220340 Requests that licenseo address concerns in Gonortc Ltr 80 17 fo loss ol 
DHR during nonpowor operation NRC considers Issue lo bo of high nnorlty os rosuH of 
870410 fncldent 

MURLEY.TE Office of Nuclear Reactor Regulation, Oiroclor (Post 070411) 80/12/ 
05 CLARKE, fl A Pacific Gas & Electric Co Opp 47092 244 47092 240 

8812150268 Forwards propriotary WCAP 11594 & nonpropnolary WOAP-115D5 "Wcs- 
linghouse Improved thermal Design Procoduro Instrument Uncertflinlly Calculations 
for Diablo Canyon Units 1 & 2" S application for withholding propnolnry info 
SHIFFER.J.D Pacific Gas & Electric Co 80/12/09 Document Control Branch (Docu 
monl Control Desk) 3pp 4781 6'297-47016 354 

-8812160269 Appilealion for withholding proprietary WCAP-11004. "Weslinghouso lin 
proved Thermal Design Pracodure Inslrumonl Uncertainly Calculations for Diablo 
Canyon Units t & 2 ’’ 

WIESEMANN.RA Westinghouse Electric Corp 80/11/17 Office of Nuclear Roaclor 
Regulation, Director (Post 87041 1) lOpp 47816 300 4/016 300 

—8612150270 "Westinghouse Improved Thermal Dosign Procoduro Inslrumenl Uncer 
laInjU Calculations for Dfablo Canyon Units 1 & 2 " 

TULEY.CR Westinghouso Electric Corp WCAP 11595 07/09/30 44pp 47016 310 
47816354 

8812160011 Responds to NRC 801031 request for Info ro Gonoric Ltr 83 20,llQm 4 3, 
"Reactor Trip Sys Reliability" Surveillance Test Procedure STP I-16C moots Tech 
Spec requiremonl to verify undervollago trip & shunt trip every 10 months 
ShlFFEfl.J D Pacific Gas & Eloctric Co 00/12/09 Document Control Branch (Docu 
ment Control Desk) 3pp 47834 271 47834 273 

BB12190072 Fonwards PRA for auxiliary saltwater sys, per util 001129 commitmenl ro 
long term seismic program 

SHIFFER.J D Pacitic Gas A Electnc Co 08/12/09 Document Control Branch (Docu- 
ment Control Desk) 85pp 47048 241 47040 327 

8812160014 Forwards proprietary WCAP 1 1312, Rov 1 & nonproprietary WCAP-1 1966, 
"Westinghouse Owners Group Tech Spec Subcommittee Reactor Trip Breaker Main!/ 
Surveillance Optimization . WCAP 1312.Rov 1 withhold (ref 10CFR2 790) 

SHIFFER.J D Pacific Gas & Electric Co 88/12/12 Documont Control Branch (Docu 
ment Control Desk) 3pp 47034 276 47834 336 

-8812160016 Requests that proprietary WCAP-1 1312 ,Rbv 1, “Wostinghouso Owners 
Group Tech Spec Subcommittee Reactor Tup Breaker Maint/Surveilfance Opliniiza 
flon Pfogram," bo withheld from public disclosure (ref 10CFR2 790) 

WIESEMANN.RA Westinghouse Eloctric Corp 88/12/05 MURLEY.T Office of Nu 
clear Reactor Regulalion. Director (Post 87041 1) lOpp 47834 270 47634 ?08 
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-Bai216O01B "WesUnghouse Owners Group Tech Spec SubcommittoG Reactor Trip 
ereaker Malnl/Surveillar^co Opltmizalfon Program " 

MCCUTGHAN.D A . PEFPER.D R , MAGUIRE, H Weslinghouse Beclric Corp WCAP- 
11966 flQ/10/31 49pp 47834 269-47834 336 

8812160026 Forwards pronrielary WCAP- 12064 & nonproprietary WCAP-12065 ropts In 
support of ulil review of steam generator tubing at plant tor susceptibility to (oligua 
induced cracking 

SHIFFER.JD Pacific Gas & Electric Co 08/12/12 Document Control Branch (Docu- 
ment Control Desk) 4pp 47869 125-47869 332 

-8812160027 Submits application withholding proprietary rept WCAP- 12064, “Diablo 
Canyon 1 & 2 Evaluation For Tube Vibration Induced Fatigue,*' from public disclosure 
(rot 10CFR2 700 b) (4)) 

WIESEMANN.R A Westinnhouso Electric Corp 80/12/02 MURtEYJ Office of Nu 
clear Reactor Regulation, Director (Post 070411) lOpp 47869 120 47B69 138 

-8812160029 "Diablo Canyon 1 & 2 Evalualion For Tube Vibration Induced Fatigue” 
CONNORS, HJ , FRICK.TM, HALU M Westinghouso Electric Corp WCAP-12065 
06/11/30 104pp 47869 139 47869 332 

8012200230 Forwards request for addi info re plant longterm seismic program finat 
ropt Response to PR A questions should be submitted by 890115 & response to other 
questions by 890130 

ROOD.H Project Directorate V. 80/12/13 SHIFFER.J D Pacific Gas & Electric Co 
14pp 47068148 47068 161 


Q Inspection reportSj IE Bulletins & correspondence 

8812050200 Forwards SALP Mgt Meeting Rapts 50-275/88-30 & 50-323/00 28 on 
861 026 

KIRSCII.DF Region 5, Ofc of the Director 08/11/10 SHIFFER.J D Pacific Gas & 
Electric Co 2pp 47731 130 47731 144 

-6&1 2060201 Mgt Mcoling Ropts 50-275/80 30 & 60 323/08 28 on 001026. Major 
areas discussed SALP ropt for plant & recent plant events developed since last mgt 
mootings hold on 000722 & 0426 

O’BRIENJP, MENDONCA.M.M negion 5. Ofc of the Diroclor 80/1 1/OB, 5pp 
47731 140 47731 144 

601 1160211 NRC Info Notice 00 090, “Unauthorized Removal of Industrial Nuclear 
Gauges '' Sve list end 

CUhJNlNGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
00/11/22 Consolidated Edison Co. of New York, Inc. 90pp. 47700 255 47700 267 

0811160467 NRC Info Nolico 00 091, “Improper Administration 6 Control of PsychofogI 
Cf)l Tssts ** 3vC list {3001 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co of Now York, Inc. lOlpp 4770B042 47708-142 

0812130244 Forwards Insp Ropts 60 275/08-26 & 50-323/00-24 on 000004-1022 No 
violations noted Discusses events 

KIRSCH,DF Region 5, Oto of the Diroclor 00/11/23 SHIFFEn,JD Pacific Gas & 
Electric Co 3pp 47790-107.47700 120 

-BB 12130246 Insp Ropts 50 275/00 28 & 50-323/00 28 on 000004-1022 No violations 
or deviations notod Major areas in spoctod plant operatlon8,maint & surveillance 
aclivilies.onsIlQ ovonts. open items, lERs & selected indopondont Insp activities 
WAGNER, W . JOHNSTONJ< E . NARBUT.P.P. Region 5. Ofc of the Diroclor 00/11/ 
22 16pp 47790110 47798-120 

8612010269 Ack receipt of 001005 Itr informing NRC of stops taken to correct violations 
nolod In Insp Ropts 50*276/00*15 & 60 323/00-14 Response to end list of quostions 
roquostod within 30 days. 

KinsCH.DF Region i Ofc of the Diroclor 00/11/26 SHIFFER.J D Pacific Gas & 
Electric Co 3pp 47709.075 47709,144 

8012060094 Forwards proprietary WCAP-12064, “Diablo Canyon 1 & 2 Evalualion tor 
Tube Vibration Induced Fatigue." All five tubes reauirlng corrective action removed 
from SVC during Unit 2 refueling outage Root withheld (ref 10CFR2 790) 

SHIFFER.J.O Pacific Gas & Boctrio Co 00/11/30 Document Control Branch (Oocu 
moot Control Desk) 2pp 47736.221-47738 222 

801 1200030 NRC Into Notice 00 093, “Tolelherapy Events” Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070720). 
00/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47011 215 

6011 290538 NRC Info Notice 08 004, "Potentially Undersized Valve Actuators" Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/12/02 
Consolidated Edmon Co of Now York, Inc 121pp 47708 143 47708.264 

8012150093 Ack receipt of 08110/ Hr informing NRC of stops taken to correct dovi 
allons noted in Insp Repls 60 276/00-26 & 60*323/80-23. 

PATE.R J Region 5, Ofc of the Director. 80/12/02. SHIFFER.J D Pacific Gas & Elec- 
trie Co. Ip 47035 003-47035 007 

6012130191 Informs that por 861130 to Icon, agreement reached between NRC & util 
that required response date to questions contained In NRC 801126 (tr re violations 
notorf in Insp Ropts 50-276/88.15 & 50-323/80-1 4.would bo 800109 
SHIFFERJ D Pacific Gas & Efoctric Co 88/12/05. MENDONCA.M M Region 5, Ofc 
of the Director Ip 47704 130-47704 130 

8012020287 NRC Into Notico 80-095, “Inadoquate Procurement Requirements Imposed 
by Llconsoss on Vendors.” Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/00 
Consolidated Edison Co o/ New York, Inc 112pp 47807.191-47807-302 

8012230121 Forwards safely evaluation accepting first lO-yr Interval insorvice Insp pro- 
gram plan tor plant Technical Evaluation Repts end. 

ROOD,H Project Directorate V. 88/12/14 SHIFFER.J D Pacific Gas & Electric Co 
5pp 47015 221-47916 021 

-00 12230139 SER accepting plant first 10-yr Interval insorvice Insp program plan, per 
10CFR50.65a(g) & Tecll Spec 4.0.6 

• Office of Nuclear Reactor Regutalion, Director (Post 870411). 80/12/14. lipp 
47915 228-4791 6-236 


“0710140219 “Technical Evaluation Ropt on First 10-Yr Interval Inservice Insp Program 
Plan PG&E, Diablo Canyon Power Plar^t,Unit 1 informal ropt 

BROWN, BW EG&G Idaho. Inc (subs of EGSG, Inc) FIN 0 6022 EGQ-SD-7619 
07/08/31 NRC - No Detailed Affiliation Given 64pp 47915 237-47915 301 

“8812230165 SER accepting plant first 10 yr Interval inservice insp program plan,por 
10CFR50 55a(g) & Tech Spoc 4 0 6 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 88/12/14 12pp 
47015 302 47915 313 

“8710140231 "Technical Evaluation Rept on First 10- Yr Interval Inservice Insp Program 
Plan PG&E,Diabfo Canyon Power PlanLUnit 2," Informal rept 
BROWN.B W . MUDLIN.J D EG&G Idaho, Inc (subs of EG&G, Inc ) FIN D 6022 
EGG SD 7620 87/00/31 NRC - No Detailed Affiliation Given 60pp, 47915.314- 
47916 021 


R. Periodic operating reports & related correspondence 

8811290426 “Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Oct 1900 “ W/8D1 121 Ur 

TOWNSEND.JD Pacific Gas & Electric Co 88/10/31 81pp 47651 118-47651-190 

6812190233 Monthly operating repts for Nov 1080 for DIabfo Canyon, Unils 1 & 2W/ 
881214 Ur 

0EOESEM.P, NOUN.J, TOWNSEND.JD Pacific Gas & Electric Co 88/11/30 
11pp. 47864 127-47054 137 


S. Reportable occurrencee, LERe & related correspondence 

8612050236 LER 86 023-00 on 001 102,lnadvertonl containment ventilation isolation 
occurred.Causod by personnel error Rev of Operating Procedure (OP) G-l II underway 
to remove excessive source chocks W/881130 Itr 

POGUE.BD, SNIFFER, JO Pacific Gas & Eloclnc Co 08/11/30. 6pp. 47740 237- 
47740 242 

8812160008 LER 00 028 01 on 08101 4,toroman declared two MStVs for each unit inop- 
ereblo due to Inadoquate environ qualification of surge suppressors Caused by per- 
sonnel orror.Surgo suppessors romovod W/e81209 Ur 

MALONE.DD, SHlFFeR,J D. Pacific Gas & Eloclric Co 80/12/00. 0pp. 47835-116- 
47035 123 

8812200096 LER 68 027-00 on 081 10D, surveillance Interval of Tech Spoc 4 2,4 1b 
oxceoded Caused by personnel error In that licensed operators did not review stated 
section of annunciator re^onso procedure. Procedure to bo revised W/G81212 Hr. 
GRE0EUT, SHIFFER.J D Pacific Gas & Electric Co, 00/12/12 6pp 47067-238- 
47867 243 


T. Hearing transcripts on non*antltru8t matters 

8812210116 Partial response to FOIA request tor closed Commission inoolinn Iran- 
scripls between Jan 1080 & Dec 1985 re plant App A documents avallwlo In 
POR App B partially wHhhold & App C documents completely withheld per Sunshine 
Act 

QRIMSLEY,D H Division of Freedom of Information & Publications Services (Post 
000515) 08/12/19. aCHMIEGE, PA O'Molvony & Myers 7pp 47074-059 47074.127. 

“8812210120 Partially withheld transcript of 810331 closed Ctommlsslon mooting In 
Washington, DC lo discuss plant order Pp 1-18 

• Commissioners. 01/03/31. 13pp 47874 060-47074 070. 

“B812210122 Partially withheld transcript of B10825 closed Commission briefing In 
Washington, DC ro ponding adjudicatory proceedings Pp 1-63 

• Commissioners 81/00/25, 16pp 47074-079-478% 123. 

“8812210126 Partially withheld transcript of 821021 closed Commission briefing In 
Woshlnglon.DC ro ponding Investigations Pp 1-71 

• Commissioners, 02/10/21. 4pp 47874.124-47074.127. 


U. Congressional/Executive Correspondence 

8811300421 Responds to 881020 Itr to Chairman Zech urging NRC to study util ropt 
reevaluating seismic design basis for plant Concludes (hat plant design selsmicafly 
edeouate. 

STELLO.V Ofc of the Executive Director tor Operations. 88/11/18, BOXER.B. Mouso 
of Hop. 0pp. 47765.012-47765 021 

“8811300423 Requests studying of seismology rept which reassesses seismic design 
basis of facility recently released by PQ&E 

BOXER.B House of Rep. 80/10/20 ZECH.LW Commissioners Ip 47756.021- 
47765 021 


V. Operator Examinations 

6812140046 Forwards revised agenda for annual operator licensing meeting on 
890110W/O end 

PATE.R, J Region 6. Ofc of the Director. 08/12/05 MARTIN.T. Pacific Gas & Electric 
Co 2pp 47000-165-47800 166 


DOCKET 50-270 AQN-201 


P. Operating license stage documents & correspondence 

8812160053 Responds lo olght Issues required to be resolved prior to resumption of 
reactor operation, per NRC request All univ personnel being trained In now &/or re- 
vised procedures for calibr & operation of raaiallon monitors 
CREC1NE.J P Georgia Institute of Technology, Atlanta, QA 88/1 1 /02 ERNST, M L 
Region 2, Ofc of the Director. 4pp 47830 340-47030 361 
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DOCKET SO'277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. -Seaurlty, mecffcal, a/ner^Qiicy & Ure protocifon plans 

88^1300342 Fonwards Safely Insp Repis 50 277/B8 41 A 50 273/83 41 on 001003- 
07 No eolations noted Slepa taken 1o correct violations nolad in NRC 670729 & 1204 
Itrs vended 

WARTIN.TT Reflfon I, Ofc of the Dircclor 88/11/14 MCNEILL, C A Philadelphia 
Electric Co 2pp 47671 230-47671 239 

-8811300346 fnsp Repls 50-277/88 41 A 50 270/89 41 on 881003 07 No vrolatloos 
noted Major areas inspected fire protaction/ prevention program 
KfiASOPOULOS.A , /NOEASORCJ Region 1. Ofc of the Diroctor 08/11/08 8pp 
47671 232-47671 239 

6812030152 Forwards Emergency Operating Procedure irtsp Repts 50 277/60 200 & 
60 276/68 200 on 880822 0901 Weaknesses noted 

VARQA.S A Division ot Roaclor Projacls - 1/11 IPosI 670411) 8B/1 1/29 MCNEILL, C 
PhiladelpWa ElecIncCo 6pp 47717 019 47717 062 

-8813030153 Insp Rept 50 277m 200 S 50-270/86 200 on 860B22 0901 Major areas 
inapoclod evaiuallon of emergency opQralirrg procedures prog ram, rncloding precc 
duras evaluations & waikdownSv simulator oxercisos & training A. conlainnnent venting 
ARCHITZEL.R E., KONKLIN,JE» HAUGHNEV.CJ Division of Reactor Inspection A 
Safeguards (Post 670411) BB/10/25. 30pp 47717.025-47717 062 

0812020298 Comments on 6ALP Rcpts 50 277/87 99 & 60-270/07-09 for Jena 1087 . 
Jof 1988 Effectrvo 000401, plant aecunty operation began reporting to support manag- 
er onsiio & frrawalch & security porsonnol no longer snared resource 
MCNEILL,CA Phifadefplila Electric Co 88/11/29 RilSSELL,WT Begren 1, Ofc of 
Iho Director. 3pp 47721.004-47721 096 

0012120033 Forwards regueat for addi info re ulil 800930 intenlion to combine omer- 
oenov operations faciiitlas for plants at single Coats villa sve bldg facility Straight 
nne.oiracl & driving distances betwoan plants A CoalsviJIe sve bldg requested 
BUTLER, WR Pn^ect Directoraio 12 80/12/06 HUNGER, G A Philadelphia Electric 
Co 4pp. 47705 104 47785.167 

8812230134 Forwards Safety Insp Repts 60 277/88 40 & 50-270/00-40 on 081015 
1 Its & notice 0 ? violation 

KANg.W F. Region 1, Ofc of Ihe OIreclor 88/12/06 MCNEILL, C A. PrtIPedofphIa Elec* 
trie Co 2pp 47921:282.47021 321 

-8812330141 Insp Repls 50 277/68 40 A 50276/60 40 on 681015 1118 Viotahoas 
Doled Malor areas Inspecled accesablo portions o1 Unit 2 & a.opeialional 
safaty/aaialion proteclion, physical secunty.surveilianco resting & mainl 
WILIIAMS.JH. LlNV1LLE.Ja Rogion I, Ofc ot the Director 88/12/05 38pp 
47921:206-47921 321 

88121202C8 forwards rovs (o piiysfcal security plan Rovs withheld (ref 10CFR2 790 & 
73 21} 

GALWGHERJW Phjladelplifa Elocinc Co 86/12/08 RUSSELL.WT RogFon 1, Ofc 
o< Wve Dirooloi 4pp 4770622147706 224 

8-812210094 Advises that ulil ready for socirnty program Insp beginning on 8Bi2ig or as 
soon as personnel can be scheouiod to visit plant site 

SMITH, D M. Philadoipfiia E/octric Co 8S/12/16 D^umenl Control Branch (Docitmeat 
Control Doak) Rl)SSELL,WT. NBC - No Octalfod Affiliation Given Ip 478Q0 261- 
47880 361 


O. Adjudicatory correepon dance 


8911280350 Responds to Gonerlc Llr 80-1 1, '’NRC Position on Radiation Fmbnil'i.ri' / 
of Reaclof Vessel Malls & Impacl on Plant Operations '* Subimltal dales for 
Spec amends & rosults of fracture toughness analyses for plants slated 
GALLAGHER.JW Phiiadelphia Electric Co 80/11/23 MURLEV,T Offico of NirLy 
Reader Reflulalion, Director (Posl 070411) 3pp 47665 276 47665 322 

-6811290355 Rev 1 to '7rrpact of Reg Guide 1 99,Rov 2 on Poach Bo Hem ADo^tk 
P ower Station Unit 3 ” 

CAINE.TA, PAPANDREA.C J , RANGANATH.S Qonornl Electric Co SA8R BJtl 
R01. 08/10/31 t9pp 47605 279 47665 297 

-8011290357 Rev 1 lo "Impact of Reg Guido 1 OS.Rov 2 on Limorick Gono/attfig Sj 
troii Unit 1 " 

PAPANDREA.C J.. CAINE.TA, RANGANATH.S Gonorol Elocinc Co SASfl eiE? 
R01 68/16/31 25pp 47665 29B 47665 322 

0811300322 forwards safety evaluation for Topical Ropt PECOFMS 0004, "LWodii 
for Perforrnrng 0WR Sya Transient Analysis " NRC approval limilocJ to ulil doinor.V'a 
tion of compelenco todsa RETRAN computer coda for fociiity 
MARTIN, RE. Project Direci-oralo 12 00/11/23 HUNGER,G A Phifadalplilj riOi.tr^ 
Co 3pp 47677 106-47677 123 

-8B113(>032S Topical rept evaluation of PECO-FMS 0004, "Molhodn for Pciforrrwg 
BWR Sys Transient Analysis " Rept approved,t)ut limited to uti) cornpoionco lo usa 
nETRAN computer coda for facility 

• Office of Nuclear Reactor BegulaliQn, Director (Post 870411} 00/ 11/23 
47677.109 47677 111 

-8811150355 'Technical Eva lualion PECO Topical Rept PECO RMS 004 ’Moinods U 
Performing BWR Sys Transront Analysis, Poach Bottom Atomic Power Stat)oii,Unts2 

• International Technical Services, Inc ITS/NRC/08 9 80/10/31 NHG No Dtliu'rj 
Affiliation Given 12pp 47677.112-47677 123 

8812020217 Responds lo 801007 Hr re OA program description changes for Units 2 A j 
updated FSAR Rev 6 Response incorporates Info oxchanned at 081102 nio cling 
HELWfG.aR Phrladolphia Eloctric Co 88/11/20 MARTIN.RE Project Dlroctorale J 
2 12pp. 47707 200.47707 21 9 

0BI2O1O27O Requests ihal Amend 139 issued to License DPn-44 bo ciianged tj 
Amend 136 Duo to administrative error fncorrecl amend number was asslnnod 
MARTIN.RE. Project Direcforale 12 08/11/30 HUNGER, G A PhJIadolpliifl Lleclrc 
Co 2p 47707.007.47707.000 

8812050283 Responds to ajyoal of denial of FOIA request for documonts Forvi.iiJi 
portions of Efsasser 800505 memo Marcus 071222 memo withheld (ref FOIA rvErnp 
llonS) 

CHILK,S J. Office of the Socretary of the Commission 88/11/30 RHODES.J Pfnr> 
sylvanis, CommonwoaJlh of 2pp 47729,180-47720.201. 

-88120502»a Trip ropt ot Commissioner Carr & T Elsasser 871215 sue v»3ll tu irtii & 
071216 aifendance al Region 1 porfodic reaionai resident counterpart mooling 
ELSASSER, T. NRC . No Detailed Affiilation Given 0B/O1/O6 NRC - No Dotailod AfFih 
alien Given 3pp 47729 10047729 201 

8812880052 Forwards proprietary EDE-38 0908, "Source Range Monitor Count Rata vs 
S/N RaOo for Peach Bottom Units 2 & 3" & EOE44.10a8, '‘Source Ranqe Monllor 
in support of 881021 applfcation Affidavit end Ropta withheld (ref 10CFR2 790) 
HUNGER.GA PhiiadefphJa Efaclric Co 88/11/30 MARTIN, R.E Project Dsrocloialfl T 
2 5pp 47743 007 47743 011 


8812280206 PECO conaentod-to mofion for 32.day extonsfon to respond to Common- 
weaifh of PA contontlons * Served on 881221.Granlcd for Board on 861220 
* Philadelphia Electric Co #468 7734, 88/12/20. Atomic Safety and Licensing Board 
Panel Ip 47886 095 47886 005 


H. Qaneial correBpondence 

8812080048 Informs that Commissfonars will be unable to attend 831116 hearing re 
plant restart, per 681026 request 

zECH.L W Commissioners 08/11/10 DELijCO. Pennsylvania, Commonwealth ol. 
1p. 47763-nT'47753 116 


Q. Inspection reports, IE Bulletins & correspondence 


861 1210050 Rev 0 to "Peach Boitom Atomic Power Stalion Unit 2 PR A Baaed Sys Insj: 
Plan " 

USHERJ , MACDOUGALL.e Brookhaven National Laboratory FIN A-3453 A 31104 2 
ROO 80/04/30 NRC* No Dolaiifld Affiliation Given lOIpp 47690 049 4/590 140 


8011300-342 Forwards Safely tnsp Repls 60 277/08-41 & 50-278/08 41 on 80)0^ 
07.No vtolalions noted Stops taken to correct violations noted (n NBC 87Q720 & 1201 
(as verified 

MARKN.TT. Realon 1. Ofc of the Director 00/11/14 MCNEILL, C A PhiiadoJphi4 
eieclrfc Co 2pp. 47671.230 47671.239 


-8812060049 Requesis Comrnisston attendance at 681116 heanng on Senate Reaolu- 
8on 218 In Harrisburg.PA 

SELLpC D. Ponnstftvanla, Commonwealth of 00/10/26 2ECH,L. CommFssloners Bpp. 
47753T12 47753M16 


-8811300346 Insp Repto 50«a77/8Q-41 & 50-278/88-41 on 881003 07,No viclakonj. 
rK>ted Major areas inspected lire protectlorr/ prevention pronrom 
KRASOPOULOS.A., toERSON.CJ Region 1. Ofc of the Director 88/11/06 ffp1> 
47671*232-47671.239 


P, Operating license stags documsnls A correspondence 

8011300550 OocumeniB substance ot 061116 discussion following Pennsylvania Senate 
Commiitoe hearing Discussed possible methods available to Incorporate Into NRC re- 
quirements coftfemplatocl agroomen t betwoon Commonwealth & ulil 
RUSSELL, W.T Region 1, Ofc of IhefXroclor 80/11/22 SEARC7fiNGER,T, Pennsyl- 
vania, Common W©»th of 3pp 47701’314-4770V316 

801SO1O18O Forwards Amend 139 lo License DPR 44 A safety evaluation Amend ro- 
visos Tech Spec Figures 35 1 M A 35 t.N to correct errors A revise nomonciature 
MARTIN, R.E Piofecl Oireclorato 1-2 88/11/22 HUNGER.GA Philadelphia Eloctnc 
Co lOpp 47710.103 47710.120 

-0812010162 Amend 139 to License DPR 44 .revising Tech Spec Figures 3 5,1M & 
3.6.1 N to correct errors S revise nomenclature. 

BUTLER, W.R. ProfocI Dproclorale 1-2. 60/11/22, 5pp 47710 113-47710 117 

-0812010184 Safety evaluation supporting Amend 139 to License DPR-44 
* Office of Nuclear Roaclor RogulatJon, Director {Post 870411) 80/11/22 3pp 
47710,lie-47710T20. 

8B1128Q048 GoncHc Llr ad-20 to all Ifconseos holding OLs A CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vufnerabilillos Sve tisl 
encl. 

CRUTCH FIELD, D, Associate Director for Projects (Post 670411). 88/11/23 Consofi- 
dated Edison Co of Now York, Inc 81 pp 47728 303-47729024 


8811300106 Advlsos ol three jssuos of current regulatory significance. Including 
rule announcing presence of NRC inspector at nuclear power plant, rev lo NRC on 
forco/nenl policy & proposed enforcement actions re operator InattenliveneBs at plan! 
STELLO.V Ofc of Inc Executive Director for Operations. 88/11/17 Philadelphia ElM 
trie Co 35pp 47709020-47709.066 

8611290563 Forwards Environ Quaiificalion Insp Repls 50-277/80-38 & 6O-270/8Q 3d 
on 880926-30 A •nolfco Of viofatlon 

MARTIN, TT Region 1. Ofc of the Director 80/11/21 MCNEILL, C A Philadolphta 
eaclTicCo 2pp 47650:197-47650209. 

-0811290565 Notice of violation from Insp on 880926 30 Violation noted wiro crimps 
fnside Lfmrtorquo valve actuator housings nol grounded & qualification of Raycnem 
splices, Ideal wiro nuts Amp butt splices not established, 

‘ Region 1. Ofc of the DIrsclor 88/11/21 2pp 47650-199 47650.200 

-6811290667 Insp Repls 50 277/09-38 A 50-278/88 30 on 880928-30 VPOlatipns 
noted Major areas Inspected licensee corrective actions for previous environ quaiillca^ 
tIon (EQ) findinos & licensee EQ documentation re coble splices qualificability 
CHEUNG.L. ANDERSON.GJ. Region 1, Ofc of the Director 80/11/01. SpP 
47650 201-47050 209 

0811160211 NRC fnto Notice 68-000, "Unaulhonzod Removal of Industrial Nuclear 
Gauges " Sve fisl ertcl , „ . 

CUKNiNQHAMFfE, Division of Industrial A Medical Nuclear Safety (Posl 670720) 
68/11/22 Ctonsolidaied Edison Co. of New York, Inc 99pp 4770B 255-47708 257. 
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EQ1116D467 NRC Info Nolico C0 091, "Improper Admir^islration & Conlrol of Psychologl 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/11/22 
Consolidated Edison Co or Now York, Inc 101 pp 47708 042'4770B 142 

8011300310 Informs that NRC awaits description of long form rosolution actions In re 
spense to NRC Bullelm 08 004. "Potentldl Safety Rolalcd Pump Loss " Doscrfplion 
duo Within 30 days of completion of actions 

MARTIN.RE Pfolocl Directorate 1*2 88/11/23 HUNGER, G A Philadelphia Electric 
Co 4pp 47677 120-47677131 

8012010186 Forwards V Stello 8011 17 itr to all util oyecutives re prosonco of NRC in 
speotor at plants, rev to enforcement policy & proposed enforcement actions for oper- 
ator inallentjvoness at Poach Bottom 

BlACK.se Ofc of Special Projects 88/11/23 KINGSLEY, OD Tennessoo Valley 
Aulhoflty 3pp 47709 258 47700 309 

-0012010185 Advises of now mtes re announcing presonco of NRC inspector at power 
plant, rev to NRC enforcement policy effective on 881014 & proposed onforcoment 
action for operators at plant 

STELLO, V Ofc of the Exoculivo Director for Operations 08/11/17 Philadelphia Eloc- 
IrfcCo 35pp 47/09 261-47709 309 

0012020152 Forwards Emorfloncy Operating Procedure (nsp Ropts 50 277, '80*200 & 
50 27^/08 200 on 800822 0901 Weaknesses noted 

VARGA.SA Division of Reactor Projects - I/ll (Post 070411) 00/11/20 MCNEJLL.C 
Philadelphia Eleclrlc Co 6pp 47717 019 47717 062 

-0B1 20201 53 Insp Ropt 50-27 //GO-200 & 50-270/06-200 on 080022-0901 Major areas 
inspected evaluation of emorgoncy oporallng procedures jjrooram, Including proco* 
dures avalualions & waikdowns, simulator exorcises & tfaining & coniainment venting 
ARCHIT2EL,R E . KONKLIN.J E , HAUGHNEY.CJ Division of Roacior Inspocllon & 
Safeguards (Posl 870411) D8/10/25 30pp 47717 025 47717 062 

0012020290 Comments on SALP Ropts 50-277/87-09 & 50-278/87-99 for Juno 1007 
Jul 1 900 Effective 08040 1 ,plant security opuralion began reporting to fiupporl manag 
er onslfo & firowatch & security personnel no longer shared resource 
MCNEILL, C A Philadelphia Electric Co 00/11/29 RUSSELL.WT Region I, Ofc of 
the Director 3pp 47721 084*47721 006 

0011290030 NRC Info Nolice 80 003, ''Tololhoropy Events ’’ Sve llbt end 
CUNNINGHAM, RE Division of Indusiria! & Medical Nuclear Safety (Post 070720) 
80/12/02 Consolidated Edison Co of Now York. Inc 112pp 4781 1 103 47011 216 

QB 11290538 NRC Info Notice 08 004, "Potontlally Undorsi/od Volvo Actuators *’ Sve list 
end 

ROSSI, CE Division of Operational Events Assessmonl (Post 070411) 00/12/02 
Consolidated Edison Co of New York, Inc 121 pp 47708 143-47/06 254 

86 12130084 Responds to NRC 081100 Itr ro violations noted In Jnsp Ropts 50 2/7/00 
32 a 60 278/08 32 

SMITH, DM Philadelphia Electric Co 08/12/06 MARTIN,! T Roglon 1, Ofc of Itio Di- 
rector 7pp 47791 351-47701.357 

0B1223O134 Forwards Safety Insp Ropts 50 2/7/80 40 & 50 270/80 40 on 081015- 
11 IS & notice of violation 

KANE.W.F Region 1, Ofc of tho Director 80/12/06 MCNEILL, C A Philadelphia Etoc 
trie Co. 2pp 47921 202-47021 '321 

-8B12230140 Notice of violation from insp on 001016-1118 Violations noted llconsoo 
failed to establish requirements to compare (ost dosimetry ropt & audit results of Iher- 
melumlnoscent dosimeters before shipment to contractor. 

* Region 1, Ofc of the Director 88/12/06 2pp 47921 204*47921 285 

-6012230141 Insp Ropts 50'277/08-40 & 60 276/08 40 on 001016-1110 Violations 
noted, Major areas Inspected accessible portions of Unit 2 & 3, operational 
safoty.raalation protection, physical socurily.survolllance testing & malnt 
WILLIAMS.J.H., LINVILLE.JC Roglon 1, Ofc of the Director 00/12/05 36pp 
47021 286 47021.321. 

0012020287 NRC Info Nolico 06 005, "Inadequate Procurement Requlromonto Imposed 
by Licensees on Vendors " Sve list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 0704 it) 88/12/08 
Consolidated Edison Co of Now York, Inc 112pp 47807.191-47807 302 

8812139125 Responds to NRC 001101 Hr ro violations noted (n Insp Ropts BO 277/88 
34 a 50 270/00-34 Adminlstralrve procedure for performing temporary procedure revs 
revised In Son Ho facilitate process & training provided 

SMITH, DM Philadelphia Electric Co 80/12/69 KANE.WF Region 1. Ofc of the Oi 
rector 6pp 47 704 -060 -4 7 7 94 072. 

8612210320 Forwards rosponao to NRC 001021 Hr ro concerns noted In Safely Insp 
Repls 50-277/08-28 & 50 278/00-28 Admlnlslretivo procedures now provide addi 
guidance on stops to toko upon discovery of procedure discrepancies 
SMITH, D Philadelphia Electric Co. 80/12/13 MARTIN,! T, Document Control Branch 
(Document Conlrol Desk). 3pp 47075'3B0 47875 352 

8812290126 Requests that licensee provide NRC w/current schedule. Including dales & 
topico for self-assessment activities 

kAne,W F. Region 1, Ofc of the Director. B8/12/15. MCNEILL, C A Philadelphia Elec- 
tric Co 2pp 47946.202-47946 293 

8612210094 Advises that util ready for security program lf>sp beginning on 881219 or as 
soon as personnel can bo scheduled to visit plant site 

SMITH.O.M. Philadelphia Electric Co 80/12/16 Document Control Branch (Document 
Control Desk). RUSSELL,WT NRC - No Detailed Affiliation Given Ip 47080 361- 
47880.361 


R. Periodic oporallng reports & related correspondence 

8611300193 Summary of Operating Reactor Events Meeting 86 46 on 08l 122 
LANNING,WD Events As so ssmoril Branch 00/11/25 ROSSI.CE Division of Opor- 
atiof^al Events Assessment (Post 8704 1 1) 1 1 pp 47080 201-47600'21 1. 

8912090161 Fonvards plant status rapt lor 881107-20. 

LINVILLE,JC. Region 1, Ofc of the Director B8/11/30 KANE,W.F Region 1, Ofc of 
the Director 6pp 47706.327*47786 331. 


S. Roporldbfc occurrencoa, LEHa a related correspondence 

0011300402 NPDES noncomplianco notification on 88101 7,pH samples from discharge 
Point 301 exceodod monthly permit limit Caused by leakage of sump discharge 
valves Action taken to neutralize settling basin w/additlon of acid 
SMITH, DM Philadelphia Electric Co 80/11/22 Pennsylvania, Commonwealth of 
2pp 47876 042 47076 043 

6012010144 LER 00 026-00 on 001 029, primary coniainment isolation resulted from un 
dervoliago trip of reactor protection syo Channel A rfue to sensitive rheostat Caused 
by craftsman Inacfveftenlly bumping vollage control rheostat W/801 1 20 Itr 
CRIBBE.TE, SMITH.DM Philadelphia Etectnc Co 80/11/28 4pp 47703 277- 
47703 200 

6812010157 LER 68 025 00 on 081027, Group II primary coniainment isolation sys actu- 
ation resulted from personnel error ro tripping of oroakor Caused by inadvorlonlly 

g rounding "B" phase of three phase circuit broaKor W/081 120 fir 
:RI08E.TE, SMITILDM Philadelphia Electric Co 80/11/28 Opp 47703 205 
47703 210 

6812020225 Addresses delayed submittal of ulil event repts, required by plant Tech 
Specs & 10CFR50 73 late repls include LERs 2 08 07,00,12,17 & 19 
GALLAGHER, JW Philadelphia Electric Co 08/11/20 KANE.WF Region 1, Ofc of 
the Director 3pp 47711 032-47711 034 

8812120247 LER 00 026 00 on e8ll04,LPCI mode of RHR sys aclualod which resulted 
In starting of PHR pumps A & C & addition of 6,000 gallons to reactor vessel from 
torus Caused by personnel error Surveillance tests roviowod & revised W/081 205 Itr 
CRIBBE.TE, SMITH.DM Philadelphia Electric Co 00/12/05 5pp 47797-349 

47/07 353 

0812150275 LER 68 020 00 on 861110 16, conditions found that rosuliod In plant being 
outside design basis for internal flood protection of ECCS compartments.Caused by 
Inadequate sealing of ECCS pump rooms Walls being seated W/081 212 Itr 
CRIBBE.TE. SMITH.DM Philadelphia Eleclrlc Co 88/12/12 5pp 47630136 

47030 140 

0812200121 LER 00-021 01 on 08091 3, primary containment Isolation sys Group II isola- 
tion occurred duo to momentary loss of power to sys logic Caused by personnel 
error Isolation rosel & porsonnol counseled W/031214 Hr. 

CRIBBE.TE , SMim.DM Philadelphia Electric Co 69/12/14. Gpp 47864 264- 

47064 209 


V. Operator Examlnatfons 

0811300106 Advises of Ihroo Issues of current regulatory significance, including row 
rule announcing presence of NRC Inspector at nuclear power plant.rev to NRC on- 
forcomonl policy & proposed onforcomont actions re operator Inaltenlivoness at plant 
STELLO, V Ofc of the Exoculivo Director for Oporallons 08/11/17 Philadelphia Elec- 
tric Co 35pp 47700 020 47700 068 


DOCKET 50-278 PEACH BOTIOM ATOMIC POWER STATION, UNIT 3 


F Security, medical, emergency & fire protection plans 

8811300342 Forwards Safety Insp Ropts 60 277/08 41 & 60 270/88 41 on B61003- 
07.No violations noted Stops taken to correct violations noted In NRC 870/29 & 1204 
lira vonflod 

MARTIN,!! Region 1. Ofc of the Oifoolor 80/11/14 MCNEILL.CA Philadelphia 
Electric Co 2pp 47671 230-47071-239 

-0811300340 Insp Ropts 50 277/60 41 & 50 270/08-41 on 001003 07.No violations 
noted Major areas inspected fire protection/ provenlion program. 

KHASOPOULOS.A. Roglon 1, Ofc of the Director 00/11/06 Bpp. 47671 232- 
47671 239 

8012020152 Forwards Eoiergoncy Operating Proceduro Insp Repls 60 277/00-200 & 
50-2/0/88-200 on 880022-0001. Weaknesses noted 

VARGA, S A Division of Reactor Projects - I/ll (Post 070411) 00/11/20 MCNEILL, C 
Philadelphia Electric Co, 6pp 47717-010 47717-0S2 

-8812020163 Insp Ropt 50-277/00 200 & 60 270/00 200 on 000022 0901 Major areas 
inspected evaluation ot emergency operating procedures program .Including proco 
dures evaluations & waikdovms, simulator exorcises & training & containment vonling 
ARCHITZEL.H E Division of Reactor Inspection a Safeguaros (Post 870411). 88/10/ 
25 30pp 47717.025 47717.062 

6612020298 Comments on SALP Ropts 50-277/07-99 & 50 270/07-99 lor June 1967 - 
Jut 1900 Effective 800401, plant security operation began reporting to support manag- 
er onsite a firowatch & security personnel no longer snared resource 
MCNEILUCA Philadelphia Electric Co 00/11/29 RUSSELL.WT. Region 1. Ofc of 
the Director 3pp. 47721 084-47721 086 

8812120033 Forwards roQUOSl for addI info re util 080930 intention to combine emor- 
goncy operations facilities for plants at single Coatsville eve bldg facility Straight 
line, direct & driving distances between plants & Coatsville sve bldg requested 
BUTLER, Wn Project Directorate 12 80/12/06 HUNGER.G A Philadelphia Electric 
Co 4pp 47785 104-47705 107. 

8012230134 forwards Safety Insp Repls 50 277/88 40 & 50*270/00 40 on 801015- 
1118 & notice of violation 

KANE,WF. Region 1, Ofc Of the Director 88/12/06 MCNEILL.CA Philadelphia Elec- 
tric Co. 2pp 47921*262 47921 32). 

-8812230141 Insp Ropts 50 277/80 40 & 50 270/08 40 on 881015-1110. Violations 
noted Major areas inspected accossible portions of Unit 2 & 3, operational 
safety, raaialion protection, physical seourity.surveillance testing & malnt 
WILLIAMS..) H Region 1. Ofc of Iho Director 80/12/05 3Qpp 47921 206-47921 321 

8812120206 Forwards revs to physical security plan.Revs withheld (ref 10CFR2 700 & 
73 21) 

GALLAGHER.JW Philadelphia Efoctrifi Co 06/12/08 RUSSELl.WT Region 1, Ofc 
of the Director 4pp 47766 221-47708 224 
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a&1?210004 Advises lhai wM ready for security program insp beginning on 881210 or as 
sooa as pBTSOrtnal can be scheckiled to viwt plant srte 

SMITH.DM Philadelphia Elecinc Co 88/12/16 Document Control Branch (Document 
Control Desk; Ip 47338361^7800 361 


Q. Adjudlcstory correspondence 

BB12280206 PECO cohsenlod to mo Iron for 32 day exienseon to respond to Common 
Vrfeallh of PA conlcrllons * Sarverf on 681221 Granted for Board on B61220 
* Philadefphfa Electric Co #488 7734 88/ 12/20 Atomic Safeh/ and Ucensing Board 
Panellp 47886 095 47886 005 


li General correapondence 

8812080048 fnforma that Commissioners wjH be unable to attend 081116 fieanng re 
plant restart, per 861026 lequesl 

ZECH.tW Commlasioners 68/11/10, 0ELUC D Penasylvarvia, Commoaweaflb of. 
Ip 47753,111-47763 116 

-6612060049 Requests Convmlsslon attendance at 0B1 1 16 hearing on Senate Resolu- 
Ifon 21B In Kamsburg.PA 

SELL, CD Pennsylvania, Commonwealth of 86/10/26 ZECH,L Commissioners 5pp 
47753112 47763 116 


P. Operalfng license stage documents & correspondence 

88 11 200560 Oocumanis aubstanc© ol 861116 discussion loilowlno Pennsylvania Senate 
Committee hearng Discussed possible methods avallahia to Incorporate (nlo MPC ro- 
qulremonls contemplated agreement between Commonwealth^ uul 
RlfSSElU.WT, Region 1. (3lc ol Ihs Director 8B/11/22 SEARCHINGER.T Ponnsyl- 
van'a. Conunonwoallh of 3pp, 47701 3U-47731 316 

8811280048 Genonc Llr 68-20 lo all licensees holding OLs A CPs lor nitclear power 
reatlor lacllrties xe Indivrdus) plant exam tor severe accident vulnerabilities Sve list 
encL 

CRUTCHFIELD, 0 Associate Director for Projects (Post 870411) 88/11/23 Consofi 
dated Edison Co ol Now York, fnc Qfpp 47728 303-47729 024 

88112&O3S0 Responds to Genenc Ur 08-11* “NRC PosiUofton Radiation Embrlldement 
of Reactor Vessel Malls 8 Impact on Plant Operations *’ Subirillal dates for Tech 
Spec amends & results of fraclura toughness analyses for pJaniB stated 
QALLAGHER4W Philadelphia eieclilc Co 66/11/23 MURLEY.T Ollice of Nuclear 
Reactor Regulation, Director (Post 8704 1 1) 3pp 4766S 276 47665 322 

-8811298355 Rev 1 10 ‘Impact of Rag Guide 1.89, Rev 2 on Peach Bottom Atomic 
Power Station Unit 3," 

CAINE.TA, PAPANDREA.C J , RANGANATH,S General Electric Co SASR 88-84 
R01 88/10/31, 19pp 47665 279-47666 297 

6811308322 Forwards safety evaluation for Topicaf Ropt PECO FMS-0004, “Malhods 
for Performing BWR Sys iranalant Analysis "NRG approval limited to util demonslra 
ton of compatence to uso RET RAN oompuler code lor la ciftly 
WARTIN.R E Pfolact Directorate 1-2. 88/11/23 HUNGER.Q A Ptvladctphla Electric 
Co. 3pp, 47677 1(56 47677 123 

-8811300325 Topical lepl evaluation ol PECO-FMS 0004, "Methods tor Performing 
BWR Sys Transient Analysis," Rep I approved.birt limited lo uW compalence lo use 
RETRAN computer code for facifity 

* Ofijco of Nuclear Reactor R^ulatlon, Director (Post 670411). 66/11/23, 3pp 
47877.100-4767T.il 1. 

-8811160355 "Technical EvaluaUor> PECO Topical Ropt PE(X)-RMSCK)4 'Methods for 
Performlr^g flWH Sys Transient Analysis, Peach Bottom Atomic Power Station, Units 2 

* International Technical Services, Inc. ITS/NRC/D8-9, 56/10/31 NRC • No Detailed 
Affillallon Given 12pp 47877'1 12 47677 1 23 

6812020217 Responds to 861007 Itr re DA program deacrfptlon changes (or Units 2 8. 3 
updated FSAR Rev 6 Response Incorporates info exchanged at 861 102 meetlno 
HeLVidQ,DR PhMdalphla Etectnc Co 88/11/28 MARTIN, RE Project Directorate 1 
2. t2pp. 47787 208 47707'21fl. 

8812060283 Responds to ^eal ol denial of FO/A request lor docunnonls. Forwards 
[^rtloTvs ol'Elsassej 880505 memo withheld fret FOlA Exemp- 


8811300106 Advpses of Ihreo issuob ol current regulatory stgnificance, including 
rule announemg prosence ot NRC mspoctor at nuclear power plariVrov lo NHL t> 
forcoment policy & proposed enforcement actions re operator inattonhvonoss el nfir,i 
STELLO,\/ Ofc ol Oie Executive Director for Operations 08/11/17 Philadelphia Ekx- 
tnc Co 35pp 47709 02& 47709 068 

8811290563 Forwards Environ Qualification Insp Repts SO 277/80 38 & 50 2/8/eS 39 
on 860926-30 & notice of violation 

MARTIN,! T Region 1, Ole ol the Oitoclor 60/11/21 MCNEIU,C A PliilaikiL.hu 
EloctricCo 2pp 47650 197-47650 209 

-8B 11290565 Notico ol violation from insp on 8Q0926-30 Violation noted wiro ciirr^pj 
insldo Llmitorquo valve ecluator Iwusmgs noi grounded & qualvbcahon ol Ra>chCTi 
splices, Ideal wire nuts Amp butt splices not ostabhshed 
* Region 1, Ofc ol the Director 08/11/21 2pp 47650 T99-47650 200 

-8811290567 (nsp Repts 50 277/88 30 & 50-278/00 38 on 080926-30 Viola'.vx? 
noted Major areas inspected licensee corrective actions for previous environ 
lion lEO) findings & licensee HO documentalion re cable splices qiialificnIiJfdy 
GHEUNG.L. ANOERSON.CJ Region 1, Ole ol \ho Director 00/11/01 Si<p 
47650 20 M7650 209 


8811160211 NRC Info Notice 88 000, “Unauthorized Removal of Indiislfiaf Nuclear 
GauQQfi " Sve list errcl, 

CUNNINGHAM.R H Division of Industrial & Medical Nuclear Safely (PoM 870725)1 
88/1 1/22 Consolidated Edison Co of New York, Inc OOpp 47708 26b 47700 257 

B8 11160467 NRC Info Notice 88-091, "Impraper AdnvolaUaHou S Control o( Psvcta''jj 
cal Tests " Sve list end 

ROSSI, CE Division ot Operaiional Events Assessment (Post 070411) 08/11/2/ 
Gor\sclkiated Edison Co of Now York, Iw 101 pp 47708042 47700 143 

6811300310 Informs that NRC awaits description of lonn term resolution nclions in lo 
sponso to NRC Bulletin 88 004, “Potential Safety Related Pump Loss’' Doscnpliofl 
due wih'n 30 days of complelioo of actions 

MARTIN.RE Project Direclorafe 1-2 88/11/23 HUNGER, G A PJifladolphiln Flo<tr/ 
Co 4pp 47677 128-47677 131 


8812010166 Foniwards V Stelfo 881117 Jlr to all util eyecuUvos re prosence ol NRC In 
speclof at planta.rev to onlorcemeni policy & proposed onforcoment aclions for opir 
ator inattenliveness at Peach Bottom 

BLACK.se Ole of Special Projects 60/11/23 KINGSLEY, OO Tonnessoo 
Aulhorhy 3pp 47709 258 47709 309 

-8812010180 Advises o) new rules re announcing presence ol NRC inspector at power 
planLrov to NRC onforcomen* pol'cy otfocllvo orr 081014 proposed ontorcei’i.rjrV 
action lor operators at plant 

STELLO.V Ofc of the Executive Director for Operations 88/ 11/1/ PlillodoPphfa bloc 
trie Co, 35pp 47709 261 47709 309 


8B1 2020 162 Forwards Emergency Operating Procedure Insp Repts 50-2/7/80 200 A 
50-278/80-200 on DBO022 0901 Weaknesses noted 

VARGA.aA Owislon ol Roaclof Projocte - I/ll (Post 87041 U C0/1 1/20 MCNBU,G 
Philadelphia Electric Co €pp 47717,019 4771 7'062 

-8812020163 Insp Rept 50 277/&0-2OO & 50-278/88 200 on 880822 OSOI Major areas 
inspected evaluation of emergency operating procedurea program,(ncludtng proM 
dures evaluations & waikdowns, simulator exercises & training & containment vonljtw 
ARCH)TZEL.RE. KONKLIN.JE, HAUGHNEY.CJ Division of Reactor Inspeclion 4 
Safeguards (Posi 670411) 00/10/25 3Bpp 47717 025-47717 062 

8812020298 Commonta on SALP Repts 50 277/07-99 & 60-270/0/ 09 for Juno 1067 
Jul 1808 Elfecltva 000401, plant security operation began reporting to support manag 
er onsite & tirawalch & security pcisonrvet no longer snared rosovirc© 

MCNEILL, C A Philadelphia Electric Co 80/11/29 RUSSELL, WT Roflion 1, Ole el 
the Director 3pp 47721 ’084-4 7721 086 

0811290030 NRC Info Notice 88-003, "Talelherapy Events ” Sve list encl 
CUNNINGHAM, R E Division of Indusirial & Medical Nuclear Safety (Post 670720) 
88/12/02 Consolidated Edison Co of New York. Inc 112 pp 47011 103 47011 215 

8011290538 NRC fnfo Notice 00-094, "Potenllally Undersized Valve Aclualors" Sve list 
end 

ROSSI, CE Division of OperationQl Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121pp 4770B 143-47700 264. 

8812130064 Responds to NRC 081108 (tr re violations nolod In Insp Roots 6O-27//O0 
32 & 59-2TS/B0 32 

SMITN,D M Philadelphia Efectrfc Co 06/12/06 MARTIN, T T Region t, Ole of tiro Ct 
rector 7pp 47791.951-47791 3S7 

8612230134 Forwards Safety Insp Repts 50-277/00-40 & 50-278/00-40 on 801016 
1 1 ia A notice of violation 

KANE,WF. R^ton 1, Ofc ol the Director 88/12/06 MCNEILL, C. A Philadelphia ElflC- 
InoCo 2pp 4^1.202-4782 V321. 


-8812230140 Notice of Violation from Insp on 801015 1119 Violations noted llcensso 
railed to estabrish requirements lo compare lost dosimetry rept & audit results of IhoF 
molurwne&cenl dostoielerB bafore shipment to conlractor 
Region 1, Ofc ol the Director 88/12/06 2pp, 47921 ,284-47921 ’286 


-8012230141 Insp Repts 50-277/8B40 & 50-278/80-40 on 801016 1118 Violations 
noted M^or afeas Inspacted accessibte portions of Unit 2 & 3 , operational 
safetv/adiabon proteclion, physical 8 ecurjty,survelilanc 0 testing & mainl 
WILUAM8,JH, LINVILLE,J.C Region 1, Ofc of the Director 88/12/06 36pP 
4792V.206 47921 321. 


001.^020^07 RHU info Notice OB D96, Tnadequate Procurement Requirements Imposed 
^ licensees on Vendors" Sve list and 

RQSSl.Ce OMsfon of Operational Events Aasossment (Post 870411) 00 / 12/06 
Consolidoled Edison Co, of New York, Inc 112pp 47807 191-47807,302 

801101 Itr re violations noted )n Insp Rents 50'2?7/88‘ 
34 * 60 27a/a8-34 Admfnistrativo pfocedwe for performing temporarv procedure revs 
revised In Sept to facilitate process & (raining provided. 

SMITH, D.M. Philadelphia Efecinc Co. 88/12/09. KANE.WF Renion 1. Ofc of lha Pi 
rector. ^ 47794 066-47794:072, 
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0012210320 Forwards response to NRC 801021 (ir fo concerns noted in Safety Insp 
Repis so 277/68 28 & 50-27B/G8 20 Administrative procedures now provide ndol 
□ufdance on steps to take upon discovery of procedure discrepancies 
SMITH, 0 Philadelphia Beotric Co 88/12/13 MARTIN J T Document Conirol Branch 
(Document Contiol Desk) 3pp 47875 350 47675 352 

S812210094 Advises that ulil ready for security program Insp beginning on 8B121D or as 
soon as personnel can bo scheduled to visit plant site 

SMITH. DM Philadolplila Electric Co 08/12/16 Document Control Branch (Documonl 
Conirol Desk) RUSSELL, WT NRC ^ No Detailed Affiliallon Given fp 47800 361- 
47080 361 


n, Periodic operating reports & related correspondence 

8811300193 Summary of Operating Reactor Events Meeting 08-46 on 001122 
LANNiNG.WD Events Assessmenl Branch 88/11/25 ROSSI.CE Division of Oper- 
ational Events Assessmenl (Post 07041 1) 1 1pp 47680 201-47680 21 1 

0812090151 Forwards plant status rept for 801107-28 
L(NVILLE,JC Rogion 1, Ofc of tlio Dtreclor 08/11/30 KANE.WF Region 1, Ofc of 
the Director 5pp 47786 327-47706 331 


S. Reportable occurroncesi LERs & related correspondence 

0811300462 NPOES noncompliance nolification on 801 01 7, pH samples from discharge 
Point 301 exceeded monihly permit limit Caused by loakage of sump discharge 
valves Action taken to neulrallze settling basin w/addillon of acid 
SMITH.DM Philadelphia Electric Co 88/11/22 Pennsylvania, Commonwealth of, 
2pp 47676 042-47076 043. 

0012020225 Addresses delayed submittal of util event ropls, required by plant Tech 
Specs & 10CFR50 73 Late repts IncUido LERs 2-00-07,08.12,17 & 19 
GALLAGHER.J W Philadelphia Electric Co 88/11/28 KANE.WF. Region 1, Ofc of 
the Director 3pp 4771 1'032 4771 1 -034 


V. Operator Examinations 

0811300100 Advises of three issues of current regulatory signlflcanco. Including now 
rule announcing presence of NRC inspector at nuclear power plant, rev to NRC on- 
forcomont policy & proposed enforcement actions re operator inattenlivenoss at plant 
STELLO.V Ofc of iho txocollvo Director for Operations 80/f1/17 Philadelphia Elec- 
tric Co 35pp 47700 020-47709 068 


DOCKET 60-200 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

0011300394 (nlorms of 000216 emergency exercise to bo conducted to demonslralo 
copabllity of assessing radiological conditions & dotermino protoctivo actions nocos 
sary to ensure public health & safety 

CARTWRIGHT, W.R Virglnlfl Power (Virginia Electric & Power Co) 80/11/17 
ERNST.M.L. Rogion 2 , Ofc of the Diroclor. 3pp 477O6'O24.477O5'O20. 

0612010037 Hovisod emergency plan Implomonting procodures, consisting of Rev 13 to 
EPIP-B03. ''Personnel Accoun lability" & Rev 6 to EPIP-5 05, "Silo Evacuation" W/ 
081123 Ilf & Pane 3 to Index. 

CARTWHIGHT.WR, Virginia Power (Virginia Eloclrlc & Power Co) 00/11/23 lOpp 
47702 2B7-47702 276. 

0012080101 Forwards Insp Repts 50 280/08 42 & 50 281/00 42 on 801011-14 & notice 
of violation 

DECKER, T.R Region 2. Ofc of the Director 00/11/29 CARTWRIQHT.W.R Virginia 
Power (Virginia Eloclrlc a Power Co ), 2pp. 47703'264<47783*268, 

-OB12O0O182 Notice of violation from Insp on 80101 1-l4.Violalion noted requirement to 
follow radiation control procedures not mot In that people sighted oxlling site Ihrough 
alarming portal monitors w/o being stopped by security personnel 
DECKER.T n. Region 2, Ofc of the Diroclor. 08/11/29 2pp 47703 266-47703.267 

0012190244 Advises that 081001 rev to corporate emergency plans moots requirements 
el lOCFRBO 47(b) & App E & acceplablo 

DECKER.TR Rogion 2. Ofc of the Director 00/12/05 CARTWRIQHT.W.R Virginia 
Power (Virginia Eloclrlc 0 Power Co ) Ip 47061 -270-47851 -270 

0012190262 Forwards Insp Roots 60-280/80 43 & 50 201/00-43 on 081031- 1102 No 
violpllons Of deviations noled.Scope & objectives for 800301 emergency exorcise re- 

SoLL^NS^DM Region 2. Ofc of Ihe Director 08/12/07 CARTWHIGHT.WR Virginia 
Power (Virginia Electric & Power Co ) 2pp. 47866*107-47655 124 

-8012190263 Insp Ropls 50 280/B0-43 & 50 201/80 49 on 801031-1102 No violations 
or deviations noted Major areas Inspected annual emergency preparedness exercise & 
associated critique & followup on open Items 

SARTOR.WM, RANKIN.W.H. Rogion 2, Ofc of the Director 08/12/05 16pp 
47055.109-47855.124 

0012130060 Forwards Rev 13 to nuclear security personnel training & qualification 
program Rev withheld (ref 10CFR73.21). 

CARTWRIGHT, W R Virginia Power (Virginia Eleclrlc & Power Co) 80/12/08 Docu- 
ment Control Branch (Document Control Desk). 1p. 47794 089-47794 089 

0812130071 Forwards Rev 13 to (SFSI nuclear aocurlly personnel training & qualiflca- 
tion program Rev withheld Crof 10CFR73 21) ^ 

CARTWRIQHT.W.R Virginia Power (Virginia Electric & Power Co) 80/12/08. Docu- 
ment Control Branch (Document Control Desk). Ip 47792-128-47792.128 

0812130061 Forwards replacement transmittal cover Itrs for 880914 Rev 13 to person- 
nel training & qualification program & plant ISFSI nuclear personnel training & qualifi- 
cation program W/o end, ^ 

CARTWRIGHT, W n Virginia Power (Virginia Electric & Power Co ) 80/12/08 Docu- 
ment Conirol Branch (Document Control Desk). Ip. 47794*088 47794.068 


P. Operating license stage documents & correspondence 


0011300374 "Surry Power Stalicn Unit 1 Reactor Containment Bldg Integrated Leakage 
Rate Test Types A. B & C Periodic Tost June 1908 " W/B01 123 Hr 
CARIWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 88/06/30 60pp 
47660-165 47668 221 

88112303B7 Forwards summary of radiation protection program upgrade alaius.per 
881091 telcon 

CARTWHIGHT.WR Virginia Power (Virginia Electric & Power Co) 08/11/10 
ERNST, M Region 2, Ofc of the Director 12pp 47631 276-47631 206 

0011200040 Generic Ltr 00-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFfELD.O Associate Director for Projects (Post 87041 1) 00/11/23 Consoli- 
dated Edison Co of New York, Inc 8tpp 47720 303 47729 024 

0812150135 Forwards "Surry Simulator Certlficalion Submittal " 

CARTWRIGHT. W R Virginia Power (Virginia Electric & Power Co) 80/11/23, Office 
of Nuclear Reactor Regulation, Director (Post 870411) 1p 47821 205 47022 144 

-0812160137 "Surry Simulator Certification Submittal ” 

* Virginia Power (Virginia Efeclric & Power Co) 88/11/30 200pp 47021 206- 
47022 144 

0012010203 Notification of 881200 mooling w/util in Rockville.MO to discuss status of 
control room ventilation chillers & mods to & testing of emergency diesel generators 
BUCKLEY,BC Project Direclorale 11-2 88/11/30 BERKOW.H N Project Directorate 
112 3pp 47703 321-47703-323 

0812000102 Responds to Generic Ltr 00 11 ro embrittloment of reactor vessel belHlne 
matfs.por Reg Guide 1 99, Rev 2 Proposed Tech Specs which implement Rev 2 to Reg 
Guide 1 99 under NRC review 

CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 88/11/30 Docu- 
ment Conirol Branch (Document Conirol Desk). 2pp 47734-354 47734 356 

8012120079 Requests that util address Generic Ltr 68 17 re loss of DHR during non 
power operation Ltr Issued duo to potentially serious consequences resulting from in- 
adequacy of industry response to Generic Ltr 87-12 

MURLEYJE Office of Nucieaf Reactor Rogufalion, Diroclor (Post 870411). 00/12/ 
02. FERGUSON, JH Virginia Power (Virginia Electric & Power Co) 3pp 47789110 
47789 121 

0812160081 Advises that QC Buckley assigned as new project manager for 
plant.effoctive 881204 

BERKOW.H N Project Directorate II 2 00/12/13 CARTWRIGi iT.W R. Virginia Power 
(Virginia Elocinc & Power Co ). 2pp 47032 358 47832 359 

0812200070 Notification of 881222 mooting w/utll In Rockville.MD to discuss Info to 
support rostarl 

BUtKLEY.B. Projecl Diroclorato lt-2 00/12/16. MURLEY.T, SNIEZEK.J, 
MIRAGLIA.F NRC - No Detailed Affiliation Given 3pp 47868.105 47868 187 

0812200314 Roquests meeting ro restart of plant In fight of safeN- significant design 
deficiencies, Including mislabeled motor- operated Valves MOV 863A &B 
ERNST.ML Region 2, Ofc of the Director 00/12/16 CARTWRIGHT.W R. Virginia 
Power (Virginia Electric & Power Co ). Ip, 47064 203-47064 293. 

00 12270232 Forwards "Surry Unit 2 Cycle 9 Core Performance RopI," for info. 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 88/12/20. Docu 
monl Control Branch (Documonl Control Desk). 2pp 47926 278 47026-330, 

-'8012270243 Rov 0 to "Surry Unit 2,Cycl8 9 Core Performance Rept." 

MANN.BD, FORD.CA, DZtAOOSZ.D Virginia Power (Virginia Electric & Power Co), 
659 ROO. 88/10/31 50pp. 47926 280 47026 330 

0012270201 Ack receipt of NRC 801121 request for addi Info ro capability of plant sve 
water sya to perform safety function during hurricane as required by GOC-2. Roques ted 
info will be provided by 890403 

CARTWIQHT.WR Virginia Power (Virginia Electric & Power Co). 88/12/21 Docu- 
menl Control Branch (Document Conirol Desk) Ip. 47026 021-47926-021 


Q. Inspection reports, IE Bulletins & correspondence 

8011210002 "PRA Applications Program for Insp at Surry Nuclear Power Slalfon,Unil 
1,'* draft ropt 

GREGG, R.E., FISHER.JE EGSG Idaho. Inc (subs of EQ&G, Inc) GREQG.R.E 
Idaho National Engineering Laboratory FIN A-6653 EGG-REQ-7746 DRFT 87/07/ 
31 NRC • No Detailed Affiliallon Given 66pp 47599.200-47699:310. 

0011290240 Forwards request for addI info re sve water sys design.per NRC evaluation 
of avc water ays performance in event of hurricane as required by QDC*2,rG suiting 
from safety sys functional insp.Rssponse requested witltln 30 days. 

PATeL,C,P Projoct Directorate 11-2 88/11/21 CARTWRIGHT.W R. Virginia Power 
(Virginia Electric & Power Co) 3pp, 47664.195 47664.197 

0811160211 NRC Info Notice 80 000, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve Hat end 

CUNNING HAM.R E Division of industrial & Medical Nuclear Safety (Post 670720) 
BO/11/22 Consolidated Edison Co of Now York, Inc 99pp 47708:265 47708 257, 

8811160467 NRC Info Notice 80 091, "improper Administration & Control of PsychoiogI* 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 0B/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47708*042-47700142. 

0012050265 Forwards Insp Repts 50 200/00-39 & 60-281/86-39 on 081003- 21 No vio 
latlons or deviations noted Unresolved item identified 

HERDT,An, Region 2. Ofc of the Director. 80/11/23. CARTWRIQHT.W.R Virginia 
Power (Virginia Woctric & Power Co,). 2pp 47723:160*47723-183 



50 DOCKETED ITEMS 


-53*^050257 h-sp ftcpl3 50 280 '68 39 & SO 2&1/89 39 oo 691003 2 ^ No vKi\a<»OflS or 
do^.aicn5 noUd ertias in5pct1:c! p pe fcp'acemenV feso^lng irofo oroaioo/cono 
s.cn ctiDcts on plant scwondary sidp ppiog sys made of c?fbo'\ steel ma** 
ecONC‘*Ot:N, EUKE^J Begcn 2. Ofc of mo D-'eclor P9/1t/t7 I4pp 
47/23 t70 4??23 te3 

8912070247 f-c<w2r(Ja insp Repts SO 260/68 44 $ 50 281/88 44 No vjofdhons or devi 
atiorii* roiJd 

MEROLAR Rooon 2, Ofc of tho Dreclof 08/11/23 CARTWRIGHT, WR Vifflrnia 
Po*er(Virj}'n 3 bfjrctTK; & PoAOr Co) 2pp 47746 2 50 47746 255 

'8612070240 Irisp Rcpts 50 2£0)63 44 A 50 281/88-44 No Vjolutions or du^aljons 
artos ifispecletl ii>2jr\,rG jnsp fe rc.echb'o indjLations fowntl m 
taleiy relaltti it}0^\ w2'ds.c^aWjon & proposed coTfcctii/e aclion 
ECX3f{OMOS,f} . eiAKE.i 3 -r> 2, Ofc of tha Proctor 66/11 /IS 4pp 47746 25? 

47716255 

8312030033 Fon/ard^ fnsp Rtpls 50 280/89 40,50 281/80 40,50-338/08 28 & 50 330/ 
68 20 on 660926 30 No vJOlatons or daviatjons noted 

COLLINS DM ReQi;n 2, Ofc of the Director 69/11/23 CARTWflJGHT.W R Virymia 
PoAor (Virgma E/ectnc A PoA£r Co) 2pp 47750 119 47760 132 

-e8l20a003& ln:;p Repts SO 260/88 40.50 231/88 40,50 33B/89-28 & 50-33P/a8*26 on 
&ii082d 30 ho violabons c>r de/^alons ooi&d Major areas inspected control room hao 
ilaPi'ity & insp foilo»«>p Jlefns 

GIOERSEN WB . MARSTON.R R , KAHlE.d B Region 2. Oic of the Dncctor 88/10/ 
26 t£pp 47/50 IS M7760 132 

8812060170 Corfrrma 881123 Wcon fo 891222 enforcoment conference al Region 11 
ofc conccnimo correcbvo acton problems al plant 

ERNST, ML Rog>on 2, Ofc of tno Director 68/11/28 CARTWRIGHT.R VV, Virginia 
Poorer (Virg nta &Dctnc A PoiV^r Co ) 2pp 47741 222-47741 225 

“8812060173 NobLcalon o1 861222 enforcement conference w/util in Atlante.GA to 
d scuss tai'ure to laKo adequate corrective action during A after reactor cavily sea) & 
SVL water sys des gn control issue 

CANTRB L.F Reg.on 2. Ofc of tho Diroctof e&/11/£fc fiDmon 2, Ofc. of tt-a Dfrector 
2pp A7741 224-47741 225 

8812080153 ForwartP^ In^ip Repts 50-280/88 38 A 50 281/80 38 on 881003-0? A 1000- 
14 No viotat'ona or deviations noted 

HEROTAR Rmjoh 2. Ofc of Uie Director 88/11/29 OARfWRIQHTWf^ Vcrgmia 
Power (Virginia tlipctnc A Power Co ) 2Dp 47756 2 f 5 47756 226 

-M12W0I65 insp Repts 50 290/08 38 A 50 281/88 38 or> 881003 07 A 1009-14 No 
vjolabons or deviations noted Major areas inspected reactor cavity water seal a^sem- 
bh mods.control room envelope eir conditioning sys test A pipe auppofls 
TAYLOR, P A LENAHAN.J J , JAPE,F Region 2, Ofc of tne Director 88/1 l/2d lOpp 

i77^R 01 V^77CA OQ A 


8812C80l8t Forwards Insp Repts 50 280/88 42 A 50-261/88 42 on 86101 M 4 A notice 
Of violation 

DECKER.tr Region 2, Ofc of the Director 88/11/20 CARTWRIGHT.W R Viramsa 
Power (Virgirua Electnc A Power Co ) 2pp 47783 254 47783 268 

-W 12080 18 2 Notice of violation from insp on 68101 1-14 Vio'ation noted requirement to 
to, low radjatwn control procedures not met in that people sighted exiting site throup/i 
warming portal monitors w/o beir>g slopped by security porsonnei 
DECKER,! R Region 2, Otc of the Oveclor 80/11/29 2pp 47783 256 47703 257 

-8812^0184 tnsp Repte 50 280/80 42 & 50-201/88-42 on 801011-14 Violation 
noted Mator areas mspecled (ac% raifiation protecISon pfoQjam.incIudrnn followup on 
rwonseeporformance iciptovemenl program Items ^ 

BASSETf,CH, HOSEY.CM Rei - 


47783 258-47763 260 


Region 2, Q/c ol the Director 88/11/28 lipp 


Insp Repts 60 260/88 41 A 50 281/8841 on 881002- 1105 Vio 
M^ni^tGd Vwlatjon for failure to lake appropriate corrective actions identified In enc 
consKterod lor escalated enforcement aclon 
REYES I A RMjon 2, OJe of tbo Director 86/11/30 CARTWRIGHT, W R VIrainif 
Power (Vjjjinia Bectnc & Power Co ). 2pp 47756 325-47758 346 ^ 

50 280/88-41 A 50 281/83-41 Dn 081002-1105 ViptaliOf 

R<.^n2,oTMo«o, 88, 

* I? ‘'rflelhjrap/ Crenis " Sv„ list anci 

Indus nal A Medica) Nuclear Saletv (Post 6707291 
38/12/02 Consolidatod Edison Co of Now York, Inc 112pp 47811 103-4/011 216 

Dftdorsjred Vahre Actuators ” Sve lis 

Assessment fPoat 670411) 88/12/02 
Consolidated Edison Co ot New York, Inc 12i^ 47708 143 47709.254 

Mgl Meeting Insp flepig 50-200/68-48 A 60 281/88 46 or 

481210C282 Fwwards Insp Rwia 50 280/86 43 A 50-281/88 43 on fiflinqi i mu w. 

«,eTso»p. 4 <*i«We1 

*^121^263 Insp Repts 50 280/68-43 A 50 201/8843 on 881031-1105 Hr. 

«S947855'’iT''''" *■ "i* 16|>p 

ne,u,«mon.s impea. 


801220006/ Responds to NRC 081109 Itr ro violations noted In Insp Repts 50 2eo/fia. 
35 A 50 261/00 35 Corrective oclions respiratory oquipmont in question removed w 
svc/efurbished w/hoses & recalibr to enauro required discharge flow 
CARTWRIGHT, W R Virginia Power (Virginia Elootric A Power Co) 88/12/Q9 (w 
man! Control Bunch (Docurnonl Conirol Desk) 4pp 47671 '071 -47871 074 


6812280170 Retpunds to NHC 861 ItO Itr fo violallona nolod |n Insp Repts 50 2&8/sj. 
28 A 50 201/88 26 A proposed Imposition of civil penally hi oniounl of $50,008 Cu 
reebve acuons Special Test Proccdiiro l-ST-214, "Oporabfllly of " performedFs^ 
paid 

CAR7WRIGHT,W R Virginia Power (Virginia Eiociric A Power Co) 80/12/00 Docu- 
ment Control Branch (rociimenl Control Dosk) 7pp, 4/066 20 1-47850 29/ 

C812210229 AcL receipt o< 061028 rGSfKinso 1o violations tvotod In losp Repts 50 2801 
06 30 & 50-201 /efl-30 

HEROT.^R Pefl'oo 2, Ofc of tlw Oiroctor 68/12/15 GAHI’WRIGMT.WR V,ma 
Power (Virginia Eiecnic A Power Co ) tp 4/878 23 1 478/C’23l 

8812220021 Forwards tnnp Ropis 50 200/80 32 & 60-201/00 32 on 800012 16,26 30 a 
11 14-18 ViDfabons noted sve water ays would not have met safety design objeeWes 
w/o relying on nonsafety flrado oquipnient Execulwo summary end 
ERNS^Mt RMion 2, Ofc ot tho Oiroctor 08/12/15 CARTWRtGHT.W.R VitQinia 
Power (Virgirvft tlecbic A Power Co ) 4pp 47000 342-47001 062 

“8812220026 tnsp Repts 50 -PR 0 / 8 B 32 A 60 281/88 32 on 8000)2-10,26 30 A IfH 
IBViofalfOns noted Major areas inspected oporatlonft) readiness of sve water A rear, 
culabon spray sys Id niout intended design functions under postulated conditions 
0EI tSLE.G A , MELt EN.l S , dULfAN.C A Region ?, Ofc ol the Director 88/12/15 
77pp 47900 346 47301 00? 

8812220291 Ack receipt ol 581309 Itr A pnymenl of civil penalty in amount of SSO.OOO 
proposed by NT^C BOtl )0 )lr Corrective aofions will be Okarnined during future Insps 
UtBERMAN.J Ole ol Enforcement (Post 870413). 80/12/20. CARTWRIGHT, W R 
Virginia Power (Virginia Electric & Power Co ) 1 p 47903 049 47903 040 


R Periodic operating reporta A related corroepondonco 


6812200104 Monthly opeteting ropt lor Nov 1080 lor Surry Power Siabon Units 1 & 
2W/801215f1r 

WARREN, L A . CARTWRiGHT.W R. Vitginla Power (Virginia Eioulrlc & Power Co) 83/ 
11/30 22pp 47070 312-47070 333 


S Reportable occurrences, UERb A retaled corraepondonco 

5811230272 LER QQ 042 00 on 0aiO16,w/Un!l 1 in foUwlIng shutdown & Unit 2 in coid 
shutdown process vent hlgit range effiuenl monitors doolarod InoporaWo Caused by 
failod flow control circail board Propiannod opernlion vorifled W/001 1 16 itr. 
4765?O7f47652?70^ (wfl'nia Eloctrlo A Power Co) 08/11/16 4pp 

8811200072 LCR 86^41 OOon eOlOie.GngmDDnng ovalimtion revoalod that ifXtBllng Ml 
ino insietied over HHR pumps, associatotTw/piping & olocUlcaf supply ilnoa,nsl 


Caused by inadequals analysis W/0811U 
Virdnla Power (Virginia Electric & Power 
47655 348 47655 351 


itr. 

Co) 00/11/16 4pp 


00 014-01 on 870630, determined that unique scenario could exist 
Whereby auxitiaty (eadwaier could bo lost to opofoling unit Admlnialratlve controls es 

fiTiorgy lino broah.W/oai 130 itr 

4^1^47 (Virginia Elecliic & Power Co). 88/11/30 4pp 

90 on 081 102, discovered mam control room envafopo air con 
mboninu sys Inadoquaio Caused by Inadogufllo doslgn control program A madoquate 
implemented W/eBl202 itr, 

^73?^^'47734^3^^^ (Virginia Electric & Power Co). 08/12/02 Bpp 


001 no.englneorlng evaluotlon datormlnod that recircu 
® l ^ Ynlvo have undorslzod 

Moiora wii) bo replaced prior to unit reatarl W/O0t2OO Ilf 
J7aS^2M'.470?6^2"54^^ (Virginia Eioclric & Power Co.) 00/12/09 4pp 

070330, dIscovorcMl that Inside conlafnmonl Isolation 
Caused by corrosion produci 
operator Installed W/001200 Jfr 

4mlo3Q'^7026W^ (Virginia Efoctnc A Power Co). 80/12/09 4pp 


* UfrVTil 




wswiayv Mipiariairiirio 


wthWdlfel W P®'®'”'™' ''*“"8 * 

(Virolnia EieclriD & power Co.) 88/12/08 Oocu 
mem umtrol Brandi (Oocumenl Control OosK) 1p 47782 128-47792,128 

transmillat cover lira for 000914 Rev 13 to person 
cahoSSefamW/o^^^ pfooiem & plant ISFSl nuefoar personnel training & qualiU 

WwflWo Electric A Power Co) 88/ 12/08 Docu- 
mem Lontrof Branch (Oocumonl Got^roi OeoK). ip, 47794 088 47794 088 


DOCKET 50*281 SURRY POWER STATION, UNIT 2 
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F. Security, medical, emergency 6 fire prolectlcn plans 

8611300394 informs of 090216 emergency exercise to bo conducted to demonstrate 
capabiijty of assessing racfloioglcal conditions & determlno protective actions neces 
sarv to ensure pubilc health & safety 

CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co) 00/11/17 
ERNST, M L Region 2, Ofe of the Director 3pp 47706 024*47705 026 

8612010037 Revised emorgancy plan impJomonting procedures, consisting of Bov 13 to 
EPIP-S 03, “Personnel Accountability" & Rev 5 to EPIP 5 05, “Site Evacuation ’’ W/ 
601123 itr & Pago 3 to Index 

CARTWRIGHT,W R Virginia Power (Virginia Electric & Power Co) 80/11/23 19pp 
47702 257-47702 275 

8812000181 Forwards Insp Repts 60 280/08 42 & 60 281/86-42 on B0101M4 S notice 
oi violation 

DECKER, TR Region 2. Ofc of the Director 08/11/29 CARTWBlGHT.W.R Virginia 
Power (Virginia Electric & Power Co ) 2pp 47703 264-47703 268 

-0012080182 Notice of violation from insp on 08101 1-1 4.Viofatfon noted requirement to 
follow radration control procedures not mot in that people sighted exiting site through 
alarming portal monitors w/o being stopped by security personnel 
DECKER,! R Region 2, Ofc of the Director 00/11/29 2pp 47783.266 47783 2B7 

8812160244 Advises that 001001 rov to corporate emergency plans meets requirements 
of tOCFBBO 47(b) & App E & acceptable 

DECKER,! R Region 2, Ofc of Ihe Director. 88/12/05 CARTWniGHT,W R Virginia 
Power (Virginia Electric & Power Co) Ip 47851 270-47851 270 

0812100262 Forwards Insp Repts 60 200/00 43 & 50 281/80-43 on 001031- 1102 No 
violations or deviations noted Scope & objectives for 000301 emergency exercise re- 
quested 

COLLINS.OM. Region 2. Ofc of the DIroclor 80/12/07. CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Powor Co) 2pp 47055 107-47055.124. 

-6812100263 Insp Repts 50 260/88-43 & 50 201/88-43 on 081031-1102 No viofallons 
or deviations noted Major areas inspected annual emorgency preparedness oxerefso & 
associated critique & followup on open items 

SARTOR, W.M Region 2, Ofc of the Director 80/12/05 16pp 47055 109 47056 124. 

8812130066 Forwards Rov 13 to nuclear security porsonnof training & qualification 
program Rov withhold (ref 10CFR73 211 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Powor Co) 00/12/08. Docu- 
ment Control Branch (Documont Control Desk), 1p 47794 089 47794 060 

8612130071 Forwards Rev 13 lo ISFSi nuclear socurity personnel training 0 qualifica 
tion program Rev withheld (rof 10CFR73 21). 

CAflTWRIQHT,W.R Virginia Powor (Virginia Electric & Power Co) 00/12/00 Docu- 
monl Control Branch (Documont Control Desk) lp 47792 120 47762.120 

8812130061 Forwards roplacemont transmittal covor firs for 800914 Rev 13 to person 
nol training 0 quaiification program & plant ISFSf nucloor porsonnol training & qualifi- 
cation programW/o end 

CARTWRIGHT, W.B Virginia Powor (Virginia Electric & Power Co) 00/12/00. Docu- 
ment Control Branch (Document Control Desk) 1p 47794 080 47704 008. 


P, Operating license stage documents & correspondence 

6611230387 Forwords summary of redlatlon protection program upgrade status, per 
801031 tolcon 

CARTWRIGHT.W B. Virginia Power (Virginia Electric & Power Co). 00/11/10 
ERNST.M Region 2, Ofc of Ihe Director 12pp 47631-275 47631 200. 

66112B0175 Forwards notice ol exemption ro achodufar roquiremenls of 10CFR50 App 
J.EKQmplIon allows util to rosumo normal Typo A retest schedule per Sociion III D 
PATEL, CP. Prolocl Oiroctoralo 112, 80/11/21 CARTWRIGHT, W R Virginia Powor 
(Virginia Electric & Powor Co.) 3pp 47652 240-47652 269 


8012120079 Requests that util address Generic Ur 80 17 re toss of DHR during non- 
power operation Ltr Issued due to potontialiy serious consoquencos resulting from in- 
adequacy of Industry response to Generic Ur 87-12 

MURLEY.TE Office of Nuefoar Reactor Regulation. Director (Post 870411) 08/12/ 
02 FERGUSON, JH Virginia Powor (Virginia Etoctric & Power Co) 3pp 47709 118- 
47789 121 

6612180061 Advises that BC Buckley assigned as new project manager for 
plant, effective 001 204 

BERKOW.HN Project Directorate 11-2 00/12/13 CARTWRIGHT.W R Virginia Powor 
(Virginia Electric & Power Co ) 2pp 47032 350-47032 359 

6812200070 Notification of 001222 meeting w/util in Rockville, MD lo discuss Info to 
support restart 

aUCKLEY,B Project Directorate 11-2 08/12/15 MURLEY,T. SNIEZEK.J , 

MIRAGLIA.F NRC - No Detailed Affiliation Given 3pp 47868 105 47060 187 

6612200314 Requests meeting re restart of plant In light of safety significant design 
deficiencies, Including mislabeled motor- operated Valves MOV 863A & B 
ERNST.M L Region 2. Ofc of the Director 80/12/15 CARTWRIGHT.W R Virginia 
Power (Virginia Efeclric & Power Co ) Ip 47064 293-47864 293 

8012270232 Forwards "Surry Unit 2 Cycle 9 Coro Performance Ropt," for Info 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 80/12/20 Docu 
ment Control Branch (Documont Control Desk) 2pp 47926 278-47926 330 

8812270201 Ack receipt of NRC 001121 request for addi Info ro capability of plant sve 
water sys to perform safety function during hurricane as required by GDC 2 Requested 
Info will be provided by 090403 

CARTWIQHT.WR Virolnla Powor (Virginia Eleclrlc & Power Co) 80/12/21. Docu- 
ment Control Branch (Document Control Desk) Ip 47926 021-47926 021 


Q. Inspection reporla, IE Bulletins & correspondence 

0011290246 Forwards request for add! info ro sve water sys dosign.per NRC evaluation 
of 8vc water sys performance in event of hurricane as required by QDC a.roaulllng 
from safety sys functional insp Response requested within 30 days 
PATEL, CP Project Directorate 112 80/11/21 CARTWRIGHtW R Virginia Powor 
(Virglnio Eleclrlc & Powor Co.) 3pp 47664 195-47664.107 

881 1160211 NRC Info Nollco 60*090. "Uoaulhorizod Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM, R E Division ol Jnduslrial & Medical Nuclear Saloiy (Post 070720) 
00/11/22. Consolidated Edison Co of Now York. Inc OOpp 47700 265-47700 257 

6611109467 NRC Info Notice 00 091, “Improper Administration & Control of Psychologl 
cal Tests '* Sve list end. 

ROSSl.CE Division ol Operational Events Assessment (Posl 870411) 00/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47700 042 47700 142. 

6012050265 Forwards Insp Repts 50 280/88 39 & 50 281/80-30 on 001003- 21 No vio 
lotions or deviations noted Unresolved Item Identified 

HEHDT.AR Region 2, Ofc of the Director. 08/11/23 CARTWRIGHT.W R Virginia 
Power (Virginia ^ectric & Power Co ). 2pp 47723 160 47723 103 

-6612050267 Insp Repts 5O-2ao/O0-39 & 50 281/80-39 on 861003 21 No violations or 
doviallons noted Major areas Inspected pipe roplacemont resulting from erosion /corro- 
sion effects on plar^t secondary side piping sys made of carbon stool nmtl 
ECONOMOS.N, BLAKE, JJ Region 2, Ofc of the Director 00/11/17 14pp 
47723-170 47723 103 

8612070247 Forwards Insp Repts 50-280/60-44 & 50 281/80 44 No violations or devi- 
ations noted 

HERDT.AR Region 2, Ofc of the Director 80/11/23. CARTWRIGHT.W R Virginia 
Power (Virginia Efoclnc & Powor Co ) 2pp 47746 250 47746 255 


-6011280180 Exemption from roquiremonis of 10CFR50,App J to allow ulll to resume 
normal Typo A retest schodufe.per Section III.D 

VARGA.SA Division of Reactor Proieds • l/ll (Post 870411) 08/11/21 Virginia 
Power (Virginia Eleclrlc 0 Powor Co ) 5pp, 476S2'251 -47652:255 

-6611289182 Safety evaluation supporting request for exemption from containment In- 
tegrated loakago rate test 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/11/21 4pp 
47652 266 47652.269 

0611289046 Generic Ltr 08 20 to all licensees holding OLs & CPs for nuclear powor 
ra actor facilities re individual plant exam for severe accident vulnerabilities Sve list 
end. 

CRUTCHFIELD.D. Associate Director for Projects (Post 870411), 88/11/23 Consoli- 
dated Edison Co of New York, Inc 01 pp, 47728.303-47729 024 

8612160135 Forwards “Surry Simulator Cartilication Submittal.'* 

CAnTWniQHT.WR, Virginia Power (Virginia Eloclric & Power Co). 88/11/23 Office 
of Nuclear Reactor Regulation, Direclor (Post 070411) Ip 4702T2O5 47022 144. 

-8812160137 “Surry Simulator Certification Submittal “ 

* Virginia Power (Virginia Eleclrlc & Power Co) 80/11/30. 200pp 47021 206- 
47822 144. 

0812010263 Nolilicatlon of 801208 meeting w/ulil In Rockville, MD to discuss status of 
control room ventilation chillers & mods to & testing of emergency diesel generators 
BUCKLEY, B.C Project Directorate 11-2 80/11/30 BERKOW.H.N. Project DIrectoroto 
11-2, 3pp. 47703 321-47703.323 


-8812070248 Insp Repts 60*280/80 44 & 60-201/80-44 No violations or deviations 
noted Major areas Inspected insorvice insp ro relecteble indications found In certain 
safoty related socket welds,ovaluation & proposed corrective action 
ECONOMOS.N., BLAKE.J J Region 2, Ofc of llie Director 88/11/10 4pp. 47746.262- 
47746 265 

8812060033 Forwards Insp Ropls 60 200/88 40,60 201/00 40,50 330/80 26 & 50-339/ 
00-20 on 600926-30 No violations or deviations noted 

COLLINS.OM Region 2. Ofc of the Director. 80/11/23 CARTWRIGHT.W R Virginia 
Power (Virginia Etectnc & Power Co ) 2pp. 47750 1 19-47760 132 

-8812080039 Insp Reals 50 280/00-40,60 201/00 40,60 330/80-20 & 60 339/08-20 on 
0OO926-3O.No violations or deviations noted. Major areas inspected control room hab 
liability & insp followup items 

GLOERSEN.W.B,, MARSfON.R R , KAHLE.J.B Region 2, Ofc of the Direclor 00/10/ 
26. 12pp 47760121 47760 132 

8812060170 Confirms 681123 tolcon re 681222 enforcement conference at Region II 
ofc concerning corrective action problems at plant 

ERNST.M L Region 2, Ofc of the Director 80/11/20 CARTWRIGHT.R W Virginia 
Powor (Virginia Boctric & Power Co) 2pp 47741*222-47741 226. 

-8812060173 Notification of 081222 enforcement conference w/utit In Atlanta.QA to 
discuss failure to lake adequate corrective action during & alter reactor cavity seal & 
SVC water sys design control issuo 

CANTRELL, F Region 2, Ofc of lha Director 00/11/20. Reoion 2, Ofc of the Director 
2pp 47741 224-47741:220. 


6012050106 Discusses plans for Cycle 10 reload core Cycle will mark first use of plan! 
fm proved fuel product in Unit 2, per 800106 approval 

CARTWRIGHf,W.R Virginia Powor (Virginia Electric & Power Co.) 00/11/30. Docu 
mont Control Branch (Documont Control Desk). 2pp 47730 285-47730 266 


8812080163 Forwards Insp Ropls SO 200/00-30 & 60 201/00-38 on 001003 07 & 1009- 
14 No violations or deviations noted. 

HERDT.AR Region 2, Ofc of the Director 08/11/20 CARTWRIGHT, W.R Virginia 
Power (Virginia □ectric & Power Co ). 2pp 47756 21 5-47756 226 


00 12060102 Responds to Gonoric Ltr 80-11 re embrittlement of reactor vessel beltlino 
mads, per Reg Guido 1 99, Rev 2.PfoposGd Tech Specs which Implement Rev 2 to Reg 
Guido 1 99 under NRC review ^ ^ 

CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 86/11/30 Docu- 
ment Control Branch (Document Control Desk) 2pp. 47734 354-47734 355 


-0812080165 Insp Repts 50-200/00 38 & 60 261/08-30 on 001003 07 & 1009 14 No 
violations or deviations noted Major areas Inspeclod reactor cavity water seal assem- 
bly mods, control room envelope air conditioning sys test & pipe supports 
TAYLOR, P A . LENAHAN.J J , JAPE.F Region 2, Ofc of the Director 00/11/23 lOpp 
47766 217-47766.226, 
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&9t?QQQt&1 Forwards Insp Repis 60 200/86 42 & 50 281 /8B 42 on 8B101 1'14 & nolice 

OEGkIrItR Region 2, 0(c of Iho Direclof 88/11/29 Cy^RTWRIGHT,W R Virginia 
Power (Virginia Elec Inc & Power Co) 2pp 47763 254-47763 266 

'*60^2080182 Notice of Violation from Insp on 86 101 1-14 Violation noted reai^irement to 
folfow radiation control procedures not mot fn that people sighted exiting site tli rough 
alarming porlal monitors w/o being stopped by secunty personnel 
DECKER, T.R Region 2. Ofc of the Director 68/11/29 2pp 47783 256-477B3 257 

-8812080184 fn$p Repls 50 260/68 42 & 50 281/8942 on 861011-14 Violation 
noted Ma|or areas Inspected facility radiation protection programjncluding followup on 
licensee performance Inprovoment program items 

aASSETT.CH, HOSEV.CM Region 2, Ola of the Director 86/11/28 tlpp 
47763256 47783 266 

6612080169 Forwards tnsp Repls 50 280/88 41 A 50 281/86-41 on 601002- 1105 Vio 
latlon noted Violation for failure to lake appropriate corrective actions identified In end 
rept being considered for escalated enforcement action 

REYES.LA Reoion 2. Ofc ot the Director B8/11/30 CARTWRIGHT, W R Virginia 
Power (Virginta Beclnc & Power Co ) 2pp 47766 32 5 47756 346 

-6812000162 fnsp Repts 50 280/66-41 & 50 261/68 41 on 8B1O02 1105 Violalton 
noted Major areas Inspected licensee aclicr>s on previous antorcemont 
nia1Cer5^operations,mainI,$urveillance, LER review & design changes & mods 
HOULAND.W E , NICHOLSON.L E , CANTRELL.F S Regfon 2. Ofc of the Director 86/ 
11/30 20pp 47756 327-47756 346 

8611290030 NRG Info Notice 88 093, "Teletherapy Events " Svc list enct 
CUNNINGHAM, R E> Division of Indusirlal 6 Medical Nuclear Safety (Post 870729) 
86/12/02. Consolidated Edison Co of New York, fnc 112pp 4731 1 103 47GI1 216 

6911290536 NRC Into Holies a0'O94, "Potenhally Undemed VaNo Ac\vjaior$" Svc list 
end 

ROSSI, CE Division of Operational Events Assessment (Post G70411} 66/12/02 
Consolidated Edison Co of New York. Inc 12tpp 4770B 143-47708 254 

8812190142 Discusses Mgt Meeting Insp Repls 50 280/68 46 & 50 261/88 46 on 
B81117 ra status of commitments made to NRC 1o upgrade radiation protection pro 
gram at facility Meeting summary end 

ERNST.ML Region I, Ofc of the Director. 8B/I2/02 CARTWRIGHT, WR Virginia 
Power (Virginia Efectrlc & Power Co.) Opp 47049 186-47849 174 

0312190262 Forwards Msp Repts 50 280/68 43 & 60 281/88 43 on 881031 1102 No 
violations or davlelions noted Scope & objectivos for 690301 emergency exercise re< 
q^uested 

COILINS.DM Region 2, Ofc of the Director BS/12/07 CARTWRIGHT, W H, Virginia 
Power (Virgbla Electric 6 Power Co) 2pp 47655.107-47855124 

-BS12190263 Insp Repls 50-280/86 43 & 50-281/80 43 on 66103 1-1102 No violations 
or -deviations noted Major areas inspected annual emergency preparedness exerciso 
associated critique & followup on open items 

SARTOR.WW, RANKIN, WH Region 2, Otc ot the Director 88/12/05 16pp. 
47855 109 47a55-124 

6812020267 NRC Info Notfea 86 095, "Inade-quale Procurement Requirements Imposed 
by Licensees on Vendors “ Svc list one! 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 86/12/08 
Consolidated Edison Co of New York, Inc 1 12pp 47807'191 47607:302 

0812200067 Responds to NRC 881 109 Mr re violations noted In Insp Repls 50 280/83- 
35 & 50 261/88-3 5. Corrective actions respiratory equipment In question removed from 
svc, refurbished w/hoses & recalibr to ensure required discharge flow 
CARTVVRIGHT.VV R Virginia Po (Virginia Electric & Power <^) 88/12/00 Docu 
mentCor^trol Branch (Document U)ntrol Desk) 4pp 47671,071-47871.074 

8612200170 Responds to NRC 331110 Itr re violations noted In Insp Repts 50-280/68 
26 6 80-201/ee 28 & proposed Imposition of civil penalty In amount of $50,000 Gor- 
rectlva actlons.Specfal Test Procedure l-ST'214, ‘'Operability of ” parfornied Fee 
paid. 

CARTWRIGHT, W.R, Virginia Power (Virginia Efeciric 6 Power Co) 08/12/00 Docu- 
ment Control Branch (Document Control Desk) 7pp 47858261-47856.297. 

0812210229 Ack receipt of 831028 response to vlofaWons noted in Insp Repts 60 260/ 
68-30 0150 281/86-30. 

HERDT,AR R^ion 2, Ofc of the DFreclor. 68/12/16. CARTWRIQHT.WR. Virginia 
Power (VirglTlla decide Power Co) 1p 47676 231-47876 231 

0312220021 Forwards Insp Repts 50-280/66-32 & 5Q'2ai/68'32 on 33091 2- f 6, 26 30 & 
11 14-1 3 Violations noted svc water ays would not have met safety design objectives 
w/o reiving on nonsafety grade equipment Executive summary end 
ERNST, ML, Region 2. Ole ot the Dlreoiw. 33/12/15 CARTWRIQHT.WR, Vuginla 
Power (Virginia electrio & Power Co ) 4pp 47900 342-47901 082. 

^8012220026 Jnsp Repts 60-230/68-32 3 50-231/68 32 On 680912-16,26-30 & 1114 
18 Violations noted Major areas inspected operational r0>adme8s of svc water & reclr- 
cufation spfay ays to meet Intended design functions under postulated condilions 
BEUSLE.QA, MELLEN,L-S, JULIAN, C, A Region 2, Ofc of Ihe Director 88/12/16 
77pp. 47900346-47901.002 


Rr Periodic operating reports & refateef correspondence 


8S12200104 Monthly <>para6ng repl for Nov 1938 for Surry Power Station Units 1 & 
2.W/Bd121S ftr 

WARREN, L A., CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co ) 88/ 
11/30 22pp 47670.312-47070339 ^ 


Y. Dry Cask Independent Spedt Fuel Storage Inataliatfens 

6012130071 Forwards Rev 13 to fSFSI nuclear security personnel tralnlnn 8 qualtflca 
tk>n mooram Rev withheld (ref 10CFR73 21) 

CARTWRIGHT, W.R. Virginia Power Mrgfnia Efectric & Power Co) 66/12/06 Docu- 
ment ConVol Branch (Document Conlrof Desk). Ip. 47792 126 47792 128 


0812130001 Forwards replacamGnl transmittal cover Itrs for 880914 Rov 13 to person 
nel training & qualification program & plar^t JSFSI nuclear personnel training 6 qunUt 
cation program W/o end 

CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co) 6B/ 12/06 Docu 
ment Control Branch (Document Control Desk) Ip 47794 080-47704 008 


DOCKET 60-282 PRAJHIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medlcaf, emergency & fire protecllon plans 

0012210232 Forwards Physical Security fnsp Repts 50 262/86-23 & 50 306/00 2J on 
831 106 18 No violations noted 

NORELIUS.ce Region 3, Ofc of Iho Director 86/12/09 LARSON, C E Norllicm 
Slates Power Co 2pp 47061 163 47001 166 

-0812210244 Partially withhold Physical Security Insp Repls 50'282/B6 23 & bO 300/ 
68 23 on 681106-16 Violations noted Major areas Inspected mgt support, security pro 
gram plans & audits, protected & vital area physical barriers 
FUNtLDE. PIRTLE.GL. CREED, J R Region 3. Ofc of the Director 66/12/06 2pp 
47881 165 47061 166 

8S12210198 Forwards set of F3 tabs for emorgorrey plan implementing procodurua 
FEY.FL Northern Slates Power Co 06/12/14. Document Control Branch (Donimurl 
Control Desk) 2pp 47906 290 47906 300 


J. fnaurance A rndemnlty Information 


0811300469 Advises that 081017 Jlr re financlaf Info for 1060 satisfies roquiromonts of 
10CFR140 21 re maint of approved guarantoo of payment of deferred promlumg for 
each operalSrig loacior over 100 MWjo) owned in whoio ot pari 
NASH, DA Policy Development & Technical Support Branch (Post 670411) 06/11/ 
21 HALL.E J Northern States Power Co Ip 47677 268 47677 268. 


P. Operating license stage documents A correspondence 

8811280040 Generic Llr 66-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities ro In dividual plant exam for severe accident vulnorahiillioa Svc list 
end 

CRUTCHFIELO.O Associate Director for Projects (Post 870411), 86/11/23 ConaoU 
dated Edison Co of New York. Jnc 81 pp. 47728.303 47720 024 

0S12O8O122 Requests thet util address Generic Ur 86-17 ro loss of DHR during non 
power operation Industry rosponse to Generic Hr 87-12 doflclont in areas of provon 
(Ion of accident initlailon & mitigallon of accidents 

MUflLEY.TE Office of Nuclear Roactor Regulation, Director (Post 870411) 00/12/ 
02. HOWARD, JJ Northern States Power Co 3pp 47755.104-47766 186 


O. Inspection reports, IE Bulletins & correspondence 


8B 12190396 Responds to NRC 860527 & 0607 Itrs re violation noted In Insp Rcpla 60 
202/86 05 & 50-306/68 05 Corrective actions blown fuse for Qua 1 6 voflago roalorlng 
scheme replaced A bus doclared operable within 20 minutes 
LARSON, C E. Northern Stales Power Co 88/06/27 QULDEMOND.W.G Region 3, 
Ofc of Iho Diroclor, 2pp 4/861:330 47661.331. 

8B1 1290345 FOAvards "..Inservlce fnsp • Exam Summary.acooiS 0914, Rofuding 
Ouatgo 12, Insp Period 2, Second Interval'' Rept identifies compononta 

oxaminod,0X8m methods used & exam number for inaps conducted during fast refuel 
Ing outago. 

MUSOLF.D Northern Stales Power Co 06/11/16 Office of Nuclear Reader RoQUIa 
bon, Director (Post 87041 1) ip 47666 146-47667 006 

-8311260381 "Prairie Island Nuclear Generating Plant - Unit IJnservico Insp Exmii 
Sumniary,D60815 to 06091 4, Refueling Outaga 12, Insp Period 2»S0Cond Interval," 
KELLERHALL,R A , RICKER, J L Northern Steles Power Co, 68/10/26. 210pp. 
47666140-47667 008. 


0011300506 Forwards Safely Insp Repls 60 262/80-16 A 50 306/86-16 on 860016- 
1026 A notice of violation 

WRIGHT,G C. Region 3, Ofc of Ihe Director 60/11/21 LARSON, C E. Northern Stales 
Power Co 2pp 47677303 47677 321 


-8011300512 Notice of viofation from Insp on 880016 1026 .Viola I ions 
rioted procurement documents which requisition calibr of flowmeters did not require 
that as found condition be datermfned 

WRIGHT, G C Region 3, Ofc of the Dlroctor 68/11/21. 3pp 47677.305-47077 307 


-8811300517 Insp Repts 50'282/88 16 & 50-306/80-16 on 880916-1028 VIolallona 
noted Major areas Inspected licensee action on previous insp findings,contBlnmonl In 
(ptlRT) A CILBT performance witnessing A results review 
MENDEZ, R, PHILUPS.MP Region 3, Ofc of Ihe Director. 86/11/17 I4pp 
47677308-4767 7 321 


0811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges," Svc 1ra\ end 

CUNNINGHAM, R E. Division of Industrial A Medical Nuclear Safely (Post 870720) 
06/11/22 Consohdaied Edison Co. of New York, tnc. 99pp 47708.255-47706 257, 

6811160467 NRC Info Notice 88-091, "improper Administration A Control of Psycholofli 
cal Tests " Svc Jlsl end 

ROSSl.CE. EHvlslon of Operational Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co of Now York, Inc. 101pp 47708 042-47708*142 


rorwarua &aTOiy insp Mopia SU 202/68-1 9 A 60' 




1 105 A notice ot violation 
AXELSON,WL, Region 3, Otc of the Director 66/11/23. LARSON,C E. Norlhorn 
Slates Power Co. Ppp 47707 182-47707 194 
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**0812020215 Notice of violation from insp on 800925 1 105 Violation noted unit person- 
nel airlock door used but not subsequently tested 

AXELSDN.WL Region 3, Ofc of Ibe Director fla/ll/23 Ip 47707 104-47707 184 

-8812020216 Insp Repls 50-282/88-19 & 50 306/08-19 on 880925-1105 Violatior^s 
noted h^ajor areas inspected previous insp findings, plant operational 
&afety,maint, surveillances, ESP sys,LER followup & info notice & bulletin followup 
BURGESS.B Region 3. Ofc of the Director 88/11/23 10pp 47707 105-47707 194 

8812060149 Forwards Insp Repts 50 282/00 10 & 50 306/08 10 on 0B0919-22 No vio- 
lallons noted 

GREGER.L R Region 3, Ofc of tho Director 00/11/30 LARSON, CE Northern States 
Power Co 2pp 47740 326 47740 333 

-0812060151 Insp Repls 50-202/08-18 & 50-306/08 18 on 000919-22 No violations 
noted Major areas inspeclod concerns associated w/Allegation RIII-A-01 1 1 
JANUSKA,A. FUNK.D, SCHUMACHER.M Region 3, Ofc of tho Director 08/11/30 
6pp 47740 320 47740 333 

0811290030 NRC fnfo Notice 80 093, 'Telelherapy Events ” Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729), 
80/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103-47011 216 

88 11290538 NRC Info Notice 06 094, "Potentially Undersized Valve Actuators " Svc list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 08/12/02 
Consolidated Edison Co, of Now York. Inc 121pp 47708,143 47700 254 

0812120110 Forwards addi response to NRC IE Bulletin 00 08 re exam of containment 
liner penetration welds Util bolievos that inability to radiograph wolds not of concern. 
MUSOIF.D Noflharn States Power Co 00/ 1 2/05 Office of Nuclear Reactor Regula- 
tion. Oiroclor (Post 07041 1) 7pp 47789 060 47709 074 

8812140237 Forwards Safety Insp Repls 50-282/BQ-21 & 50-306/68 21 on 801114- 
18 No violations noted 

GREGER.L R Region 3, Ofc of tho Director, 00/12/06 LARSON,CE Northern States 
Power Co 2pp 47000 344-47800 361 

-8812140239 Insp Repls 60-202/80-21 & 50-306/00 21 on 801114-10 No violations 
noted Major areas inspected action on previously Identified items, emergency plan acll- 
valions & operational status of emergency preparedness program 
SMirH.MJ. SNELL.W, Region 3, Ofc of tho Director 00/12/05 6pp 47000 346- 
47800 351 

8B1 2020267 NRC Info Nolice 00 095. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svc list end 

ROSSI, CE Division of Operallonat Events Assessment (Post 070411) 08/12/00 
Consolidated Edison Co oi Now York, Inc 112pp 47007 191-47007,302 

8812120006 Forwards proprietary & nonprop riot ary safety evaluation ro NRC Bulletin 
00-002, "Rapidly Propagating Fatigue Cracks In Steam Generator Tubes Finding 
8ubJ to adoption of addI administrativo controls 

DIIANNI.DC Project Directorate lll-l 80/12/00 MU80LF.D.M Northern Stales 
Powor Co 4pp, 47707 193 47707-100 

-8012120009 Safety evaluation accepting licensee analyses documented In WCAP- 
11787 Based on satisfactory resolution of Item C2 of Bulletin 00 002 licensee may 
terminate commilmonl to onnancod leak rato monitoring program 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 80/12/00 3pp 
47707.197-47707.199, 

8B12210232 Forwards Physical Security Insp Repts 50-202/00-23 & 50 306/00-23 on 
801 108*10 No violations noted 

NORELIUS.CE Region 3, Ofc of the Director 88/12/09 LARSON, CE Northern 
Slates Power Co 2pp 47601 163 47081 •! 06 

-B81 221 0244 Partially withheld Physical Security Insp Repls 50 282/08 23 & 50 306/ 
88-23 on 061100-10 Violations noted Major areas inspected mgt support, security pro- 
gram plans & audits, protected & vital area physical barriers 
FUNKDE. PIRTLE,(§L., GREED.J R Region 3, Ofc of the Dlroclor 08/12/00, 2pp. 
47G0V165-47881-16e 


R. Periodic operating reports & related correspondence 

8612140253 Monthly operating repts for Nov 1008 for Prairie Island Nucloor Generating 
Plan! W/801207 Itr 

DUGSTAD.D, MUSOLF.D Northern States Power Co. Bfl/11/30 Opp 47021.061- 
47021 069 


8. Reportable occurrences, LERs & related correspondence 

8611300044 LER 88-006 00 on 08 1027, failure (0 perform airlock sent tost within re- 
quired time period as result of personnel error Caused by failure of reactor operator 
to Identify containment entry of 800526 Airlock seal test performed. 

HUNSTAD.AA. MUSOLF.D Northern States Power Co 80/11/21 4pp 47680 303- 
47600 306 

8812020094 LER 88-007 -00:on 081 029, spike on radiation monitor caused automatic 
slart of auxiliary bldg special ventilation sys Caused by faulty detector Radiation moni- 
tor detector replacod.Event discussed w/rnvolved personnel W/8B1 128 Itr. 
HUNSTAD,AA. MUSOLF.D Northern States Power Co, 88/11/26 4pp 47711'132. 
47711:136. 

8812070209 LER 68-008 OO.on 881 101. gaseous effluent analysis not completed when 
offluonl samples lost enroule to lab Caused by filters being discarded accidentally 
upon opening of contalner.Fillers will be beta counted W/801201 Ur, 

HUNSTAD.AA, MUSOLF.D Northern States Power Co. 88/12/01 4pp. 47745 340- 
47745‘352. 

8612200056 LER 88-000 OO.on 081 111, Interlocked double doors In auxiliary bldg special 
venlllation zone boundary found open. Caused by failure in Interlock & alarm 
mechanism Door strikes will be replaced W/a81212 Ur 

HUNSTAD,AA., MUSOLF.D. Northern Stales Power Co. 88/12/12 4pp 47062 169- 
47862.172 
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F. Security, medical, emergency & fire protection plana 

8812010340 Requests exemption from 10CFR50 12,App R, Section 1110, "Oil Cottoclion 
Sys for Reactor Coolant Pumps" NRC approved current tank capacity based on App 
A to Branch Technical Position 0 5 l.prior to Issuance of App R 
MORRIS.JK Omaha Public Power Dislrict 88/11/28 Document Control Branch 
(Document Control Desk) 13pp 47709 208-47709 220 

8812070056 Revised emergency plan Implementing procedures, Including Rev 14 to 
EPIPOSC-l.Rov 3 to EPIP-RR 35.Rov 4 to EPIP-RR 47 & Rev 4 to EPIP.RR-40 W/ 
881202 Itr 

FRANCO.FF, MORRIS, KJ Omaha Public Powor Dislrict 60/12/02 20pp 
47747 031-47747 062 

8B12160133 Forwards environ assessment & finding of no significant Impact re exomp 
tion from 1OCFR50,App R, Section III 0 requiremonls.por util 881128 request 
MILANO.PD Project Directorate )V 88/12/13 MORRIS.K J Omaha Public Power 
District. 3pp 47835 163 47035 168 

-8012160135 Environ assessment & finding of no significant Impact ro exemption from 
requirements of lOCFRSO.App R, Section III 0 

CALVO.J A Project Directorate IV 80/12/13. 3pp 47035 166 47835 166 

8Q12210330 Rovs 6 & 5 to Sections I & L of "Radiological Emergency Response Plan ” 
W/fl81214 Ur 

MORRIS.K J Omaha Public Power District 88/12/14 32pp 47881 167-47B81'200 


11. General correspondence 


8812020103 Comment on proposed rulo 10CFR26 re Mnoss for duty Endorses 
NUMARC comments Believes that 100% annual testing frequency appropriate as ade- 
quate deterrent & more than 100% would Install burden of excess for certain employ 
eos 

MORRIS.K J Omaha Public Power Dislrict 60/11/21 GHILK.SJ Office of the Secro 
lary of tho Commission 2pp 47600 031-47680 032 


J. Insurance & Indemnity Information 

8812130034 Forwards exemption from requirements of 10CFR60 54(w)(l), extending 
schedule date to 900604 Environ assessment also end 

CALVO.J A, Project Difoctornte IV BB/12/05 MORRIS.K J Omaha Public Power DIs 
Irict 4pp 47702<107-47792116 

-8012130036 Requests exemption from roquiromonls of 10CFR50.54{w)(1) to extend 
schedule date to 900604 

HOLAHAN.G M Division of Reactor Projects • IIIJV.V & Special Projects (Post 
870411) B8/12/05 Omaha Public Power Dislrict 4pp 47702 1 11-47702-1 14. 

-0812150091 Environ assessment & finding of no significant impact re oxomptlon from 
roquiromonts of 10CFR50 54(w)(1) 

O’tONNOR.PW Project Direclorate )V 08/11/30 2pp 47702 116 47792-116 

8812160137 Advises that State of NE Supreme Court denied rehearing on 881116 ro 
request for declaratory judgment Mooting held to discuss stated Insurance company 
requirements 

VOIQT.HH. LeBoouf, Lamb, Leiby & MacRao 80/12/06. TREBY.SA Assistant Gen- 
oral Counsel for Rulemaking & Fuel Cycio 2pp 47833 081-47633 002 


P. Operating license stage documents & correspondence 


8B12190290 Forwards addi Info re safety enimneomont program listing representing in 
togralion of corrective actions from approximately 19 areas 
JONES, WC, Omaha Public Powor Dislrict 88/11/11. MARTIN.R D Region 4, Ofc of 
tho Director 2pp 47049 176-47040 176 

8B1 1300095 Discusses potential environ Impact of Cycle 12 reload analysis, per 
request No EIS or environ assessment would need to be prepared based on staled 
reasons. 

MORRIS, KJ Omaha Public Powor Dislrict 88/11/22 Document Control Branch 
(Document Control Desk). 2pp 47697 307-47697.308. 

8B1 1300176 Forwards addi tnfo ro util response to NUREG-O737,ll0m IID.I.pof util 
880630 commllmont Complete responses will not be available until 690110 
MORRIS, K.J. Omaha Public Power District. 88/11/22 Document Control Branch 
(Document Control Desk) 4pp 47676 314-47676 317 

8811280048 Generic Ltr 80-20 to all llcenseos holding OLs & CPs for nucloar powor 
reactor facilities re Individual plant exam for severe accidonl vulnerabilities Svc list 

CRUTCHFIELD, D Associate Director lor Projects (Post 870411), 88/11/23 Consoli- 
dated Edison Co of New York, Inc 8lpp 47728.303 47729 024. 

8612050083 Forwards environ aseessment & finding of no significant Impact re 680002 
application concerning extended fuel Irradiation levels, 

MILANO.PD Project Directorate IV. 00/11/30 MORRIS.K J Omaha Public Power 
District 4pp 47732 332-47732 339 

-8012050084 Environ assessment & finding of no significant impact ro licensee 800902 
application supporting Cycle 12 operation w/ extended fuel irradiation levels. 
O’CONNOR.PW Project Directorate IV 88/11/30 4pp 47732 336-47732-339 

6812060125 Submits status of radiation improvement program for Oct & Nov 198B.Pro- 
vldes programs of Immediate imporlance to successful radiological protection & ongo- 
ing technical smport for refueling outage, 

MORRIS.K J Omaha Public Powor District 88/11/30 Document Control Branch 
(Document Conlro) Desk). 31pp, 47741 184-47741.194. 
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0ai2O6Oiai Grants ut I 080630 request to withhold from pubNc disclosufo stated repls 
/o/efoad ccfo anaJjSJs ^ ^ ^ r. 

MILANO.PD PfOiOcl Direcioraia IV 80/12/01 MORRlS.KJ Omaha Public Power 
District 4pp 47743 124 47743 127 


6011290530 NRC Info Notice 08 094. "Potontialiy Untfersizod Valvo Actuators " Svc list 

ROSSI.CE Division of Oporalional Events Assossmont (Post 070411} BB/ 12/02 
Consolidated Edison Co of New YorK. Inc I21pp 4770B 143 47708 254 


88120S0035 Roguesta renew & approval of end. “Altornativa Seismic Cnlena ^ Math 
odolog es for F^ort Ca'hcun Staiion," Vols 1 & 2 

WORRfS.KJ Omaho PubNc Power District 06/12/02 Document Control Branch 
(Document Controf Dasitj 2pp 47750101 47750 282 

-8012060036 "Alternate Seismic Cnlena & Methodologies for Fort Calhoun Station Vol 
1 Criteria & Methodologies " 

» Omaha Pubk Power District 89/07/31 60pp 47750 103 47750 224 


B012O5O297 Forwards Insp Rept 50 205/00-43 on 061 1 14-18 & notice of violation 
CALLAN.LJ Region 4, Ofc of the DiroPtor 80/12/02 MORRIS, KJ Omaha Public 
Power District, 2pp 47731 227-47731 234 

-8612050296 Notice of violation from Insp on 0811 14-10 Violation noted four QC ac 
cepted flare bevef welds in Mod Package MR-FC 08 60 idontifiod on Drowinn A 5606 
as Welds VAS-79-7 through VAS 70 lOToss Ihnn flusfi 
• Region 4, Ofc of the Director 00/12/02, Ip, 47731:220 47731.220 


-8812080037 A'tornate Scismic Crilena 8 Methodolog.es for Fort Calhoun Sfalfor> Vol 
2 JustiNcatfOns of Cnlena 8 Mclhodologies " 

‘ Omaha Pub'c Power District 80/07/31 40pp 47750 225 47750 282 

0812090233 Requests uM address Generic Ltr 68-17 re loss of DHR during nonpower 
operation accord r>g!/due lo industry responding deficiently to Generic Ltr 07-12 
MURLEY.TE Off Co of Nuclear Reactor Regulation, Director (Post 070411) 08/12/ 
02 PETERSON FM Omaha Public Power Dislnct 3pp 47793 358-47703 360 

8812090150 Advises ihdl no steam generator tubes plugged as result of eddy current 
teslinfl conducted dunng 1968 refueling outage 

MORRIS, KJ Omaha Public Power District 08/12/05 Document Control Branch 
(Document Control Desk) Ip 47703 323 47763 323 

8812150206 Forwards viowgraphs re 081 1 18 meeting w/util rn Region iV Ofc re philoso 
phy & intent of safety enhancement program 

CALLAfU^ Region 4. Ofc ot the Director 86/12/07 MORRiS.KJ Omaha Public 
Power District 26pp 4/630 155-47030 160 

8012220174 Forwards ovaluation re compliance w/ATWS rule (10CFR5062) re installa- 
bon of diverse scram sys 8 circuitry for initiation of turb.ne trip & aclualron of auxiliary 
foodwater sys Concern noted re Isolation devices 

MJIANO.PO Proiset Directorate IV 86/12/07 MORRIS.KJ Omaha Public Power 
Oistnci 4pp 47086 302-47806 320 

-8012220176 Saloty evaluation re compliance w/ATWS rule (10CFR50 62) Open Items 
noted re e'ectrical isolators & Isolation devices 

• NRC - No DelflJlsd Affiliation Given 86/12/07 23pp 47806 306 47086 328 

8012200057 Ack reco pi Of 800600,0001 & 31 responses to Genenc Ltr 08 05, "Bone 
Acid Corrosion of Carbon Steel Reactor Boundary Components In PWR Plants Re 
sponae demonstrates that program in place lo adoress bone acid leakage 
MILANO.PD Project Directorate IV 88/12/12 MORRIS.KJ Omaha Public Power 
Districl 4pp 47060 255 47860 250 

8812230069 Forwards application for amend to license DPR 40.revi5(nQ Tech Spec 
Section 2 3 lo correct organizational structure 0 refs Foe paid 
MORRIS.KJ Omaha Public Power District 88/12/16 Document Control Branch 
(DoCurrKsnt Control Desk) Ip 47911 331 47911 348 

-8812230071 Application for amend to Ucenso DPR 4Q.revl5ing organizational structure 
I correcting refs 

MORRiS.KJ Omaha Public Power District 00/12/16 2pp 47911 332-47911 333 

-8012230073 Proposed Tech Specs re organizational structure & administrative con- 
trols 

* Omaha Public Power Os tricl 60 / 12/16 5pp 47911334 47911 348 


Q. Inspection reports, IE Bulletins 8 correspondence 

8011 180211 NRC Info Notice 88 090, "Unaulhonzed Removal ot Industrial Nuctea 
Gsuoes Svc list end 

^ Division ot InduslnaJ & Medical Nuclear Safety (Post 870729 
08/11/22 Consolidated Edison Co of New York, Inc 99pp 47708 255 47700 257 

^^^Vfest?* Svc flsf enS^^ Administration & Control of Psycholog 

Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co ofNow York, Inc lOIpp 47700042 47700 142 

0811290579 Forwards insp Rept 50 206/80 34 on 881016-21 No violations or dev, 
aliens noted 

50 205/88 34 on 881016 21 No violations or deviation 
Insoecledradialion proloction program activities associated w/cm 


npp 47664 201*47664 211' 


n rT^ Vr Kivyium 

T.R E Region 4» Ofc of ihe Oirecror 60/11/1 


-0012020314 Responds to violation noted in (nsp Rept 50 205/88-25 re failure to mai 

panaUaftl exam compiaied on sale 
^ training given lo QC Inspectors 

MORRiS.KJ Omaha Public Power Dislncl 86/11/09, Document Control Bram 
(Document Control Desk) 3pp 47718311-47718313 w}niroi atm 

response to Safety Sys Outage Mod Inse Rent ';o>?n*:/n 

MOfimlW '“if"" b'iyr •'”'0 

SVcontfK'S 

"Talatherapy Evonls •' Svc list encf 


-B612050299 Insp Rept 50*285/88 43 on 801114 lOOno v)o)afiDn & unresolved iiem 
noted Major areas inspected licenseo action on provious Insp findings & structural 
welding aclivities 

GILBERT.LD, BARNES.f Region 4, Ofc of iho Diroclor 80/12/01 5pp 47731 230 
47731 234 

BB12060085 Ack receipt of 081115 Ur & payment of civil penalty In amount of $50,000 
proposed In NRC 801012 ltr 

LIEBERMAN.J Ofc of Enforcement (Post 070413) 08/12/02 MORRIS.KJ Omaha 
Public Power District Ip 47743 013 47743 013 

8012130127 Forwards Insp Rept 50 205/08 42 on 801108 & nolico of violation 
CALLAN.LJ Region 4, Ofc of the Diroctor 88/12/02 MORRIS.KJ Omaha Public 
Pewor Ois\Ttc\ 2pp 47795 329 47796 335 

-8012130129 Notice of violation from Insp on 801 108 Violation rioted ilconseo deter 
mined that decontamination personnel onlered very higli radiation area around reactor 
coolant dram lank w/o conlinuous coverago by quoll/iod technician 
* Region 4, Ofc of the Director 80/12/02 Ip 47796 331-47795 331 

-0012130132 Insp Root 60 285/08 42 on 081 100 Violations noted Major areas 
Inspected radiation protaclion program Including circumstancos ro unauthorized enliy 
of porsonnet Into posted very higti radiation aroa 

MURRAY, B„ BAER, RE Region 4, Ofc of (ho Director 08/11/30 4pp 47795 332 
47705 335 


8812090147 Advises Ihat pages included in util BB0010 Hr changed to include Impio 
menfation dates 5 status updates re SALP 

MORRIS, KJ Omaha Public Power Disbict 88/ 12/05 Documunl Control Branch 
(Documenl Control Desk) 6pp 47784 005 47704,010 

8012140089 Forwards Insp Rept 50 285/08-39 on 001024 20 No violations or devi 
aliens noted Deficiency ro pipe support design Identiflod as unresolved item 
CALLAN.LJ Region 4, Ofc of the Director. 80/12/05 MORRIS.KJ Omaha Public 
Power District 2pp 47821 092-47821 103 

-8812140077 Insp Rapt 50 285/88 30 on 081024-20 No violations or deviations 
noted Major areas tnspocled design changes, mods & toeting of pipe supports & re 
strotnt sys 

StNGH.A, JOHNSON.CE, STETKA.TF, Region 4, Ofc of Iho Diroctor 08/12/01, 
lOpp 47821,094 47021 103 


p i>inv> uuiioun uuouj, "intf adequate Latch Engagomonl in 
HFA Type Latching Relays Mtg by GE ^ Bulletin not appNcablo to HFA relays In use at 
facility 

MORRIS.KJ, Omaha Public Power District 00/12/07 Document Control Branch 
(Document Control Desk) 2pp 47794 002-47794 003 


0012140214 Forwards Insp Rept 60 205/80 45 on 801114 16 No violations or devi 
attons noted 

CALUN.L J. Region 4 Ofc of the Director 00/12/07. MORRIS. K J Omaha Public 
Power District. 2pp. 4702 1 084 47021 091 . 


-8812140215 Insp Rept 50-205/00 45 on 081114 10 No violations or deviations 
noted Major areas inspoclod, licensee actions on provious Insp find ngsicomplex sur 
yeipance & local leak rate (osting ^ ^ ^ 

05 6^^4%ffS702fo9^ SEIDLE.WC Region 4, Ofc of tho Director. 08/12/ 


88«()95. "Inadequate Procuromont Requirements Imposed 
by Ucensees on Vendors " Svc list end 

Operational Events Assessment (Post 870411) 88 / 12/08 
Consolidated Edison Co of New York, tnc 1l2pp 47007 191-47807 302 


50-285/80 44 on 001114 10 No violations or devi 
00/12/08. MORRIS.K.J Omaha Public 

Power Oislricl 2pp 47007 183-47007 190 


~ 881 114-10 No vlolalions or deviations 

47aonM47M719Q™'^''' 6pp 

™ vlolatfons noted In Insp Hopl SO-Sesm 
MiiSmlfifirSi OfldipmonI lOMod fn teat aqulpmsnt tog w/toto enlty S 

morris, KJ OmahS Public 

''^lVm^notld^MSl?r 801017-28 No viofallons noted Unresolved 

oenw liariwll£ ^ roplacement projects, Including omer- 

RfpAm £ w ^ ^0 pressurizer spray sys 

OlK/ERLMA Reg'^n 1. Ofc of th^e director. 88/11/29 



DOCKETED ITEMS 55 


^812100399 Responds to NRC 6Q1109 Ur re violations noted in tnsp Ropt 50-205/00 
40 Corroclivo acl<ons weld repair procedure will be developed by Mar 1989 & repau of 
Welds F 33,F45 & ri44 will be completed prior to startup f’Min 1900 outage 
MORRIS, KJ Omaha Pubtir Pov/rr District 88/12/14 i/OCumenl Control Ornnrti 
(Document Control Dosk) 3pp 47B5I 204 47B51 286 

8B12210308 Forwards (nsp Ropt 50 285/88-35 on 601003-14 & notice of 
violation Unresolved item also noted 

CALLAN.LJ Region 4, OIc of the Director 88/12/14 MORRtS.KJ Omaha Public 
Power District 2pp 47870 136-47876 156 

-0812210312 Notice of Violation from Insp on B81 003-1 4 Violation noted between 
880801-0930, procedure changes not roviowod duiing formal committee nctivitiOH & 
surveillance procedure re mam steam safety valve tost allorod 
* Region 4. Ofc of the Director 88/12/14 2pp 47876 138-47876 139 

-'8812210313 Insp Rept 50 205/88 35 on 801003 14 Violations noted Major areas 
mspcctcd licensee onsite plant review committeo activitios, offsite safety audit & review 
committee activities & safety revtov/ group Activities 

HUNTER.DR, STEWART.J P . GAQLIAROO.J t Region 4, Ofc of Itio Dirertor 00/ 
12/07 17pp 47076 140-47076 156 


R. Porladic operating reports & related correspondorico 


8812200282 Monthly operating rept for Nov 1008 for Fort Calhoun Station Unit 1 W/ 
881215 Ur 

MAACK.KL, MORRIS, KJ Omaha Public Power District 00/11/30 24pp 47060 309 
47660 332 


S. Reportable occurrences, LERa & related correspondence 


6811230038 ROon 801001 -31, libtod firo barriors & detection sys rondoroci 
inoporablo Fire detection Zones 9 & 30 rendered Inoporoblo on 00 1001 a 
O5,re^0Gtivoiy Restoration within Tech Spec limit could not be accomplibhed 
MOnniS.KJ Omaha Public Power District 00/11/14 Documont Control Branch 
(Document Control Desk) 3pp 47652 072*47652 074 

86112B0120 LER BO 028-00 on 00 1020, failure of YCV 1046A insiruniont mr chuck 
valve Caused by a molal particle lodged in valve seat Air chock valve bench tested & 
successfully passed 

LEHMAN,L L , MOHRIS.K J Omaha Public Power District 80/11/21 4pp 47654 1 62- 
47654 165 

8811280124 LER 88 027 00 on 001 020, slcamf liter disabled by heal exhouslion after ox 
iling steam generator Caused by contamination of protoclivo clothing First aid provided 
& victim taken to liosp fur medical treatment W/0B1 122 hr 

WOODWAnD,WC, MORRIS, K J Omaha Public F’owor Dtstrict 08/11/21 4pp 
47654 114 47054 117 


8012010347 LER 00 031 00 on 801029,bU3’tio bronkor (DT'1B4C) trippod open & de- 
onorgizod 400 volt buses tB3C & 1Q3C4C Caused by oxcossivo loading of buses 
1630 & 1Q3C'4C Preceduro change to OI'E£-2B made to cautlor) operators W/ 
631126 Ur, 

MOLZER,D, MORRIS,KJ Omaha Public Power District 80/11/20 4pp 47721 001 
47721 004 

6812050334 LER 00 012-01 on 8 004 28 .discovered that special rept on firo barrier Inop 
orability not GubmiUocl,por Toch Spec 50 3 Caused by nialnt order not properly 
tracked & Inadequate procedure controls Proceduros changed W/8B1 130 Itr 
LEHMAN, LL„ MORRIS, KJ, Omaha Public Power District 80/11/30 3pp 47740 097 
47740 099 

6812070238 LER 00 032 00 on 00 1 101, safety injection/contatnrnent spray recirculation 
piping (fosinn deficiency noted Caused by design doficloncy m recirculation 
header Mini flow lest of safety injeclion pumps performed W/001 201 Itr 
HOLLINQSEO,M,W , MORRIS.K J Omaha Public Power District 00/12/01 4pp 
47745 236-47745 239 

8812130015 LER 08 033 00 .on 6011O3,otoctrical distribution sys design deficiency 
noted Sequencing fogic for containment spray pumps & cooling fans will be 
modified W/081205 fir 

HOlLINGSED,M,W , MORRIS.KJ Omaha Public Power District 00/12/05 4pp 
47797-133-47797-13D 

8012130217 Forwards corrected info on untimely submlltal of LERs,por 081003 
Ur. Correction concerns typo ro procedure changed as part of corrective actions & 
when change completed 

MOnRIS.K.J. Omaha Public Power District 08/12/07 Documont Control Branch 
(Document Control Desk) 2pp 47794 128 47794 129 

6812130224 Follow up apodal ropt ro inoperability of firo barrier Fire doors returned to 
operable status as listed 

MORRIS.KJ. Omaha Public Power District 80/12/07, Documenl Control Branch 
(Documont Control Doak) 2pp 47792,153 47792 154 

8812140217 PNO-IV-88 094 on 06 1207, onsite release of toxic chlorine gas 
occurred Caused by melting of fusible safety plug in gas cylinder containing approx 
150 lb of chlorine gas duo to close proximity of heater to cylinder Cylinder removed 
CALUN,L J. Region 4. Ofc of the Director 80/12/08 2pp 47814 056-47014 056 

8812210277 LER 60-034 00 on 681 t14,inadvortent actuation of ventilation isolation 
signal occurred, Caused by high background count rate on radiation monitor RM- 
ObO Alarm reset, count rate on RM-050 monitored & maint order written W/001214 Hr 
ROSLONEIC.D J., MORRIS,KJ Omaha Public Power District 60/12/14 4pp 
47076-224-47876 227 

8612270211 LER 00 029 00 on 081 120,unp1anned actuation of ventilation isolation actu 
ation signal occurred Caused by increase In background radiation levels duo to railiog 
fophy being conducted in room where Alarm RM 060 located W/081220 Itr 
WOODWARD, 8, MORRtS.KJ Omaha Public Power District 08/12/20 4pp 
47928017-47926 020 


V Operator Examinations 


8012010122 Informs that roqualification prcgriim for licensed personnel detailod to 
Piltsburoti.PA I ©viewed A acceptable 

CALtAN.LJ Region 4, Ofc of tho Dncctcr 00/11/20 MORRIS.KJ Omaha Public 
Power Distncl 2pp 47/02 314 47702 315 

0812200107 Advise » that requafihcalion program evaiuatiori scheduled for wk of 
890123 Crew simtilalor evaluation tenlalivoly scheduled for wk of 870417 at Windsor 
Locks.Cr 

CALLAN.LJ Region 4, Ofc ol the Director 80/12/07 MORFtl8,K,l Omaha Public 
Power DisUirt 7pp 47860 297-47860 303 


DOCKET 60-286 INDIAN POINT STATION, UNtf 3 


H General correspondence 


8012010423 Corr^ment on proposed rule 10CFR2G re Fitnosa for Duly Program Util has 
conslitullonal concerns ro proposed random testing which should be fully addressed 
prior to rule being promulgatod Endorses NUMARC & EE I commonls 
BRONS.J C Nov/ York Power Aulhorily (formerly Pov/or Authority of (ho Stale of New 
York) 08/11/10 Dockotmg & Services Branch 12pp 47679 20? 47670 393 


P, Oporaltng Itconoo stage documents ft correspondence 


0D112GOO48 Generic Itr 00-20 to all Itcensoos holding OLs & CPs for nuclear power 
reactor facilitios re Individual plant exam for sovero accident vulnerabilities Sve list 
end 

CnUTCHFIELD.D Associate Directur for Projects (Post 070411) 88/11/23 Consoli 
dated Edison Co of Now York, Inc Otpp 47728 303 47729 024 

0011280163 Forwards SCR accepting util rospenses to Generic Ltr 03 28, Item 2 1, 
"Eauipmont Classification • Reactor Trip Sys Components ’* 

NEIGHBORS, J D Project Directorate 1-1 08/11/23 DRONSJC Now York Powor Au- 
thority (formerly Powor Authority of the Slate of Now York) 3pt) 47657, 023- 
47657 020 

-0011280165 SER accepting util rosponcQs to Generic ltr 03-20, Item 2 1, "Equlpmerd 
Ciassiftcalion - Reactor Trip Sys Components “ 

• Projocl Oiroctorale 1-1 00/11/23 3pp 4/657 0?8 47657 020 

8011290420 Summary of 801115 meeting v//ulil ro sleam generator tube 
plugging Allondeo list & viowgruphs onci 

NEfGHBORS.JD Project Otroclorato 11 88/11/23 Project Oiroctorato 1-1 3,3pp 
47665 189 47665 221 

8012070236 Requests that util address Generic Ltr 08 17 ro loss of DHR during non 
power operation Issue of hig)\ pnonly & should bo addressed accordingly 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 08/12/ 
02. FLYNN, R M New York Power Authority (formerly Power Aulhorily of tho State of 
Now York) Gpp 47/46 068 47746 073 

8812130007 Forwards application for amend to Licenbo DPR -64 .revising Toch Specs re 
applicability of action roquiremenis of limiting conditions for operation associated w/ 
missed survoillanco requircmonls Foo paiti 

DRONS.J 0 Now York Powor Auttiority (formerly Powor Authority of tho Stale of Now 
York) 80/12/02 Occumont Control Branch (Document Control Desk) 2pp 
47709 137-47799 160 

'-0012130009 Application for amend to Liconso DPR Q4,rev(smg Tech Specs to clarify 
applicability of Irmillng conditions for operation & associated action requirements when 
surveillance not petformod within allowed surveillance Interval 

• New York Powor Authority (formerly Power Authordy of the Stale of Nnw York) 68/ 
12/02 tp 47799139 47790 139 

-8012130045 Proposed Toch Spec changes re applicability of missed surveillance ro 
qulrernonts 

• Now York Power Aulhorily (formerly Powor Authonly of Iho Stale of Now York) 08/ 
12/02 tlpp 47700 140 47709 150 

0812070028 Roqwosls remittanco of foo for 800907 application to review & approve re- 
vised mothodotogy for postulating single passive failuroa of sve water sys piping 
during post LOCA rocircutatlon for facility, per lOCFRI 70.21 & 12(c) 

DIGGS, R M License Fee Manoqomenl Branch 00/12/05 BHONS.J C Now York 
Powor Authority (formerly Power Authority of tho Slalo of Now York) Ip 4/753 007- 
4/763 007 

8812130060 Requoats roliof from Section XI sys pressure & liydroslatic lest require- 
ments ol ASME Qoilor & Proosure Vessel Code odltioiia applicable lo first & second 
10-yr insp intervals of hydrostatic test program Foo paid 

BRONS.J C Now York Power Authority (formerly Power Aullionly of the Stale of New 
York) 88/12/06 Document Control Branch (Documenl Conlrol Desk) 45pp 
47702 193 4/792 237 

8812130003 Forwards application for amond to License OPR-64,revi8ng limiting condi 
lion of operation (LCO) for auxiliary feedwater pumps to more closely reflect applies 
bio LCO provided by Westinghouse STS Fee paid 

BRONS.J C Now York Power Authority (formerly Power Aulhorily ol the Slate of New 
York) 68/12/00, Documont Control Branch (Document Conlrol Desk] 2pp 
47797 137-47797 147 

-B81213Q004 Application for amond to license DPR 64 revising limiting condition of op- 
eration for mixiltary feedwater pumps 

• New York Powor Authority (formerly Power Authority of Hie State ol New York) 00/ 
1?/00 Ip 4779/ 139 47797 130 

-8B12130046 Proposed Toch Specs re auxiliary foodwalor pumps 

• Now York Power Aulhonty (formerly Powor Authority of tfte State of New York) 80/ 
12/08 8pp 47797140 47797 147 



56 DOCKETED ITEMS 


O rnapecdon reports, IE Bulletins A correspondence 

88 1 1 180327 flev 0 to "Indian Point Unit 3 PRA Based Sys Insp Plans " 

FBESCOA COPPOLAA. GUNTHER.W Brookhaven National Laboratory FIN A- 
3453 A-3453 3 B7('1) ROO 87/03/31 NRC - No Detailed AfMiation Given 143pp 
47597 298 47598 080 

68112904 90 Forwards SALP Rept 50 286/87 99 for June 1 987 - Aug 1986 
flUSSELL.WT Region 1, ofc of the Director 88/11/21 BRONS.JC Now York 
Power Authority (formedy Power Auinonly ot the State ot New Vorit) 2pp 47850 091' 
47650 134 

“8811290496 SALP Rept 60 288/87 99 for June 1987 • Aug 1988 
• Region t. Ofc of the Director 88/10/19 42pp 47650093 47650 134 

8911160211 NRC Info Notice 88 090, ‘Unauthorized Removal of Industrial Nuclear 
Gauges Svc list end 

CUf^lNGHAM.R E Division of Induslnal & Medical Nuclear Safety (Post 870729) 
88/11/22 Consolidated Edison Co of New York, fnc 99pp 47708 255 4770B 257 

8811 160467 NRC Info Notice 86 09t, "Improper Administration & Control of Psychologi 
car Tests ’■ Svc list enci 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/11/22 
Consolidated Edison Co of New York, Inc lOipp 47708 042 47708 142 

8812090259 Notification of 881215 Significant Licensee Meeting 88-108 In 
Buchanan.NY to discuss SALP 

JOHNSON, JR Region 1, Ofc of the Director 88/11/23 Region 1, Ofc of the DireC' 
lor 2pp 47784 344-47784 345 

88120S0216 Forwards map results of 861019 tube leak In Steam Generator 31 After 
compfetion of plugging operations, plant proceeded w/preparaiions for startup & will 
run at full power until refueling outage scheduled to begin In Feb 1969 
JOSIGER,W A New York Power Authority (formerly Power Authority of the State of 
New York) 88/11/28 Document Ckmtrol Branch (Document Control Desk) 79pp 
47720 1 31 47720 209 

8612060165 Responds to NRC 881103 Hr re violations noted In fnsp Rept 50-286/08 
17 Corrective aclion taken matl condition fnsp program instituted 
JOSIGER.W A Now York Power Authority (formerly Power Authority of the State of 
New York) 88/11/30 WENZINGER.EC Region 1, Ofc of the Director 4pp 
47741 218-47741.221 

6812120273 Responds to violations noted m Insp Rept 50 266/88 18 on 861031 Cor- 
rective actions ad/ninfstralive directives reviewed to address concerns & commits to 
890131 submittal of procedures for review & procedures reviewed 
JOSIGER.W A New York Power Authority (formerly Power Authonty of the State of 
New York) 88/11/30 MARSH,LB Region 1, Ofc of the Director 6pp 47769197- 
47789 202 

8811290030 NRC Info Notice 88*093, "TeJotherspy Events '* Svc fisl end 
CUNNING HAM, R E Division of Industrial & Medical Nuclear Safely (Post 670729) 
88/12/02 Consolfdated Edison Co of New York, tnc 112pp 47811 103 47611 215 

881129053S NRC fnfo Notice 86 094, "Potentially Undersized Valve Actuators " Svc list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143 47708 254 


U. Congreeslonal/Executive Correspondence 

8811300208 Responds to 881020 fir re operation of plants following stoam genGraior 
leak at Indian Point 3 NRC evaluated event & concluded that no immedialo safety 
concerns warianl shutdown ot lariWIes 

ZECH.LW Commissioners 88/11/23 GILMAN, D A House of Hep 2pp 47668313 
47669 125 

-8811300290 Requests rept on steam generator refoaso incldonl at Unit 3 & ovofg!! 
safety of plant Plant should be shut down until public safely absolutf’ly assured 
GILMAN.BA House of Rep 88/10/20 ZECH.LA CommlssionerB 3pp 47669 123 
47669 125 


DOCKET 60-287 OCONEE NUCLEAR STATION, UNIT 3 


F, Security^ medfcol, emergency & fire protectfon plnns 

8812050130 Forwards public version of Rev 00 2 to oinergoncy plan, Vol A A Revs 88 6 
& 88-8 to implementing procedures manual, Vols B & C respectively W/DH Grirrsley 
release memo 

TUCKER,HB Duke Power Co 88/11/10 Doc u men I Control Branch (DocumonlCon 
UOl Desk) 5pp 47719 160 47720 066 

-8812050131 Rev 88 2 to plant emergency plan, Vol A 
TUCKMAN.MS Duke Power Co 00/10/14 87pp 47719 185 47719 272 

-8812050132 Revised emergency plan Implementing procedures Jncluding Revs 6Q 6 & 
88 8 to implementing procedures emergency plan manual, Vols B A C,ro8pcclivoly 
TUCKMAN.MS Duke Power Co 88/10/14 t54pp 47710 273 47720 06G 

6612090029 Forwards public version of Rev 28 to "Crisis Mgt Plan " W/ OH Grimsioy 
undated release memo 

TUCKER, H.B Duke Power Co 88/11/22 Documont Control Branch (Document Con 
IrolDesk) 4pp 47757 171-47767.215 

-8812090034 Public varsiori of Rev 28 to "Crisis Mgl Plan for Nucfoar Stations " 
*DukePoworCo 00/12/01 41pp 47757-175 47757 215 

6612080243 Advises that 660920 Rev 6 to guard training & qualification plan consislciil 
w/provisfons of f0CFRS0 54{p) & acceptable 

CLINE.W.E Region 2, Ofc of the Director 08/11/29 TUCKER,H 0 Duke Power Co 
2pp 47703 269 47783:270 

B81 2090005 Forwards environ assessmonl & finding of no significant Impact ro uiil 
031111 request for exemption from requiremonta of 10CFn50,App R 
PASTIS.HN Project Direcloralo 11*3 88/12/05 TUCKER.H 0 Duko Power Co 3pp 
47762 236-47762 243 

-8812090067 Environ assessmonl & finding of no falgnlficanl impact ro util 831111 re 
quest for exemption from requirements of lOCFRSO.Anp R 
MATTHEWS, OB Project Directorate 11-3, 08/12/05 5pp, 47762 230 47762 243 

8812200232 Advises that 881014 Rev 00 2 lo radlolonical emorgency plan consisten 
w/planning stds of lOCFRSO 47(b) & accoplablo Clmngo ro motoorological equip 
menl not consistent w/Rog Guide 1.23 

DECKER, T.R Region 2, Ofc of Iho Director. 88/12/12 TUCKER,H B DuKo Power Co 
2pp 47860 302 47868.303. 


8812130060 Requests relief from Section XI sys pressure A hydrostatic test require 
ments of ASME Boiler & Pressure Vessel Code editions applicable to first & second 
10-w Insp Intervals of hydrostatic lest program Fee paid 

BROWS, J.C. New York Power Authorltjy (formeify Power Authonty of the Stale of New 
York) 88/12/06 Document Control Branch (Document Control Desk) 45dd 
47792193-47792 237 

88 12020287 NRC Info Notice 88 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/08, 
Consolidated Edison Co of New York, Inc J12pp 47807 191-47807 302 

0812270233 Forwards Insp Rept 50-266/68*20 on 081107-10 No violat/ons noted 
GALLO.R^M, Region 1, Ofc of the Director 88/12/10 JOSfGER.W New York Power 
Authonty (formerly Power Authonty of the State of New York) 2pp 47026007- 
47926 016 

—8812270235 Insp Rept 50-266/66*20 on 8 811 07*1 0,No violations noted Major areas 
Inspccled licensee actions In areas of main! of surveiliance procedures & records that 
verify component avajiability to meal Tech Spec requiremenls 

47^926^^47926^16 Director 88/12/16 8pp 

286/68*19 on 881016-1201 No violations noted 
WENZINGER.EC Region 1. Ofc of the Director 88/12/19 JOSIGER.W New York 
(formerly Power Authority of the State of New York) 2pp, 47923 346- 

^ /ii^o w59 

-081227O27S Insp Rapt 50-286/88-19 on 801018-1201 No violations noted Major 
areas inspected shift logs & records, steam generator tub© leak followup & corraAa 
acbona.Tempora^ Instruction Rl 86-03,malnt 8 sys wafkdowns 
JOHNSON ,J R. Region 1, Ofc of the Diractor, 88/12/16, 12pp 47923348 47923 359 

5. Reportabla occurrences, LERs & related correspondence 

901 1300221 Special rept on eeiOZO.pressunzer power operated relief valve actuation 

Cs p“S 

JpSIGER WA Now York Power Authority (formerly Power Aulhonlv of Ihe State of 

47771^2^47671^1^1® Branoh^DocumentSrS 018^ 


H. General correspondence 

Confirms meeting w/ut!l on 081209 at Rogion II ofo ro roorganization.por 
001121 telcon. 

ERNST, M.L Region 2, Ofc of Iho Director. 00/12/01 TUCKER J I B Duko Power Co 
Ip. 47702 231-47702.231 

P. Operating Ifcense sfage documents 8 correspondoiieo 

8811290197 Responds to Generic Ltr 80-11, "NRC Position on Radiation EmbrlttlGment 
$ ^ ''5 on Plant Oporallons " 

TUCKER.H B. Duke Power Co 80/11/21. Documont Control Branch (Documont Con 
Irol Desk) 2pp. 47640.197-47849.108. 

6811260196 Discusses NRC response to 0&W Ownora Group on ATWS Issue Liconseo 
requested le subrnij plant specific conceptual design for option ueioctod among three 
options considered in end NRC ltr « ^ 

47656 80/11/22 TUCKERJH.D. Duko Power Co 4pp 

DB1 1200048 Generic Ur 80 20 to alt licensees holding OLa & CPs for nuclear power 
Individual plant exam for severe accident vu In or abilities Svc list 

Associate Director for Projects (Post 070411) 88/11/23 Consoll 
dated Edison Co of New York, Inc 81 pp 47720 303-47729 024, 

P''obieni of Lee Steam Station supporting sud 
d^Iy applied emergency loads during unavailability of Koowee hydroelectric genora- 

3pp^77mf7^477?i^^^^^^ TUCKER.II.B. Ouko Power Co 

800920 request for addi info re application for 
DPR‘38.0PR 47 & DPR-55. adding requirements re standby 
TurJpft^M^d ^ operators to be added to valves in auxiliary svc water $ys 
JKki 6^ Dooumenl Control Sranoti (DocimontCon- 

**voldin^^r Mono Ilf'***'’' * evaluation re simulator modelllnH ol upper head 

47wl93'477D7®085°''®'*°'®*® 08/11/28, TUCKER, HB. Duka Power Co 2pp 
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-8B12010275 Safely svalualion suppofling response to simulator modelling of upper 
head voiding 

* Projecl OirectoralQ II 3 68/ 1 1/29 Ip 47707 095 47707 095 

6612080980 Requests that util address Generic Ur 80-17 ro loss of DHR during non- 
powor operation Issue of high priority & should bo addressed accordingly 
MURLEY.TE Office of Niicloar Roartor Regulation, Director (Post 870411) 08/12/ 
02 LEE,WS Duke Power Co 5pp 47753 129 47753 133 

6612080927 Responds to 660908 Itr roquosting NRC concurrenco on util understanding 
of App H, "Reactor Vessel Mall Surveillance Program Requirements *' Separate cavity 
dosimolry mstaliatlon for each unit unwarranted 

MATTHEWS.DB Project Directorate II 3 86/12/05 TUCKER, H B Duko Power Co 
4pp 47763 243-47763 240 

6612126012 Forwards "Emergency Doso Assessmonl Manual '* 

TUCKER, H B Duke Power Co 08/12/07 Document Control Branch (Document Con- 
trol Desk) 3pp 47760 219 47761 120 

-6812120014 "Duko Power Co Emergency Doso Assessmonl Manual ’’ 

TUCKER.HB Duke Power Co 86/11/21 259pp 47700 222-47781 120 

6B122 10063 Forwards Request for Reliol 86 09 from Section XI of ASME Bolter & Pres- 
sure Vessel Code (w/ addenda through Winter 1960) ro pressure testing specific wotds 
during second 1 0 yr msorvice Insp Interval W/one oversize drawing 
TUCKER, H B Duke Power Co 66/12/09 Document Control Branch (Document Con 
trot Desk) 4pp 47887 151-47087 155 

6812219114 Application for amends to Liconsos DPR-3B,DPR 47 & OPB-55, providing 
adequate standby bus voltage for all design basis accident scenarios Foe paid 
TUC^KER.U B Duke Power Co 80/12/15 Document Control Branch (Document Con 
irol Desk) 3pp 47080 276 47666 269 

- 6812210115 Proposed Tech Specs ro standby bus voltage for all design basis acci 
dent scenarios 

•Duke Power Co 80/12/15 tipp 47600 279-47008 289 

8812220310 Informs that util 80052b response to Generic Ltr 60 03, “Steam Binding of 
Auxiliary Feedwater Pumps" occeplablo NRC disagreement w/uHI conclusion that pro 
cedures addressing steam binding of emergency leedwalor pumps unnecessary 
PASTIS,HN Project DIrcctorato 11-3 66/12/19 TUCKER.HB Duke Power Co 4pp 
47D03 072 47903 075 


Q, Inspection reports, IE Bulletins & correspondence 


esi 1 180260 Forwards risk based insp guides describocl in mods to Insp Manual Chapter 
2515 W/o onefs 

LONQ.SM Risk /^plications Branch 60/1 1/IG LANHAM.D Document Control 
Branch (Document Control Desk) Ip 47507.114 47601 019 

8811290550 Ack receipt of 0B0909 Itr Informing NRC of stops token to correct violations 
noted in Insp Ropts 50 269/68 11, 60.270/66-1 1 & 50 287/OB-l 1 
ERNST, M L Region 2, Ofe of the Director 00/11/17 TUCKER, H B Duko Power Co 
ip 47662 200 47662 200 

8811160211 NRC Info Notice 60 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM.R E Division of Induslrial & Medical Nuclear Safely (Post 670729) 
66/11/22 Consolidated Edison Co of New York, Inc 99pp 47706 255-47708*257 


8611160467 NRC Info Notice 00 091, "Improper Administration & Control of PsychologI 
cal Tests “ Sve list end 

ROSSkCE Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co of New York, Inc 101pp. 47706 042-47706*142 

8811300145 Responds to NRC 801024 Hr ro violations noted in Insp Ropts 50-269/06- 
31,50-270/06 31 & 60-207/00-31 Corrective actions Procedure HP/O/B/ 1000/57 
modified to include specific task of samplmn main condenser offgas 
TUCKER.M.B Duko Power Co OB/11/23 Document Control Branch (Documenl Con- 
Iro! Desk) 3pp 47677 023 47677 025 


8812050280 Forwards Insp Ropts 50 260/00 33,50-270/00-33 & 60 207/08 33 on 
861 01 S 1 1 15 No violations or deviations noted 

DROWNLEE.V L Region 2. Ole of the Direclor 80/11/23 TUCKER.HB. Duko Powor 
Co 2pp 47731*235 47731 250 

-8B12050282 Insp Repls 60 269/08-33,50 270/00-33 & 60-207/08-33 on 001015- 
1 1 1 5 No violations or deviations noted.Major areas inspected oporatlons.survolllanco 
testing, malnl activities, safeguards & radiation protection & insp of open items 
SKINNER.PH Region 2. Ole of tite Direclor 00/11/23 14pp. 47731 237-47731 250 

8812050312 Ack rocolpt of 861028 Itr Informing NRC of stops taken to correct violations 
noted in Insp Rent 60-260/08 2 O.R 0 spons 0 to Violation 287/08-20 02 did not address 
actions taken to improve offoctivoness of lest program 

ERNST.ML Region 2, Ofe of the Director 80/11/25 TUCKER, H.B Duko Power Co 
Ip 47740122-47740 122 


8S12050072 Advises that use of ASME Code Cases N 401,N.416,N 426 & N-427 in in- 
servlca insp prograni approved, per 080302 request 

MATTHEWS, DB Project Directorate 11-3 08/12/01 TUCKER.HB Duko Power Co 
7pp 47734 020 47734 026 


0812080018 Forwards revised response to NRC 681020 Hr ro violation noted In Insp 
Repts 50-269/08-20,50-270/00-^0 & 50-287/80-20, Corrective actlons'lesl procedure 
revved to require tags to be placed on removed control power fuses 
TUCKER, H.B Duke Power Co 08/12/01 Document Control Branch (Document Con- 
trol Desk) 4pp. 47741.056 47741 059 


0812120118 Provides action status update re NRC Bulletin 80-004. ‘Tolential Safety- 
Rotated Pump Loss " Mfgs contacted ro anticipated response time after 090601 
TUCKER, H.B Duke Power Co 00/12/01 Document Control Branch (Document Con- 
trol Desk) 2pp 47791.339-47791.340 


8011290030 NRC Info Nollce 88 093, "Teletherapy Events “ Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp 47811 103-47811*216 


8811290538 NRC Info Notice 86 094, "Potontially Undersized Valve Actuators “ Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47708 143 47708 254 

8812120117 Responds to NRC 881102 Ur re violations noted In Insp Repts 50 269/80- 
32,60-270/88 32 & 60 267/66 32 Corrective actions craft personnel & supervisors 
cautioned against applying pressure to any lino w/o engineering knowledge 
TUCKEfl.H B Duke Power Co 86/12/02 Document Control d^ranch (Documenl Con 
tfOl Desk) 3pp 47789 107-47789 109 

0B12070149 Informs that util 860307 response to NRC Bulletin 66 001, "Defects in 
WosIlngfiousG Circuit Breakers " satisfactory 

PASTI^HN Projecl Directorate 113 68/12/05 TUCKER.HB Duke Power Co 2pp 
47746 247-47740 24B 

8812140200 Forwards info re insorvico Insp & tube pluggtng/ropair operation for end of 
Cycle 10 refueling outage completed on 800007, per Tech Spec 4 17 6(a) Lists of 
lubes having eddy current Indlcallons of degraded tubes end 
TUCKER.HB Duke Power Co 86/12/07 Documenl Control Branch (Document Con- 
trol Desk) lipp 47824 086-47624 090. 

8012150198 Requests rosubmlttat of response to violations noted in Insp Repls 50 260/ 
88 13,50-270/86-13 & 50 287/68-13 Util 860902 response to Violnllons A,B,D,E 1 & C 
re Valve HP-96 meet 10CFR2 201 requirements Violation E 2 requires resubmittal 
GIBSON, A F Region 2, Ofe of the Director 88/12/07 TUCKER, H B Duko Power Co 
4pp 47626 319 47826 322 

8612200069 Forwards inservico -insp ropt for end of Cycle 10 refueling outage, per Tech 
Spec 4 2 & ASME Code Section XI W/o end 

TUCKER.HB Duko Power Co 68/12/07 Document Control Branch (Documenl Con- 
trol Desk) Ip 47871 094 47671 094 

6812020207 NRC Info Notlco 80 095, "Inadequate Procurement Roquiromonts Imposed 
by Licensees on Vendors *’ Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/ 12/OB 
Consolldaled Edison Co of Now York, Inc 1 12pp 47807 191-47807 302 

8812140122 EN 60-105 notice of violation & proposed Imposition of cMI penalty in 
amount of $25,000 will bo Issued on 661213 Action based on licensee failure to pro- 
vide adequate procedural guidance to ensure HPSI remain operable 
LUEHMAN.J Ofe of Enforcement (Post 870413) 68/12/08 Ip. 47800 213- 

47800 213 

6812210083 Forwards Request for Rollof 86 00 from Section XI of ASME Boiler & Pres- 
sure Vessel Code (w/ addenda through Winter 1960) re prossure testing apocific wolds 
during second 10-yr Inservice insp iniorval W/one oversize drawing 
TUCKER, H B Duko Powor Co 00/12/00 Document Control Branch (Documenl Con 
IrolOesk) 4pp 47887 151-47887.155 

8812210326 Responds to NRC 061110 Itr ro violations noted in Insp Repts 50 269/06 
17,50 270/06-17 & 60-267/86 17 Procedures MP/0/A/200t/13 & MP/O/A/2001/3C 
revised to include proper reslstance/torque values & specify proper lubricant 
TUCKER, H B, Duko Power Co 80/12/00 Document Control Branch (Document Con- 
trol Desk) Opp 47077*240 47677 256 

8012200307 Discusses violations noted In Insp Ropts 50-260/80-25, 50-270/68-25 & 
50 207/68-25 on 880801-15 & forwards notlco of violation & proposed Imposition of 
civil penalty W/o notice 

ERNST, M L Roglon 2, Ofo of the Director, 68/12/13 TUCKER.H B Duke Power Co 
4pp. 47860 066 47066 069 

8812210068 Ack receipt of 081123 Hr informing NRC of stop taken to correct violations 
noted In Insp Repts 60-260/80 31. 60-270/88-31 & 50-267/88 31 Violation occurred 
as stated in notlco of violation. 

COLLINS.OM Roglon 2. Ofe of the Direclor 06/12/14. TUCKER.HB. Duko Power 
Co tp 47876 210-47070.219 

8012270207 Forwards addi performance tost & analysis info, per request during 881104 
enforcement conference repotenllal degraded capabilities of reactor bldg cooling 
units (RBCU) Further info ro RBCU & LPI cooler operability criteria also end 
TUCKER.H B Duke Power Co. 80/12/15 Documenl Control Branch (Document Con 
IrolOesk). lipp, 47924*213-47924*223 


R. PerlodiG operating reports & related correspondence 

6612200212 Forwards monthly operating repts for Nov 1906 for Oconee Station Units 
1,2 & 3 & corrected monthly operaling repts (or Oct 1908 

TUCKER.H B. Duke Powor Co. 88/12/16 Documenl Control Branch (Document Con- 
trol Desk) ip. 47861*003-47861*010 

-0012200297 Monthly operating repls for Nov 1088 for Oconee Station Units 1,2 & 3, 
WILLIAMS.R A. Duke Power (;o. BB/11/30. 14pp 47861 004 47061.016 

-0812200301 Addenda to monthly operating repl for Nov 1968 for Oconee Nuclear Sta- 
tion Units 1,2 & 3 

* Duke Power Co, 88/11/30 Ip 47861 019 47861 019. 


S. Reportable ocGurrences, LERs & related correspondence 

6812070064 Advises that listed Tech Spec changes committed to In LER 269/00-06 re 
Inadequate design analysis of HPIS In ECCS sump recirculation mode will be submit- 
ted by 690228 

TUCKER, H.B. Duke Power Co 88/12/01 Document Control Branch (Document Con- 
trol Desk). 1p 47746*249-47746 249 

0812220046 Informs that LER 287/80 06 re three reactor trips on 081 1 1 4 In preparation 
& to be submitted by 890113. 

TUCKER, H.B. Duke Powor Co 88/12/14 Document Control Branch (Documont Con- 
trol Desk). Ip 47893*001-47093*001 
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081227026 1 Actvises of t’censeo deciSJon nol to install cavjtafing venluns & to pwsuo 
ot^^f btiUrnaiMa r-ci tc.1 svjv-ptBrri'^ntai int:i to L6R 2o9/96 M re insialF^thon 
coairnitnkni Ems/gency feo<iwa\f piping sjrs not quaNlieti 
TUCKER, If S DyS'c Po.scr Co 08/12/16 Do-umeot Control (Documont Con 
trol Desli) 2pp il7922 355 47922 356 


H* General corraaponrionco 

8611300222 Fowards L Oroy Hf m delay which has occurrod in connociion w/&hiof^Pr,i 
olnucJoar1uolTod%1iomTMl 

CLAY.WL House of Rop 80/10/31 ?EGJfjLW Conimisslonors ip 4770Qnii 
47709011 


Y OtY Cask [ndependont Spent Fuel Storage Inelfltfatlons 

6612130117 Fcrv^afds responses »o NRG 8ft0727 qiioslions le utif license application 
for tSFSl SAR 

fUCKBR.HB DuVo Po.s<er Co 08/11/23 Document Control aranch (Document Con 
tJOl Des*') 322op 47793 100 47791061 


-8811300224 flequeals info about inerdenia that havo occurred during four monih dela/ 
In shipment ot TMI fuel & about ralaiad toncorns * 

DREV.K Afliliation Not Assignee 88/00/29 COVVGILL.CJ Flenlon 1, OfcoJIhaHL 
rector Gpo 47703 012 47?OO.Ot3 


P. Operating ficensa stage documents A corrospondonco 


DOCKET 50 288 REf D COLLEGE RESEARCH REACTOR 


V Operator EjramJnallons 


8812140133 Forwards revised agenda for annual operator licensing mocting scheduled 
00^90110^^/0 one! 

PATE.R J Rooion 5. Ofc of tbo Director 08/12/05 RUBY.L Reed Collcgo, Poniand, 
OR ip 47800 197-47000197 


DOCKET 50-269 THREE Mft E ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & flra protection plans 


"TMj Annual Emergency Exercise " 

* General Public Ut-Mios Corp - GPU Service Corp 68/11/16 400pp 47007' 180 
47909 255 

6812020142 Forwards Amend 146 to License DPR-50 & safety ovaluation Amend re 
moves details of TMI fire proiectton program from Tech Spoc.per Generic Ltr 86 10 & 
revises Condition 2c 4 

HERNAN.RW Project Directorato M 68/11/30 HUKhl.HO General Public Utilities 
Corp GPU Service Corp 2pp 47710 349 4771 1 007 

-4612020151 Amend 146 to License DPR SO^remonno details of TMI fir© protcclion 
priwam from Tach Spec, per Generic Ltr 86 10 & rovisinn Condihon 2 c 4 
STOLZJF Project Drectorat© M 68/11/30 14pp 47710 351 47711004 

-891^20156 Safety ©va'uahon S'^portmg ArTiend 146 to Liconso DPR 50 

* Offic© of Muefear Reactor Regulation. Director (Post 070411) 68/11/20 3pp 
4771 1 0*06 4771 1 007 


8812130177 Forwards application for amend to License DPR-SO.consistmg ot Tech 
Spec Changa Flepusst 188, removing restriction that offsite personnel shall b© utilized 
9. protection A loss provonlron program insp A audit Fco paid 

HUKILL,HD General Public Utilities Corp - GPU SoArtce Corp 80/12/02 Document 
Control Branch (Document Control Desk) 5pp 47796059 47796066 

-8818130160 Application for amend to License DPR 50,consisting of Tech Spec 
Change Rwuesl laa.ffimoving rostnction that offsite licensee personnel shall bo uli 
protection A loss prevention program insp A audit 
4^96 o£|^7?9Tw 5 Service Corp 60/12/02 2pp 


“1^2130221 Proposed Tech Specs Page 6 0, consisting of Change Requesl 168,fo 
h^ng resUfcl’on tha licensee personnel shall be utilized to perform annual fire pro 
t&cHon & loss prevention program Insp A audit ^ 

477MOW Wfp • GPU Service Corp 08/12/02 Ip 47796 066 

Annual Emergency Preparedness Exercise Insp Rent 50 269/88 
2/ Oh 8311 15-17 NO violations noted 

88/12/05 HUKILL,HO General Public 
Utrlitiea Corp * GPU Service Corp 2pp 47707097-47787 103 

-4812120201 fnsp Rept 50 269/60 27 on 681115*17 No violations or deviations 

“ndX'lwif “s"*™ «"'"9ency Warad 

^oa'on 1. Ofc of the Dtroclor. 88/11/20 Spp 47787 009- 
Fofwands FEMA A Regional Assistance Committee final eKerciso root of 

"FEMA a Regional Assistance Committee Exercise Rept of 871022 Exer- 
• Federal Emergency Managomonl Agency 88/11/04. 92pp 47886121 47088 212 



8811300430 informs Ifiat BAW Owner*? Group gonorlc doslgn for ATWS mods as ao. 
plied to facility, sairsfies 061006 ltr A fnloot of AlWS rule noliobllily monflorjrjg joro- 
gram wiN Improve reactor trip ays operation A Improved plarit rosponae 10 trips 
HUKILL^H D General Public Ulililios Corp - GPU Smico Corp, 88/11/16 Documom 
Control Branch (Document Control Desk) 26pp 4/671 106 47671 221 


8811280425 Advices that Intogratad achodulo ABC JJst update in compliance w/fow 
tanoe planninq program A acceptable ^ 

STOL7,J F Pro oct Diroctorate 14 00/11 /22 LONG.R L Gonoral Public UlilHios Cora 
- GPU Service Corp 2pp 47640 2 1 6 47C40 217 ^ 


8811290443 Documents NRC 800629 agroomont w/ulil ro Inslnbllitlos in condonsale 
storage lank levol Indication A low low level alorm Now lovol indication meets NRC 
reqiiifomenls 

HERNAN.R W Project Dlreclomto I 4. 80/1 i/22, HUKILL.Ii 0 General Public UWijies 
Corp - GPU Service Corp 2pp 47640 191-47640 192, 


8812016178 Motification of 001214 mooting w/utll in RockvIllo.MD to discuss liconslng 
actions at plants 

HERNAN.RW Project Dlroctoralo 1 4 00/11/22 STOL2,JF Projoct Diroctoraie 14 
4pp 47703 112-47703 116, 


08112COO40 Generic Ltr 00-20 to all ficonooos holding OLa A CPs for nucloar poivef 
reactor facilities ra individual plant exam for sovero nocldont vufnornbllilios Sve I, si 
oncf 


CRlfrCHFJELO.D Associate Director for Prolocts (Post 070411) QO/11/23. Consoli 
(fated Edison Co of Nov/ York Jnc Oipp 47720 303-47729 024 


8012020142 Forwaids Amend 140 to Liconso DPR-SO A satoly ovaluation Amend ro 
moves details of TMI fire protoclion program from Tocti Spoc.nof Qenurlc I tr 86 10 5 
revises Condiuon 2c 4 


HERMAN flW Projod Diroctorate M 00/11/30 HUKILL.HD. G 0 nor af Public Util 1 lies 
Corp - GI^U Service Corp 2pp 47710 349 47/ It 007 



-8812020160 Safety evaluation supporting Amend 146 to Lloonso DPR.50 

Dffico of Nuclear Reactor Rogulalion, Director (Post 870411). 60/11/20 3pp 
1 OOj 4 f 711 007 


6612080029 Roquosls that util address Generic Ltr 00-17 fo loss ot DKR during non 
power operation ^ 

Nuclear Roaclor Rogufallon, Diroclor (Post 070411) 80/12/ 
477^2^^'^^ Public UHlJtlos Corp • GPU Son/Ica Corp. 2pp 47753 201 


fowarus application for amend to Llconsn DPR-SO.consIstInQ of Tech 
opoc Change Request 108,roiTioving restriction Itiot offelto porsonnol shall be uliliz^ 
uiRfn I prqleclion A loss prevention program Insp A audit Foe paid 

Public UI1IIII09 Corp. - GPU Service Corp 86/12/02 Oocumont 
Control Branch (Document Control Desk) 5pp 47796.050 477D6 060 

License IDPR-SO.consIstlna of Toch Spec 
166, removing roslrlcllon Ifiat offsite flconsoo porsonnol shall be utl 
um2im firo Pmtoclion A toss provonlion program Insp A audit 

47%cS477g6^^6 ^ ‘ 80/12/02 2pp 

6 0, consisting of ChanQe Roquos! 186/6* 
perBonnol shall b© utilized to perform annual fire pro 
WbWon & loss pieveriljon prooTam insp A audit 

‘ Son/ico Corp 80/12/02 Ip 47/08 068 
W/861205 Hr. 

47760 264 4>?8T29^ ^ 00/12/05 Sapp 


f? Llc®nsG DPR-SO A safety evaluation. Amend incof 
FreifrtfhVaiS^fn operabiliN A calibr frequencies for reactor coolant Inventory 

HFnfflwt JJ ^ Specs.per NuhEG*0737.ltorn II.F 2. 

Com 4 00/12/13, HUKILLH.D General Public Ulililies 

• GPU Sorvico Corp 2pp. 47050 265 47650*276 


forwards partially deleted Physical Safeguards Insp Rents 50 209/06 ai A 


A calibrfrfinimnrfRft fl7rCJ? DPR -60, Incorporating roqulromenls for operability 

I cajbffrequendes for reactor cool an Inventory trending ays in Tech Specs 
5>ruu,JF Project DlrectorolG 1-4. 00/12/13, 0pp 47060.267-47850 264 

s^porllng Amend 147 to license DPR-SO 
4?S^e6^47B^l6r HhOUfatfon. Diroclor (Post 870411), 88/12/13 3PP 

4/a5Q%a‘47e^'|% Regulalion, Director (Post 070411) 60/12/13 9PP 
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6Q 12220239 Advises that uti( should maintain records of boric add leakage mor^iloring & 
preventive mamt program, per Generic Ur 08 05 re bone acid corrosion of carbon steel 
reactor boundary components in PWRs 

HERMAN, RW Prelect Directorate 1-4 OB/12/16 HUKILL.HO General Public Utilities 
Gorp - GPU Son/ICG Corp 2pp 47900 202 47900 203 


Inapectlon reports, IE Bulletins & correspondence 

8812140176 Advises that plant does not use Westinghouso Series DS circuit 
breakers, per NRC Bulletin 86 OOl, ‘'Defects In Wostlnohouse Circuit Breakers ” 
HUKtLL.HO General Public Utilities Corp - GPU Service Corp 86/04/04 

RUSSELL, WT Region 1, Ofc of ttie Director Ip 47000 16O-47QO0 160 

8B12Q80143 Responds to violations noted In Insp Ropi 50*2e9/GB-17 Corrective 
actions Procoduro 140M 4 revised to correct torque value offoclivo 800920 
HUKILL.HD General Public Utilities Corp - GPU Service Corp 88/11/21 

RUSSELL,WT Region 1, Ofc of the Director 5pp 47703 229 47783 233 

8811160211 NRG Info Notice 80 090. "Unauthorl70cl Romovai of IndusUiat Nuclear 
Gauges " Sve list end 

CUI^IINGHAM.R E Division of Industrial & Medical Nuclear Safety {Post 070729) 
88/1 1 /a2 Consolidated Edison Co of Now York, Inc 99pp 47700 255 47700 267 

8811160487 NRC Info Notice 80-091, "Improper Administration & Control of PsychologI 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/11/22 
Consolldaled Edison Co of New York, Inc 101 pp 47708 042*47708142 

8Q1 1290030 NRC Info Nolice 08 093, "Telothorapy Events " Sve list end 
CUNNINQHAM,R,E Division of Industrml & Medical Nuclear Safety (Post 670729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47811215 

08112BO53B NRC Info Nolice 00 094, "Potontlatly Undorslxeci Valve Actuators '* Sve hot 
end 

ROSSI, CE Division of Operational Evonls Assessment (Post 070411) 88/12/02 
Consolidated Edison Co ol Now York, Inc 121 pp 47708 143*47700 254 

8012120199 Forwards Annual Emergency Proporodnoss Exordso Insp Ropt 50-200/80 
27 on 001115*17 No violalions noted 

BELLAMY, RR Region 1. Ofc of the Director 00/12/05 HUKILL.HD General Public 
Ulilillos Corp - GPU Service Corp 2pp 47707 097-477B7 103 

*-0612120201 Insp Ropt 60 20D/00 27 on 001116*17 No violations or deviations 
noted Major areas Inspected llcensoo partial participation annual omergoncy prepared 
noBs exorcise conducted Q01 116 

FOX,EF., LAZARUS.WJ Region 1, Ofc of Iho Director 08/11/28 5pp 47707 099 
47707'103 

6612020207 NRC Info Notice 00 095, "Inadoquotu F^focuromont Roqulromonls Imposed 
by Licensees on Vondors Sve list end 

ROSSI, CE. Division of Oporational Events Asbossmont (Post 070411) 00/12/00 
Cor^soltdalod Edison Co of Now York. Inc 112pp 47007 101*47807 302 

6812220400 Forwards partially dGloU?d Physical Safeguards Insp Ropts 50 280/00 31 & 
50*320/60-10 on 001114*17 (ref 10CFR73 21)No violations observed Slops taken to 
correct violations noted in NRC 041213.050603 & 18 lirs also verified 
BELLAMY, RR Region 1. Ofc of the Director 00/12/12 HUKILL.HD General Public 
Utilities Corp ■ GPU Service Corp. 3pp 47903 290*4/903 300 

-0812220401 Partially withhold Physical Socunly Insp Ropts 50 289/00 31 & 50*320/ 
flO-IQ on D011 14*17 No violalions noted Major areas inspected unresolved items & in* 
epectof followup Items, mot support & security program plans 
SMITH.QC, CAMERON.DF, KEIMIG.RR Region 1, Ole of Ihe Director 68/12/09 
8pp 47903 301*47903 300 


R. Periodic operating reports lit related correspondence 

6011300519 Forwards TMI monthly status ropt for 031007*1105 
COWQlLL,CJ Region t, Ofc of Iho Director 80/11/15 BETTER HAUSEN.L Region 
1, Ofc of Iho Director 7pp 47670 1 1 1-47076 117 

0012200174 Monthly operating ropt for Nov 1900 for TMI-i W/fl01215 Ur 
SMYTH.C.W , HUKILL.H D General Public Ulilitlos Corp - GPU Service Corp 00/11/ 
30 6pp 47067 314 47067 319 


8. Reportable occurrences, LERs A related correspondence 

0012020130 LER 00*006 OO.on 08 1030, high RCS pressure reactor trip duo to main tur* 
bino EHC malfunction Caused by raplcT closure ol mam turbine control valves Two 
components replaced upon troubloshooting & relay within EHC replacod W/861126 Itr 
HASSLER.OV., HUKILL.HD General Public UtiMios Corp - GPU Service Corp 60/ 
11/20.4PP 47710 345-47710 348 

0912270208 PNO-1-8Q 126 on 801 21 5, plant shutdown in excess of 46 h to Investigate 
cause ol high flow In Number I seal loak-off line lor reactor coolant pump 
1 D Damaged O-ring found & replaced Outage expected to last 7*8 days Press In- 
formed 

JOHNSON.a. BETTENHAUSEN.L Region 1. Ofc of the Director. 68/12/16 Ip 
47926006 47926.006 


DOCKET 69*203 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8011230077 Responds to 861017 Itr ro plant & status of 0(18110 omergoncy prepared- 
ness for town of Ply mouth, M A, Plant will not restart until NRC satisfied that plant can 
bo operated safely .V Stello 001102 memo end 

2ECH.LW Commissioners 60/11/17 HADFIELD.JD Plymoulh, MA 4pp 
47657 233>47G57‘242 


-001 1230080 Comments on "under advisement" vote of NRC on eB1014,whIch would 
havo given permission to restart plant NRC should contact author for current S up to* 
dale assessment of where Plymoulh Is in planning process 

HADFIELD.JD Plymouth. MA 88/10/17 ZECH.lW Commissioners Ip 47657 242* 
47657 242 

0812010210 Requests placement of end 881116 memo & ends to PDR 
BATES,A Operations Branch 80/11/18 SHELBURNE, B Public Document Branch 
Ip 47698 344 47698 344 

-8011210016 Discusses plant progress in area of emergency preparedness, per Com* 
mission 801014 moelingAII restart open items resolved & plant considered physically 
ready for restart w/ exception of loose bolts for supports Relalod info onci 
STELLO.V Ofc of the Executive Director for Operations 80/11/15 ZECH, ROBERT, 
CARR Commissioners 35pp 47743 325 47744 045 

-8811210029 Forwards tables identifying spoakers.aftiliation & general emergency pra 
parodnoss sub] area discussed during meetings between NRu & public, local A Com* 
monwealth of MA olficlals Mootings listed 

CONKLIN.C Region 1, Ofc of the Director 80/11/01, LAZARUS. W Region 1. Ofc of 
the Director IDpp 47744 014*47744 032 

-8811210031 Summary of 601027 meeting w/civil defense officials of town of Carvor in 
Carver Town Hall re emergency plans, implGmenllng procedures & facilities 
LAZARUS, W Region 1, Ofc ol the Director HOG AN, R Office of Nuclear Reactor 
Regulation. Director (Post 070411) 88/11/01 RUSSELL, W. Region t, Ofc of the Di* 
rector 3pp 47744 033 47744 035 

-0011210036 Summary of 801026 meeting w/civil defense officials in town of Duxbury 
ro status of emergency plana, Implementing procedures & faciljtios 
LAZARUS.W Region 1. Ofc of iho Director HOGAN, R Office of Nuclear Reactor 
Regulation, Director (Post 870411) 00/11/01 RUSSELL.W Region 1, Ofc of the DI 
rector 4pp 47744 036 47744 030 

-881 1210030 Summary of 001026 mooting w/civil defence officials In town of Kingston 
ro status of emergency plans.imptomonting procedures & facilities 
LAZARUS.W Region 1, Ofc of the Director HOG AN, R Office of Nuclear Reactor 
Regulation, Director (Post B70411) 60/11/01 RUSSELL.W Region 1, Ofc of the DI* 
rector Opp 47744 040 47/44 045 

-8811210042 Summary ol 001025 meeting w/civit dofonse officials in town of Plymoulh 
ro status of emergency plans, ImplemerUing procedures & facilities 
LAZARUS.W Region 1, Ofc of Iho Diroclor HOG AN, R Ofileo of Nuclear Reactor 
Rogulalion, Director (Post 870411) 00/11/01 RUSSELL.W Region 1, Ofc ol Iho Di 
rector 4pp 47744 046 47744 049 

-6011210045 Summary of 861020 meeling w/civll defense officials In town of Taunion 
ro status of omergoncy plans, Implementing procedures A facilities 
LAZARUS.W. Region 1, Ofc of the Director HOGAN, R Office of Nuclear Reactor 
Rogulnllon, Director (Post 870411) 00/11/01 RUSSELL.W Region 1, Ofc of the Di- 
rector 26pp 47744 050 47744 145 

-8011210067 Forwards Itr from ulH A "Evacuation Time Estimates A Beach Population 
Sholtoring," "Moblllng Impaired" A "Special racllilias." for roviow A consideration W/ 
0 Itr 

BELLAMY, R R Region 1, Ofc of the Director 07/00/12 THOMAS, E A Federal Emer- 
gency Managemonl Agency 2pp 47744 140 47744 100 

-6611210070 Rev 0 to "Pilgrim Station Evacuation Time Eallmatos A Traffic Mgt Plan 
Update " 

* KLD Associates, Inc TR 203A ROO 00/00/25 SOpp 4/744 140 47744- 100 

-8811210074 Forwards ropt on problems of ovacualion A sheltering of boach/lransient 
populotlons dun 1o proximity ol Pilgrim 1 Station for consideration Related Info end 
OTT.MC, MUIRHEAD.DM. Duxbu/v, MA 00/09/30 BELLAMY.R Region 1, Ofc of 
the Director 53pp 4/744 181 47744 243 

-0811210041 Summary of 081025 meeting w/cIvil defense officials in town of Marsh- 
field ro status of emergency plans, irnplemonting procedurus A facilities 
I^ZARUS.W Region 1, Ofc of the Director, HOG AN, R Office of Nuclear Reactor 
Regulation, Director (Post 670411) 00/11/01 RUSSELL.W Region 1, Ofc of the DI* 
focler 3pp 47744 244*47744 253 

-8811210064 Discusses lolcon w/R Boulay.dlroclor of Commonwealth of MA civil de- 
fense agency ro NRC meetings w/local civil dofonse directors In vicinity of plant 
RUSSELL, W.T Region 1, Ofc of the Director 08/10/25 Region 1. Ofc ol the Direc- 
tor Ip 47744 254 47744 257 

-8811210081 Discusses tour of Duxbury, Gurnol A Saquish Beaches frequently identifjeij 
os major evacuation concern 

LAZARUS.W Region 1, Ofc of the Director HOGAN.R Office of Nuclear Roaclor 
Regulation. Director (Post 070411) 00/11/04 RUSSELL.W. Region 1, Ofc of the Di 
rector 2pp 47744 250 47744 259 

-8011210077 Summary of 001102 meeting w/civl! defense officials In town of Bridge- 
water ro status of plant omergoncy preparedness 

LAZARUS.W Region 1, Ofc of the Director 80/11/04 RUSSELL.W Region 1, Ofc ol 
the Diroclor 3pp 47744 260-47744-262 

-8811020340 Folwards list of apoakers.af filiation A general emergency preparedness 
sub] orea discussed during listed meatings. 

RUSSELL, W.T Region 1, Ofc of the Director 80/10/10 TAYLOR. J M Deputy Execu- 
tive Director for Regional Operations, EDO (Post 870413) 24pp 47744 263* 
47744 206 

86121401G0 Ack receipt of 801011 Ur re Massachusetts Public Interest Research Group 
rept oddressing mgt issues Concludes that rept contains no new info to reconsider 
previous conclusions drawn In Decision DD 00*16 

MURLEY.TE Office of Nuclear Reactor Regulation. Director (Post 070411) 00/11/ 
10. GOLDEN, WB Mossachusella, Commonwealth of. 6pp 47021 127-47021 105 

-8812140164 Forwards addendum to 060715 pelilion ro doficlenclos In mgt, contain 
ment A emergency response plans (or focillty.per forthcoming Commission meoling 
concerning facility restart A 10 CfR 2 206 Call to suspend OL for facility reiteratod 
SHIMSHAK.R Massachusetts Public Interest Research Group 00/10/11 
MURLEY.T.E Office of Nuclear Reaclor Regulation, Director (Post 070411) tp 
47021 133-47021 106 



60 DOCKETED ITEMS 


-8912140168 ‘'Whilawash Painting Over Mgl Probfenris at Pjignm Nuclear Plant 1986 ' 

NC>3£E,A. BRACKW Massachusetts Public fnterosl Research Group 88/10/31 
50pp 47821 134 47021 185 

8912020012 Responds to 881124 Itr re restart ol Pilgnrh Nuclear Power 
Station Nolfication of 881209 mealing m Rockville MD re slalus of emergency plans & 
readiness of emergency plann'ng zone & reception ctr communities ro public proteC' 

2ECH.L Commissioners 88/11/28 KIRBY.E P Massachusetts, Commonwealth ot 
7pp 47717196*47717204 

-6912020014 Requests withhold of approval of operation el Pilgnm Nuclear generating 

RiRBY.EP Massachusetts, Commonwealth of 86/10/24 ZECH.L Commissjoners 
2pp 47717 203 47717 204 

9812050044 Respondsi to 801012 Itr re restart of plant Informs that Commission post 
poned decision on proposed restart of plant to further evaluate emergency planning 
issues & scheduled 861209 public meeting in Rockville.MD for hearing 
Z£CH,L Commissioners 88/11/28 UVWLER.RA Brewster, MA 2pp 47757 078* 
47757 080 

•^12050047 Informs that Board of Selectmen for Town of Brewster votod dunng 
661011 meeting to request NRC not to reopen pfant Board opposed to reopening of 
facility until adequate evacuation plan developed 

LAWLER.RA Brewster, MA. 88/10/12 ZECKL Commissioners Ip 47757 080 
47757080 

8812070174 Forwards response to 681101 notice of VKilation & proposed Imposition of 
cr/iJ penalty m amount of $50,000 Payment of civil penally also end Enel safeguards 
Info withheld 

BIRD.RG Boston Edison Co 88/11/28 Ole of Enforcement (Post 8704 13J 2pp 
47747 107*47747 108 

8912020171 Forwards comments on "Rept on Progress Made in Emergency Planning 
for Response to Accident ai Pilgnm Nuclear Power Station ** CommonTs not Intended 
to be critical of Commonwealth concerns but explain basis of NRC position 
STELIO.V Ofc of the Executive Director for Operations 88/1 1/30 6ARRY,C V Mas 
sachusetls, Commonwealth of 10pp 47707 265 4770B 041, 

-9612020175 *'Rept on Progress Made fn Emergency Planning for Response to Acci- 
dent ai Pilgrim Nuclear Power Station ” 

BARRY.CV Massachusells, Commonwealth of 88/10/11 115pp 47707 287* 
47708041 

9912070010 Partial response to FOIA request for documents Forwards partfally withhold 
App R documents (ref FOIA Examptiori 4) 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
880515) 88/12/01 JOHNSON, G E Swidler A Berlin 4pp 47729 202*47729 324 

-8912070016 Partially deleted memorandum re stop work order at util Enel info re 
events laading (o licensee decision to slop certain work being performed by contrac- 
tor employees at plant include deterioration in radiation protection & secunty 
GWYNN.P NRC * No Detailed Affiliation Given 88/11/11 AOER.C, MILLER.C, 
ELSASSER.T NRC No Detailed Affiliation Givert 1 16pp 47729 209 47729 324 

9812140129 Responds to 881019 & 31 Itrs re status of omergency planning in town of 
Pfymoulh 

2ECH.LW Commissioners 08/12/05 THOMPSON, AC Plymouth, MA 4pp 
47931 156*47031 177 ^ 


BB12130275 Responds 1o 881023 Hr In Secretary Ctillk which nrovidod Commission w/ 
newspaper accounts of plant situation Assurers that NRC will not authonzn rostmtet 
plant unless convinced of safe operation 

MURUEY.TE Office of Nuclear Reactor Regulation, Orrertor (PohI 670411) 88/15/ 
02 QUAID.DL Affllialion Not Assigned 2pp 47796 0b7 47706 ()<)2 

-6012130276 Summarizes Marlin observations made diiriny lour of nuxtiury, GumGi i 
Saquish beacfies to status of emergency propnrednoss 

LAZARUS.W Region 1, Ofc of the Director 88/ 11/04 nogion 1, Ofr of ifio Oiiecifif 
2pp 47796 074 47796 075 

-8812130292 Forwards 081020 issue of OIrJ Colony Monionnl < ontnminq pio A con fiti 
ctes on Pilgrim 1 question 

QUAID.DL Affiliation Not Assigned 0Q/1O/23 CIHIK.S J Olfiro of llin Spciot''ry ol 
the Commission 14pp 47796 076 47796 092 


P Operating license stage documents & correapontJoncp 


8811290378 Forwards transcript of NRC 000029 public rnootini) in Plyiiitnilh.MA m lOth 
nical A mgt Issues ai plant & iranscnpl of 001005 publir rrionimg jn Rockville.MD re 
status of readiness of restart of plant 

COLUNS.SJ Region 1, Ofc of the Diroctor 88/11/16 Mnssm luiseits, Cnmnnii 
wealth ol 2pp 47668000-47668 099 

8812010210 Requests plecomenl of end 081115 rnomo A one Is to RDM 
BATES, A Operations Branch 08/11/18 SHELBURNE, 0 Public Doi'iiinoni Rrnndi 
Ip 4769G344 47690 344 

0812010210 Requests placomoni of end 661116 memo A oiuls in “Pilyrim Status 
Update," In PDH 

0ATES.A Operations Branch 68/11/10 SlfFLBURNP.n Public OuruKirnt Bmiich 
Ip 47743 324*47/44 206 

-8811210016 Discusses plant progress In area of ornergoricy propnrodnous. per Com 
mission 8B1014 moelingAll restart open (toms resolvoti A plant consicUvncl pliysiraify 
ready for restart w/ exception of loose bolh for sujjporh nelalod info oik I 
STELLO.V Ofc of the Executive Director for Oporaliuns, 08/11/16 ZFCI I, nonmi. 
CARR Commissioners 35pp 47743 325 47744 045 

-8811210029 Forwards tables identifying sponkQfi»,affJlial(dr> A ynnufal n/nurgn/ii y pm 
parednoss subj area discussed during meetings botv^non NRC A ruilillr.kx nl A Com 
monwealth of MA officials Meolings listed 

CONKLIN.C Region 1, Ofo of the Director 00/11/01 LAZARUxB.W Rniitun 1, OIr of 
the Director I9pp 47744 014 47744 032 

-8811210031 Summary of 081027 meeting w/cfvll dofonso officials of town of Cnivprm 
Carver Town Hall re omorgency plans, irnplemenling nuKOdiirns A facilltin'i 
LAZARUS, W Region 1, Ole ol Iho Difocloi HOGAN, R OILto ol ihuluni HuactOi 
Regulation, Director (Post 870411) 88/11/01 RUSSELI ,W nogion 1, Ofi ol llir tk 
TWHOT 3pp 47744 033 47744 035 

-8811210036 Summary of 801026 mooting w/civil dofnnsu ullidah m town of Duxbury 
re status of emergency plans, ImpJomenljng procedures & fncilHms 
LA2ARUS.W Region 1, Ofc of the Director HOGAN.R Offuo ol Nuclear Rcacloi 
Regulalion, Director (Post 870411) 08/1 1/Ot RUSSFI I ,W Rnqion t, nir of llm Di 
rector. 4pp 47744.036 47744 039 


-9812140150 Requests opporlunity la speak directly to Commissioners ro facts of 
PlynKMlh radiological emergency response plan 

THOWPSON.AC Plymouth. MA 88/10/19 ZECH.IW Commissfonora Ip 
47931 169-47931 177 ^ 


9812120199 Partraf response to FOIA requosl for documents Forwards App T A partially 
defejed App U documents (ref FOIA Exemption 5) App SAT also avaifabte in 
PDR ^ V documents totally withheld (ref FOIA ^mpuon 5) 

GRIMSLEY.DH Division of Freedom of information A Publications Services (Post 
680515) 88/12/08 JOHNSON,G E Swidler A Berlin 14pp 47790 261-47791 170 


-9812120239 Summarizes observations re CV Barry “Rept to Governor on Emergency 
Preparedness for Accident at Pifgnm Nuclear Power Station " 

BELLAMY.RR Region 1, Ofc of the Director. 07/01/21. MARTJN.TT, Region 1, Ofc 
of the Director 23pp 47790 278 47790 359 


6612190164 Requests NRC extend deadline for conduct of next biennial exercise untif 
120 dayq after completion ol power ascension program Fee will be oloclronically 
mailed to NRC 

BIRD.RQ Boston Edison Co 88/12/08 Document Control Branch (Documonl Con- 
trol Desk) 6pp 47849 234-47049 239 


eepa 101 79 Staff requirements memo re 851209 meeting w/public officials 
Rockville AID re respoasibility for emecgericy planning lor plant 
CHILK.S J Office of the Secrolary of the Commission 80/12/20 Office of the Seer 
lary ol the Commission 2pp 47877 071-47877 072 


H. General correspondence 


-8811210039 Summary of U01020 mooting w/civil dofonco offitialh In town |jf Kifig'ilon 
ro slalus of emergency plans, Implenionlrng proceduros A fnt llilins 
UAZARUS.W Region 1. Ofc of tho Olrector HOGAN fl Offjeo of Nudum nuaclor 
Regulalion, Diroctor (Post 870411) 88/11/01 RUSSn I .W nnqlnn l, Ofc ol Ifio Di 
rector epp 47744 040 47744.045 

-8811210042 Summary of 001025 mealing w/dvif doformo ollidnis In lovvn of Plymoi/lb 
re status ot emergency plans, implemonling procedures A fiulkliuh 
LAZARUS, W Region 1, Ofc of tho Diroctor HOGAN, R Offne of Nudtvr flrador 
Regulation. Director (Post 070411) 88/11/01 RUSSELL, W Rcfiion 1. Oli of tho Di 
rector 4pp. 47744 046-47744 049 

-6011210045 Summary of 881026 mooting w/civll dofnnso offidnis in town of launlon 
re status of emergency plan&.implomonling proceduroo A facilifios 
LAZARUS, W Region 1, Ofc of the Diroctor HOG AN, R Offiro of NuclfMi fiendo. 
Regulation. Director (Post 070411) 80/11/01 RUSSFLl .W fU’qiun 1, Ok of II m 0i 
rector. 26pp 47744:050 47744*145 

^ofYrards Itr from util A “Evacuation Tiiiui Efilimntc>'» A Rparli Population 
Sheltering, "Mobiliny Impaired" A “Special Faciljjios." for roviow A cunsidnitikon V// 
0 lir, 

BELLAMY.R R Region 1, Ofc of the Director 87/06/1,^ 1 1 IDMAS.P A Fmlurul r rncr 
gency Management Agoncy 2pp 47/44 140 4/744 180 

® "Pilgrim Station Evncualion Tima nslirtmlns A Traffic Mqt Plan 

Update. 

• KLD Associates, Inc TR203A ROO OB/00/25 33pp 4/744 1 10 47744 180 


9612070241 Respor^s to 881019 Hr re Incident dunng Commission 881014 
moering Mealing scheduled for 881209 re status of emergency plans A readiness of 
local communities to protect public In event ol emergency 
ZECH.IW Corgmlssloners 86/11/28 DOWO.PA. VOGLER.DJ. HAMADEHAC 
Ouxbury, MA 2pp 47739 351*47739353 cn.urj. nrt(viMucri,r\u 

outrage re fpreSWa ejatbon ol Slate ol MA. Assistant Secretarv 
of^Wic SafetvP A^es from 801014 Commission meeting ™ 

Duxbmy. MA 88;io;i9 CommlsslonBrs 


-8811210074 Forwards rept on problems of evacuation A shellonnn of boach/trnnsiont 
Pilgnm 1 Station for conskioralion Related Info enri 
OTT,MC, MUIRHEAO.DM Ouxbury, MA 00/09/30 PFl LAMV.R Rrmon 1. Ofc of 
the Director 53pp 47744 101 47744 243 

Summary ol 881025 meeting w/ civil dofenso offtciais (n town of Mnnh 
1 A7Am7o i!? b prccodurcs A fanlmos 

WMRUS,W Region 1, Ofc of the Director HOGANJH Olfico of Nucloar Rocidor 
Regulafton, Director (Post Q70411) 60/11/01 RUSSELl .W Region I. Ofc of tlif) Dt 
rector. 3pp 47744 244-47744 253 . j . 

Boulay, director of Commoriwoallh of MA civil de 
oi^ccFf^A/'r rt meetings w/focal civil defense directors m vicinity of plant 
tor Ip 47 w 254-47744 257^ Director 88/10/25 Region 1, Ofc of iho Dime 



•^68 11 210081 Discusses tour of Duxbury,Gumet & Saquish Boachos frequently identified 
as major evacuation concern 

LAZARUS. W Region 1, Ofc of the Cirector HOGAN, R Office of Nuclear Reactor 
Renulatian. Director (Post B70411) 8U/ 11/04 RUSSELL.W Rogton 1, Ofc of Ihe 01- 
rector 2pp 47744 258 47744 259 

-G0 11210077 SummarY of 991102 mooting w/civll dofonso officials In town of Bridge- 
walcr re status of plant emorgoncy preparedness 

LAZARUS.W Region 1, Ofc of the Director 00/11/04 RUSSELL.W Region 1, Ofc of 
I1;e Director 3pp 47744 260 47744 262 

-8811020340 Forwards list of apoakers.af filiation & gonomi emergency preparedness 
sub] area discussed during listed moelings 

RUSSELL.W T Region 1, Ofc of the Director 80/10/19 TAYLOR.JM Deputy Execu 
Lvo Director for Regional Operations, EDO (PosI 070413) 24pp 47744 263 
47744 206 

8812140160 Ack receipt of 08101 1 Hr ro Massachusetts Public Inlorosl Research Group 
rapt addressing mgt Issues Concludes that rept contains no now info to reconsider 
previous cor'iclusions drawn in Decision DD 00-16 

MURLEY.TE Office of Nuclear Reaclor Regulation, Director (Post 070411) 00/11/ 
la GOLDEN.WB Massnchusells, Commonwealth of 6pp 47821 127 47021 105 

-8812140164 Forwards addendum to 660715 pollllon ro deficiencies In mgt. contain 
ment & emergency response plans for facility, por fojlhcommg Commission mealing 
concerning facility restart & 10GFR2 206 Call to suspend OL for facility reiterated 
SHIMSHAK.R Massachusolls Public fnlorost Research Group 06/10/11 
MURLEY.TE Office of Nuclear Reaclor Rocjulalion, Director (Post 070411) Ip 
47021 133 47021 105 

-8812140168 "Wtiilowash Painting Over Mgt Problems at Pilgrim Nuclear Plant 1906 - 
1900" 

NOGEE, A, BRACH.W Massachusetts Public Interest Rosoarch Group 08/10/31 
50pp 47021 134 47821'105 

6811300412 Advises lhal QA program description chnngos.dld 000707, consisleni w/ 
provisions of 10CFR50 54 & accoptablo 

MARTIN, TT Rogion 1, Ofc of the Director 80/11/21 BtRD.RG Boston Edison Co 
2pp 47600 159 4/680.160 

881130051B Ad visas lhal secondary containment leak rato lest satisfactorily performed 
on 000021 Tost verified socondory containment inlogrily.us dofinod by Tech Spec 
4 7 C 1 C. prior to RFO //7 CRD venting 

HIGHFILL.K L Boston Edison Co 00/11/22 Document Control Branch (Document 
Control Desk) Ip 47696 311 47696 330 

-8811300522 Rev 23 to Procedure 8 7 3, "Secondary Conlalnmanl Leak Rale Test” 

* Boston Edison Co 87/00/22 inpp 47696 312-47696 330 

00 11 280 040 Generic Ltr 8fJ-20 to all Nconsoos holding Ols CPs for nuctoar power 
reactor facllitlos ro Individual plant exam for sovoro accident vutnerabllHios Sve list 
onci 

CRUTCHFIELD.D Associate Dlrotlor for Projects (Post 870411) 00/11/23 Consoli 
dated Edison Co o1 Now York, fnc Olpp 47720 303 47729 024 

0012026195 Nollficalion of 001212 meoHng w/util In RockviKo.MD to discuss ATWS (m 
plemontotion at plant 

TROrriER.E H Proioct Diroctoralo I 3 08/11/30 WESSMAN.R H Project Directorate 
I 3 2pp 4771/ 110 47/17 117 

0812 120092 Re^onds lo Generic I Ir 00 11 ro Reg Guido 1 99,nov 2, "Radiation Em- 
briLtfoment of Reactor VodcoI Mails " Util plans to submit proposed license amend to 
extend reaclor pressuro vcssol prossure-lomp limits boyond 10 EFPVa 
DIRD.RG Boston Edison Co 00/12/02 Documonl Control Branch (Document Con- 
trol Desk) Ip 47/92 001 47/92 001 

80 12 120 IBS Partial response lo FOIA request for documonis Forwards App T & partially 
Uolelod App U documofUs (rof FOIA Exemplion 5) App S & T also available In 
PDR/^p V documents totally withheld (ref FOlA Exemption 5) 

GRIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
000515) 80/12/00 JOHNSON.GE Swidlor & Berlin t4pp 47790 261-47791 170 

-8795290224 Forwards commonls ro droit containmonl rosponso to WB Gotdon ol al 
060715 2 206 polilion CommlUnont of staff resources on high priority requested Target 
date of 870605 for draft rosponso roquoslod TAG 02000 a'ssignod 
VARGA.S A Division of Reactor Projocls - I/ll (Post 070411) 87/05/21. SHAO.L Di- 
vision of Engineering & Systems Inchriology (Post 8/0411) 2pp 47791 017- 
47761 010 

-8812120246 Discusses loslimony beforo special joint Lommilteo on investigation & 
study of util on 070202 

KERR.G W NRC - No Dotailod Affiliation Gwen 87/02/10 NRC - No Detailed Allill- 
alien Given lOpp 47701 001-47791 016 

-8812120268 Siimmarizos minutes ol util restart as'iossment panel 070921 mooting ro 
status ot NRC & liconaeo nctivilios associatod w/ proposed plant restart Outstanding 
actions as of end of 070903 panel meeling distussod 

COLLINS.S J Region 1, Ofc of the Director 07/10/0/ RURSELL.WT Region 1, Ofc 
ol the Director 3pp 47791 049 47791 051 

-B&I2120269 Summarizes minutes of util rostait assossmunt panel 071000 meeting ro 
status of NRC & iiconsQo activities associated w/ propobod plant restart Ouslanding 
actions as of end of 0/0921 panel meeting discussed 

COLLINS, SJ Region 1, Ofc of the Director 07/10/21 RUSSELL.W T Rogion 1. Ofc 
of the Director 4pp 4779 V052 47701 055 

-8012120270 Surnmari7fis mliuitos of 071023 mooting w/project manager re proposed 
schedule & approach to response to Stale of MA 071015 2 200 pslilion 
BOGER.BA Assistant Director for Region 1 Reactors 07/10/20 MIRAQLiA,r Office 
oJ NucCoar Reaclor Regulation, Director (Post 070411) ?pp 47791 056 47701 081 

-8812130067 Discusses minutou of util restart abbossmenl panel 871900 meeting ro 
status of NRC & licensQQ activities associated w/ proposed plant restart 
COLLINS.S J Region 1. Ofc of the Director 07/12/29 RUSSELL.WT, Region 1. Ofc 
of the Director 5pp 47791 06?-47791,066 

—8B1 2 130078 Discusses minutes of ulil restart assessment panel 000202 telcon re 
status of NRC & licensee nrlivilies associated w/ proposed plant restart 
COLLINS.S J. Region 1, Ofc of the Director 00/02/09 RUSSELLWT Region 1, Ofc 
of the Director 6pp 47791 070 47701 080 


-8812130082 Forwards V^VIWkJMWPIU Kty IWIMIC-Wlf uuiMiy 

DQ0107 hearing on proposed plant restart 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 88/04/ 
01 REHM,T A Ofc of the Executive Director for Operations 31pp 47791 067 
47791 125 


-QB 121 30086 Discusses minutes of util restart assessment panel 000426 moating ro 
status of NRC & licensee activities associated w/ proposed plant restart 
COLLINS.S J Region 1, Ofc of the Director 8B/05/09 RUSSELL.W T Region 1, Ofc 
of the Director 6pp 47791,126-47791 131 

-8B1213Q0&7 Discusses minutes of util restart assessment panel 880510 telcon ro 
status of NRC & licensee activities associated w/ proposed plant restart 
COLLINS.S J Region 1,01c of iho Director 88/05/25 RUSSELLWT Region 1, Ofc 
of the Director 5pp 47791 132 47791 146 

-0612130090 Discusses minutes of util restart assessment panel 800630 meeting re 
status of NRC & licensee activities associated w/ proposed plant restart 
COLLINS.S J Rogion 1 , Ofc of the Director 68/07/12 RUSSELL, WT Region 1, Ofc 
of the Director 7pp 47791 147 47791 157 

“6812130092 Discusses minutes ot oltl restarl assessment panel 8B0Q11 telcon re 
status of NRC & licensee activiltos associated w/ proposed plant restart 
COLLINS.S J Region 1, Ofc of the Director 88/00/16 RUSSELL.W T Rogion 1, Ofc 
of Ihe Director 6pp 47791 150 47791 160. 

“66 12130106 Partially deleted Ur re proposed agenda for roslart assessment panel 
660825 meeting In King of Prussia, PA 

* Massachusetts, Commonwealth of 87/09/29 MILLER, M NRC - No Detailed Affill 
ation Given 2pp 47791 169 47791 170 


Q. Inspection reports, IE Bulletins & correspondence 


6611290372 Ack receipt of 881101 Ur informing NRC Rept 50 293/60 29 steps taken 
for coroctlvo & preventive actions 

BELLAMY.RR Rogion 1, Ofc of the Director 80/11/18 BIRD.RG Boston Edison 
Co 3pp 47640 191-47649 196 

0611290573 Forwards Insp Rept 50 293/88-30 on 001027-1 1 18 No violations noted 
MARTIN,! T. Region 1, Ofc of the Director 00/11/21. OIRD.R G Boston Edison Co 
2pp 47650 141-47650 169 

-8811290576 Insp Rept 50 203/88 30 on 601027-1 1 10 No violations noted Major 
areas inspected ficonsoo followup activltleB ro loose anchor bolls m pipe support base 
plato.safoty significance of subj discrepancy & response to Bulletins 79 002 & 70 014. 
CHAUDHARY.S K , CARRASCO.J . STROSNIDER.J R Rogion 1, Ofc of the Director 
80/11/21 27pp 47660 143 47650 169 

0611160211 NRC Info Notice 66 000, ‘'Unaulhorizeci Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM.R E. Division of Industriat & Medical Nuclear Safety (PosI 070720) 
80/11/22 Consolidated Edison Co of Now York, fnc 99pp 47708 255 47700 257 

8011160467 NRC Info Noltco DO 091, "Improper Administration & Control of PaychologI 
cal Tests " Sve list end 

FtOSSI.CE Division of Operatlonat Events Assessment (Post 070411) 00/11/22 
Consolidated Edison Co of Now York. Inc lOIpp 47700 042 47708 142. 

6612070174 Forwards rosponso to 081101 notice of violation & proposed imposition ol 
civil penally In amount of $50,000 Payment ol civil penalty also onci End safeguards 
info withliold 

BtRD.RG Boston Edison Co 68/11/20 Ofc ot Enforcomont (Post 070413) 2pp 
47747 107-47747 108 

6812090321 Informs that no changes lo SALF' "uard Rept 50-203/07 99 warranted 
based on review of util 800910 comments Ack irnprovornont efforts util outlined In 
functional areas of radiological controls & training efrectivonoss 
RUSSELL.W! Region 1, Ofc of tho Director 00/12/01 BIRD.RG Boston Edison 
Co 3pp 47761.177-47761.261 

0011290030 NRC Info Notice 08 093, "!olelhorapy Evonts " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
08/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103-47811 215 

8811290530 NRC Info Notice 08 094, "Potentially Undersized Valvo Actuators " Sve list 
end 

ROSSI.CE, Division of Operational Evonts Assessment (Post 670411) 06/12/02 
Consolidated Edison Co ol Now York, Inc 121 pp 47700 143 47708 264 

6612020267 NRC Info Notice 60 095, "Inaclequale Procuremonl Requirements Imposed 
by Liconsoes on Vendors." Sve list end 

ROSSI.CE Division of Operational Events Assossment (Post 070411). 08/12/08 
Consolidated Edison Co of New York, fnc 112pp 47807.101 4700/302 

8812120189 Partial response to FOIA request for documents Forwards App ! & partially 
deleted App U documents (rof FOIA Exemption 5) App S & T also available in 
PDR /^p V documents totally withheld (rof FOjA Exemption 5) 

GRIMSLEY.D H, Division of Freedom of Information & Publications Services (Pest 
880515) 08/12/06 JOHNSON.GE Swidlor & Berlin 14pp 47790'261-4779V016 

-6603300034 Requests review of end Insp Rept 60 293/87-53 on 871 1 16 20 re loss of 
offsite power event on 8711 11, for determination of any generic ImpIlcaUons resulting 
from event Response requested within 30 days 

VARGA.S A Division of Reactor PfOleds - I /II (Post 870411) 00/03/21 SHAO.L Di- 
vision of Engineering & Systems Technology (Post 070411) ROSSI.C.E Division of 
Operational Evonis Assossment (Post 870411) ROE.J.W Division of Licensee Per- 
formance & Quality Evaluation (Post 070411) Ip 47701 OB 1-47791 006 

0812220110 Ack receipt of 081028 Hr 8^ payment of $50,000 for civil penalty proposed 
by NRC on 801101 Corrective actions for violations Identified In notice noted 
LfEBERMAN.J Ofc of Enforcement (Post 870413) 88/12/15 BIRD.RG. Boston 
Edison Co Ip 47892 360-47892 360 
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R. Periodic optffOtfng report* & relaied correspondence 


U. Cot\9fQ9sJonal/EKecutlv0 Corrospondenco 


8411300284 Forwards twweeVfy status rept for 881105 18 Resident 8 regional 'nspec- 
tors dosety monjionng licensee edivtltes & independently assessing plant readiness 


euOUGH.AR Region 1, Ofc of tPe Director 88/11/22 WIGGINS, JT Region 1, Ofc 
of the Director 6pp 47698 010 47698015 


8811230077 Hesponos lo ooiuir iir ro pibmi o aiuiuti ui unauw upjofgBncy prepared 
nesa for town of Plymoutf).MA Plant will not rostart until NHC sntisfiod that plant can 

beoperaledaafely VStello 881 102 memo oncl 

ZECHLW Commissioners 88/11/17, HADFIEl D,J D Plymouth, MA 4pn 
47657 233 47657 242 


8812190224 Monthly operating repi for Nov 1988 for Pilgrim Nuclear Power Station W/ 

HAMILTON P. HIGHFILL.KL Boston Edison Co 88/11/30 7pp 47851 256- 
47851 262 


-8811230080 Comments on "under ac/vlsomont" volo of NRC on 00l014,wh[ch would 
have given permission to restart plant NRG should contact author for current & up to 
date assessment of where Plymouth Is in plannlnn nrocoss 

HADFIELDJD Plymouth, MA 08/10/17 ZECH.l W, Commissloriors Ip 47657 242 
47667 242 


0812150005 Forwards bi weekly status rept for 
BLOUGH.AR Rogon 1. Ofc of iho Oracior 
cl the Director €pp 4780Q 244 47600 249 


period 881 110 1202 

88/12/07. WIGGINS J T Region 1, Ofc 


8812120189 Part^ response lo FOIA request lor documents Forwards App T & partially 
de'eted App U documents (ref FOIA Exemption 6) App S & T also available in 
PDR App V documents totally withheld (ref FOIA Exemption 5) ^ ^ 

GPlMSLEY,OH Division of Freedom of Information & Publications Services (Post 
880515) 88/12/08 JOHNSON,G E Swidfer & Berlin I4pp 47790 261-47791 016 


-8812120262 Forwards uli) biweeKfy status repi for penod 870604 17, 

WIGGINS JT Region 1. Ofc of the Director 87/06/19 COLLINS.S J Region 1, Ofc 
of the Dreclor lipp 47791 019-47791 048 


8812020002 Responds lo 881012 Ur re restart of plant Commission has decided to hold 
public mooting in nockvIllo.MO re status of omorgoncy plans 
ZECH.l Commissioners 80/11/28 YOUNG, A.P Clmtham, MA 2pp 47754 224 
47754 226 

-■0012020004 Urges that plant not be reononod until viable ovneuaDon plan devised 8 
approved based on 001(31 1 mootind to discuss rooponlng of plant 
YCJUNG.AP Chatham, MA 08/10/12 2ECHL Cominissionors, Ip 47754 226 
47754 226 


V. Operator Examlnatfona 


-8812130073 Forwards util biweekly status rept for period 880101-15 
QlOV)GH,An Region 1, 01c o1 Iho DtccIot 88/01/22 WIGGINS.JT Region 1, Ofc 
of the Duecior 3pp 47791 067-47791 069 


T. Healing Iranscripl* on non-antllruat matters 


8812090321 Informs that no changes lo SALP Board Ropl 50-293/87 09 warranted 
based on review of utfl 800019 commnnlsAck fmprovnmonl offorts util outlined In 
functional areas of radiological controls & training offoctlvenoss 
RUSSELLWT Region 1, Ofc of Iho Oiroclor. 08/12/01 BIRD,n Q Boston Edison 
Co 3pp 47761 177 47761 ?61 


8811300160 Forwards transcript of NRC 880928 public meeting In Plymouth, MA re toch- 
niCdJ 6 mgt issues at plant & transcript of 861005 mealing in Rockville, MO re status of 
readiness for restart of plant W/o end 

(X3LLfNS,SJ Region l. Ofc of the Director 88/11/16 PILLSBURY.M Massachu 
setts. Commonwealth of 2pp 47701 317 47701 318 

8811300287 Forwards transcnpls of 6B0929 public moetmg In Plymouth, MA re bases for 
NRC conclusion on technical & mgt issues at plant 6 881005 meeting in RocKville.MD 
on status of readiness for plant restart W/o ends 

COLLINS, SJ Region 1. Ofc of the Director 80/11/16 THOMPSON, A Plymouth, MA 
2pp 47677 126-47677.127 

8811300292 Forwards transcnpls of 680929 public meeting In Plymouth.MA ro bases for 
NRC conclusion on technical & mgt Issues lot ^anl & S81tM)5 meeting In 
RocKville.MD on status of readiness for restart of plant W/o ends 
COlllNS.SJ Region 1, Ole of tee Dtedor 88/11/16 DRISCOLL, M Kingston, MA 
2pp 47680 220-47680 221 

6811300335 Forwards transenpt of NRC 880929 public meeting in Plymoulh.MA de 
senbing bases for NRC conclusion ro technical a n>gl issues & 881006 meeting in 
RxKviilo.MD on status of reetfinoss for restart of facility W/o ends, 

COLL!NS,SJ Region 1. Ofc of the Director 88/11/16 CORCORAN.D Marshfield. 
MA. 2pp 47877 124-47677 125 

8811300347 Forwards transcnpls of 860929 public meefing in Plymouth.MA ro bases for 
NBC conclusions ro technical S mgt issues at facility S 881005 public meeting In 
Rockville, MO on status of readiness tor restart of plant w/o ends 
COLLINS, SJ Region 1, Ofc of the Dteclor 80/11/16 MA2ZILLf.FR Carver, MA 
2pp 47680218-47680 219 
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F. SacurllYi medical, emorgonoy A fire prolocfjon plans 

8812190141 Forwards Rev 7 lo physical socurlly plan Rov wJlfiliold 
WILKINSON, B.W Michigan Slato Unlv, East Lansing, Mi 80/12/15 Documonl Con 
fro) Branch (Documonl Control Dosk), Ip 47053'367-47053 357 


P. Operating llcanae atago documents A correepomionco 

8012050268 Application for omand lo Lfconso n-114,flmondirio TRIOA ficonso lo "Pos 
session Only" status as part of curront plans to docommission 
reactor Decommissioning plan will bo submillod by 8901 02, (or NRC rovlow 
WILKINSON.RE Michigan Slato Unlv, Cost lansInQ. Ml. 00/12/01 Documonl Con 
trol Branch (Document Control Dosk) 6pp 47720 232-47720 330 

-8B12050269 Proposed Bov 3 lo Tocln Specs 

* Michigan State Umv , East Lansing, Ml 08/ 1 1/30 20pp 47720 237-47720 25/ 

-8812080044 Amend 5 to License R-114.amondIng (Iconso In ontlroiy 
EIS6NHUT.0Q Division of llcondng (000420 051124), 04/00/19 3pp 47720 268 
47720 260. 

-8812000067 Rev 2 to Tech Specs for TRIG A reactor 

♦ Michigan Stale Unlv . East Lansing. Ml. 04/00/30 77pp 47720 261-47720330 


W1 1300419 Forwards transcripts of 8B0929 public meeting m Plymouth, MA fe bases for 
NRC corvciusion ro technical 6 mgt issues at plant & 881005 public meeting In 
RocKvjUb.MD on status of readmes-. \ r plant restart W/o ends 
COLLIN9.SJ Region 1. Ofc of the Director 00/11/16 NEUBAUER.J Duxbory. MA 
2pp 47677 142-47877 143 

8811300474 Forwards transcripts of 880929 public meeting in Plymouth, MA re bases lor 
NRC conclusion on technical & mgt issues at plant & 881005 public moetina fn 
Rockviilo.WD on status of readiness for restart of facility W/o ends, 

^ 88/11/16 VALU.EH Kingston, MA 

epp, 470/7 UOl 47677 302. 


8812100057 Advises that 081104 request for route to transport spent reactor fuel to 
Denver, Co meets 10CFB73.37 requirements & nccoptablo. 

MACDONALO.CE Transportation Branch. 88/12/13 WfLKINSON.B.W, Michigan 
Slato Univ , East Lansing, Ml 20pp, 47835 090 47835 1 15 


6812220198 Forwards revised Tech Specs (o 001201 ap^nllcnllon for amend to Liconse 
.1 conversion to possession only status, Fission chombor, containing 2 g 

U 235 A startup source will bo rotalnod during possosslon only alane. 

WlLKINSON,B W. Michigan Slato Unlv, East Lansing, ML 80/12/^4 Document Con 
trot Branch (Document Control Desk) ip 47901 290-47901 320 


8811300478 Forwards transcnpls of public meetings On 880929 In Plymouth.MA re tech- 
nical 6 mgl issuea at plant & 08lCyO5 public meeting in BockviU0,Mti re status of read 
iness (or rostart of planLW/o ends 

88/11/16 LEVIN, R. Marshfield. MA 2pp 


-6812220201 Rev 3 to Tech Spocs 

* Michigan Stale Umv, East Lansing, Ml 09/12/31. 21pp 47901 300-47001.320 
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8811300485 Forwards 1/anscfi^pla of public meetings on 880929 In Plymouth.MA re tech- 
^f & mgt issues at plant A 881005 public mooUng In RocKvitiG.MD re Biaius ot read- 
fness for restart of plant W/o ends 

J^LUNSjS J Region 1, Ofc of the Director 88/11/16 Carver, MA 2pp 47680*214- 

4/o0V 215 

W11300WD Forwards transcnpls of 880929 public meeting in Plymouth.MA re NRC 
corrcluslpn on technical A mgt issues at plant A 881005 moeling in RocKvdlaMO on 
status of readiness for restart of plant W/o ends 

fiS/11/16. DOWD.P, Ouxbury. MA 2pp 

l^anscnpt of 880929 moeling in Plymouih.MA re technical A mgt 
19M?67Vl9?^® KARBOn.G Plymouth.MA 

18122702^ Ejrtends thanks for oxceflant court reporting performed In past & In oarttevi 

4ms 80/12/1^ RILEY Ann Rifey a Associates tp 47G26 213 


F. Security, medical, emergency A lire protection plana 

8812^0267 Requests submittal of allegation Invosligallon rosulls A disposition of alle 
wltliheld. 

NUREL^S.CE, Region 3. Ofc of the Diroctor 00/12/02 REEDvC. Commonwealth 
Edison Co 2 pp 47701 '359 47701.360 

oxerdso weaknesses noted In Insp Ropte 60 205/08-1 0 A 
1 ® ° j 000927-29 Corrective actions accidont mgt course for onshift per 
r c *^7 P'^rit training dept in conjunction w/Woalinghouse 
TRZYNA,G.E. Commonweairn Edison Co 88/12/06 DA VIS, A B Realon 3, Ofc of the 
Director 3pp 47926 178 47926.100, 


P. Operating license stage documents A correspondence 


881128004D Generic Ltr 00-20 
reactor facilities re individual 
©ncL 


lo all licensees holding OLs A CPs for nuclear power 
plant exam for severe accident vuInQrablllUes Svo fist 


CRUTCHFIEID.D 
dated Edison Co 


Associate Director for Projocia (Post 070411) 
of New York, InO Oipp 47720 303-47720,024 


, 08/11/23 Consoli 
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eB12010S05 Provides analysts of Flog Guide 1 OB.Gqv 2. “Radiation embritllomenl of 
Reactor Vessel Malls" for impact on prossure lomp tmatup & cooldown cun/os con 
lamed In Tech Specs, per Generic Ltr 08 1 1 

RICHTER, M H Commonwealth Edison Co 80/11/28 Oocumenl Control Brancti (Doc- 
ument Control Desk) 2pp 47703 0^19 4/703 050 

0012070001 Advises NRG of 8D0824 meeting to address Issue of initial ref lomp points 
for WP-70 weld metal tn plant reactor vesaola W/encI 

IRZYNAiG E Commonwoallh Edison Co 88/11/29 Office of Nuclear Reactor Regu 
lotion. Director (Post 070411) 2pp 47737 323 47737 324 


0812270051 Responds to exercise weaknesses noted In Insp Repts 50 295/80-18 & 
50-304/80-18 on 880927-29 Corrective actions accident mgl course for onshift per- 
sonnel developed by plant training dept In conjunction w/ Wo sting tiouso 
TnZVNA,G E Commonwealth Edison Co 00/12/08 DAVIS, A B Region 3, Ofc of the 
Director 3pp 47926 170-47928 100 

8812020287 NRC Info Notice 80 095, "Inadequate Procurement Roquiremenls Imposed 
by Licensees on Vendors " Svc list enci 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 08/ 12/00 
Consolidated Edison Co of Now York, Inc 112pp 47807 191-47807 302 


6812070035 Forwards safety evaluation supporting util 031105,800022 & 1031 re 
sponsos lo Generic Ltr 03-20, Items 3 1 3 & 3 2 3 re Tech Specs for post-maint testing 
requirments 

MULLEn,OR Project Directorate III-2 00/12/02 BLISS, H.E Commonweallti Edison 
Co 3pp 47740 08G 47748 093 

-88120/0038 Safaly evaluation supporting util responses to Generic Ltr 03 20.ttems 
3 1 3 & 3 2 3 re post mainl testing requirements 

* NRC ' No Detailed Affiliation Given 00/12/02 3pp 4774B 009-47740 093 

8012220206 Forwards propnelary & nonnropriotary NFSR 0033, “VIPRE/ WHB-I DNBH 
Thormal Limit for Weslinghouse OFA Fuel " Affidavit & apniicallon for withholding pro 
priGlnry rept also end Proprietary version withhold (ref lOCFRa 790) 

TRZYNA.Q E Commonwealth Edison Co 08/12/15 Office of Nuclear Reactor Rogu- 
lalion, Director (Post 0/0411) 4pp 47892 257 47092 330 

-8812220211 Requests that proprietary version of NFSR 0033, “VIPRE/ WBD-1 DNBR 
Thermal Limit for Wostinghouso OFA Fuel" be withheld from public disclosure (ref 
10CFR2 790). 

WIESEMANN.RA Westinghouso Electric Corp 00/10/12 MURLEY.T Office of Nu 
clear Reactor Regulation, Director (Post 070411) Itpp 47092 261 47892 271 

-8612220214 Rev 0 to " VIPRE/ WRB-t DNBR Thermal Limit for Wostinghouse OFA 
FuqI " 

BOERQER.J C , GRIFFIN.J L, KIM,H*S Commonwoallh Edison Co NFSR 0033 ROO. 
89/10/14 59pp 47092 272-47892 330 


O. Inspection reports, IE Bulletins A correspondence 

001 1160211 NRC Info Notice 80 090, "Unauthorizod Removal of Industrial Nuclear 
Gauges Svc list one! 

CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
08/11/22 Consolidated Edison Co of Now York, Inc flOpp 47/00 255 47700 257 

8011160'187 NRC Info Notice 80 091, “Impropor Administration & Control of Psychologi- 
cal Tests " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/11/22 
Con sol Ida led Edison Co. of Now York, Inc 101 pp 47700 042-47700 142 

6B1 1280094 Forwards Safety Insp Repis 50 205/80-24 & 50 304/88 24 on 001024- 
29 No violations noted 

QREQER.LR Region 3, Ofc of the Director 00/11/22 nEED,C Commonwoallh 
Edison Co. 2pp 47654 037-47654 060 

-8811280097 Insp Repts 50-295/00-24 & 50 304/08-24 on 001024-28 No violations 
noted Major areas inspoclod chomlslry program, including procedures, organization & 
training A primary & secondary ays water QG programs 

HOLTZMAN,R0, SCHUMACHER.M.C Region 3, Ofc of Iho Director 88/11/22 
12pp 47654 039 47654.050 

8811300442 Forwards Safety Insp Repts 60-205/80 10 & 50 304/08 10 on 000024- 
1110 A notice of violation 

HINDS, Region 3, Ofc of the Director 00/11/26 REEO.C Commonweatlh Edison 
Co 2pp. 47671 171-47671-195 

'•8611300446 Notice of violalion from Insp on 880824-1 1 10 Violations noted no program 
Impjamentod to assure that surveillance testing of svc water pumps performed & con 
dition adverse to quality not corrected on 880500 

CLAYTON, B. Region 3. Ofc of the Director. 00/11/26 2pp 47671.173 47671.174, 

-8811300449 Insp Repts 50 205/60-19 A 60 304/88-19 on 080024-1110 Violations 
noted Major areas inspected licensee action on previous insp findlngs.summary of 
operations, Unit 2 trip on 801008 A 12 A 081010 Unit 2 valve block slippage. 

HINDS.J M Region 3, Ofc of the Director 88/11/25 21pp 47671 176 47671 IDS 

8812020166 Forwards addendum to Insp Ropls 60-295/08 04 A 50 304/08 05 on 
6B0210, consisting of comparisons of results of liquid spike sent to plant A criteria for 
comparing analytical measurements Conservative disagrooment for H-3 noted 
GREGER.LR Region 3, Ole ol the Director 00/11/28 REED.C Commonwealth 
Edison Co Ip 47722 090-47722 092 

-8012020214 Addendum lo Insp Repts 50 295/80 04 A 50-304/88-06, consisting of 
comparisons of results of liquid spike sent lo plant A Cflloria for comparing analytical 
measurements 

* Ofc of Enforcement (Post 070413). 00/11/28 2pp 47722 091-47722-002 

8812120024 Informs that investigation of Allegation Rlll-A 80-0006 re alleged door prob- 
lems discussed In end util 080929 ltr sufficient. 

NORELIUS.CE Region 3. Ofc of the Director. 80/12/01. REED.C Commonwealth 
Edison Co 2pp 47700.151-47700.161 

-8012120026 Provides response to Allegation Rlll-A 88-0086 re operation ol vital area 
door 

BLISS. HI E Commonwealth Edison Co 86/09/29 DAVIS, A B Region 3, Ofc of the Di- 
rector. 9pp 47780 153-47700.161 

881 1290030 NRC Info Notice 88 093, "Teletherapy Events " Svc list end 
CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729) 
08/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103-47011 215 

061 129053B NRC Info Notice 88 094, "Potentially Undersized Valve Actuators ” Svc list 
«hcl , 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143-47708 254 


n. periodic operating reports A related correspondence 


0812230081 Fonvards monthly operating repts for Nov 1960 for Zion Genorallng Station 
Units 1 A 2 A summary of operating experience for Oct 1 908 
PLIML.GJ Commonwealth Edison Co 00/12/06 Documonl Control Branch (Docu- 
ment Control Desk) Ip 47011 315-47911-326 

-8812200126 Monthly operating repts (or Nov 1988 for Zion Units 1 A 2 
AUSTIN.G Commonwoallh Edison Co 80/11/30 Qpp 47911 316 47011 324 

-6812230004 Monthly operating repts for Oct 1988 for Zion Generating Station Units 1 
A 2, consisting of summary of operating exporience 
* Commonwealth Edison Co 06/10/31 Ip 47911 325 4791 1 325 


5. Reportable occurrences, LERe A related correspondence 

0811280168 LER 80 010 00 on 081025, motor Urwon auxiliary feedwater pumps Inoper- 
able during blackout event Caused by anti pump design dofldency Mod installed to 
correct design deficiency for auxiliary feodwalor A svc water pumps W/undaled ltr 
NETZEL.I, PLIML.GJ Commonwealth Edison Co 60/11/25 6pp 47656 013- 
47656 018 

8812070052 LER 08-022-00 on 081102,3 incti core hole ponotralion found in west wall 
ol Inner cnb house which degraded functional Integrity of fire barrier Caused by dofi 
ciency in Identifying fire protection concorns W/681201 ltr 

BERRY.FM, PLIML.GJ Commonwealth Edison Co. 08/12/01 3pp. 47753 100- 
47753*102 

8012060020 LER 80 021-00 on 881 102,inaclver1ant autostart of outside dosimeter com- 
ponent cooling pump occurred Caused by metal filing shorting out Metat particle re 
moved from timer conlact.W/801202 ltr 

SOOEN.D, PLIMLQJ Commofwoallh Edison Co 88/12/02 4pp 47743 016 

47743 019 

0812130197 LER 08 023 00 on Bai108,low Isolation valve seal water tank pressure duo 
lo failod chock valve Temporary aileration Issued to mochanlcalN jumper around 
check valve A work request generated to disassemble check valve W/881 208 ltr 
ASHLEY, J, PLIML.GJ Commonwealth Edison Co 00/12/08 4pp 47792155 

47702 158 

8812100362 LER 88 024 00 on 001 1 10, station blackout signal Inadvertently 

initiated Caused by lack of adequate administrative controls dunng field 
waikdowns Interim policy to limit field waikdowns initiated W/undatod Hr 
NETZEL.I., PLIML.GJ Commonwealth Edison Co 80/12/10 3pp 47853 272- 

47053 274 


DOCKET 60-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency A fire protection plana 

0811300164 Forwards odd) Info lo resolve certain /Vpp R draft SER open lloms.por 
870323 request Main steam relief valves have two stated shutdown functions 
QRIDLEY.RL Tennessee Valley Authority 07/06/22 Document Control Branch 
(Document Control Desk) 12pp 47676 001-47676.012 

6012160091 Forwards "Browns Ferry Nuclear Plant Annual Exorcise Scenario 1988," 
per 84101 1 renuosi Exorcise scheduled for wk of 800010 

QRIDLEY.R Tennosseo Valley Authority 08/00/04. Region ?, Ofc of tfio Director Ip 
47031.245 47032 243 

-B8 12160096 "Browns Ferry Nuclear Power Plant Annual Exorciso Scenario 1988." 

• Tennosseo Valley Authority OQ/06/02 400pp 47031*246 47832 243 

6811290512 Informs that requested info supporting App R audit rescheduled A will bo 
provided by 690203, 

GRIDLEY.R Tennessee Valley Aulhonty 08/11/22 Document Control Branch (Do cu 
menl Control Desk) 3pp. 47650,078 47650 OOO. 

0012140029 Forwards safely evaluation of licensee 860101 A 8B0404 submittals re 
10CFR50,App R shutdown analysis Proposed safe shutdown capability aatislios re- 
quirements based upon NRC 801021 approval of exemptions to App R 
BLACK, SC Ofc of Special Pfojocts 80/12/08 KINGSLEY.OD Tennosseo Valley 
Authority 2pp 47799 246 47799 255 

-6812140033 Safety evaluation accepting util App R submittal os applied to adequacy 
of minimum safe shutdown sys. 

• Ofc of Special Pfoiecls 86/12/08, 19pp 47799'247-47709 265 

8B122Q0079 Forwards replacement pages to 870611 Rev 6 to physical security /contin- 
gency plan End withheld (ref 10CFR73 21} 

GRIDLEY.R Tennessee Valley Authority 88/12/13 Document Control Branch (Docu- 
ment Control Desk) 2pp 47062 200 47862 201 

0012210196 Revised central emergency control ctr emergency plan Implementing 
procedures, Including Rev 1 to CECC EPI P-1, Rev 2 to CECC-EPIP-2,Rev 2 lo CECG 
EPIP-a.Rev 3 lo CECC EPtP 4, Rev 2 to CECC EPIP-5 A Rev 2 to CECC EPIP-7 W/ 
801216 Hr 

MCANALLY,JL, GflIDLEY.R L Tennessee Valley Aulhonty 80/12/16 86pp 
47906 304-47907 053 
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6812210206 Fows^ds flev 1 to radiological emergency plan i Rev 19 1o Erneigervcy 

Oocun-em ConVot Branch (Oocu 

rnenl Control DosM 2pp 47907 063 47907 076 


-6812210273 Re^ 1 to ‘ fladjological Emergency PJan " 

* Ttnnss^tO Valley AvJihonCy 66/12/07 tipp 47907 065 47907 075 


-6812210276 Rev 3 to Emergency Plan Implementing Proceduro BFN EPIP*1, Attach* 
Tennessee Valley Authority 88/12/16 Ip 47907 076 47907 076 


P (^ralfng license stage documents & correspondence 

8811300164 Forwards addi info to resolve certain App R draft SER open items, per 
670323 requfisl Mam steam relief valves have two stated shutdowf> functions 
GflIDLEy.HL Tennessee Valley Authonty 87/06/22 Document Control Branch 
(Documeni Control Desk) 12pp 47676 001-47676 012 

881213Q143 Forwards Amends 160,157 & 131 to Licenses DPn-33,OPfl 52 & DPR 
68,r€spectivety & safety evaluation Amends replace all water favel refs to lop of active 
fuel w/corres|Mnding ref to vessel zero ^ * iu .. 

BLACKS Ofc of Special Projects 88/10/19 WHITE.SA Tennessee Valley Authority 
2pp 4779S 248 47798 284 

-8812130150 Amends 160,157 & 131 to Licenses DPfl33.0PR62 & DPR 66, 
respectively, replacing all water tsvel refs to top of active fuel w/corrosponding ref to 
vessel zero 

0LACK.S Ofc of Special Prefects 88/11/28 33pp 47798 250 47798 282 

-8612130174 Safety evaluation supporting Amends 160,157 A 131 to Licenses DPR* 
33JDPR 62 A DPR 68,respeclivefy « 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 88/11/26 2pp 
47798283 47798 284 

6612020165 Forwards Amends 158,154 A 129 to Licenses DPR33,DPR*52 A DPR* 
W.reapeclivofy A safety evaluation Amend changes definitions of mode of 
operations^core alteration A reactor conditions 

BLACK.S Ofc of Special Projects 88/11/18 WHITE, S A Tennessee Valley Authority 
2pp 47710 171 47710 335 

-8812020166 Amends 168.154 A 129 to Licenses DPR.33.DPR 52 A OPR-68, 
respectively. changing definitions of mode of operation, core alteration & reactor condl* 
Hons for facility. 

eUCK.S Ofc of Special Prelects 88 / 11/18 1S5pp 47710173 47710 327 

-86120M191 Safety evaluation supporting Amends 158,154 A 129 \o Llceivses DPR* 
33,OPR*52 A DPR 68. respectively 

* Ole oi Special Projects 68/11/18 Bpp 47710 328 47710 335 

681206023S Forwards Amends 159,155 A 130 lo Licenses DPR*33,DPR 52 & OPR* 
Sd.respoctrvefy A safety evaluatlonAmend will add ASME Section XI pump & valve 
program definition A change applicable testing frequencies to ref definition 
BLACK.S Ofc of Special Projects 88/11/22 KINGSLEY, OD Tennessee Valloy Au- 
tbonty 2pp 47755 047*47765 163 

-6612060243 Amends 159,155 A 130 to Licenses DPR*33,DPR*52 A DPR-68, 
re speclivety, adding ASME Section XI pump A valve program definition A changing ap* 
pficabfe testing frequervcies to ref definition 

BLACK.S Ofc of Special Projects 80/1 1/22 113pp. 47755040 47755 181 

-8812060246 Safety evaluation supporting Amends 159,165 A 130 lo Ucensea DPR- 
33.0PR*52 A DPR OB.respectfvoly 

* Ofc of Special Projects 88/11/22 2pp 47755 162'47755. 163 


safely ovaluafion of llconsoe BO0 101 A 600404 submittals te 
jtdown analysis Proposed safo shutdown capabfitiy satisfies re 
on NBC 801021 approval of exemplions lo App R 
Special Projocls 08/12/08 KINGSLEY, O D Tennessee Valle r 
) 245 47799 265 

8612130022 Forwards rasponso to 081121 roquosl for addI Info on cable ampacity 
program, cable installation program, fuse program A thermal overload program, Util will 
provide status on testing by 890131 

GRtDLEY.R Tonnessae Valloy Authority 80/12/09 Document Control QrandA (Oocu* 
ment Control Desk) Ifipp 47792 281-47792 290 


8812140029 Forwarda 
lOCFBSO.App R shi 
qmromonts oasod up 
BLACK.S C Ofc of 
Authority 2pp 4779£ 


8812140167 Application for amends to LIconsos DPn*33,DPn*52 A DPR G0, adding re 
qulremant 1 0 MM 6 to Tech Specs.requlring Impfemontalion of program to monitor 
piping made of austenitic sialnless stool per Goneric Lir 00 01 Foe paid 
RAY.MJ Tennesseo Valley Authority 00/12/00 Document Control Branch (Docu 
men! Control Desk) 3pp 47814'04 1*47814 054 

-8812140159 Proposed Tech Spocs.adding Roquiremont 1 0 MM 6 to raqulra implomen 
talion of Insorvico Insp program to monitor piping made of nustenilic slafnioss sloe! 
per Generic Ur 88 01 for Indications of IGSCC 
* Tennessee Valley Authority 80/12/09 tipp 470 14 '044 47014 054 

6812140165 Responds lo Generic Ltr 00*11 fo radiation ombnltlernent of reactor vess&l 
metis A Irnpacl on plant operations using molliodofogy In Rov 2 to Reg Guide 1 99 
GRIDLEY.R Tennessee Valley Authonty 00/12/09 Document Control Branch tDocu 
ment Control Desk) Opp 47800 206 47000212 

8812160129 Notification of 001220 mcoling w/util at silo for liconseo presentation of 
cable Installation assessment A action plan 

MOflAN.DH Ofc of Special Projects 00/12/13 BLACK.S Ofo of Special Projecls 
9pp 47835 154 47835 162 

8812200177 Requests temporary exemption from GDC 17 re electrical cable 
separation Exemption requested tor llmilod timo period between luel reload A 
restart Fee paid 

GRIDLEY.R Tennessee Valley Authority 80/12/15 Document Control Branch (Docu- 
ment Control Desk) 12pp 47060 054 47068.066. 

8812230017 Provides clarification to statements conloinod In util 601100 submillal on 

& lant DCRDR Review concluded 0>at human englnoerlng discrepancy not required to 
B corrected before restart 

GRIDLEY.R Tonnoasoe Valloy Authority. 08/12/16 Document Control Branch (Docu 
ment Ckintrol Desk) 2pp 47914 351'479t4;352. 

8912270210 Summarizes NRC senior mat 861206 07 moetlnns re reviow of perform 
ance of operating nuclear power plants licensed by NRC Public mooting sclicduled for 
861221 to review results of latest moeling of NRR managora 
STEULO.V Ofc of the Executive Director for Operations 80/12/16 KINQSLEY.OD 
Tennessee Valloy Authority 3pp 47026 273 47926 275 

8812270104 Forwards Site Director Std Practice SDSP 16 8, "Fuse Control," defining 
requirements tor controlling procurement, Installation A maint of eleclrlcal 
fuses Submillal completes response to NRC 081123 request for Info ro fuse program 
GRIDLEY.R Tennessee Valloy Authority 80/12/20 Document Control Branch (Docu 
ment Control Desk) 2pp. 47926 036 47926.140 

“8812270107 Site Director Std Practice SDSP*16 8, "Fiiso Control " 

' Tennessee Valloy Authority 88/12/16 109pp 47026 038 47926.140. 


Q. InepecKon reporldj IE Oullatlns A correspondence 

0812220101 Forwards Environ Qualification Insp Ropls 50 269/60*11, 50*260/80 11 A 
60*296/88*11 on 000509*1 a.fnsp reviewed implemontntlon of program for establishing 
A maintaining qualification of electric equipment wlltiln 10CFR60 49 
RICHARDSON, S.O. Ofc of Special Projocls 88/09/01. WHITE, S A Tennessee Valley 
Authonty 3pp 47094.319 47094 344 

“8812220105 Insp Rapls 50 259/08 11.60*260/80-11 A 50 206/60*11 on 880509 
13 No violations noted Major areas inspected: Implomenlalion for establlsliing A main 
talning qualification of oloctrlc equipment within scope of lOCFROO 40 
HUBBARD.Q T , PIERSON.R C. Ofc of Special Projocls 68/08/26 22pp 47694 322* 


8812270244 Forwards Team Insp Repts 50 269/68-07,50 2C0/6B-07 A 50 296/88 07 
on 880418*22 No violations noted NRC concludes that Rov 4 of plant design baseline 
A venflcalion program Incorporates desired calculation 

BfCHARDSON,S.D Ofc of Special Projects 08/09/08 WHITE, S A Tennessee Valley 
Authority. 4pp 47926 337*47027.025 

“8812270245 Team fnsp Repts 60 269/80 07,50-260/80 07 A 50*206/88 07 on 
800418-22 No violations noted Major areas Inspected plant design baseline A verifica- 
tion program r w 

QEORGIEV.QB, LIAW.B D Ofc of Special Projocls B8/08/31. 4epp. 47926 340 


rofwaros proprietary "Browns Ferry Nuclear Plant Safety Sys Functional 
Insp Emergency Equipment Cooling Water Sys.RHR Sve Water Sys *' Recommenda 
prepared Rept withhold (rof 10CFR2.700) 

GHiOLEYpR L Tennessee Valley Authonty 80/09/23 Document Control Branch 
tOocumenl Control Desk) 2pp, 46998 256 46990 267 

1? Rfipts 60-269/88*13,50-260/00*13 A 60 

206/88-13 on B80516 27 A 0606-10 NRC findings In genoraf agreement w/resulls of 
uti» welding project Phase II rept 

RIWAROSON.S.D Ofc of Special Projecls 68/10/03 WHITE, S A Tennessee Valley 

Authority, 3pp 47892 101*47892 143 

50*269/88*13,50 260/68*13 A 50-296/80-13 OH 800516 27 A 
1 deviations from results reported fn ull) Phase II rept 

•• * onoineorlng calculations 

47892^04 4789 ZH 43 ®^' of Special Projects. 08/09/22 39pp. 
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B812050294 Advises lhat NRC 880817 commilmenl to perform iosps prior to fuel reload 
poslponed unlii Feb 1989 

RICHARDSON.S D Ofc of Special Projects 88/11/21. WHITE, S A Tennessee Valley 
Aulhority 2pp 47740 091'47740 092 

8811160211 NRC Info Notice 88 090, *'Unaulhorized Removal of Industrial Nuclear 
Gauges “ Svc list end 

CUnKi INGHAM, R E Division of Industrial a Medical Nuclear Safely (Post 870720} 
88/11/22 Consoltdaled Edison Co of New York, Inc 99pp 47708 255 47708 257 

8811160467 NRC Info Notice 80 091, "Improper Administration a Control of Psychologi 
cal Tests ’’ Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 88/11/22 
Consolidated Edison Co of Now York, Inc lOIpp 47700 042-47700 142 

6811300140 Responds to NRC 001025 Ur re violations noted In Insp Repts 50-259/06 
21,50-260/88 21 a 50*296/88-21 Corrective action generic reviews completed at 
plant & correcliva action procedure revised to rostructuro generic review 
GRIDLEY.R Tennessee Valley Authority 08/11/23 Document Control Brandi (Docu 
meat Control Desk) 7pp 47668 286 47668 202 

8812010186 Forwards V Stello 801117 Ur to all util executives re presence of NBC in 
spector at plants, rev to enforcemoni policy a proposed enforcement actions for oper- 
ator Inattentiveness at Poach Bottom 

BLACK.se Ofc of Special Prolecls 08/11/23 KINGSLEY.OD Tennessee Volley 
Authority 3pp 47709 250-47709 309 

8812690006 Ack receipt of 881007 Itr informing NRC of stops token to correct violations 
noted in Insp Repts 50*259/88 16, 50 260/08-16 a 50*290/08-16, 

MCCOY, FR Ofc of Special Projects 88/11/28 KINGSLEY.OD Tennessee Valley 
Autliorlty 2pp 47782 198-47782 199 

8812090018 Ack receipt of 601006 Ur Informing NRC of stops taken to correct violations 
noted (n Insp Repts 50 259/67-33, 50 260/07-33 a 60*296/87-33. 

MCCOY, FR Ofc of Special Projects 80/11/28 KINGSLEY,OD Tennessee Valley 
Aulhority. 2pp 47762 315 47762 316 

8812090074 Ack receipt of 8B1021 Ur informing NRC of stops taken to correct violations 
noted in Insp Repts 50 259/88-10, 60-260/08-18 a 60 298/00-1 B. 

MCCOY.FR. Ofc of Special Projects 80/11/28 KINGSLEY,OD, Tennessee Valley 
Authority. 2pp 47761 -123 47761.124. 

8612000114 Ack receipt of 080420 & 0602 Itrs Informing NRC of stops taken to correct 
violation noted In Insp Repts 60-259/80 02, 50-260/80-02 a 60 296/80 02. 
MCCOY.fr. Ofc Of Special Projects 00/11/28. KINGSLEY.OD Tennossoo Valley 
Authority. 2pp 47776:095-47775 096 

6812020255 Forwards ref purchase order numbers a dates for suspected purchases by 
util of Class IE components or sves from Planned Maint Sys.Inc for appropriate 
action, par NRC Info Notice 08 019, "Questionable Certilicalion of Class IE ' 
8LACK,SC Ofc of Special ProjeetB 88/11/20 KINGSLEY.OD Tennessee Valtoy 
Authority 6pp 47722 069 47722.073. 

8811290030 NRC Info Notice 08 093, "Telethorapy Events " Svc list end. 
CUNNINGHAM, R.E. Division of Industrial a Medical Nucloar Safoly (Post 070729), 
00/12/02 Consolidated Edison Co of Now York, Inc 112pp 4701 1.1 03*470 11 '21 5 

6811290538 NRC Info Notice 08 004, "Potentially Undersized Valve Actuators." Svc list 
end 

ROSSLCE OiviBlon of Operational Events Assessment (Post 870411) 80/12/02. 
Consolidated Edison Co. of New York, Inc 121pp. 47700*143 47708’264 

8012020267 NRC Info Notice 08 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors," Svc list end 

ROSSI.CE Division of Operational Events Assessment (Poal 070411) 08/12/00, 
Consolidated Edison Co, of Now York, Inc 112pp. 47807.191-47807 302 

6812140157 Application for amends to Licenses DPR-33,DPR-62 a DPR-88, adding re- 
quirement 1.0.MM.6 to Tech Specs, requiring implomonlatlon of program to monitor 
piping made of austenltlo stainless steel per Gonorlc LIr 60-01 Fee paid. 

RAY.M J. Tennessee Valley Authority 80/12/00 Document Control Branch (Docu- 
ment Control (Desk), 3pp. 47014 041*47014 054. 

**9812140159 Proposed Tech Specs, adding Requirement 1.0 MM 6 1o require Imploman 
talion of insorvlce Insp program to monitor piping made of austenitic stainloss steel 
per Generic Hr 88-01 for Indications of IQSCC 
* Tennessee Valley Aulhority, 00/12/09 11pp. 47014 044-47014.054 

681 2200361 Forwards Insp Repts 60 269/00-20.60*260/08-20 a 50-296/88 20 on 
800905-30 a notice of violation 

MCCOY.F.R Ofc of Special Projacts 80/12/09 KINGSLEY.OD Tennessee Valfoy 
Aulhority 2pp 47068'1 13-47860.138. 


S. Roportable occurrences. LERs a related correBpondence 

0812140236 LER 88 005 00 on B8110B,toss of power to 4160 volt shutdown board due 
to Inadequate breaker alignment causes ESF actuations Breaker reinstalled a properly 
racked Into normal position W/88 1206 Itr 

MEAOE.KE, CAMPBELL,GG Tennessee Valley Aulhority 88/12/08 5pp 
47800 334-47800 338 

8812210064 LER 08-006 00 on 881 116, compensatory sampling required by Tech Specs 
erroneously discontinued Caused by procedural deficiency Procedures revised W/ 
081212 Itr 

NAVE,E D , CAMPBELL, G G Tennessee Valley Aulhority 08/12/12 5pp 47076 03B 
47076 042 


V. Operator Examinations 

8811290270 Informs that NRC will administer raqualificalion exams In order to evaluate 
requallficatlon program Administration of raqualificalion exams to all Group IV opera- 
tors at that lima also Intended 

PARTLOW.J G Ofc of Special Prolocts 08/11/21 WHITE,S A Tennessee Valley Au- 
ttiorily 3pp 47663 350 47003 360 

8812160041 Forwards request for addi Info listed (n ref mail requirements & for licensed 
senior reactor operator from both operations dept & training dept to be representa- 
tives for exams 

MCCOY.fr Ofc of Special Projects 80/12/01 KINGSLEY.OD Tennessee Valley 
Aulhority 7pp 47832 345 47832 351 


DOCKET 50-297 NORTH CAROLINA STATE UNtV. PULSTAR REACTOR 


F* Security, medical, emergoncy & (Ire protection plane 


8812010198 Requests technical assistance in reviewing licensee 000810 emergency 
plan Completion requested by 990203 

AOAMS.A Standardization & Non Power Reactor Project Directorate 06/11/23 
TRAVERS,WD Emergency Preparedness Dranch 2pp 47710 101 47710-102 

0812010205 Requests technical assistance in reviewing 080819 security plan of applica 
Kon for OI renewal for Stale of NC PULSTAR roaclor facility Review should bo com 
ploted by 890203 

ADAMS,A Standardization & Non Power Reactor Pfo}ecl OIrccloralo 08/1 1 /23 
ERICKSON.R A Reactor Safeguards Branch 2pp 47700 252-47709 253 


P. Operating license stage documents & correspondence 

CD 1201 02 19 Requests technical assistance in reviewing geology, seismology & hydrolo- 
gy sections of 080010 OL renawal application Rovlow to be completed on 800203 
ADAMS, A Standardization & Non Power Reactor Proiect Dlrocloralo 06/11/23 
BAGCHI.G Structural & Geosciences Branch. 2pp. 47707 109 47707-110 

OG120S0117 Requests assistance In reviewing financial qualifications for ronowal of LI 
censo n-1 20, Review complotion by 600203 requestod. 

AOAMS,A Standardization & Non Power Roaclor Project Directoralo. 80/11/29 
TIIOMAS,CO. Policy Development & Technical Support Branch (Post 870411) 2pp 
47733.359*47733-360 

8812160040 Requests technical assistance In reviewing meteorology section of 880819 
ticonsee renewal application for North Carolina Stale PULSTAR Reactor Facility by 
890217 

ADAMS, A, Standardization & Non Power Roaclor Project Diroctorale 08/ 12/OB 
CUNNINQHAM.LJ Radiation Protection Branch 2pp 47834 358 47834 359 


Q. Inspection reports, IE Bulletins & correspondence 

8811300108 Responds to NRC 801102 Itr re violation noted In tnsp Rapt 60 297/08 
04, Corrective actions radiation protoctlon ofc In process of updating all 
procedurea,lncludlng procedures associated w/radlatlon survolllance & effluent moni 
torinn 

ELLEMAN,TS. North Carolina State Univ , Raloigh, NC 80/11/21 Document Control 
Branch (Document Control Desk). 3pp 47674-165 47674 187. 

8812200000 Ack receipt of 881 121 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50*297/88 04, 

DECKER, T.H. Region 2. Ofc of tho Director 08/12/08. ELLEMAN,TS North Carolina 
State Univ.. Raleigh, NC Ip 47859 355 47059 355 


R. Periodic operating reports & related correspondence 


>-8812200353 Notice of violation from Insp on 080905-30.Vlolation8 noted, failure to 
adequately correct discrepancy between as built plant configuration & emergency 
equipment cooling water Drawing 1 -476859*1 until 880222. 

MMOY.FR Ofc of Special Projects 08/12/09 2pp. 47868-116 47068,116 

-8812200355 Insp Repts 60*2 59/8 8-28.50-260 /SO -28 & 50-296/80-20 on 880906- 
30, Violations & unresolved Items noted Major areas Inspected operational 
safety, surveillance obsefvatlons.sys return to svc.ROs & restart lost program. 
CARPENTER.D.n., LITTLE, WS. Region 2, Ofc of the Director. 88/12/09, 22pp. 
47868:117-47868:130 


0B113OO562 Forwards Attachment A.Sectlon 6,7.51, "Environ Radiation Survolllance 
Rept for Period 870720 880300," to 1987-GB Tech Specs annual ropl dtd 880630 At- 
tachment A delayed In printing & unavailable w/moln body of rapt 
MILLER.GD. North Carolina Slate Univ, Raloigh, NO 80/11/17 Documanl Control 
Branch (Document Control Desk). Ip 47677 269 47677 287 

-0811300554 "Environ Radiation Suiveillanco Rapt for Period 800728 0003 " 
HARRIS.RJ North Carolina Slate Univ, Raleigh, NC BB/00/03 lOpp 47677 270- 
47677:287. 


R. Periodic operating reports & related correspondence 

8811300908 Monthly operating repts for Oct 1988 for Drowns Ferry Nuclear Plant Units 
1,2 &3 W/8B1121 Itr. 

CRAWFORD.J.D, CAMPBELL, G.Q, Tennessee Valley Authority 88/10/31. 70pp 
47702.167-47702.236. 


V. Operator Examinations 

681201Q212 Requests technical assistance in foviawing licensee 080819 submittal of 
revised operator requallkcation program of application for OL ronowal Requested com- 
pletion date for revlow Is 890203 

ADAMS,A. Standardization & Non Power Reactor Project Directorate 00/11/23, 
REGAN.WH Operator Licensing Branch 2pp 47703 078-47703 070 
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DOCKET S0-2Sie COOPER NUCLEAR STATION 


F, Securiiyt jnedlcaK emcrooncy & f/ra protacHon plans 

0011300239 Forwards Insp FI op I 50 298/88 31 on 061001-31 & riotica of violation 
CMIAN.LO ninglon A, Otc o1 Iho Diiotlor, 8-3/11/18 TnEVORS.G A Mobiasl^a 
PoblJc Powof Dslnrl 2po 4?677 251-47877 260 

“001130024$ Notice of viclntion from insp on 881001-31 Vrolalion noted on 681023 & 
24 iicensoo did not tomporarily Inaclivale badge of Individual w/rolraining require- 
monts not artomplished A InoEvidual was allowed unescorted access to protected 
areas 

• neafon4, Olcof IheDireclor QB/I1/I8,1p 47677 263 4767? 253 

>*6011300240 Insp Ropi 50-200786-31 on 681001 31 Violations noted Major areas 
inspected followup of pFant events, operational safety verification, access 

control, monthly surt'ojllance & mair>i obsorvalfons & emergency oxcercise 
PiCK.G A , BtMNETT.W R . CONST ABLE, G L Region 4, Otc ot the Director 68/ 1U 
16 ?pp 47677 254 4767 7 260 

fl8t130048$ Pff Vidas addi Info on staius of Open Item 6614 07 of Insp Rept 50-268/ 
66*14 Sp^nt fijol contingoncy plan would be revised Into two ^operate vols.A 8^ B Vcl 
A will contain parts of plan which did contain safeauards Info 
TREVORS, G A Nebraska Public Power District 68/11/21. Oocumont Control Branch 
(Documenl Control Desk) Ip 47676 208 47676 206 

0811290450 Forwards Jnsp Rapt 50 290/86 29 on 88l017'20No viofolions or devi- 
ations noted 

CALLAN.LJ Region 4, Ofe of the Director 86/11/23 TflbVORS.GA Nebraska 
Public Power Dislri-ci 2pp 47657 326 47657336 


6812150097 Documents 001117 mootings w/ulil In Region IV to discuss goneral Issues 
of interest to Iiconsfo & NRC.includinq overall performance of plant & other IsniosoF 
rogut^lory intftjf'sl Agonda.Iisl of aliondocs & mtioling summary end 
CAllA^i,L>^ Region 4, Ofn of the Director 60/12/00 TREVORS, G A Nohm^ka 
Public Power Dislritl 5pp 47823 050 4/623 054 

6812160020 fonvards SER supporting util response to Generic Ltr 83-28, Horn 71 
(Porto * ^ 2 ), ‘’Equipment Cinssificdlion & Vendor Inlorfucn (Reactor Tnp Sys A Com 
Pvynonls) - Cooper Nudeat StAtion " 

O’CONNOR,? W Project Diractofflto IV 68/12/42 TnEVORS.G A Nobrcsi'a 
Power District 4pp 47635 13tt 4/635 146 

“8612160021 sen supporting util response lo Generic Lu 03 20, Item 2 1 (Ports 1 & 2ji, 
“Equipment Classification & Voiulor Intorface (Reactor Trip Sys &. Components} 
Cooper Nuclonr Station " 

' Oitico of Nuclear Roaotor HegutiUion, Direuor (Po'it 070411) 00/12/12 3pp 
47635143 47035 145 

86122^0208 Rev to 870610 & 680304 applicdions tor amend lo License DPR 46,dni- 
slsllng of Tech Spec Change Request 32, deleting changes to limiting conditions fchf 
operetfon & surveillance requliemunls on firo barriers & ponotration seals 
KUNCL.LG Nebraska Pubuc Power DisUirt SB/lP/ll^ Dneument Control Branch 
(Document Cnnlro I Desk) 4|jp 47914 1 62-4 /G 14 163 

“6612220221 Proposed Tech Specs ro deletion ol previously proposed changes lo limil 
Ing conditions for operation & surveillance require/nenla on fr/e barriers & pentratjoi 

*■ Nebraska Public Power Dislnrt 66/12/1? I8pp 47914 1G6 47914 183 


0 Inspoctlon raporia, IE GuUotins & correapondenco 


-6811890490 Insp Rept 50 2 96/08 29 on 681017-20 No violations or deviations 
noted Major areas Inspected licensee performance A capoblltios during annual oxer- 
else ol ornorgeiicy plan & procedures 

TERC,N M , ]EVERETT,R X Region 4, Ofc of the Director 88/11/14 9pp 476S7320 
47657 330 


68 12 161)931 AUxisas that portions of Rav 23 to facility safeguards plan consistont w/ 
provisions of tOCFRSO 54<p) A occop fable, Pori ions Indicated In end aft unacceptable 
efiould be corroded A resubmiltetl lo maintain conirnulty W/o enci 
CALLANtLJ Region 4, Ofc of the Director 88/12/09 TREVORS, G A Nebraska 
Public Power Oistrlcl 2pp 47873 235-47B73 ?36 


8812220208 Rev to 0706 10 A 660304 applications for amend to License OPR 46,con- 
eistino of Tech Spoc Change Request 32, deleting changes to llmiling conditions for 
operation A survelllsnce roquiremonts on fire barriers A penotrairon seals 
KUNCLL G Nebraska Pubirc Power Dlslrfcl 00/12/12 Document Control Branch 
(Documenl Control Desk) 4pp 47914 162-47914.183 


-0012220221 Proposed Tech Specs re deletion of proidously proposed changes to limit* 
Ing conditions for operation A surveillance requirements on Uro barriers A pentralion 
ftoala 

* Nebraska Public Power Olstdct 80/12/12 10pp 47&14*166-47014'103, 


J. Insurance A Indemnity fnformalfon 

8812120260 Forwards scheduler exemption from property Insurance requiromenta of 
10CFR50 54(Pl(f) Environ assessment also end 

CALVOJ A Pfe|o«..k Directorate IV. 83/12/05. TREVORS, G A Nebraska Public Power 
Districl 4pp 47626 327-47826 336 

“8812120261 Exomplion from tOCFRSO 54 (w)(1) exteadine date for acquiring full 
amount of property insurance required by Commission requTatlona lo no later than 16 
months from 861205 Licensee exempt from purchasing Insurance in exce'is of ANI/ 
WAERP. 

tlOLAHAN.GM ProfocI Oiractorale IV 88/11/30 Nebraska Public Power Oislnct 
4pp 47026 331-47826 334 

-6812140260 Environ assessment A finding of no significant impact ro partial exomption 
from requirements of 10CrR50,54Cw)(1) from 801205-900604 requiring licensee to 
have property do mane Insurance In amount staled 

OCXONNOR.PV7 Pr^e cl Directorate IV 88/11/30 2pp 47826 335 47826.338. 

8612160137 Advises that State of NE Supreme Court denied rehearing on 081116 ro 
request for (feefaratory Judgment Mooting held to discuss slated insurance company 
requirements 

VOIGT, H.H LoBoouf, Lamb, Leiby A MacRao 80/12/06 TREBY.SA Assistant Qen- 
erflf Counsel for Rulemaking A Fuol Cycle 2pp 47833 081-47833 082 


661 1 300239 Forwards Insp Ropt 50 298/08 31 on 881001 J1 A notice of violation 
CALLAN.LJ Region 4. Ofc of the Director 60/11/10 IREVORS.GA Nobrflaka 
Public Power District 2pp 4/6V 251 47877 260 

-8S1 1300246 Notice of violation from Insp on 08 ICO I 31 Violation noted on 081023 6 
24 licensee d'd not temporarily inaclivale budgu of indivKiual w/reirfllnlng roquiie 
ments not acccniplishcd & Inciwidiml was allowed unosoortud access to protected 
areas 

•Region 4 Ofc of the Director 00/11/10 Ip 4/6/7 253 476/7 253 

-8811300240 Insp Rept 50-296/80 31 on 001001-31 Violations noled.Major areas 
Inspected followup of plant ovunts, operational safety verifrcalfon.accoss 
control, monlhlv surveillance A malnt observations 8 ernorgoncy excercise 
PICK.G A . HENNETT.W R , CONSTAQI E,G L Region 4, Ofc of the Director 68/11/ 
t5 7pp 4/6r7 254 47677 260 

6811300463 Responds to NRC 801019 ltr re vfolalions noted in Insp Rept 50-200/09 
26Corroctive dctiorrsnew splicing using Okonite must bu In accordance w/Mnlnl 
7 3 26 1 or 7 3 26 2 In compliance w/CQuP ?24 

TREVORS, G A Nobrat»ka Public Power Oibtncl 00/11/10 Documenl Coni ro I Branch 
(pocumenl Control Desk) 3pp 47695 357 47b96’350 

0811300468 Provides addI Info on status of Open Item 6614 07 of Insp Ropl 50 208/ 
86-14 Spent fuel conlinpency plan would be revised into two separate vols.A A B Vo) 
A will contain parts of pFan which did contain sofeguards info 
TREVORS, Q A Nebraska Pubirc Power District 80/11/21 Document Control Branch 
(Oocumont Conlrol Desk) Ip 47676 206 47676 200 

0811300498 Respondr NRC 001021 ltr ro violations noted in Insp Rept 50-296/80 
26.Corr€Ctivo actions Nuclear Porformanoe Procedure 10 27 revised to c/oofly dofin 
eato that doficienl stops require signoffs prior to proceeding to noxt stop 
TREVORS, G A Nebraska Public Power District 00/1 1/21 Oocument ConlroJ Branch 
(Document Conlrol Desk) 2pp 47677 208 4767/ 209 

68111002 M NRC info Notice 86 090, '’Unauthorized Removal of Industrial Nucloor 
Gauges “ Sve fist end 

CUNNiNGRAM,R E Diviston of Industrial A Moilical Nuclear Safety (Post 670720) 
88/11/22 Consolidated Edison Co of Now York, )nc 90pp 47708 265-47708:267. 

8611160467 NRC Info Notice 08 001, ’’Improper Administration A Control of Psychologl 
cal Tests " Sve list end 

ROSSI, C 6 Division of Operational Events Assessment (Post 870411) 00/11/22, 
Consolidalod Edison Co of New York, Inc 101 pp 47708 042 4/708 142 

8811200459 Forwards fnsp Repl 50 298/88 20 on 001017-20 No violations or devi- 
ations noted 

CALLAN.l J Region 4. Ofc of the Director 80/11/23 TREVORS.GA Nebraska 
Pub'»c Power District 2pp 4/657 326 47667 336 


8812140049 Forwards Endoraements 80 & 81 lo NELIA Policy NF-20O A Endorsomonta 
64 A 65 lo MAELU Policy Mr-70,re))ecl]ng Increase in faculty form riabmty Insurance 
limit from $160,000,000 to $200,000,000 effocltvo 001013 
TREVOR S,Q, A. Nebraska Public Power District 00/12/07 Document Conlroi Branch 
(Document Conlrol Desk), flpp 4770B 344 47798 352 


-8811290450 Imp Rept 60 208/68 29 on 081017-20.NO violations or dovlaUons 
noted Major areas fnspoclod licensoo performance & capabillies during annual exor- 
cise of emergency plan & procoduros 

TERC.NM.EVEfiEn,RJ Rogion 4, Ofc of the DfroUor 08/11/14 0pp 47657^328- 
47657 336 


P. Operating Rcanse stage documents & correspondence 

8811290209 AcK receipt oi 680817 response to NRO evaluation of changes to plant off- 
site dose assessment manual 

O'CONNOR.P-W Project Directorate IV. 68/11/17 TREVORS, Q A Nebraska Public 
Power District 4pp 47651.262-47651.266, 

8811300063 Forwards requests for addi info re utli 831104 & 850701 responses lo Go- 
peifc Ltr 83-20 .Items 2 18 2 2 

O'C0NN0R.PW Projoci Directorate IV. 88/11/21 TREVORS, Q A Nebraska Public 
Power Distdcl. 6pp 47671.006-47671.010 

8811250048 Generic Mr 60-20 to all licensees holding OLe & CPs for nuclear power 
reactor facilities re individual plant exam for severe acetdont vulnerabilities Sve fist 
encl. 

CRUTCHFIELO.O Associate Oirector for P/ofects (Post 670411) 88/11/23 Consoli 
dated Edison Co, of New York, Inc 01 pp, 47728.303-47720024 


6811300229 Reaffirms ulil need for extension to respond to notice of violation & pro- 
posed Imposition of civit penalty concerning environ qualification Issues In Oonanc Ltr 
88 07 

TREVORS.GA Nebraska Public Power Drstnet 00/11/23, Ofc of Enforcomant (Post 
870413) Ip 47670359 47670 359 

8811290030 NRC Into Notice 00 093, "Telolherapy Events " Sve list oncl 
CUNNINGHAM.R E Division of Industrial & Medicel Nuclear Safety (Post 870720) 
08/12/02 Consoirdated Edison Co. of Now York, Inc 112pp 47011*103 47811*216 

6811290538 NRC Info Notice 88-094, "Potonlially Undersized Valve Actuators “ Sve list 

ROSSI, CE Division of C^eraUonnl Events Assossmont fPost 070411) 88/12/02 
Consolidated Edison Co of New York. Inc 121pp 47708 143-47708 254 

6812050192 Forwards fnsp Ropt 50-290/86 27 on 891024-28 & notice ol violation. 
CALLAN.LJ. Region 4. Ofc of the Director. 00/12/02 TREVORS.GA Nebraska 
Public Power Dlslncl 2pp 47/31 001-47731 024 
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-B81 2050194 Nolico of violation from insp on 081024-20 Violation noted somlannua! 
PASS operator requalification training not conductod & docitmonted by training dept 
djring time period of May 1087 - June 1986 

• Region 4. Ofc of the Director 68/12/02 Ip 47731 003-47731 003 

'•8B1 2050196 Insp Ropt 50 296/60-27 on 681024-26 Violation noted Major areas 
Inspected licensee chemistry/radlochemistry program & vaster chemistry & radloche 
mlstry confirmatory measu foments 

NICHOLAS.J 0 , WISE.R , BAER.R E Region 4. Ofc of the Director 00/11/30 21 pp 
47731 004-47731 024 

8612090328 Ack receipt of 001 1 21 Ur informing NRG of steps taken to correct violations 
noted in Insp Rept 50 266/68 20 

CALLAN.L J Region 4, Ofc of the Direclor 80/12/02 TREVORS, G A Nebraska 
Public Power Disirfcl 2pp 47761 131-47761 134 

8012140207 Forwards Exam Rept 50 208/OL-8D-03 of exam administered during wk of 
081017 

CALLAN.LJ Region 4, Ofc of the Director 80/12/07 TREVORS, G A Nebraska 
Public Power District 2pp 47814 125 47814 174 

-SB 12 140209 Exam Ropt 50-290/OL-08 03 on 881017 Exam results all candidates 
passed exams & Issued appropriate licenses 

GPAVES.D N . PELLET, JL Region 4. Ofc of the Director 80/12/02 3pp 47814 127- 
47014-129 

-8B 12 140213 Forwards comments on questions & answers associated w/ exams admin* 
islorod on AGI0 18*20 

DUTTON, J-W, KUNCL,LG Nebraska Public Power District 88/10/20 GRAVES.D 
Region 4. Ofc of the Director 45pp 47814 130 47014 174 

8812020287 NRG Info Notice 86-095, ''Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/12/08 
Consolidated Edison Co of New York, Inc 1 12pp 47007 191 47007 302 

8812100049 Responds to NRG B81106 hr re violations noted in Insp Rept 60*298/80 
24, Violation of plant Tech Spec 6 2.1.B.4 a did not occur Reconsideration of viofation 
requested Existing procedural requirements need to bo clarified 
TREVORS, Q A Nebraska Public Power District 86/12/06 Document Control Branch 
(Document Control Desk). 3pp, 47832 352*47632 354 

8012200128 Responds to notice of violation & proposed irnposltlon of civil penalty In 
amount of $160,000 rosulling from First Round Spocial Toam Environ Qualification 
Insp 50 268/06 28 on 081 103*07 Fee paid 

KUNCL,LQ Nebraska Public Power Dislrict 00/12/06 Ofc of Enforcement (Post 
070413) 25pp 47860 260 47860 263. 


R. Periodic operating reports & related oorrespondonco 

8012140036 Monthly operating rept for Nov 1008 for Cooper Nuclear Station W/D0 1205 
Itr. 

SCHEUERMAN.J T , HORN,Q R Nebraska Public Power District 88/11/30 Bpp 
47796 140 47796*144 


S. Reportable occur rencee, LERs & related correspondence 

0812130014 LER 66*027 OO.on 081100,found eotpoint of two switchos In excess of al* 
fowabla setpoints prescribed in Table 3 2 B of Tech Specs.Trip setpoints reset to 
within Tech Spec tolerances & ro verify switch operability W/001200 Ur 
REeVES,D L , HORN,Q R. Nebraska Public Power District 60/12/00. 5pp 47702 276- 
47702.200. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


P, Operating license stage documents & correspondence 


8B1 1200206 Notification of 861201 meeting w/util In nockville.MD to discuss contain 
menl liner leak chase channel venting 

SWENSON, WH Protect Directorate hi 3 66/11/22 HAN NON, JN Project Directorate 
111-3 3pp 47662 316 47662 320. 

0011280048 Qononc Ltr 88 20 to all licensees holding OLs & CPs for nuclear power 
reaclor facilities re individual plant exam Cor severe accident vulnerabililios Sve list 

CRUTCHFIELD, D Associate Director for Projocls (Post 070411) 88/11/23 Consoli- 
dated Edison Co of New York. Inc 81 pp 47720 303 47729 024 

0012050180 Advises that util has no plans to further attempt ultrasonic testing of reac 
tor coolant pump casing welds for plant due to unsatisfactory results, per 080125 & 
0531 requests for relief from ASME Code Section XI 

FAV.CW Wisconsin Efectnc Power Co 08/11/28 Document Control Branch (Docu 
ment Control Desk) 2pp 47731 359-47731 354 

0812050121 Roqiiosls higher review priority for WCAP-t1394, "Melhodotogy for Analy 
sis of Dropped Rod Event,*' to allow ticenseo to take advantage of methodology to 
reduce number of turbine runbacks 

FAY,CW Wisconsin Efoclric Power Co 86/11/29 MURLEYJE Office of Nuclear 
Reaclor Regulation, Director (Post 670411) 2pp 47733 290 47733 291 

0812090090 Responds to Generic Ltr 66*11, "Analysis of Embrittlement of Reactor 
Vessel Beltllne Malls '* Impact of Reg Guido 1 99, Rov 2, on pressure temp limits low 
temp overprossufo protective setpoints & PTS ocrooning calculations end. 

FAIr.CW. Wisconsin Efeclric Power Co 80/11/29 Document Conirol Branch (Docu* 
moni Control Desk) 33pp 47761 061*47761 113 

6812050069 Forwards notice of consideration of Issuance of amend to Licenses DPR* 
24 A OPR-27 A opportunity for hearing re 800826 application 
SWENSON, WH Project Directorate III 3 86/11/30 FAY,CW Wisconsin Electric 
Power Co 2pp 47734.013 47734 019. 

“8812060061 Nolico of considorallon of issuance of amend to Licenses DPR*24 A 
OPR-27 A opportunity for hearing re 000826 application Amends rowso Tech Spec 
concerning design A operation of Tiiol cycle w/upgraded coro 
WAMBACH.T.V Project Directorate (11-3 60/11^0 6pp 47734 015 47734 010 

6812090281 Forwards proprietary Addendum 2 to Rev 1 to WCAP-10924 P A nonpro 
priotary WCAP- 12071, "Wostinghouso Large-Break LOCA Bast Estimate Molhodolo 
In support of 080026 request for Tech Spec change, Propriotary rept withhold (ref 

FAY.CW wlsconsIn Electric Power Co 68/11/30 Document Control Branch (Docu- 
ment Control Desk) 3pp 47781 121-47761*327 

6612070195 Roquosts that util address Generic Ltr 80 17 re loss of DHR during non 
power operation Industry rosponso to Generic Ltr 87-12 deficient in areas of proven 
(Ion of accident Initiation A mitigation of accidents 

MURLEYJE Office of Nuclear Reactor Regulation, Direclor (Post 070411) 68/12/ 
02 MCNEER.C Wisconsin ElocUlc Power Co. 2pp. 47740 224-47749 225 


Q. Inspootlon reports, )E Bulletins A correspondence 


V. Operator Examinations 

00 12060230 Roquosts that and rof rnatl be updated prior to administering operator II 
cense exams during wk of 690227. End approved ret mall should bo updated In order 
for NRC to meol schedule 

CALLAN,L.J. Region 4, Ofc of the Director 60/11/30 TREVORS.QA Nebraska 
Public Power District lOpp, 47735:027-47735 036 

8012050192 Forwards Insp Ropt 60*298/80*27 on 061024*20 A notice of viofatJon 
CALLAN,LJ, Region 4, Ofo of the Direclor 80/ 12/02 TREVORS, G. A Nebraska 
Public Power Dislrict 2pp 47791*001-47731 024 

-0812050194 Notice of violation from Insp on 061 024*26. Violation noted* semiannual 
PASS operator requalilicatlon training not conductod A documented by training dept 
during lime period of May 1987 - June 1980 
• Region 4. Ofc of the Director 68/12/02 Ip, 47731 003-47731 003 

-8812050196 Insp Ropt 60*208/08-27 on 801024-20 Violation nolod.Mojor areas 
Inspected Ifcensee chemist ry/radiochomlstry program A wotor chemistry A radioche- 
mislry confirmatory measurements. 

NICHOUS.J 8„ WISE,R., BAER,n.E Region 4, Ofc of Ihe Director. 60/11/30 21pp 
47731:004-47731*024 

8812140207 Forwards Exam Ropt 60 2OO/OL‘08 03 of exam administered during wk of 
081017. 

CALUN.LJ Region 4, Ofc of the Director 80/12/07. TREVORS.QA. Nebraska 
Public Power District, 2pp 47814*126-47614.174. 

-8812140209 Exam Rept 60 208/OL-e8 03 on 801017 Exam result6*all candidates 
passed exams A issued appropriate licenses 

QRAVES.D N., PELLET.J L Region 4, Ofc of the Director 80/12/02. 3pp 47014*127- 
47814.120. 

“8812140213 Forwards comments on questions A answers associated w/exams admin 
Istered on 601018*20 

DUTTON, JW., KUNCULG. Nebraska Public Power District 80/10/20 GRAVES.D 
Region 4, Ofc of the Director 45pp 47614 130*47814*174, 


8811160211 NRC Info Notice 80 090, "Unauthorized Removal of Indusirlal Nuclear 
Gauges *’ Sve list end. 

CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729) 
08/11/22 Consolidated Edison Co. of Now York. Inc. 09pp 47700 255 47706 257 

8811160467 NRC Info Notice 06 091. "Improper Admlm&lratlon A Conirol of PsychologI 
cal Testa " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/11/22 
Consolidated Edison Co of Now York. Inc lOIpp 47706 042*47708 142 

8011290030 NRC Info Notice 86 003, 'Telethorapy Events " Sve list end 
CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 070729) 
86/12/02 Consolidated Edison Co of New York, Inc 112pp. 47011 103-47611.215 

861129OS30 NRC Info Notice 60 094, "Potentially Undersized Vatvo Actuators " Sve list 
end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 80/12/02 
Consolidated Edison Co of New York, Inc 121pp 47700 143 47706 254 

0812060221 Fon^ards response to request for info re NRG Bulletin 66 09, "Thimble 
Tube Thinning In Westinghouse Reactors." Ropt reflects Incore neutron flux thimble 
tube inspo conducted during Fall 1900 Unit 2 refueling outage 
FAY.CW Wisconsin Efoclric Power Co 86/12/02 Document Control Branch (Docu- 
ment Control Desk) 7pp 47734 346-47734 351 

8812020287 NRC Info Notice 80 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 80/12/08 
Consolidated Edison Co of New York, Inc. 1 1 2pp. 47607.1 91 -47807 302 

6812200173 Requests NRC Region III A NRB attondence at 690110 formal demonslra* 
lion of reactor vessel flaw sizing techniques. Flaws identified In reactor vessel safety 
Injection nozzle welds during inservIce Insps 

FAY.C.W, Wisconsin Electric Power Co. 08/12/14, Document Control Branch (Docu 
ment Control Desk) 3pp 47866171-47660*173 


8812220128 Concurs w/use of licensed operator certificate of medical history to deter- 
mine A certify applicant history.per 601117 request 

CALLAN.LJ Region 4. Ofc of the Director 80/12/14. TREVORS, Q A Nebraska 
Public Power District 2pp 47692,350 47892*359 


8012270138 Ack receipt of 661020 Hr Informing NRC of stops taken to corroct violations 
noted in Allegation RIII'86*A-012e 

NORELIUS.Cfe Region 3. Ofc of Iho Director. 08/12/16 FAY.C W Wisconsin Electric 
Power Co. 2pp 47920 214-47926,216 
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n. Periodic oneredng rapoMa & related correepondeace 

6312190218 Monthly oporating ropts for Nov 19flB lor Point Beach Nuclear Plant, Units 1 
& 2W/Bai20a Ur 

KRAUSE.CW, TAy.CW Wjscon«5in Electric Power Co 08/11/30 gpp 47G40130 
47840 138 


DOCKET 50 302 CDYSTAU RIVER NUCl EAFI PLANT, UNIT 3 


F. Security^ msdleol, emergency & ffro protection plans 

B81207O172 Rev 15 to Emergency Plan Implementing Procedure EM-216, "Duties of 
Nuclear Plant Fira Brigade " 

STEPHEWSOM.J D Florida Pov/er Corp {subs of Florida Progress Corp) 38/11/21 
epp 47749 303-47749 310 

6612090233 Forwards Insp RopI 50 302/38 2D or> 380916-1021 & notice of violation 
WILSON, BA Region 2, Ole of \hd Director 88/11/21 WILOUS.WS Florida Power 
Corp (subs of Florida Progress Cor p) 2pp 47762 084 477C2 105, 

-6612090296 Insp Rept 50-302/86 29 on 880916-1021 Violations noted Major areas 
Inspeclod plani operallon3,securi1y radiological controls, LERs A nonconforming opar 
aliens repts, facility mods & review of plant review committee 
HOLMES-RAY.P, TEDROW.J , CRIENJAK.R Region 2, Ofc of the Director 80/11/ 
21 tapp 47762 000-47762 105 

6812070176 Rav 7 1o Emergency Plan Implomenling Procodiiro AP460. "Steam Gener- 
ator Isolalion Actual Ion " 

BANDHAW.WK Florida Power Corp (subs of rionda Progress Corp) 88/11/30, 
26pp 47748323 47743 348 

66121^243 Forwards Insp Rept 50 302/66-30 on 861110, No violations or deviations 
noiad 

DECKER JR Region 2, Ofc of the Director 60/12/08 WIIGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 47653 316 47053 322, 

“8612196245 Insp Rept 50 302/88 30 on 8611 10 Major areas Inspected supplemontal 
dose assessment drill conducted by licensee to demonstrate corrective aclton In re- 
aponSB to concerns fdontjfiod during annual emergency exorcise on 880608 
SARTOR,WM, RANKIN, WH Region 2, Ofc of the Dtrector 80/12/07* 3pp 
47853 320 47853 32? 

8612190266 Forwards FEMA analysis of prompt alert & notification sys test on 660007 
tor plant FEMA determl natron tbat sys insteltod around pianl satisfies requiromenta of 
NUREQ-0854/FEMA-nEP-1.nov f & FEMA REP-IO noted 
DECKER JR Region 2. Ofc of the Director 00/12/08 WILGUS.WS Florida Power 
Corp (subs olFlouda Progress Corp ) 2pp 47D52 17D 47653 063 

B812200159 Advises that 800220 Rev 7 to radiologicaf emergency response plan moete 
stds ot 1 0CFR5O 47(b) a App E S acceptable 

DECKER J*R Region 2, Ofc of the Dprector 8B/I2/12 WILGIIS,WS Florida Power 
Corp (subs of Fforidn Progress Corp ) 2pp 47D60 249 47660 250 

6812210166 Rev 10 to Procedure AR‘403. "PSA H Annuncialor Response " 
MARSHALL, W Florcda Power Corp (subs of Florida Progress Corp) 00/12/12 
13pp 47881 334 478BI 346 

0812200245 Advises fhat 680825 Rev 0 fo radrologlcal emergency response plan meets 
planning aids of I OCFR50.4 7{b) A App E to 1 0CPB50 

DECKER JR Region 2, Ofc of the Director 68/12/13. WILQUS,WS Florida Power 
Corp. (subs of Florida Progross Corp) 2pp 47868*169 47868 170 

6612210076 Rqv S to Procedure EP‘390. "Gleam Generator Tube Leak," 

MARSHALL, W Florida Power Corp (subs ot Florida Progress Corp*) 88/12/13 
36pp 47600114 47080 149 

8612260171 Forwards fnsp RopI 50 302/66-31 on 861022 1118 No vioMons 
noted Unresolved item id on tilled 

WILSON, B A Region 2, Ofc of the DIroefor 88/12/15, WILGUS,W,S Florida Power 
Corp, (subs of riorida Progress Corp), 2pp 47380 223 47860 236 

-8012200170 Insp Rept 60 302/88 31 on 881022 1118 No violations noted Major 
areas Inspected plant operalions, security .radiological controta.lERs & nonconforming 
operations repls.iacifiW mods, followup of onsite events A confirmatory action lira 
KOLMESTRAY.P, TEDROW.J , CRLENJAK^R Region 2. Oic of the Director, 08/12/ 
14, 12pp 47660 225 47860 238 


H. General corraapondenoe 

06130^0341 Roquesls that comment period be extended from 60 days to 120 days or> 
proposed rule 1 0CFR5O re ntainl In nuclear power plants 

WlLSON*HR Florida Power Corp. (subs ot Florida Progress Corp) 86/12/02 
CRILK.SJ Office of the Secretary of the Commission tp 47780 P67-47780 067 


P. Operating Tlcense singe documents 6c correspondence 

0011290300 Idontirios facility as lead plant for B&W Owners Group Tech Specs Com- 
mittee for relocation of containment Isolation valves table, 

SWYTH.CW. Babcock & Wilcox Operating Rants Owners Group, 66/11/17, Office of 
Nuclear Reactor Regulation, Djrocior (Post 870411) Ip 47685236 47605 238, 

8011300130 Forwards safety evaluation accepting util 861021 aubmlttal re operation w/ 
deficiency In prossurizor tieater power supply until roslarl from next scheduled reftrel- 
Ing outage 

SllVER.Tl Project Directorate IU2. 80/11/22 WILGUS.W.S Florida Power Corp 
(subs of Florida Progress Corp.) 2pp 47676 302 47076 306 

-8011900134 Safely evaluation accepting operation w/ existing pressurlzer heater power 
suMly design enlil next rafue ling outage 

* (Jlfice or Nuclear Reactor Rogulalion, Director (Post 870411), 86/11/22. 3po 
47676, 304-47676 303, r . w 


8811300157 Forwards add) into on ATWS mitigation dosign.por 001013 meoling 6 stjb- 
seouent tolconsUlil working to resolve rornalninp iswes In timeframe to support tiv 
stailaiion in upcoming refuelcng outage W/ono oversize figure 
WIDELL.BC Florida Power Corp (subs of Florida ProQro'is Corp ) 86/11/22 Docu 
mont Control Branch (Document Control Desk) 17pp 47697 125 47697 141, 

8311 280 Q4B Generic Ltr 88 20 to all licensees hoftiing OLs & CPs for riudoar power 
reactor facilities ro rndividtJBl plant oxam for severe accidont vuincrabilhtloa Svc fisl 
end 

CRUTCHFfELD.D Associate Director for Projects (Post 670411) 08/11/23 Censoli 
dated Edison Co of Now York, fnc Otpp 47720 303 47729 024 

8811290333 Ra&ponds to Generic Ltr 88 11. "NRC Position on Radiation Embriiilomenl 
of Reactor Vessel Matts & Impact on Plant Oporalions " Curronj 0 EFPY prosstpro 
temp limit curves vvjII bo adequate boundary protection until Toch Specs changod 
WILSON, KR Florida Power Corp (subs of Fforida Progress Carp) oa/U/23 Oocu 
ment Control Branch (Document Control Desk) 2pp 47666 018 47066 019 

B8 12010007 Provides update on stdtiis of high energy line break (HELD) ro^olution 
program Util unable to locate sufticfont documontation to rely on as perniariont roaclu 
tion & therefore reestablishing compiianco w/HELB design basis 
WILSON, K Florida Power Corp (subs of Florida Progress Corp) 60/1 1/25 Docu 
tnent Control Branch (Document Control Desk) 5pp 47698 052 47690 056 

8812020088 ApplJcalion for amend to Licor>se DPR 72, consisting of Rev i, conlammenl 
Isolation valves to Toch Spec Change Roguest 161 revising Limiting Condition for Op 
oration 3 6 3 1 & adding Surveillance 4 6 3 1 3 

WILGUS,W,S Florida Power Corp (subs of Floflda Progress Core ) 0a/11/?6 Docu 
ment Control Branch (Document Control Desk) 5pp 47716 039 47716 055 

“8812020071 Proposed Tech Spocs.revising Limiting Condition for Operation 3 63 1 ro 
containment isolation valves 

• Florida Powor Corp (subs of Florida Progress Corp) 08/11/26 llpn 47/10045 
47718 055 

8012020268 Application for amend to License DPn-72.consistlng of Toch Spec Chaogo 
Request l63,incfoasfng containment leakage tost pressure to 53 3 psig Foo paid 
WILQUS,WS Florida Power Corp (subs of Florida Progress Corp ) 80/11/26 Docu 
ment Control Branch (Document Control Desk) 7pp 47718 250 47716 26? 

“6812020270 Proposed Tech Specs.lncreaslng containment lonKago test prossiiro lo 
63,3 psIg 

* Florida Power Corp (subs of Florida Progress Corp ) 60/11/28 6pn 47718 257 
47718 262 

8012120123 Requests that util addresses Gonoric Ltr 68 17 ro loss of DHR during non 

K }wor operation 

DRLEY.TE Office of Nuclear Reactor nequlation. Director (Post 870411) 00/12/ 
€2 KEESLER.A Fforida Pov/er Corp (subs of Florida Progross Corp) 2pp 
47798 051-47703052, 

8812090252 Summary of 601 129 mooting w/utif to discuss open ATWS issues al fflciirty 
In attempt to fQach agreeinont on conceptual design List of nltondQes.agniida A slides 
encl 

SILVER.H Project Directorate ft 2 86/12/07 Proieol Dlrortoralo II? IDrp 
47786332-47786350 

6812190126 Forwards nummary of 001109 mooting re plant porsonnel performance 8 
status of equlpmont qualification program 

ERNST.ML Rofljon 2, Ofc of the Director 80/12/00 WILGUS,WS riorlrla Power 
Corp (subs of f%fid a Progress Corp) 25pp 47054 349 4/655 013 

8812168112 Notification of 881221 mooting w/ulil In Rockville, MD to discuss rocenl 
high enorqy lino break submittal 8 questions on final resolution of emorgoncy dlesal 
generator pressure 

SiLVEaH Project DJreclorato fl 2 80/12/13 BERKOW.HN Projocl DirecloraCo 11-2 
3pp 47873.356-47873 350 

8812218079 Forwards safety ovafuatiori accepting util 031104 040731 responsos lo 

Item 2,1 (Parts 1 & 21 of Generic Ltr 83-28 re equipment clas&ification & vendor inter 
racepograms EQG-NTA-7243 also end, 

SILVER, H* Prolecl Difectorate If 2 88/12/15 WILQUS.WS Fforida Power Corp 
(subs of Florida Progress Corp ) 2pp 47677.327-47077 343 

-0012210086 Safety evaluation accepting util responsos to Item 2 1 (Paris 1 & 2) ol 
Generic Ltr Q3 28 re oquipmenl ctasslficalion & vendor interface programs 
Office of NueJoar Roaclor Regulation, Director (Post 870411) 08/12/15 6pp 
4787? 338-47077,343 


Q. Inspection reports, IE Bulfelins & correspondence 

8811238033 Ack receipt of 081101 ftr informinn NRC of steps taken to correct violations 
noted fn fnsp Rept 50-302/80-26 

WILSON.B A. Region 2. Ofc of the Diroclor 08/11/10 WILQUSWS Florlcfa Power 
Corp (subs, of Florida Progress Corp ) ip 47052:091-47652 091 

8812090208 Forwards fnsp Rept 50 302/86 29 on 000916-1021 & nolico of violation 
WILSON, 6 A Rogion 2, Ofc of the Director 08/11/21 W/LGUSWS Florida Power 
Corp (subs, of Florida Progress Corp ) 2pp 47762 084 47762 105 

-8812090291 Notice of violation from insp on 000916-1021 Violation noted Procedure 
MP-101 inadequate fn that procodure did not require sys leak test be conducted al 
normal operating pressure following ropfacoment of thermowell fn RCS 
WILSON.BA Region 2, Ofc of the Director 88/11/21 2pp 47762,008-47762007 

-0812090296 fnsp Repl 50.302/66-29 on 80O916'1O?1 Violations noted Major areas 
Inspected, plant oporations.socurity radiotogical controls, LERs & nonconforming oper 
alfons rapis.facility mods & review of plant review committee 
HOLMES-RAY.P . TEDROW.J, CRLENJAK.R, Region 2, Ofc of the Director. 00/11/ 
21 lOpp 47762000-47762 105 

0811160211 NRC Info Notice 08-090, "Unaulhorized Removal of Industrial Nuclear 
Gauges " Svc list oncl 

CUNNINGHAM,R.E Division of Induslrfal & Medical Nuclear Safety (Post 070729) 
88/11/22 Consolidated Edison Co of New York, Ino 09dd 477on-?‘^^ a77M 0^7 
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8011160467 NRC Info Nolico 00 091. "Improper Adnimisfralion & Conlrof of Psychologi- 
cal Tests '* Svc list end 

ROSSI, GE Division of Operational Events Assessment (Post 870411) 06/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47708 042 47708 142 

8011290101 Remits payment for civil penalties in amount of $25,000. 

WIDEIL.R C Fforida Power Corp (subs of Florida Progress Corp) 88/11/22 Ofc of 
Enforcement (Post 870413) 1p 47648 169 47648 169 

0811300065 Forwards signed original of 081117 order imposing civil monetary penally 
Issued to licensee for transmittal to Ofc of FR W/o slalecJ end 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/11/25 LESAR,M T Regulatory 
Publications Branch tp 47697 360 47697 360 

Q012O9O1OO Ack roceipt of 8Q1019 & 1114 Itrs Informing NRC of steps taken to correct 
violations noted in Insp Repl 50-302/88*24 

ERNST.ML Region 2. Ofc of the Director 08/11/30 WILGUS.WS Fforida Power 
Corp (Bubs of Rorlda Progress Corp ) Ip 47703 322-477B3 322 

0811290030 MRC Info Nolico 88 093, "Telothoropy Events " Svc fist end 
CUNNINGHAM, R E Division of Industrial & Medical Nudoar Safely (Post 870729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47011 103*47011215 

0011290538 NRC Info Nolico 00*094. "Potontiolly Undersized Valvo Actuators " Svc list 
end 

ROSSI, GE Division of Operational Events Assessment (Posl 870411) 08/12/02 
Consdidalod Edison Co of New York, Inc 121pp 47708 143*47708 254 

0812096312 Forwards Insp Ropt 50 302/00*32 on Q0103M102No violations or dovi 
aliens noted 

DECKER,! R Region 2, Ofc of the Director 08/12/02 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 47761 150 47761*156 

-8812090315 Insp Fept 50*302/88 32 on 881031*1102 No violations or doviatlor^s 
Jdontifiod Major areas inspected followup on allegations 

COLLINS,! R , HOSEY,C M Region 2, Ofc of the Director 08/11/30 6pp 47761 162* 
47781.156. 

8012130006 Ack receipt of payment for civil ponatly Imuosod by NRC on 801031 In 
amount of $25,000 Corrective actions will bo examined during future Insp 
tlEBERMAN.J Ofc of Enforcement (Posl 070413} 88/12/00 WILGUS.WS Florida 
Power Corp (subs of Florida Progress Corp ) Ip 47792 132*47702 132 

6612190411 Ack receipt of GD1 1 14 Hr informing NRC of steps taken to correct violations 
noted in Insp Rept 50 302/88 27 

HEROT.AR Region 2, Ofc of tho Diroclor 88/12/06 WILGUS,WS. Florida Power 
Corp (subs of Florida Pfogrosa Corp ) Ip 47035 1 73-47835.173 

8812020207 NRC Info Nolico 80 095, "Inadequate Procuromonl Requirements Imposed 
by Licensees on Vendors " Svc Hal end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 00/12/00. 
Consolidated Edison Co of Now York, Inc 112pp 47807 101*47807 302 

0612190243 Forwards Insp Ropt 50*302/88*30 on 061110 No violations or deviations 
noted 

DECKER,! R Region 2, Ofc of the Director 80/12/08. WILGUS.WS Florida Power 
Corp (subs, of Florida Progress Corp ) 2pp 47853 318 47853 322. 

-8012190245 Insp Rept 50 302/88 30 on 881110 Major areas inspected supplemental 
dose assessment drill conducted by llconsoo to demonstrate corrective action In re 
sponse to concerns identified during annual emergency exorcise on 000608 
SARTOaW.M, RANKIN.WH Roglon 2, Ofc of the Director 60/12/07 3pp 
47853 320 47853-322 

8812130215 Roquoals listed Info for preparation of 890206 09 Audit to verify resolution 
of IE Bulletin 79*27. 

SILVER.H Project Diroctorato 11-2 08/12/09. WILGUS.WS Fforida Power Corp. 
(subs of Fforida Progress Corp) 3pp 47792 118 47792 120 

8812160078 Forwards supplemental response to Bulletin 08 004 re potential safety ro 
latcd pump loss Util anticipates that addi info will be available to NRC by 090415, 
WIDELL.RC Florida Power Corp. (subs of Florida Pronress Corp) 60/12/00 Docu- 
ment Control Branch (Document Control Dosk) lOpp 47025 028*47825:037. 

8812200171 Forwards Insp Ropt 50-302/00 31 on 001022-1 11fl.No violations 
noted, Unresolved item idontifled 

WiLSON.BA. Region 2, Ofc of the Diroclor 08/12/15 WILGUS.W.S, Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 47060 223 47860-236 

-8612200176 Insp Ropt 60-302/68*31 on 081022*1118 No violations noted Major 
areas Inspected, plant oporalions.securily.radiotogical controls, LERs & nonconforming 
operations repts, facility madsjollowup of onsite events & confirmatory action lira, 
HOLMES RAY,P , !EDROW.J., CRLENJAK,R Region 2, Ofc of tho Director 88/12/ 
14 12pp. 47860-225 47860 236 

8812210179 Remits payment In amount of $50,000 for civil penQlty imposed by NRC 
801117 Hr 

WIDELL,R.C Florida Power Corp (subs of Fforida ProgroBS Corp ) 88/12/16 Docu 
mant Control Branch (Document Control Desk) Ip 47877.093*47077.105. 

8812220299 Ack receipt ot 881215 Hr & payment for civit penalty In amount of $50,000 
Imposed by NRC In 881 117 order 

LIEBERMAN.J Ofc of Enforcement (Post 070413) 88/12/21 WILGUS.WS Florida 
Power Corp. (subs of Florida Progress Corp) Ip. 47000.217-47900-217 


R. Periodic operating reports & related correspondence 


8B12200206 Monthly operating rept for Nov 1988 for Crystal River Unit 3W/e81213 Hr 
STEWART ,S,A., WIDELL.R C FNorida Power Corp (subs of Florida Progress Corp ) 
00/11/30 5pp. 47860 344 47060-348. 


S, Reportable occurrences, 1 HRs & related correspondence 

8011280062 LER 08 020 00 on 88101 2.hydraul(c snubber RCHfll found disconnected 
at piping end Snubber removed to allow mainl on adjacent valve on 071 1 19 Snubber 
reinstalled Procedure revised for tracking purpose W/0811 10 Hr 
MOFFATT.LW, WIDELL.R C Florida Power Corp (subs of Florida Progress Corp) 
00/11/10 4pp 47653 273 47653 276 

SB112Q0157 LER 8G022 00on 601023, DHR dropllne isolation valve DHV-3 actuated 
during plant startup Caused by administrative personnel error Personnel involved 
counseled & operating procedures rev planned W/881 121 Hr 
MOFFATT.LW, WIDELL.R C Florida Power Corp (subs of Florida Progress Corp) 
60/11/21 4pp 47656 331 47656 334 

0O12O1O1S3 LER 86 024 00 on 08 102 8, react or tripped follov/ing mam steam & mam 
feedwater Isolation due to excessive steam pressure decrease Caused by Increased 
main turbine governor valvo (QV) control selling GV limit sotting reduced W/081 128 
Hr 

MOFFATT.LW. WILSON, K R Florida Power Corp (subs of Florida Progress Corp) 
80/11/28 4pp 47703 160 47703 163 

0812050102 LER 00 025 00 on 881 101, failure of roactor protection sys channel B to 
meet all acceptance criteria of surveillance procedure unrecognized since 
600929 Caused by poraonnol error Personnel counselled W/0B12O1 Hr 
MOFFAT!, L W , WIDELL.R C Florida Power Corp (subs ol Florida Progress Corp ) 
86/12/02 6pp 47733 260 47733 204 

8012190371 LER 80 006 02 on 880228, unit experienced reactor trip during power de 
crease duo to feedwater transient Caused by broken stem nut In feedwater G main 
block valvo Stem nul.lurblno trip solenoid & circuit fuse replaced W/6fl1213 Hr 
MOFFATT.LW, WIDELL.R C Florida Power Corp (subs ol Florida Progress Corp) 
60/12/13 0pp 47650 318 47050 326 

0612100361 LER 88 026 00 on 66 1 01 4, personnel discovered liquid released from evap 
orator condensate storage tanks before required sampling & analysis 
performed Caused by failure to sample liquid beloro re I ease Valves evaluated W/ 
661214 Hr 

MOFFAT!, L W , WIDELL.R C Rorlda Power Corp (subs of Florida Progress Corp ). 
80/12/14 4pp 47049 133*47840.136 
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F. Security, medical, emergency & fire protection plans 

8B 12090267 Requests submiltal of allegation investigation results & disposition of alle- 
gation within 45 days of Hr receipt End withhold 

NORELIUS.C.E Roglon 3, Ofc of the Director 80/12/02. REED.C Commonwealth 
Edison Co 2pp 47781 359 47781 360. 

8812270051 Responds to exorcise weaknesses noted in Insp Repts 50*295/66*16 
60-304/80-18 on 680027-29 Corrective actions accident mgt course for onshift per- 
sonnel developed by plant training dept in conjunction w/Woslinnhouso 
TnZYNA.Q,E Commonwealth Edison Co 88/12/06 DAVIS, A B Region 3, Ofc of the 
Director 3pp 47926 178 47026-180 


P Operalino Hcensa stage documonta & correspondence 

6011280048 Generic Ltr 68 20 to all llconsoos holding OLs & CPs for nuclear power 
roactor facilities ro Individual plant exam for severe accident vulnerabilities Svc list 
end 

CRUTCHFIELD, 0 Associate Director tor Projects (Posl 870411) 86/11/23 Consoli- 
dated Edison Co of Now York, Inc 81pp 47720 303*47729 024, 

8D12010305 Provides analysis ol Reg Guido 1 99, Rev 2, "Radiation Embrittlement of 
Roactor Vessel Matts" for Impact on prossuro-temp hoatup & cooldown curvos con- 
tained In Tech Specs, per Generic Ltr 88*1 1 

RICHTER, M H Commonwealth Edison Co 08/1 1/26 Document Control Branch (Doc* 
umeni Control Dosk). 2pp 47703 049 47703 050 

0812070061 Advises NRC of 660824 meoling to address Issue of Initial ref temp points 
for WF-70 wold metal in plant reactor vessels W/end 

TRZYNA,GE Commonwealth Edison Co 86/11/29 Office ol Nuclear Reactor Regu- 
lation. Director (Post 87041 1). 2pp 47737 323 47737 324, 

8012070035 Forwards safety evaluation supporting util 831105,860622 & 1031 re- 
sponses to Generic Hr 03-28, Items 3 1 3 & 3,2 3 re Tech Specs for post-maint testing 
requirments 

MULLER, 0 R Project Dfrecloralo III 2 80/12/02 BLISS.H E Commonwealth Edison 
Co 3pp 47746 086 47746.093 

-8812070036 Safely evaluation supporting util responses to Genenc Ltr 63 26, Hems 
3,1,3 & 3 2,3 ro post-maInt testing roqulremonls 

‘ NRC * No Detailed Affiliation Given 06/12/02 3pp 4774B 069 47748-093. 

8812220208 Forwards proprietary & nonpropriotary NFSR 0033, "VIPRE/ WRB-I DNBR 
Thermal Limit for Woslinghouso OFA Fuel " Affidavit & application for withholding pro- 
prietary repl also end, Proprietary version withheld (ref 10CFR2 700) 

TflZYNA.G E Commonwealth Edison Co 06/12/15 Office of Nuclear Roactor Regu- 
lation. Director (Post 67041 1) 4pp 47692 267 47892 330 


Q. Inspection reports, IE Bulletins & correspondence 

8811160211 NRC Info Notice 06 090, "Unauthorized Removal of Industrial Nuclear 
Gauges," Svc list end 

CUNNINGHAM, R,E Division ol Industrial & Medical Nuolear Safely (Post 070729) 
88/11/22 Consolidated Edison Co of New York, Inc 99pp, 47700 255 47700.267. 

8811180467 NRC Info Notice 80 091, "Improper Administration & Control of Psychologi- 
cal Testa " Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47706 042-47706 142 
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0811280094 Foruvjrda Safety fnsp flepts 50 295/08 24 A 50 304/80 24 Of) 861024* 

23 No ^llCl^al'Cln3 r)0! 3d ^ ^ ... 

GPEGEP.LR Rtgoo 3, Ofc of the D^feclOf 88/11/22 flEED.C Connmonweaffn 
EOson Co 2pp 47651 037 47654 050 


-8811280097 fnsp Rcpls 50 295/88 24 & 50 304/08 24 on 881024-28 NO vjofalions 
noic-d MajCf areas inspecl&tf chemistry ptoofam. incfuding procedufes.ofganjzalion & 
tra n,nn A pr,-n3fv & secondary water QC pro9;;anis 

HOLtiMAN.RB, SCHUMACHER.M C Region 3, Ofc of the Director 88/11/22 
12pp 47654 039 47654 050 


6812140063 Uifs ri^mUr of tubes plugged in each steam generator as result of most 
recent nsp per Tech Spec 4 3 1 8 5 A ^ 

R^ECK.T A ComTr.QT)'r,eaHh Ed'son Co 88/11/23 DAVIS.AB Region 3. Ofc of the 
Drector 2pp 47798 341 47796 342 


8611300442 Forwards Safety fnsp Repls 60 295/68-19 & 60-304/88-19 on 880824- 
1110 8 notrceof viotaton 

KlfiDS J M flegor) 3. Ofc of tbe Director 88/11/25 REED.C Commonwealth Edison 
Co 2pp 47671 171 47671 195 


“8811300446 Notice of violaton from insp on 860824-1110 Violations noted no program 
tmpfcmcnied to assure that surveillanco testing of sve water pumps pe/lormod & con 
dtiion adverse lo quality not corrected on 080508 

GUYTON, 0 Region 3. Ofc of the Director 88/11/25 2pp 47671 173-47671,174 


-8811300449 fnsp Repis 50 295/08-19 & 50 304/89 19 on 860824-1110 Violations 
nolcdMaior areas inspected licensee action on previous fitsp findings, summary of 
Qp€rat<ons Unit 2 trip on 681008 & 12 5 861019 Unit 2 valve block slippage 
HINDS, J W Region 3, Ofc of Iho Director 88/1 1/25 2tpp 47671 175 47671 195 


8812020186 Forwards addendum lo Insp Repts 59 295/86 04 & 50 304/66 05 on 
8802 TO consisting of comparisons of results of liquid spike sent to plant & criteria for 
con^anng anaMtcal rneasurements Conservative disagreemeni lor n 3 T)01od 
GREGER.LR Region 3, Otc of the Director 89/11/26 REEO,C ComnvonweaSth 
Ed-sonCo Ip 47722090 47722092 


'-8812020214 Add-ondum to Insp Repts 50 295/88 04 & 50-304/88 05, consisting of 
comparisons of results of liquid spike sent to plant & enteda for comparing anatynical 
measujem&Dta 

■ Ofc of Enforcement (Post 870413) 88/11/28 2pp 47722 091-47722 092 

8812 120024 Informs that investigation of Allegation Rill A 88 0086 ro aflened door prob- 
ferns discussed in end utif 880929 Itr sufficient 

NORELIUS.C E Reg-on 3. Ofc of the Director 88/12/01 REED.C Commonwealth 
EdwnCo 2pp 47700 151 47780 161, 

“8912120026 Provides response to Altqgallon niil-AB8 0086 re operation of vital area 
door 

0LISS.H E Commonwealth Edison Co 88/09/29 OAVIS,A B Region 3, Ofc of the Oj- 
recior 9pp 47780 153 47780 161 


8811290030 NRC Into Notice 88 093, ’Tetetherapy Events'* Sve list end 

Division of Industnal & Medical Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of New York, |nc 112pp 47811:103-47811.216 

8811290538 NRC fnfo Notice 88 094, "Potentially Undersized Valve Actuators *’ Sve list 
encf 

ROSSI, CE Division of Oporabonal Events Assessment (Post 870411) 88/12/02 
Consofidated Edison Co of New York, Inc i2lpp 47708 143 47708 254 

weaknesses noted In Insp Repts 50 295/86-16 & 
60-304^8*I8 on 860927-29 Corrective actions accident mgt course for onflbift por- 
conjunction w/Westinghouso. 

Roa'on 3. Oto ol tho 


Info Notice 88 095. "Inadequate Procurement Requirements Imposed 
grbeensoes on Vendors " Sve list end «HVi=»vu 

f Operational Events Assessment (Post 870411) 88/12/08 

Consolidated Edison Co o f Now York, fnc I 12 pp 47807:191-47807 302.^ 


DOCKET 50*305 KEWAUNEE NUCLEAR POWER PLANT 


E Security, medical, omorgency & fire protection plans 

8812160001 Forwards NBR input for SALP board mooting ro plant scheduled u 
890111 Evaluation conducted In accordonco W/0BO606 rev of NRC VJanuaf dSpV 

GftrfER.JQ Profeci Dlroctoraie III 3 08/12/13 GREENMAN.EG Rooion 3 Of. 
the DffOClor 7pp 47073 343-47073 349 “ ' u. yiccf 


H. General correspondence 

8812010413 Comment supporting proposed rule 10CFR26 ro Fitness fw Oir 
Program, per NUMARC commonls AddI comments provided 
STBNHARDT.Cn Wisconsin Public Service Corp 00/11/21 Dockolino & <3eA.v , 
Branch 7pp 47670269-47679 275 ^ 


P Operating license stage documents & correspondence 


8B1128004B Generic Ltr 08-20 to all licensoos holding OLs 0 CPs for nuclear pum 
reactor facilities re Individual plant oxam for severe accident vulnorabifillesSvc lu 
end 


wnu loi ir-iui-i^,u' naauwttio uiiuuiui ryi rfuiuulu trust 00/11/23 

dated Edison Co of Now York, Inc. 01 pp 47720 303 47729 024 

8012090107 Appilcalion for Proposed Amend 06 to Lfconso DPR-43 cbanoiofl T«ij 
Spec Section 6 re personnel changes at facility Feo paid 
KINT2,0C Wisconsin Public Service Corp 00/11/20 Document Control 
(Document Control Desk) lOpp 47762 207-47762 235 


-0812090109 PrMosod Tech Specs, including Pagos TS 3.10-1,3 10-2 & 3io- 
4a, consisting of Proposed Amend 06, reflecting porsonnol changos at facility 
Wisconsin Public Service Corp 08/11/29. 10pp. 47762 217-47762 238 


6B12060090 Forwards rovisod Tech Spocs pagos inadvertently omllted from 8B1129 aih 
plication for proposed Amend 09 lo llconso DPR 43. 

HiNT 2,OC Wisconsin Public Service Corp 00/11/30. Document Control 0r^n/ft 
(Documeni Control Dosk) Ip. 47755'160 47765 171 


-8812090146 Rovisod Tech Specs ro orgdnlzatfon.altornales, authority, records & report 
able events Inadvertently omillod from 801120 application for proposed Amend 66 to 
Ucenso OpR 43 

* Wisconsin Public Service Corp 00 / 11 / 20 . Documont Control Branch (Docuin«nt 
Control Dosk) 6pp 47765,107-47755.171, 


8812070122 Requests that utif address Generic Ltr 00-17 re loss of DHR according^ H/ 
issued because of potential serious consequence of loss of shutdown coolmg corKtjr 
rent w/ sin^nificant core decay lioat 

^ 0^ Nuclear Reactor Rogulallon. Dlroclor (Post 070411) 88 / 12 / 

02 STOLL, L Wisconsin Public Service Corp 2pp. 47746 244-47745 246 

8812220132 Forwards proposed schodulo for Completion of (3onorlc Ur OB 14, "Instm 
ment Afr Supply Sys Profafoms Affecting Safoly-Rofatod Equipment ’’ Util unable to 
review within 100 day deadline Response expected by 890526 
ST6iNHARDT,CR, Wisconsin Public Servlco Corp 80 / 12/16 Document Cor^trol 
Bfanch (Document Control Desk), lOpp 47014.104 47914 103. 


u inspection reports, IE Bulletins 81 correspondence 

8811300487 Forwards Safety tnsp Rept 60-305/00 21 on 001 01 7*21, No violations 
nolod 

GREGER.LR Region 3, Ofc of the Director 80/11/16 HINTZ.DC Wisconsin PubEc 
Service Corp. 2pp 47678 032 47678.043 

-8011300494 Insp Rept 60-305/00-21 on 881oi7*21.No violations noted. Maior areas 
ln^ecl0d,conf(rmatofy moasuremonta & environ monltorinn proera ms. Including 
of lri plant radiochemical analyses 
*^09100 3, Ofc of the Director 80 /II/I 6 lOpp 

4/0/8 034 47678,043, 

8811280102 Forwards Safety Insp Rept 50-305/00-22 on 601024-20 No violations 
noted 

QREGEaL n Region 3, Ofc of Iho Dlroclor. 00/11/21. HINTZ.DC Wisconsin Pubic 
Service Corp 2pp 47662 304-47602317 

50-306/00 22 on eD1024-20.No violaliona noted Major areas 
inspectod operational radiation protection & radwaste mgt program 3 ,including organi 
PA M R iSu controls & training 4 qualifications 

O'-’ o' 

'8 violations nolod In Insp Rapt 60 305/08 18 
actions foinslallod (umpera on R-1 6, reopened steam gen* 
?TP?MMAoriTr ? a samrning valves & calibr procedure completed 

Service Corp 80/11/21, Documont ConUd 
B/ancn (Documeni Control Desk). 7pp 47649 178-47640 104 

^^Gaugos^’^SvirHst*2ncl^°*^'^^ 88-090, "Unauthorized Removal of Induslrtat Nudes 

88 /m 2 » ^ Medical Nuclear Safely (Post B7072&) 

08 / 11/22 Consolidated Edison Co of New York, inc. 90pp. 47708 . 255-47708 257. 

^^ca/Te8l?'^vc list enc?*^ Administration & Control of Psychologi 

Assessment (Post 870411) 80 / 11/22 
U)nsolldatod Edison Co of New York, Inc loipp 47700 042-47700*142 

80-093. 'Telethorapy Events •' Sve list end. 

0^9iyt2/op K industrial 8i Modicaj Nuclear Safety (Post 87D72J) 

00 / 12/02 Consolidated Edison Co of New York, Inc 112 pp 47011.103 47811215 
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8911290536 NRC Info Notice 8B 004, "Potentially Undorsizod Valye Actuators " Svc list 
lend 

ROSSI.C E Pivision of Operational Events Asses'imont (Post 070411) 08/12/0<i 
Consokdatod Edison Co of New York, Inc I2lpp 47700 143 47708 254 


8B12060140 Forwards Insp Repts 50 282/80-tO & 50 306/00*10 on 000019-22 No vio 
fations noted 

GREGER.Ln Rogfon 3, Ofc of the Director. 00/11/30 URSON.CE Northern Slates 
Power Co 2pp 47740 326 47740 333 


6B12020267 NRC Info Notice 80 095, "Inadequate Procurement Requirements finposod 
by Ucansees on Vendors " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 07041 1) 00/12/0Q 
Censolldaled Edison Co of New York, Inc 112pp 47807 101-47807 302 

6612160001 Forwards NFIR Input for SALP board mooting re plant, scheduled for 
890111 Evaluation conducted In accordnnco W/8Q0606 rev of NRC Manual Chapter 
0516. "SALP ■’ 

GUTTER, JG Project Dlreclorate III 3 80/12/13 GREENMAN,E G Region 3, Ofc of 
the Director 7pp 47873 343 47873 349. 


R, perfocfio operating reports & related correspondence 

6612140040 Monthly operating ropt for Nov 1008 for Kewaunee Nuclear Power 
plant,W/aoi209 Hr 

RUITER.GH, STEINHARDT.C R Wisconsin Public Service Corp 88/11/30 5pp 
47799 232-47709 236 


DOCKET 50«30B PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency & tiro protection plans 

6812210232 Forwards Physical Security Insp Ropts 50-282/80*23 & 50 306/80 23 on 
001 100-18 No violations notod 

NORELIUS.CE Region 3, Ofc of lha Diroclor 00/12/09 LARSON.CE Northern 
Stales Power Co 2pp 47001 163 47001.166 

"•8B122 10244 Partially withheld Physical Secunly Insp Repts 50*282/80 23 & 50 306/ 
88 23 on 081100-10 Violations noted Major areas inspected mgl support.secufily pro- 
gram plans & audits, pro tec tod & vital area physical barriers 
FUN K,D.E. Region 3, Ofc oftliQ Director 00/12/00 2pp 470Q1 165-47001 166 

8S1221016B Forwards sot of F3 tabs for omergoncy plan implomonting procedures 
FEY, FI Northern States Power Co 80/12/14 Document Control Branch (Do cum ant 
Control Desk 2pp 47096 200 47006 300. 


P. Operating Itcenso stage documents & correspondonco 

881128004B Gonerlc Ltr 88 20 to all liconsoos [molding OLs & CPs for nuclear power 
reactor lacilillos re individual plant exam for sevoro accident vulnerabilities Svc list 
eocl. 

CRUTCHFIELD, D Associato Diroclor for Projects (Post 0/0411) 08/11/23 Consoll 
dalort Edison Co. of New York, Inc 0lpp 47720 303 47720.024 

6612000122 Requests that util address Ganoric Ltr 89*17 re loss of OHR during non 
powor operation Industry response to Gonerlc Ltr 67*12 daficionl in areas of proven 
lion of accident Initiation & mitigation of accidents 

MURLEY.TE Office of Nuclear Reactor Ronufation, Diroclor (Post 370411) 88/12/ 
02 HOWARD, J J Northern States flower Co. 3pp 47755 104-47755 186 


-8B12060151 Insp Ropts 50-282/08-18 & 60*306/88-10 on OOOOn 22 No violations 
noted Major areas inspected concerns associated w/Allogation Rl/I A oi 1 1 
JANUSKA,A , FUNK.D, SCHUMACHER, M Rogion 3, Ofc Ot the Director 80/11/30 
8pp 47740 328*47740 333 

8811200030 NRC Info Notice 88 093, "Tolotherapy Events " Svc list enoi 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 070720) 
08/12/02 Consolidated Edison Co of New York, Inc n2pp 47811 103 47811 215 

6811200536 NRC Info Nollco 80 094, "Potentially Undersized Valve Actuators ’’ Svc list 
end 

ROSSI.C E Division of Operational Events Assessment (Post 870411} 00/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47708 143-47700 254 

8B12120110 Forwards addi response to NRC IE Bulletin 80 06 re exam of contammonl 
liner penetration welds Util believes that Inability to radiograph welds not of concern 
MUSOLF.D Northern States Power Co 80/12/05 Office of Nuclear Heactor Rogula* 
(ion, Director (Post 070411) 7pp 47789 068-47789 074 

8612140237 Forwards Safely Insp Repts 50-282/88 21 & 50-306/88-21 on 681114 
18 No violations noted 

GREGER.L R Rogion 3, Ofc of the Director 80/12/06 LARSON.CE Northern States 
Power Co 2pp 47800 344-47800 351 

-*8812140239 Insp Repts 50-202/00 21 & 50 306/88 21 on 081114 10 No violations 
noted Major areas Inspected action on previously identified items, omorgancy plan acli 
vations A operational status of omeraoncy proparednoss program 
SMITH, M J , SNELL, W Rogion 3, Ofc of the Director 80/12/05 6pp 47800 346- 
47000 351 

8812020267 NRC Info Notice 68 095, "Inadequate Procurement Requiremonts Imposed 
by Licensees on Vendors " Svc (ist end 

ROSSI.C E Division of Operational Events Assessment (Post 8704 M) 68/12/00 
Consolidalod Edison Co of New York, Inc 112pp 47807 101-47807 302 

0812120005 Forwards propnutary S nonpropriotary safety evaluation ro NRC Bulletin 
88 002, "Rapidly Propagating Tatiguo Cracks In Steam Generator Tubes " Finding 
subj (0 adoplfon of addI admlnlslralive controls 

DlfANNI.DC Prooct Directorate HI-1 06/12/08 MUSOLF.D M Northern Stales 
Powor Co. 4pp 47707.103-47787 199. 

-*6012120009 Safety evaluation accepting (Icensoe analyses documented In WCAP- 
11 787. Based on satisfactory rasolulion of Item C2 of uuHotm 80 002 licensee may 
ierminaie commilmonl to enhanced leak rale monitoring program 
* Office of Nuclear Reactor Rogulalion, Director (Post 070411) 88/12/00 3pp 
47787 197-47787 109 

8012210232 Forwards Physical Socurily Insp Repla 50 202/80-23 & 50-306/80*23 on 
801100 18 No violations noted 

NORELIUS.C E Rogion 3, Ofc of Iho Diroclor 00/12/09 LARSON.C E Northern 
Slates Power Co 2pp 47881 163 47001,166 


Q, Inspection reports, IE Bulletins & correspondence 


6612160396 Responds to NRC 080527 & 0007 lira ro violation notod in Insp Ropts 50- 
202/80 06 & 50-306/00 05.CorfoclJve actions blown fuse for Bus 16 voltage restoring 
scheme ropfacod & bus declared operable within 20 minutes 
LARSON.CE. Norlhorn Stateo Power Co 00/06/27 QULDEMOND.WG Region 3, 
Ofc of the Director 2pp 47851 330 47051 '331 

8811300506 Forwards Safety Insp Ropts 50 202/00-16 & 50 306/08 16 on 080016 
1026 & notice of violation 

WRIGHT.GC Rogion 3, Ofc of the Director 68/11/21 LARSON.C E Northern States 
Power Co 2pp 47677'303 47677 321 

**8611300512 Notice of violation from insp on 880916-1026 Violations 
noted procurement documents which ro quia I Non calibr of flowmeters did not require 
that aa-found condllion bo determined 

WRIQHT,G,C Region 3, Ofc of (ho Diroclor 08/11/21 3pp 47677 305 47677 307 

-6811300617 Insp Repla 60-202/88-18 A 60-306/00-16 on 060016 1026 Violallono 
notod Major areas Inspocled.licensoo aciion on previous insp findings.conlainmoni in- 
(earated leak rale lost (CiLRT) & CILRT performance witnessing & results review 
MENDEZ.R,, PHILLIPS.MP Region 3. Ofc of the Direclor 00/11/17 14pp 
47677^308-47677.321 


6611160211 NRC Info Notice 80 090, "Unauthorized Removal of Indusirlal Nuclear 
Gauges " Svc list end 

CUfWINGHAM.R E. Division of Indusirlal & Medical Nuclear Safely (Post 670729) 
8B/11/22. Consolidated Edison Co of New York, fnc 09pp 47700 255 47700 267 


8811160467 NRC Info Notice 00 091, "Improper Administration & Control of Psychologi- 
cal Tesls.^’ Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 670411) 08/11/22. 
Consofidated Edison Co of Now York, Inc lOtpp 47708-042-47708' 142. 


8812020213 Forwards Safety Insp Ropts 50-202/88 19 & 50-306/08 19 on 000926- 
1 1 05 & notice of violation ^ . 

AXELSON.W.L Region 3. Ofc ot the Direclor. 88/11/23 LARSON.CE Northern 
Slates Power Co 2pp 47707, 1B2.47707-1 04 


•*8612020216 Notice of violation from insp on 680925-1 105 Violalion noted unit person- 
nel airlock door used but not subsoquontly tested 

AXELSON.WL Region 3, Ofc of the Direclor 88/11/23 Ip 47707'184-47707.104 


-8812020216 Insp Repts 50-202/88 19 & 50-306/88-19 on 080925-1105 Violations 
noted Major areas Inspected previous (nsp findings.pfant operational 
safety, main t,8urveillance5,ESF sys.LER followup & Info notice & bulletin followup 
BURGESS, B Region 3, Ofc of the Director 80/ 11/23 10pp 47707 105 47707 194 


-0812210244 Partially wllhhold Physical Security Insp Ropts 50-282/08*23 & 60 306/ 
08 23 on 881 100- 10. Violations noted Major areas inspoclodmgt support.socunty pro 
gram plans & audits, prelected & vital area physical barriers 
FUNK.D E, PIRTLE.C^L, CREED.J R Rogion 3. Ofc of Iho Diroclor 80/12/00 2pp 
47001 165 47O01’160 


R. Periodic operating reports & related correspondence 


6812140253 Monthly operating repis for Nov 1980 for Prairie Island Nudoar Generating 
Plant W/001 207 Hr 

DUQSTAU.D, MUSOLF.D Northern Stales Power Co 00/11/30 9pp 47821 061 
47021 069. 


DOCKET 60-309 MAINE YANKEE ATOMIC POWER PUNT 


F. Securltyi medical, emergency & fire protection plana 


8812120031 Forwards hbo Rept 50 309/88 16 on 001006 11 19 No viofalions 
notod NRC concerns about number of wiring diBcrepancics Identified during outage & 
Interest In understanding root causo/causos of problems & resolution of discrepan 

WIGGINS.JT Region 1. Ofc of Ihe Director 00/12/05 RANOAZZA.J B. Maine 
Yankee Atomic Powor Co. 2pp 47705 100-47705:203 

-8012120032 Insp Rupt 50 309/00-16 on 801006 11 09 No violations noted Major 
areas inspected plant operations & outage activities, including followup on previous 
Insp findings, re view of special repiajiconsee event followup, mamt & surveillance 
TRIPP.L E Region 1, Ofc of the Direclor 60/12/01 14pp. 47705 100-47785 203. 

6012230030 Fonvards Physical Socurily Insp Rept 50 309/08-20 on 881 1 14-18 Viola 
lions noted Enforcemenl conference schec/uled on B81 220 to discuss vlofallon involv- 
ing missing security & vital area keys 

EBNETER.SD Region 1, Ofc of the Director 88/12/00 RANDAZZA.J B Maine 
Yankee Atomic Power Co 3pp 47911.009-4791 1 013 

•*6812230032 Partially Withheld Physical Security Insp Rept 50 309/88 20 on 881 1 14 1fl 
(ref 10CFR2 790).Noncompliance noted in areas of vital area key control, access con- 
trol & protected area fighting Major areas inspected access control & vehicles 
UNCASTER.W K . OLSENAV P . SYLVESTER.E D Region 1. Ofc of the Director 08/ 
12/07 Zpp 47911.012-47911 013 
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P. Operating license ctsgo docunients & correspondence 

8811300165 Requests NRC permission to dispose of sljqhtly contaminated chemical 
cleaning solulion used In cleaning of secondary sloe of steam generators, per 
10CFR?0 302<a) Fee paid 

WHITTIER vC3 D Waine Yankee Atomic Power Co 60/11/22 Document Control 
Branch {Document Control Desk) 26pp 47680 176 47680 200 

8812080291 Application for amend to License DPR-34,conai5tlng of Proposod Change 
134 re mam steam excess flow chock valve Amend modifies Toch Spec 4 6 re pen 
Q<jic tastino by extending specified surveillance testing interval 
RANDAZZA.JB Maine Yankee Atomic Power Co 88/11/22 Document Control 
Branch (Oocumanl Control Desk} flpp 47734 239 47734 249 

-8612060292 Proposed Tech Specs supporting Change 134 re main steam excess flow 
check valve & turbino valve testing frequency 

* Maine Yankee Atomic Power Co 88/1 1/22 3pp 47734 24 /•4 7734 249 

6311288048 Generic Ltr 88 20 to all IJcenssea holding OLs & CPs for nuclear power 
reactor facllilres re indiWduaf plant exam for severe accident vulnerabilities Sve hat 
enef 

CRUITCHFfELD.D Associate Director for Proiecls (Post 870411) 06/11/23 Consoll 
dated Edison Co of New York, Inc 81pp 47728303 47729 024 

6312120231 Requests assurance that util addresss Generic Ltr 88 17 re loss of DHR 
during nonpowor operation 

MURLEY.TE. Ofdca of Nuclear Reactor Regulation. Director (Post 870411) 88/12/ 
02 RANDA2ZA.J 8 Maine Yankee Atomic Power Co 2pp 47786 199 477B6 200 

8812150092 Application tor amend to License DPR 36, consisting of Proposed Change 
145 re combined heatup.cooldown, pressure S temp limitallons Foe paid 
RANDAZZA.JB Maine Yankee Alomic Power Co 68/12/02 Document Control 
Brarwh {Document Control Desk) 0pp 47808 330-47807180 

-8812150096 Proposed Toch Spoce.consisling of Proposed Change 146 ro combined 
he a tup, cooldown A pressure temp liimtalions 

* Maine Yankee Atomic Power Co 68/12/02 22pp 47606 339 47806 360 

-8812160107 "Summary of Past Neutron Exposure Evaluations for Mama Yankee Re- 
actor Pressure Vessel" 

ANDERSON.S L , LIPPINCOTT.E P , LAU.F L Westmflhouso Eloclric Corp 88/11/30 
atpp 47607001 47807 082 

-86121 SO1 10 "Reaclor Pressure Vessel Boltiino Malls Assessment Maine Yankee 
Atomic Power Plant " 

BYRNE.ST Combustion Engineering, Inc JONCS.HF, PLANTE^PJ Maine Yankee 
Atomic Power Co 88/09/30 60pp 47607,083 47807.132 

-8812150113 "Final Rept on Pressure Temp Limits for Maine Yankee Nuefoar Power 
Plant C-e ’■ 

‘ Combustion Enolnsaring, fnc 88/07/31 Maine Yankee Atomic Power Co 4Bp 
47607133-47807180 

8812150012 Forwards updated assessment Of fracture toughness for protection against 
PTS.In accordance w/ 1 0CFR5O 61 

WHITTIER.GO Maine Yankee Atomic Power Co 08/12/03 Document Control 
Branch (Document Control Desk) 6pp 4762S211 47629 216 

6612130121 Advises that certain tests required bv 1980 A5ME Code. Section 
Xl.deternnlnQd to be lmpr6cllCBl,per 10CFR5065a{g) Bases for cfetermlnallon do 
scribed end 

WHITTIERGO Maine Yankee Atomic Powor Co 68/12/05 Document Control 
Branch (Document Control Desk). 3pp 47794 073-47794 075 


Q. Inspection reports, fE Bulletins & correspondence 

8811290220 Informs that addi lime will be required to respond to 870729 request for 
addi info re Action Item e of IE Bulletin 85 003 Response within addI 30 days expect- 
od 

WHITTIER, GD Maine Yankee Atomic Rower Co 87/0B/27 flUSSELUWT Region 1. 
Ofc of the Director 1 p 47664 212-47664.212, 

8B112&D115 Forwards status rep) for )E Bulletin 85 003, "Motor Operated Volvo 
Common Mode Failures Dunng Plant Transients Due to Improper Switch Settings" 
Info fn rept presented In accoroance w/Aclion Item f of buKotin 
RANDA2ZA.J B. Maine Yankee Atomic Powor Co. 87/12/15 RUSSELL^WT Region 
1, Ofo of the Director 3pp 47664 000 47664 066 

-8811290122 "Maine Yankee Atomic Power Co Program for Selected Motor- Operated 
VbN 05,S talus Rept" 

* Connecilcul Yankee Atomic Power Co 87/12/16 52pp 47664 010 47664 066 

6811290268 Forwards corrected page (o util 880115 response to NRC Compliance Bul- 
letin 87-002 

WHITTIER, G D. Maine Yankee Atomic Powor Co 86/01 /29 RUSSELL, W T. Region 1, 
Ofc of the Director Ip 47651-113 47651 113 

6811290056 Forwards updated response to NRC Bulletin 87-001 ro thinning of pipe 
walls, Including consolloated Into ro past pipe Insps 

FRIZZLE.CD Maine Yankee Atomk Power Co 83/02/11, RUSSELUW.T Region 1, 
Ofc of the Director. 5pp 47650 252-47650,255 

8911160211 NRC Info Nolpca 80 090, "Unaulhonzed Removal of Induslrial Nuclear 
Gauoes " Sve list end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Poet 870729), 
88/11/22 Consolidated Edison Co of New York, Inc 99pp 47708 255 47708 257 

8811160487 NRC Info Notice 83 091, "Improper Administration i Control of Paychologi 
cal Testa " Sve list end 

ROSSI.CE Division of Operationaf Events Aasessmenl (Post 870411) 88/11/22. 
Consolidated Edison Co. of New York, Inc lOIpp 47703 042-47708-142 

8811290030 NRC Info Notice 86 093, "Teletherapy Events," Sve fist end 
CUNN)NQHAM,R.E Division of Induslrial & Madical Nuclear Safety (Post 870729) 
88/12/02. Consolidated Edison Co of New York, Inc I12pp 47811 103-47811 215. 


8811290530 NRC Info Notice 88-094, "Potentially Undersized Valve Actuators " Svt U 
end 

ROSSf.CE Division of Operational Events Assessment {Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121 pp 4770B 143 47708 254 

0812120040 Forwards Meeting Rapt 50 309/88 163 on 081018 
MARTKT.T Region 1, Otc of the Director 80/12/04 RANDAZZA.JB Maine YfinV^o 
Atomic Power Co 2pp 47789 127-47789 147 

“0812120049 Mgt Meeting 50 300/QO-163 on 081018 Major areas discussed oHsto 
power Issues & breaker intorrupling capacity at plant Meeting agenda handout cr\l 
DURR.J Region 1, Ofc of iho Director 88/11/28 19pp 47789 129 47789 147 

8812120031 Forwards Insp Rept 50 309/08-16 on 801006-1 1 19 No viofntwns 
noted NRC concerns about number of wiring discrepancies idenlifiod during oulaga & 
Interest in understanding root cause/causes of problems & resolution of discropan 
cies 

WIGGINS, JT Region 1. Ofc of the Director 88/12/05 RANDAZZA.J D Wfllno 
Yankee Atomic Power Co 2pp 47785 188 47785 203, 

“0812120032 Insp Rapt 50-309/88-16 on 881006 1109 No vlola1lor;s noiotl Ma|« 
areas Inspected plant operations & outage activities, Including followup on previous 
Insp findings/eviewof special rep is, licensee event followup, maint & surveillance 
TRIPP.L E Region 1. Ofc of the Director 88/12/01 14pp 47785 190 47705 203 

88 120 20207 NRC Info Notice 88 095, "Inadequate Procurement Requiremonls Imposed 
by Licensees on Vendors Sve list end 

ROSSI, OE Division of Operational Events Assessment (Post 870411) 88/ 12/06 
Consolidated Edison Co of New York, Inc 112pp 47007 191-47807,302 

0012230030 Forwards Physical Security Insp Rept 50-309/60-20 on 881114 18 Viola 
tions noted Enforcement conference scheauled on 681220 to discuss violation InvcN 
Ing missing security & vital area keys. 

EBNETER,SD Region 1. Ofc of the Director. 88/12/08 RANDAZZA.JB Wnne 
Yankee Atomic Power Co 3pp 4791 1 009-4791 1 01 3 

“0812230032 Partially withhold Physical Security Insp Rept 50-309/68 20 on 081 11446 
(raf 10CFR2 790} Noncompllanco noted In areas of vital area Key coni rol. access con 
trol & protected area lighting Major areas Inspected access control & vehicles 
lANCASTER.W K , OLSENAV P , SYLVESTER, E.D Region 1. Ofc of the Director, 68/ 
12/07. 2pp, 47911 012-47011-013. 


8. Repoilabte occurrences, LERs & related correspontionco 

8012130091 LER 88-009 00 on BBtlOB.twD excore neutron flux monitor cabfo assoni 
biles failed mfg pressure lest & developed leaks In cable assembly Affoctod cable as 
semblies repaired & pressure tested to ensure proper qualification W/d31207 Hr. 
MCGRATH,RS. WHITTIER, G.D Maine Yankee Atomic Power Co. 88/12/07 3pp 
47791 353 47791-360 


V. Operator Exanftlnatlons 


8012090152 Advises that simulator operating exam scheduled for 8901 10 Util roquosl 
ed to provide ref malls listed fn anclby 884219 

ESELQROTH,PW. Region 1, Ofc of tha Director 80/11/30 RANDAZZAJQ mm 
Yankee Atomic Power Co. 6pp 47754 233 47764-238 


DOCKET 60-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8812020133 Rev 7 to Artificial Island Emergency Plan Station Procedure E PIP 2025, 
"Operations Support Ctr (OSC) Activation & Operations " 

* Public Service EJecIric & Gas Co. of New Jersey, 88/12/02. 26pp, 47722 158 
47722.183 

0812150204 "Arlificial (aland Emergency Plan, Annual Exorcise." conducted on 001123 

1202 . 

* Public Service Electric & Gas Co of New Jersey 88/12/31. 450pp, 47615130 
47816*296 


P, Operating license stage documents & correspondence 

6011200024 Informs that all postulated events re Cycle 5 roload analysis within hHcw- 
able limils & no unrovlewed safety questions Involved 

MILTENBERQER.S Public Service Elect ric & Gas Co. of New Jersey 88/1 1/16 Doc 
umanl Control Branch (Document Conirol Desk). 6pp 47644 340-47644-344 

0611280048 Generic Lir 00-20 to all llconseea holding OLa &. CPs for nucloar power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve lisl 
end 

CRUTCHFIELD, D Associate Director for Proiecls (Post 870411) 88/11/23 Conwll- 
dated Edison Co of New York, Inc 81pp 47720.303 47729.024 

0811300303 Summary of 6011 16 meeting w/u1iJ In Rockville, MD re ulil long range pro 
grams at plants & NRC long range efforts 

STONE, J.C. Project Directorate (-2. 88/11/26. Projecl Directorate 1-2 4pp 47677 132 
47677.135, 

8012050041 Forwards resporise to Generic Ltr 88-11. "Radiation Embrittlement of Re 
actor Vessel Mails** Util will submit license amend requests to Incorporate now 
heatup & cooldown curves In Tech Specs for Salem Units 1 & 2 by Dec 1908. 
MILTtNBERQER.S, Public Service Electric & Gas Co. of New Jersey. 88/1 1 /2B, Doc 
ument Conirol Branch (Document Control Desk). 7pp 47732 021-47732 027 

8812060222 Summary of 801122 iTieeling w/utll In Rockville, MD ro preparation o1 We 
logical assessment of sea turtle occurrences at plant Agenda end, 

STONE.JC, Project Directorate 1-2 88/12/01. froject Directorate 1-2, 6pp. 47745 009 
47745 013. 
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B0 12120 176 Notiticalion of Significant LIconsco Meoling G0-1il9,Rov l.on 000113 in 
Region I ofe to discuss (fosign basis reconstitution 

SVV£TLAND,P D Region 1, Ofe of the Director 06/12/01 Region 1, Ofc of the Diroc- 
tor 2pp 477B8 110 477BB 1 19 

8612070216 Forwards Generic Ltr BO 17 re toss of DHR during nonpower 
operalion Belief that Industry as whole has not aggressively responded to resolve con 
cern following identification fn Generic Ltr 87*12 slated 

MURLEYpTE Office of Nuclear Reactor Regulation. Director (Post 670411) QB/12/ 
02 FERLAND.J Public Service Efeclric & Gas Co of Now Jersey 4pp 47749 256* 
47749 262 

8812150094 Docurnenls agraomenl between util & J Stone & G Rivenbark of NRG re 
extending response submittal date for Generic Ltr 60 14 concerning instrument air 
supply sys 

MILtENBERGER.S Public Service Electric & Gas Co of Now Jersey 86/12/06 Doc* 
umenl Control Branch (Document Control Desk) 2pp 47035 001 47036 002 

8812150004 Requests withdrawal of util 851119 application for amends lo Licenses 
DPR*70 & DPR-75, consisting of License Chnngo Request 04-23, deleting App 0 of en 
viron Tech Specs & subslduling w/onviron protoclion plan 

WILTENBERGER.S Public Service Electric & Gas Co of New Jersey. 86/12/09 Doc- 
umenl Control Branch (Document Control Desk) 2pp 47023 013-47023 014 

8812210025 Approves 001022 outline of biological assessment ro sea turtles, subj to In- 
cluding description of trash bar cleaning process & details of operational aspects lo 
minimize capture of soa turtles 

STONE.JC Project Diroctofolo 1-2 Q8/12/14 MILTENBERGER.S Pubfic Service 
Electric & Gas Co of New Jersey 4pp 47081 157-47001 160 


Q< inspection reports, IE Bulletins & correspondence 

0812090076 Forwards response to NRG Bulletin 08 002 re potential lor rapidly propo- 
galinn falicuo cracks in steam generator tubes 

MILTENBERGER.S Public Servico Electric & Gas Co of New Jersey 08/03/20 
RUSSELL, WT Region 1, Ofc of the Director 21 pp 47757 310 47757 338 

6811 300 3 51 Responds to NRC 881013 ltr re violations noted in insp Ropts 50 272/&8- 
17 & 50 311/OB 17 Short term actions have been developed lo quickly establish nec- 
essary controls lo offoclivoly prevent future surveillance nrobloms 
MILTENBERGER.S Public Service Electric & Gas Co or Now Jersey B8/11/1B Doc- 
umor^l Control Branch (Document Control Desk) Spp 47674 136 47674 140 

8811290404 Foiwards Safety Insp Repte 50-272/08 19 & 50 311/08-20 on 880927- 
1 107 No violalioris noted 

WENZINGER.EC Region 1, Ofc of the Director 08/11/21, MILTENBERGER.S 
Public Semce Eleciric & Gas Co of Now Jersey 2pp 47657 305 47657 324. 

-8811290412 Insp Repts 50 272/00-10 & 50-311/08 20 on 000927-1 107 No violations 
noted Major areas Insp a clod plant operations Including operational safely 
veriflcallon.mainLLERs review, surveillance, Unit 2 outage activllios & Insp items follow- 

S?VETiAND,P D . BROCHARDT.R W . GIBSON, K H Region 1, Ofc of the Director 
B8/11/21. lOpp 47657 307-47657 324 

8812020016 Advises that util 880811 response lo NRC Bulletin 80 004 adetjuatoly pro- 
vided Info requested In Items a,b,c & d of subj bullotIn.Min recirculetion flow results 
requested within 30 days of completion of evaluation 

SrONC.JC Project Directorate 12 00/11/21 MILTENBERGER.S Public Service 
Electric & Gas Co of Now Jersey 4pp 47707,164 47707 167 

8811160211 NRG Info Notice 8B0Q0, "Unauthorized Removal of Industrial Nuclear 
Gauges ” Sve list one! 

GUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
08/11/22 Consolidated Edison Co of New York, Inc 99pp 4 7708 265 4770BP57. 

8811160467 NRC Info Nollce DQ-OUl, "Improper Administration & Conirol of Psychologi- 
cal Tests ” Sve list onci 

ROSSI, G.E Division of Operational Events Assessment (Post 670411) 88/11/22 
Consolldaled Edison Co of Now York, Inc. 101pp 47700 042-47706 142 

8811290034 Forwards Radiological Controls Insp Repts 60 272/80-18 & 60 311/00-18 
on GD0926-1006 & notice of violation 

BELLAMY.RR Region 1. Ofc of the Director OB/1 1/22 MILTENBERGER.S Public 
Service Electric & Gas Co of Now Jersey, 3pp. 47650 266-47650’280. 

-8811290835 Notice of violation from jnsp on 0Q0926 1 006 Violation noted rolling loot 
withdrawn from reactor cavity pool w/o required dose rate survey performed & work 
crow allowed to work in restricted seal table room 
* Region 1. Ofc of the Director B8/ 11/22 2pp 47650 269 47650-260 

-8811290840 Insp Repls 50-272/08-18 & 50-311/60-18 on 800926-1008 Violation 
noted Major areas Inspected radiological controls organization & staffmg.personnel 
qualifications & training, corrachve action sys & performance monitoring & ALARA, 
NIMIT4flL, 0'CONNELL.P V . SHANBAkV.M M Region 1, Ofc of the Director 88/ 
11/10. 20pp 47650 261-47650 200 

8811290364 Forwards Mgl Meeting Repts 60 272/88-18 & 50-311/08-10 on 
601020 Meeting repts summarize discussion on NRG Identified weaknesses In area of 
Industrial safely.radiological controls & fall of worker Into reactor cavity on 081018 
EBNETER,SD Reaion 1. Ofc of the Diroclor 88/11/22, MILTENBERGER.S Public 
Service Efoctrlc & Gas Co of New Jersey 3pp 47665-049-47666 070 

-8811290305 Mgl Meeting Ropts 50-272/8B-16 & 60-311/86-18 on 881020 Major 
areas discussed recent NRC idenliNed weaknesses In area of Indusfriai safety & radio- 
logical controls & fall of worker into Unit 2 reactor cavity on B01Q1B, 

NIMITZ.R L Region 1. Ofc of the Director 80/1 t/ID 27pp 47665 052-47665 078 

8811290030 NRC Info Notice 88-093, "Teletherapy Events" Sve list end 
CUNNINGHAM.R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
88 /12/02 Consolidated Edison Co of Now York, Inc 112pp 47811 '103-47811 215 

8811290538 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators " Sve list 
end 

ROSSI, CE Division of Operalional Events Assessment (Post 8/0411) 88/12/02 
Consolidated Edison Co. of New York, tnc 121pp. 47708 143-47700-264 


8B12060003 Forwards safety evaluation supporting Amend 63 to License DPR 75 re ac 
celerated steam generator tube insps Util will have (o comply w/Toch Spec 4 4 6 3b 
& increase steam generator insp frequency to max 20 months for facility 
STONE.JC Project Directorate I 2 80/12/05 NICHOLLS.G P New Jersey, Stale of 
Spp 47754 134 47764 143 

BQ12020287 NRC Info Notice 66 095. "Inadequate Procurement Hoqulrements Imposed 
by Licensees on Venders " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 06/12/08 
Consolidated Edison Co. of Now York, Inc 112pp 47B07 191 47007 302 


R Pertodlc operating reports & related correspondence 


8811290465 ‘‘NPDES Discharge Monitoring Rept for Oct 1980 " W/881 123 ltr 
THE JO, J Public Service Electric & Gas Co of New Jersey 08/10/31 CAPORALE 
Now Jersey. Slate of 25pp 47650 053-47650 077 

6812190256 Monthly operating rept for Nov 1908 for Salem Generating Station Unit 
2 W/881 211 Hr 

ORTICELLE.A, WHITE.P , MILLER, L K Public Service Electric & Gas Co of New 
Jersey. 08/1 1 /30 1 3pp 47060 045 47060 060 


S Reportable occurrences, LERs & related correspondence 


0811290494 Special Rept 88-8 on 881031, prossunzer overpressure proteclion sys 
(POPS) actuated Caused by equipment problem duo to setting of Channel II setpoint 
for POPS above Tech Spec 3 4 10 3a POPS channels recalibr 
MILLER.LK Public Service Electric & Gas Co of New Jersey 08/11/16 Document 
Control Branch (Document Conirol Desk) 3pp. 47665 173-47665 175 

8811290550 LER 88 021-00 on QB1031,hourly roving fire watch patrol for several areas 
not completed within 1h Caused by personnel error Personnel given medical fitness 
for duly exam & site protection dept mgl reviewed event W/001 116 ltr 
POLLACK.M J„ MILLER.L K Public Service Electric & Gas Co of Now Jersey 88/11/ 
16 4pp 47650 210 47650 213 

8011290554 LER 88 022-00 on 081022 & 23.vi5ual exam of containment spray valves 
21 & 22CS6 revealed cracks In valve casting Cause atlnbutod lo transgranular stress 
corrosion cracking Valves temporarily replaced w/piping spools W/D81 1 16 ltr. 
POLLACK.M J , MILLER.L K Public Sorvico Electric & Gas Co of New Jersey 08/11/ 
16 Spp 47665 004 47665 080 

Q812070069 Supplemental Special Rept 08 5-1 on 00081 7, fire barrier penetrations Im- 
paired for greater than 7 days Complete review of fire protoclion program 
Inlliatod Impaired penetrations resoaled utilizing existing procedures 
MILLER.LK Public Service Electric & Gas Co of Now Jersey 88/11/30 Document 
Control Branch (Document Control Desk) Spp 47746 003-47746 085 

8812220165 PNO-) 08-125 on 60 1209, facility removed from sve due to high combustibie 
gas (acotylena) concenlratlons on Phase C of main power transformer Licensee plans 
to foplaco transformer w/spare 

QIBSON.K., SWETLAND.P Region 1. Ofc of the Director 88/12/12 Ip 47602.242- 
47092 242 

8812190306 LER 08 023-00 on 8G0912,di8COverod lhal several radiation rnoniloring sys 
monitors wore calibr low duo to use of incorrect calibr source response Info Caused 
by Inadequate administrative controls Monitors calibr.W/B01214 Hr 
POLLACK, M.J., MILLER.L K Public Sorvico Eleciric & Gas Co. of Now Jersey 88/12/ 
14 7pp 47662 145 47052 151 


DOCKET 50<312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency A fire protection plans 


6811280991 Fon/vards forty-ftvo day submittal for "Rancho Seco 1988 Annual Exercise 
& Dross Rehearsals " 

FIRLIT.JF Sacramento Municipal Utility Dlslricl 08/00/17. MARTINJB Region 5. 
Ofc of the Director 2pp 47659 057-47662 159 

-8011260095 "Rancho Seco 1DB0 Annual Exercise & Dress Rehearsals " 

• Sacramento Municipal Utility Dlslricl 00/08/17 I.OOOpp 47650 059 47662 169. 

8811290347 Advises that Rov 13A to plant physical security plan consistent w/provl- 
slons of lOCFRSO 54(p) & acceptable 

SCARANO.R A. Region 5, Ofc of the Director 88/11/15, FIRLIT.J.F Sacramento Mu- 
nicipal Utility District 2pp 47665 271-47665.272. 

8812050110 Forwards rev to physical security plan reflecting odmlnlslration changes 
within security dept Rev withheld (ref 10CFR2 790) 

SHETLER.JR Sacramento Municipal Ulillly District 80/11/29 Document Control 
Branch (Document Control Desk) tp 47731'201-47731.201 

8812190334 Forwards Insp Rept 60 312/Q8*31 on 880907-1021 & notice of 
violation Program for monitoring pipe wall thinning In response lo IE Bulletin 87-001 
Inadequate 

ZIMMERMAN,RP Region 5. Ofc of the Director 80/12/06 FIRLIT.J F. Sacramento 
Municipal Utility District 2pp 47860.026 47860:044 

-6812190342 Insp Rept 60-312/08-31 on 880907-1021 Violations noted Major areas 
inspected operational safety verikcation.hoaHh physics & security observatlons.ESF 
sys walKdown.malnt, surveillance & testing, QA & followup Items 
D'ANQELO.A J, MYERS.C J . QUALLS.P M. Region 5, Ofc of the Director 08/12/06, 
16pp. 47860 029-47060 044. 

681221005B Advises that 880906 Change 2 to emergency plan consistent w/ provisions 
of 10CFR50 47(b) & App E & accoplablo 

FISH.R.F Region 6, Ofc of the Director 00/12/09 FIRLIT.J F Sacramento Municipai 
Utility District. 3pp 47875 356-47876 356 
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88122I0HI Advisss lhal (acewiy used as part o) lacilily secun^ sys upgrada wSI pio- 
vkIo pfolectiori equal la App R exemption Docvir 

CflOLEV0G Sacramento Munjcipal UMity DiSlnct KnjGHTON.t> uoc 

mcnl Cont/ol Branch {DocumenI Cont/ol Desk) 2pp 47081 142-47861 143 


H General correspondence 


8812010130 Comment soppCftng proposed rule) 10CFFI26 re NRC fitness for duty 

PISiTJ F^Scramento^Muin a^t ^.ty DsSt/icl 47B78 M3 Document 

Control Branch (Document C-'nlrol Dosk) 40pp 476?& 164 47678 203 


p Operating license itoB® documents & tonefipondence 


8811110039 Forv^areJs NRC assessment of environ radioactive con^amin^ion fn vicinity 
ol plant a HUREG CR-42B6. ‘'Evaluation o( Radioectivo Lrau'd etfluant Releases from 

Rancho Seco EvaluitKins concluded offsito environ contaminated 

ST0L2,J PWR Project Directorate 8 88/11/11 RODRIQUE2,RJ Sacramento Mu* 

niapal Utiliry Oi!»tncl 7pp 47682 086 47682 092 


8811290346 For^rards repi summartzing status of procurement engineering assessment 

C^LEY.B^G^^Sacmmento Municipal Utility Distnct 88/11/18 Document Ckintrol 
Branch (Document Controf Desk) 20pp 476W 340 47664 359 


8811290343 Summanzos uU posdions & commitments re leak repair of plant 
components per 881027 telcon w/NRC Anatyars of chemical charactensilcs ol sealant 
us^ on VaNos RCS 51 0 & H V 2 1 51 0 end ^ 

FiRLIT.JF Sacramento Municipal UWity Distnct 88/11/22 KNIGHTON.G NRC*No 
Detailed Affi'iatJOn Given 4pp 47665 265 47665 260 


8811280048 Generic Ltr 08 20 lo all licensees holding OLs & CPs tor nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve fist 

CRUTCHREtD.n asso late Dreclor for Pfo|ocls (Post 870411) 88/11/23 Consoli 
dated Edison Co of New York. Inc 81pp 4772830347729 024 


881 1300244 Informs that due lo extended drought in Slato of CA.ulil plans to operate 
plant at nom/nal 92 94% povrer level End procedures idontifiod tor performance ai 
100% power level 

FIRL(T.JF Sacramento Municipal Utility Distncl 88/11/23 Document Control Branch 
(Oocumenl Oonbot Desk) 3pp 47677 03247677 034 


8812060009 Requests that SER for Amend 92 be revised to extend refueling fnlorva) for 
reactor vessel vent valves to Ciyde 8 refueling outage, but no later than Sept 
1989 Safety ana h sis end 

FiRUT,JF Sacramento Municipa) unity Distnct 88/11/29 KNIGHTON, G NRC • No 
Detailed Affiliation Gwen 7pp 47753007-47763013 


1812150139 Requests response to Generic Ltr 88-17 re loss of DHR Industry response 
to Generic Ltr 87*12 deficient in areas of prevention of accident Initiation & mitigation 
of accidents before piogrosslng to core damage 

WURLEYJE Office of Nuclear Reactor Regulation, Oiroctor (Post 070411) 88/12/ 
02 FIRUT,J Sacramento Municipal Utility Distnci 3pp 47630 18M7630 163 


8812190408 Forwards Rav 0 to 69031 01, ‘'Phase 1 IndeperKienI Performance Evalua 
tion ol Ranebo Seoo Nuclear Generating Station” PUbhc heanng will be hold on 
661216 to discuss ropi Second rapt scheduled for completion In May 1989 
FIRUT.JF Sacramento Municipal Utility District 88/12/09 MARffN,JB Region 5, 
Ole ol Iho Dweetw Ip 47855 taS-ATBSS 193 

*^12190409 "Rhase 1 (ndepondeni Performance Evaluation of Rancho Seco Nuclear 
Gervorating Station ” 

CAflLSON.JD, BENNtn.LA. SMiPLEY.LE CYGNA Energy Services 89031 01 
ROO 68/12/00 68pp 47855 126.47855 193 


8812200124 Forwards revised pages to “Rancho Seco Quality Manual 
CRUNK.SL Sacramento Municipal Utility District 88/12/12 Document Control 
Branch (Document Control Desk) 20pp 4766 1*21 7 47861 313 

-8812200130 Revised “Rancho Seco Quality Manual." 

FIRLIT.JF Sacramentn Municipal Utility District 88/11/18 78pp, 47861 236 


8612210383 Forwards Diioctor Decision DD 68-20 under 10CFR2 206, draft mie (ltd 
880922 & FR rwtice re drug tosbrw program at plant 

MURIEY.TE Office of Nuclear Reactor Regulation. Director (Post 870411) 88/12/ 
14 MOLLER,B Affiliation Not Assigned 4pp 47689093 47689 230 

-8612210394 Dtroclor's Decision DD 88 20 under 10CFfl2 206 re drug teslino of all In- 
dividuals at pfant Petition denied 

MURLEY.Tt Office of Nuclear Reactor Regulation. Direclof (Post 670411) 88/12/ 
14. 12epp 47809 097.47689 224 * 

-6612210396 Notice of Issuance of Director's Decision DD-88 20 re druo leslino oro 
gram at pJant Petition under 1 0CFR2 206 denied 

MURLEY.TE Office ol Nuclear Reactor flegulalion. Director (Post 870411) 88/12/ 
14 6pp 47889 225-47859 230 


Q, Inspection reports. IE BulletJni & eorreepondence 

6611160211 NRG Info Notice 88 090, "Unaulhofued Removal of Industrial Nuclof 
Gauoea Sve list encl 

OMlNGHAM.n E Division ot Induslnal i Medical Nuclear Safety (PosI 870729 
80 / 11/22 Consolidated Edison Co of New Yo^, Inc 99pp 47708 255*4 7708 ' 257 . 

6611180467 NRC Info Notice 88 091. “Improper Adminislration & Control of Psvcholofl 
cal Tesls “ Sve list encl ' ^ 

^SSl.GE of OperaUonat Events Assesstnent fPosI B70411). 88/11/2 

ConsoUdaled Edison Co ofNew York. Inc lOtpp 47708 042*47708' 142 * 

forwards Mgt Meeting Repl 50 312/88 35 on 881114 Since restarl.ubi ht 
owalod plant successfully Commllmenta to NRC to be completed after restart rv 
moL 

Sa„an,«„,oM«nk 


-88120700/0 Mgt Meotiny Rept 50 312/00 36 on 081 1 14 Ma|of 
discussed licenseo operational porformanco smeo rovtan in Mar 1980 & progiossfs 
restart commitments in aroas of Gngmeoririg.prociiromonl.moinl & eflluenl sys aiPas 
MILLER.LF. ZIMMERMAN, R P Region 5, Ole ol Iho Director 80/11/21 sgp. 

vi77ilfi 'iCHi.A77A7 030 


8811300013 Responds to violations mitod «i frisp Repl 50 312/00 32 Ckirrevli.a 
actions iOCFHSO 59 determination revised to InLlndo impact of USAR Finuro 9 5 l 
FIRLIT J F Sacramento Municipal Ultlily District 08/ 11/23 Document Control BraM 
(Document Controf Desk) 4pp 476/3 109 47673 1 1? 

6812150898 ForwArds list of ref purdiaso order nurnhors & dales of purchases by (ao'i 
ty from Planned Malnl Sys.Jnc.for rovievv, per NRC Info Notico 08 019, "Quoslioiiabie 

Certification of Class IE Components” ix * c . 

KNfGHTON.G.W Project Directorate V 00/11/23 hinLIT,.r S a cramonlo Municipal 
Utility Oistnct 5pp 47023 045 47023 049 

6812150162 Discusses rofueifng cavity sonl por FJnlfotin 04 03 Reluoling cavity seal coiv 
sists of metal.circular plate, formed to span gap bolwoon reactor vessel & (ofuelng 
cavity lloor Prior lo rolueling, plate boiled in place (a sealed 
KALMAN, G Project Direclorato V 00/11/30 MODGE.V Qoneric Communicatiorvs 
Branch 2pp 47825 01 1-47825 012 


B01 1290030 NRC Info Notlco 80 093, “Toloitiorapv Events " Sve list one) 
CUNNINGHAM.R E Division of Induslrfol & Medical Nuclear Safely (Post 870729) 
06/12/02 ConsolidalotJ Edison Co of Now Vork, Inc 112pp 47811:103 47811 215 


8611290538 NRC Info Notice flO 094, “Potentially UndorsIzorJ Valve Actuators " Sve M 
encl 

ROSSLCE Division of Operational Events Assessrnont (Post 870411) 86/12/02 
ConsoJidated Edison Co of New York, fnc I21pp 47700 143-47700 264 


8612130182 Fowords Ofc of Irivestigatlon surnrnuiy ropl ro Caso 5*67 01 1 concerning 
actfvitios aulhofizerf by Licenso DPR 54 No vfoindoris noiod 
KIRSCH.OF Region 5, Ofc of the Director 00/12/06 FIRLIT, J Sacramento Munic. 
pal Utility District 2pp. 47795 336 47795 337 

8812190334 Forwards fnsp Ropt 50 312/88 31 on 800007*1021 & notice cl 
violation Program lor monitoring pipe wall thinning In responso to IE Bulletin 07 C01 

ZIMM?f?MAN,R P Region 5, Ofc of ihe Director 80/12/06 rinLIT,JF Sacramonlo 
Municipal Utility Disbicl 2pp 47&b0 026 47660 044 

-8012190339 Nolice of violation from Inap on 800907-1021 Violation noted design basis 
of safety related sys not correctly translalorJ into procedures & Instructions 
ZIMMERMAN.R P. Region 6, Ofc of Iho Oiroctor 88/ 12/OB Ip 47660028 
47860 028 


-0812190342 fnsp Ropl 50'312/80 3t on 800007 1021 Vrolotlorra noted Major areas 
Inspected operationar safety venfiralionjioalth physics & socurily observa lions, ESF 
sys waikdown, malnl, survoitianco A toalIng.QA & followup Horns 
D'ANGELO.A J . MYERS.C J , QUALLS.PM nogion 5, Ofc of the Director 08/12/06 
16pp 47660 029 47860 044 

8812020267 NRC Into Notice 08 096, "Inaduqualo IVocuremont Roquiromonls Imposed 
by UcensGOs on Vendors " Sve list onci 

ROSSI, CE. Division of Operational Events Asbossmonl (Post 870411) 08/12/08 
Consolidated Edison Co of New York. Inc 1 12pp 47007 101-47007 302 

8812210246 Ack receipt of 001123 fir informing NRC of stops taken to correct violations 
noted In Insp Ropt 50-312/88 32 on 601026. 

ZIMMERMAN, RP Region 5, Otc ol iho Director. 88/12/14 FtRUT.JF SacTameMO 
Municipal UUIIty Olstncf Ip 47081 311 47081 315 


S- Reportable occurrences, LFIIb & rotated corrospondence 


8811300019 LER 00 016-00 on fl01O27.8amplo flow to radiation moniicr H-ISSIBA 
lost, rendering noblo gas monitor & particulate & charcoal samplers Inoperable Cause 
unknown Sample flow lo monitor restored W/fl01 123 Hr 

BOWSER,R.W, FIRUT.JF. Sacramonlo Municipal Uliltly District 00/11/23 4pp 
47673 245 47673 240 

8811300020 LER 88*01 4-OO.on 88 1025, Tech Spec required shutdown duo to RCS 
leakage Caused by dogradallon of two valves duo to sve in RCS RGS repaired by seai 
welding body-to bonnet loinl, then inlecling valve w/loak sealant W/801 123 Hr 
RUTTtR,S, F1R11T,J.F Sacramento Municipal Utility Dlslnct 88/11/23 5pp 
47671 001-47671:005 


8811300266 Special Ropt 00*1 e.on 081026 & 26.fniluro to maintain specific activity of 
primary sys wllhin admlmstraliva fimita occurred AHornale loldown aya purification de- 
mineralizar placed in sve 

KEUTER.DR Sacramonlo Municipal Utility District 00/11/23. MARTIN.J8 Region 5, 
Ofc of Iho Director 6pp 47671 225-47671 229 


6812070002 PNS'V*86 006 on 081 126, licensee received telcon alleging lhal npnl 
censed equipment operator observed using iilenal drugs Individual submiTtod lo urinal 
positive for maniuana Individual tornninated on 881 100. 
SCHUSTER, D Region 5, Ofc of the Director 80/11/30. 1p 47746 237-47746 237 


681214^17 Special Ropt 88 10 on 001109 & 11, fire barriers broached more than 7 
days Caused by fire doers not roslorod to oporablu stolua Firo doors restored to opsr 
able status on 881111 

KEUTER.DR Sacramento Municipal Utility District 08/12/08 MARTIN. JB Hog ion 5, 
Ofc of the Director 2pp, 47700 294-47709 295 


Munici 


Will include.but not limited to listed actions 
MARTIN, J B Region 5, Ofc of the Director 80/12/13 FIRLIT.J F Sacramento k 
pal Utility District 2 pp 47860.197*47860198 

0912200275 PNO-V-80 066 on OB 1 21 2, feedwater flow sinnificnntly reduced duo to 
sieam pressure frucluallons to main feedwater pump B (MFP) Ffuctuollons caused W 
unexpected steam demand from auxiJlafV steam supply 
478M334' 5, Ofc of the Director 80/12/13 2pp 47860 333 
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flfl 122001 BO SuppI 10 Special Rcpl 80 1 3 Complelion of restoration of ponotralion seals 
for floor slots roschecfuled for prior to end of Cycle 8 refueling outage because work 
would Involve 4,160 volt Nucfoar Svcs Bus 8 

KEUTER.D R Sacramento Municipal Utility District 08/12/14 MARTIN, J B Region 5. 
Ofcof the Director Ip 47867 313-47867 313 


V< Operator Examinations 

6B1 2140062 Fonvards revised agenda for annual operator llconsing mooting on 
050110 W/o onci 

PATE.R d Region 6, Ofc of the Director 80/12/05 HERRELL.M, Sacramonto Munici- 
pal Utility District Ip 47799 243 47799 243 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security* medical, emergancy & lire protection plans 

8811280103 Rev 6 to Emergoncy Plan Implementing Proceduro 1903 04, ‘'Administra- 
tion & Mainl of Emergency Plan & Implomonting Procoduros ” 

‘ Arkansas Power & liglit Co, 00/09/23 6pp 47654 029 47654 034 

0811300435 Rev G to Emorgoncy Plan Implementing Procedure 1903 01, "Organization 
& UsQ of Emergency Plan Implomonting Procodures " 

" Arkansas Power & Light Co 60/10/27 3pp 47676'207'47676 209 

0811300429 Rev 10 to Emorgoncy Plan Implementing Procoduro 1003 61, ‘'Turnover of 
Responsibility " 

* Arkansas Power & Light Co 88/10/20 llpp 47677 012-47077 022 

8011290503 Rev 16 to Emergency Plan Implementing Procedure 1903 023, "Porsonnol 
Emergericy " 

* Arkansas Power & Light Co 00/11/18 14pp 47657 337-47657.350 

0811300115 Advises lhal 001027 request for extension In submittal of response to devi- 
ations noted In Insp Repla 50 313/87-14 & 50 360/67-14 until 081216 acceptable 
CALLAN.L J Region 4, Ofc of the Director 80/11/16 CAMPBELl.Q Arkansas Power 
& Light Co. 2pp. 47073 239 47673 242 

-0811300119 Requests extension until 601216 to submit revised response to Insp 
ReptS 50*3 13/07-1 4 & 50 368/07-14, 

LEVINE. J.M Arkansas Power 6 Light Co 00/10/27 CALLAN.L J. Region 4, Ofc of 
the Director. 2pp 47673 241-47673 242 

8011200021 Forwards response to Safeguards Insp Repls 50-313/86-34 & 60 368/06- 
34.Encl wsmtiald (ref 10Crn73 211 

LEVINE, J M Arkansas Power & Lighl Co 00/11/10. CALLAN.L J Region 4, Ofc of 
the Director 2pp 47709 001 47709 002. 

8812010004 Advises that 000021 changes to emergency plan acceptable 
CALLAN.L J Region 4, Ofc of the Director 00/1 1/10. CAMPBELL.Q Arkansas Power 
& Light Co 2pp 47700 250 47709.261 

8812100153 Forwards Amends 114 & 00 to License DPR 51 & NPF 6, 

rcspocuvoly Amends modify Paragraphs 2.C(4) 8i 2D of licenses to roquiro compli- 
ance w/rovised physical security plan per 10CFR73 SS.Sefeguards evaluation ropt 
also end, 

HARDUCK.ee Prelect Directorate I V 80/12/06 CAMPBELL JG Arkansas Power & 
Light Co, 4pp. 47030 301-47630 31 1 

-0812160155 Amends 114 & 80 to Licenses DPR'51 & NPF-6, respectively, modifying 
Paragraphs 2 C(4) & 2 D of licenses lo roquiro complianco w/ revised physical security 
plan per 1-0CFR73 65 

CALVO.J A. Project DIrocloralo IV 00/12/06 4pp 47030 306 47030 300 

-0612160167 Safeguards evaluation rept supporting Amends 114 & 88 lo Licenses 
DPR 51 & NPF-6, respectively 

* Ofilce of Nuclear Reactor Regulation, Director (Post 870411) 88/12/06 3pp 
47830309 47830.311. 

8812210301 Forwards Insp Ropts 50 313/00 39 & 60 360/08 39 on 001031-1101 No 
violations or deviations nolod 

CALLAN.L J. Region 4, Ofc of the Diroclor 00/12/13 CAMPBELL.Q Arkansas Power 
& Light Co 2pp, 47677.115 47877 120 

-8B12210304 Insp Repls 50 313/08 39 & 50-360/60 39 on 601031-1 104, No violations 
or deviations noted Major areas Inspected, physical security program,(ncluding mgl 
support, security program plan & audits & alarm slalions & communications 
KaLY,J.A., EVERETT.R J Region 4, Ole of the Director 88/12/08 4pp 47877 117- 
47077^120 


H, Qeneral correapondence 


8812010155 Comment supporting proposed rule 10CFR26 re NRC rulemaking on fit- 
ness for duly programs endorses NUMARC 081118 commenis on subj proposed rule 
& suggests Incorporation of NUMARC suggested changes 

CAMPBeLL.T G Arkansas Power & Light Co 88/11/17. CMILK.S J. Office of the Sec- 
retary of the Commission 8pp 47678 223 47678.230, 


P. Operating license stage documents 8> correspondence 

8811290162 Discusses NRC position on radialion ombriUlomonl of reactor vessel malls 
& Impact on plant operations re Generic LIr 80-11. 

HOWARD, D.t=t. Arkansas Power & Light Co 00/11/21 Document Control Branch 
(Doctime rvt Control Desk). 2pp. 47640 190-47640.199 

8811280048 Generic Hr 88 20 to all licensees holding OLa & CPs for nuclear power 
reader facilities ro Individual plant exam for severe accident vutnorabililles Sve list 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 88/11/23 Consoli- 
dated Edison Co of Now York, Inc 81 pp 47728 303 47720 024 


8812020173 Summary of 881110 meeling w/util In Rockville, MD re four plant startup 
issues including DHR sys shutdown coding mode of operation, operability of penetra 
tion room ventilation sys & operability of nozzles in safety-related piping sys 
HARBUCK.ee Project Directorate IV 08/11/29 Project Directorate )V 7pp 
47734 088 47734 141 

-8812020176 Confirms 081107 conversation re operability of DHR sys during both long 
term cooling & shut down cooling modes of operahon & oporabllity of containment 
penotration ventilation sys 

MARTIN.RD Region 4, Ofc of Iho Director 00/11/07 CAMPBELUG Arkansas 
Power & Light Co 47pp 47734 095 47734 141 

0812020239 Requests justification for Interim operation of facility based on assumed 
Lake Dardanolle temp of 70 F.sve water flow of 1700 gpm through each decay HX & 
only one roactor btdg cooling unit operable in each train 

HARBUCK.CC. Project Oiroctorate IV 09/11/29 CAMPBELL, TG Arkansas Power & 
Light Co 5pp 47711 112-47711 116 

8812090220 Request-, that util oddrobs Generic Llr 00-17 ro loss of DHR during non 
power operation Industry rosponso lo Ganoric Llr 07-12 deficient fn areas of proven 
lion of accident Initiation & mitigation of accidents 

MURIEY.TE Office of Nuclear Reactor Rogulotlon, Director (Post 070411) 80/12/ 
02 MAULDEN.J.L, Arkansas Power & Lfghl Co 4pp 47762 317 47762 320 

8B12200262 Discusses addi Info ro hvc water deyradallons.por 001 110 meeting w/ 
NRC Prior to warm weather In Spring 1909, discrepancies will be resolved 
HOWARD.DR Arkansas Power & Light Co 80/12/05 CALVO.J A Project Director- 
ate IV 4pp 47003 064 47663 067 

8812160153 Forwards Amends 114 & 80 lo License DPR-51 & NPF 6, 
respectively Amends modify Paragraphs 2 C{4) & 2 0 of licenses lo require compli- 
ance w/ revised physical security plan per 10CFR73 65 Safeguards evaluation rcpl 
also end 

HARBUCK.CC Project Dfruclorale IV 08/12/06 CAMPBELL.T G Arkansas Power & 
Light Co 4pp 47030 301-4/030 311 

-B01216O155 Amends 114 A 08 lo Licenses DPR 51 & NPF e.rospectlvely, modifying 
Paragraphs 2 C(4) & 2 D of licenses le require compliance w/revisod physical security 
plan per 10CFH73 65. 

CALVO,J A Project DIrocloralo IV 80/12/06 4pp 47030 305 47030 300 

“8812160157 Safeguards evaluation ropt supporting Amends 114 & 00 to Licenses 
OPR 51 & NPF-6, respectively. 

* Office of Nuclear Roactor Regulation, Director (Post 070411) 00/12/06 3pp. 
47630 309-47630,311. 

8812210005 Summary of 001013 mealing w/ulH ro long standing safety Issues, I ncludino 
Generic Llr 83-20 iterns.SPDS.Rog Guido 1 97 safaly evaluation open Items A TMl 
Action Item II K 2 16 

HARBUCK.CC Project Diroctorale IV 88/12/13 CAMPBELL, T.G Arkansas Power & 
Light Co 17pp 47000 035 47889 051 

8812230104 Forwards Amend 115 to License DPR 51 & safely evaluation Amend pro- 
vides 1 gpm limit on primary-to soconeJarv leak rale (total steam generator lube leak- 
age). 

HARBUCK.CC Project Directorate IV 08/12/15. CAMPBELL.T Q Arkansas Power & 
Light Co 3pp 47021 3-13-47921.352 

-8812230109 Amend 115 to License DPR-51, revising Tech Specs lo specifically pro- 
vide for 1 gpm limit on pnmary-to socondaiy leak rate (total steam generator tube 
loakane) 

CALVO.J A Project Directorate IV 08/12/15. 5pp 47921.346 47021 350 

-8812230111 Safety evaluation si^porting Amend 116 to License DPR 51 

• Office of Nuclear Reactor Regulation, Director (Post 870411), 08/12/16. 2pp 
47021-351-47921 352 


Q. Inspection reports, IE Bulletins & correspondence 

8811180280 Forwards risk-based Insp guides described in mods to Insp Manual Chapter 
2516 W/o ends 

LONQ.SM. Risk /^plications Branch 68/11/16. LANHAM.O Document Control 
Branch (Document control Desk). Ip, 47507’114 47601 019 

0811300116 Advises that 881027 request for extension In submittal of rosponso to devi- 
ations noted (n Insp Repls 50-313/87-14 & 50-368/87-14 until 081216 acceptable, 
CALLAN.L J Region 4, Ofc of the Director 88/11/16 CAMPBELL.Q. Arkansas Power 
& Light Co 2pp 47673 239 47073 242 

-8811300119 Requests extension until 081216 to submit revised response to Insp 
Repls 50-313/87-14 & 60 368/07-14. 

LEVINE.J M Arkansas Power & Light Co 80/10/27 CALUN.L J Region 4, Ofc of 
the Director 2pp 47673*241 -47673 242. 

8812010000 Ack receipt of 081026 llr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 313/80-20 & 50 368/80-26 

CALLAN.L J Region 4, Ofc of the Director. 00/11/17 CAMPBELL.Q Arkansas Power 
& Light Co 2pp 47709,310 47709 31 6 

-8812010012 Responds lo violations noted in Insp Ropts 60 313/00-20 & 60 360/00- 
20 Corrective actions RCS leakage role determination in Procedure 1103 13 will be re- 
vised to ollminate discrepancy of timing 

LEVINE.J M Arkansas Power & Light Go. 88/10/26 CALLAN.L J Region 4, Ofc of 
the Director 4pp 47709.312-47709 315 

B811280021 Forwards response to Safeguards Insp Repts 60 313/00 34 & 50 360/06- 
34 End withhold (ref 10CFR73 21) 

LEVINE, J.M Arkansas Pov/er & light Co 08/11/10 CALLAN.L J Region 4, Ofc of 
the Director 2pp 47709 001-47709 002 

6811290271 Fonvards Insp Repts 60 313/00-32 & 50 368/00-32 on 000916-1023 & 
notice of violation 

CALLAN.L J Region 4, Ofc of the Director 88/11/18 CAMPBELL.Q Arkansas Power 
& Lighl Co 2pp 47650 035 47650 060 
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-8«tl2S0276 Nonce of vioraMn (ton) insp on 880915-1023 Violation noleO conliols lot 

i%'’g‘lSr 4 fTonh"e" 1/18 IP 47650 037-47650 037 

-8611290278 ;nsp Repts 50 313/68 32 & 50 368/66 32 on 880316-1023 Violaltons 
noted MaiQ^ areas inspected mainl, surveillance, operational salely verification, followup 

JOHNSON wo"' W g.RC. CHAM0ERLAIN.D Region 4. Ofc of the Director 88 / 
11/15 I3pp 47650 038-47650 050 

8811300161 Forwards Insp Rcpls 50 313/88 35 & 50-368/88 35 00 081030 < De 
lails of violation discussed m repl Preparation to discuss all aspects of item w/Region 

CAfuaLTReglon'^l’ote' I? Iha Oitectof 88/11/18 CAMPBEIL.G Arkansas PowBt 
& Light Co 2pp 4769B001 47698 007 

-8811300166 Insp Hepis 50-313/68 35 & 50 368/88 35 on 881030-1104 Violation 
noted Maior areas tnspecled Unit 1 containment atjcoq nno 

AZUARV. SEfDLE.WC Region 4. Ofc of the Director 88/11/17 Spp 4769B003 
47698007 

8811160211 NRC Info Notice 88 090, "Unauthorized Removal of fndustnal Nuclear 

CUfS^NGHAM.R E^^Division of fndustnal & Medical Nuclear Safety (Post 870729) 
08/ 11/22 Consolidated Edison Co of New York, Inc 99pp 47708 255 47708 257 

8811160467 NRC fnfo Notice 88 091. "Improper Administration & Control of PsychologI 
cal Tests ” S VC list end ^ 4 

ROSSI.CE D(Visior> of Operational Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co of Now York. Inc lOIpp 4770B042 47708 142 

8811300159 Forwards fnsp Repta 50 313/88 37 a 50 368/68 37 on 881017-1 104 No 
vwjlations or deviations noted 

CALLAN.L J Region 4. Ofc of the Director 88/11/22 CAMPaELL.G Arkansas Power 
& Light Co 2pp 47673 098 47673 108 

-8811300160 fnsp Repls 50-313/88 37 a 50 368/88-37 on 881017 1104 No violations 
or dewalions noted Mapr areas inspected licensee capability for self assessment a 
compliance w/ respective OL Tech Spec requirements ^ 

TAYLOn.RG , BARNES.f Region 4. Ofc of the Director 88/11/22 Spp 47673 100 
47673 108 


8811300254 Forwards Insp Repts 50313/08 41 a 50 368/86 41 on 881103-04 Viola 
tons noted Enforcement conference scheduled on 881 201 to discuss ulif understand 
ing of apparent violations.reason for occurrence a correcitve actions 
CALLAN.LJ Region 4. Ofc Of the Director 68/11/23 CAMPBELL, G Arkansas Power 
a Ught Co 2pp 47674 1 16 47674 125 


-8811300257 Insp Repls 50-313/68 41 a 50 368/88 41 on 881103 04 Violations 
nolfrd Major areas inspected events surrounding apparent overexposure of one worker 
performing maint work dunng refueling outage 

RiCKETSON.L T , MURRAY.0 , PEOERSON.R L Region 4. Ofc of tho Director 88 / 
11/16 Bpp 47674 118 47674 125 


8812020306 Forwards Environ Qualification Insp Repls 50 313/88 29 a 50 368/68 29 
on 680022 26,0912 29 a 1003 13 a notice of violation 

CALLAN.LJ Region 4, Ofc of tho Director 88/11/28 CAMPBELL , 6 Arkansas Power 
a Light Co 2pp 47718 290 47718306 


-8812020307 Notice of violation from Insp on 860714 18 a 680229 0610 Violations 
noted equipment qualificatiort files did not adequately address Instrument accuracy a 
malnl procedures inadequate in performing malnl on cooling unit fan motors 
* Region 4, Ofc of the Director 88/11/26 3pp 47718 292-47716 294 


-8812020309 Insp ReptS 50 313/08 29 a 50 368/88 29 On 880822-26,0912-29 a 1003 
13 Violations noted Maior areas inspected licensee actions on previously Identified 
Items re equipment qualification as documented In listed insp repts 
JOHNSON.AR. STETKA JP Region 4, Ofc of the Director 80/11/21 12pp 
47718 295 47718 306 


6811290030 NRC Info Notice 88 093, "Tetetherapy Events Sve list end 
CUNNINGHAM, R E Division of Industnal a Medical Nuclear Safety (Post 870729) 
68/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47811 215 

8811290538 NRC Info Notice 68 094, "Potentially Undersized Vatvo Actuators " Sve fist 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of How York, Inc 121pp 477DB U3-4770B 254 

8812050305 Informs that Insps 50-313/88 46 & 50-368/68 46 cancelled & no insp repts 
will be Issued (pr rept numbers 

CALLAN.L J Region 4, Ofc of the Director 88/12/02 CAMPBELL.G Arkansas Power 
fiUQhlCo tp 47740055-47740 055 

H2O2O207 NRC info Notice 88 095, “Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/OB 
Consolidated Edison Co of Now York, Inc 1 12pp 47807*191 47807,302, 

I1215D102 Forwards Insp Repts 50 313/88-34 & 60-366/86 34 on 881004 07 & 17- 
21 No violations or deviations noted 

CALLAN.L J Region 4 , Ofc of the Director, 58/12/08 CAMPBELL, G Arkansas Power 

6 Ugh! Co 2pp 47830 271-47830 281. 

1812150109 fnsp Repts 50-313/86-34 4 50-368/88-34 00 081004-07 & 17-12. No Vio- 
lations or deviations noted Major areas Inspected inser^dee Insp aclvilfes & welding 
activibesassociatodw/deslgnchannes 

MCNEILL.W M , ELLERSHAW.L E ,^ARNES,I Region 4, Ofc of the Dirocior 68/12/ 

07 0pp 47830 273 47030 281 


—8812210304 tr'sp Repts 50 313/88 39 & 50 368/80-39 on 88103 1-1 104 No 
or deviations noted Major areas inspected physical socurily program, including rr.i 
suDDort security program plan 4 audits & alarm stations & communications ^ 

j A , EVERETT, R 5 Hoglon i Ofc ol (ho Oiroclor BB/12/00 4pp 47677117 
47877*120 ' 


8812210346 Forwards Insp Repts 50 313/88 40 & 50 360/00 40 on 081120 29 Enforts- 
ment conference scheduled on 801221 to discuss understandinn of appareni viola 
KrX rcp* & viQtatlons In Insp Repts 50 313/08 41 & 50 SGO^ao 4^ 

CALLAN.L J Region 4, Ofc of the Director 80/12/14 CAMPBELL.G Arkansas Poact 
& Light Co 2 pp 47877 109 47077 114 


-8812210347 fnsp Repls 50 313/08 40 & 50 368/00 40 on 081128 29 Violation, 
noted Major areas Inspected events aurroumfing epperonl overexposure to skin of ona 

BABR^RE, RICKETSON.LT . MURRAY, B Region 4, Ofc of the Director 88 / 12/13 
4pp 47877 111-47077 114 


6812220010 Advisos lhat Insp Repls 60 313/80 40 & 50 360/08 40 cancelled No repi 

CALLAN.L J RegloM, Ofc of tho Director 80/12/14 CAMPBELL.G Arkansas Poaw 
& Light Co ip 47903 030 47903 038 


R. Periodic operating reports & related correspondence 

8812190247 Monthly operating rept for Nov 1000 for Arkansas Nuclear One, Unit UV/ 

$clf/!uDHOECK,D , HOWARD, DR Arkansas Power & Light Co 00/11/30 6 pp 
47849 137-47849 142 


S, Reportabte occurrences, LERs & related correapondonco 


8811300331 Summary of Opornling Reactors Events Mooling 80 45 on 0811 15 List of 
atlendeos & handouts end 

LANNING.WO Events Assessment Branch 00/11/25 ROSSI.CE Division of Oper 
alional Events Assessment (Post 07041 1) lOpp 47674 141-47674 156 

881 2 130043 LER 00 000 00 on 880026, Insp of emergency diosol gonomtors A exhaust 
piping revealed cracked wold at muffler discharge Caused by failure lo perform pipa 
stress analysis Cracked wold on muffler discharflo repaired W/00 1 202 Itr 
JACKS.JD, LEVINE.JM Arkansas Power & Light Co 00/12/02 5pp 47792305 
47792 309 


8B 122 10043 Forwards LER 60 313/08 013 00 ro potential falluro of high pressure Injoc 
lien pump lo start on engineered safeguards signal duo lo broakor wiring error 
LEVINE, J M Arkansas Power & Light Co 00/12/12 Documont Control Branch (Docu 
meni Control Desk) 2pp 47076 001-47076 003 

-8812210193 LER 88-013 00 on 080924, polonlial falJiiro of high pressure injecliori 
pump to start on ongineorod safeguards signal duo to hroakor wiring error Wiring error 
corrected & circuit tested to verify proper operation 
JACKS.J D Arkansas Power & Light Co 06/12/12, Ip 470/6 003 47876 003 


8812210085 Forwards LER 60 313/88 009 00 ro Inoperable mechanical snubbers on 
safety-related piping sysOnly absUact of LER end 

LEVifeJ M Arkansas Fewer & Lighi Go 88/12/12 Document Control Branch (Docu 
ment Control Desk) 2pp 47882 001 47662 003 

-8812210088 LER 88 009 00 on 600022, throe inoperable muchnnical snuhUors tiiscov 
ered on safety related piping sys Caused by overload & use of undersized snubber on 
spocExlension tube kit mooitied & shim plated Instaiiod 
JACKS, J 0 Arkansas Power & Light Co 00 / 12/12 1 p 47082 003-47002 009 

8812210211 Notifies that due lo peak work load conditions associated w/ refueling 
outage, util unable to submit dolailod LERs within 30 day lime period Soleciod repls to 
bo submilted.including end, in abstract form lo assure timely notification 
LEVINE.J.M Arkansas Power & Light Co 08/12/12 Documenl Control Branch (Oocu 
ment Conirol Desk) 2pp 47006 901-47006 303 


-8812210278 LER 88-015 01 on 080028, resulting from review of follow up tniculatiois 
during roanalysis of RCS loop model, Incronsod support toads jdonlifiod on two hydrau 
He snubbers Analysis of affected snubbers performance conducted 
TAYLOR.LA Arkansas Power & Light Co 00/12/12 1p 47900 303 47900 303 


BB12220243 LER 00 01 1-00 on 001115,coro Hood lank inoperable duo to failure of vent 
line to meet seismic design qualification Cousod by missing seismic support Vent Hae 
design detidency corrected by adding restraint W/8012l2llr 
JACKS.JD, LEVINE.JM Arkansas Power & Light Co 88 / 12/12 3pp 47914 2^0 
47914 222 


8812210160 LER 85 001-01 on 050107, steam driven emergency feedwater pump inop 
orabfe following refueling outage Caused by hand Indicatino controller incorreclly sci 

on direct acting vs reverse acting Procedure revised W/00121 5 Ur 

TAYLOR.LA, lEVINEJ M Arkansas Power & Light Co 88/12/15 6 pp 470B0353 
47060 358 “ 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 
F. Security, medical, emergency & fire protection plans 


forwards aleam generator tubing inservice fnsp rept for eighth refueling 8811290639 CImngo Sheet 4 to Rev 0 to Emoraoncy Plan Impfomentlng 

ouiape.per Teen Sdoc 4 100 pmp annn cdd mn ’ 


oulaw^er T ech Spot, 4 1B B 

HOWARDS.DR Arkansas Power & Light Co 88/12/09 CALVO.J A, Prolecl Director- 
ate IV t4pp 47075001-47875014 fujuui uiieuiur 

112210301 Forwards fnsp Repts 50 313/88 39 A 50 368/88 39 on 881031-1 104 No 
Viotabons or deviations noted 

Wc^W7S7lim?l877 1M‘" CAMPBELL, G A,kan»sPowo, 


PMP 2080 EPP 106, '‘Initial Offsite Notificalion " 

Indiana Michigan Power Co (formerly Indiana & Michigan Etoclrrc Co) OB/H/'^ 
lipp 47602 304 47802 314 

8^11300480 Change Sheet 9 to Rev 0 lo Emergency Plan Imptomenting Procedure 
PMP 20B1 EPP 102, "Technical Support Clr Emergency Communication " 

Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 08/11/it> 
1 Spp 47073119-47673 127 
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80.12010011 Change Sheet 4 to Rov 0 to Emergency Plan Impfemenling Procedure 
PMP 20fi0 EPP 106, 'Mnittal Olfsita Nohfication '* 

* Indiana Michigan Power Co {formerly Indiana & Michigan Electric Co) 68/11/23 
2pp 47702 308 47702 309 

0812010014 Change Sheet 3 to Rov 3 to Emergency Plan Implementing Procedure 
PMP 2081 EPP 102, "TSC Emergency Communication " 

^ Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 80/11/23 
2pp 47702 312-47702 313 

8012140240 Forwards Safety Insp Ropis 50-315/86-24 & 50*3 16/60-28 on 881 020 
1 1 16 & 0022-1116 & notico of violation 

AXELSON.W L Region 3, Ofc of the Director 68/12/01 ALEXICH.M P Indiana Michi- 
gan Powor Co (formerly Indiana & Michigan Electric Co ), 2pp 47602 236 47602 250 

-6812140244 Insp Repts 50-315/68 24 & 50-316/08-26 on 861020 1116 Vrolatlons 
noted Major areas inspoctod operational safety, radiological 
conlrols.mainl.survGillanco.firG protection, emergency preparednoss,secunty & out- 
ages 

BURGESS.BL Region 3, Ofc of the Director OB/11/29 lOpp 47802 241-47602 259 

66 122 10369 Advises that 881010 Rev 7 to omorgoncy plan consisleni w/ provisions of 
10CFR50 54 (q) & acceptable 

GREGER.L R Region 3. Ofc of the Director 08/12/14 ALEXfCH.MP Indiana MIchi 
gan Power Co (formerly Indiana & Michigan Eleclrlc Co ) 2pp 47B75 2B6 47675 287 

6612210322 Rev 3 to Emergency Plan Implementing Procedure PMP-2080 EPP 107, 
‘^Notification of Plant Personnel 

SMITH, W Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 88/ 
12/19 59pp 47877 260 47877 326 


P. Operating license stage documents & correspondence 

8811280048 Generic Lfr 00-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities ro individual plant exam for severe accident vulnerabilities Svc list 
oncl 

CRUTCHFIELD.D Associate Director for Projecls (Post 870411) 66/11/23 Consoti 
daled Edison Co of New York, Inc 61pp 47720.303-47720 024 

68120S083Q Application for amend to Licenses DPR 58 & DPR'316, increasing trip set- 
point & allowable values for 4 KV Bus loss of voltage & 4 KV Bus degraded voltage 
onglnoored safely feature actuation instrumentation hoo paid 
ALEX1CH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
86/11/29 MUfllEY.TE Document Conlrol Branch (Document Control Desk) 13pp 
47732 020-47732 043 

-88 120 50037 Proposed Tech Spoca re engineered safety fealuro actuation ays insiru 
mentation trip setpoints 

^ Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co), 08/11/29 
3pp 47732041-47732 0^3 

8012070158 Requests that util addresses Generic Ltr 80-17 re loss of DHR during non- 
power oporatlon accordingly NRC boliovos llial Industry has not oggrossivoly respond 
od to resolve concern foliowing Idonllfication In Generic Ltr 87-12 
MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 070411) 60/12/ 
02 WHITE, W S Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co ) 3pp 47746 272 47746 274 

6812090036 Responds to Generic Ltr 88-1 1, “NRC Position on Radiation Embrlttlomont 
of Reactor Vessel Matfs & Impact on Plant Oporotlons “ 

ALEXICH,M P. Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co,). 
00/12/05 MLIRLEY,TE Documonl Conlrol Branch (Document Conlrol Desk) 6pp 
47775 321-47776 351 

-8812090080 “Assossmant of Reg Guido 1 DO.Rev 2 Upon DC Cook Units 1 & 2 Ad- 
justed Rof Temps & Pressure Temp Curves “ 

IDDINGS.FA, CROSS, 0T American Electric Power Sarvlco Corp, 88/11/30 23pp 
47775 320 47775.351 

8012130204 Forwards Amends 119 & 105 to Licenses DPR-58 & DPH-74, respectively 
& safely evaluation Amends revise radiological environ Tech Specs to bo consistent 
w/NRC guidelines re obtaining milk samplas for analysis 

SCOTT, W Project Dlreclorale I ll-l 06/i2/06 ALEXICH.M P Indiana Michigan Power 
Co (formerly Indiana & Michigan Eleclrlc Co ). ALEXICH.M P American Electric Power 
Co . Inc. 4pp 47796 035 47796-054 

-8812130206 Amends 119 & 105 to licenses DPR-OO 5 DPR-74, respectively, revising 
Tech Specs to bo more consistent w/NRC guidelines for obtaining milk samptos for 
analysis &. Westinghouso STS ro thyroid release pathway for child 
QUAYJ Project Diroclorate lll-t 88/12/06, 11 pp 47706 039 47796:049 

-86121302Q9 Safety evaluation supporting Amends 119 & 105 to Licenses DPR-56 & 
DPR •74,rosnDclively, 

' Office of Nuclear Reactor Regulation, Director (Post 670411) 88/12/00 3pp 
47796 050-47796 052 

♦ 8012160285 Nolle© of issuance of Amends 110 & 105 to Licenses DPR-50 & DPR- 
74, rospoettvoly Amends revise Tech Specs to be more consistent w/NRC guidelines 
re obtaining milk samples for analysis 

SCOTT, W Project Directorate 111-1 68/12/06 2pp 47706 053-47796 054. 

8812130032 Submits plan of action for resolving concerns associated w/Copos-Vulcan 
valves installed at plant Doscriplion of actions taken also provided. 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
88/12/09. DAVIS, A.0. Document Control Branch (Document Control Desk) 4pp 
4779D 101-47799.167. 

-8812130063 “Interim Acceptance Criteria for Safety-Related Piping Sys “ 

WILLI AM S.J L American Electric Power Sen/ico Corp 88/12/09 3pp 47799.165- 
4779Q.167 


Q. Inepection reports, IE Bulletins & correspondence 

8811160211 NRC Info Notice 60 090, “Unauthorized Removal of Industrial Nuclear 
Gauges" Svc list end. 

CUNNINGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 070729) 
08/11/22 Consolidated Edison Co. of New York, Inc 09pp 47708 255 47708 267 


8811 160467 NRC Info Notice 88 091, "Improper Administration & Control of Psychologl 
cal Tests “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/11/22 
Consolidated Edison Co of New York. Inc 101 pp 47700 042-47708 142 

6812140240 Forwards Safety Insp Ropis 50 315/06 24 & 50 316/66-28 on 681020- 
1 1 16 & 0922-1 1 16 & notice of violation 

AXELSON.W L Region 3. Ofc of the Director 68/12/01 ALEXICH.M P Indiana MIchi 
gan Power Co (formerly Indiana & Michigan Electric Co ) 2pp 47002-238 47002 259 

-0812140242 Notice of violation from insp on 861020-1116 Violation noted fire watch 
covering welding of Unistml attachment on Steam Generator 21 specified under Hot 
Work Permit 1247 not present 

AXELSON.W L Region 3, Ofc of the Director 86/12/01 Ip 47602 240-47602 240 

-6812140244 Insp Repts 50-316/68 24 & 50-316/68 28 on 881020 1116. Violalions 
noted Major areas Inspected operational safety, radiological 
controls, mainl.survoillanco.fire protection, emergency prepared ness, security & out- 

0?JRGESS,B L Region 3, Ofc of Ihe Director 88/11/29 19pp 47602 241-47802 259 

8811296030 NRC fnfo Notice 88 093, “Telothorapy Events '* Svc list end 
CUNNINGHAM. R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103-4781 T215 

8811200538 NRC Info Notice 88 094, “Potentially Undersized Valve Aclualors *’ Svc list 
end 

ROSSf.CE Division of Operational Events Assessmenl (Post 870411) 08/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47708 143-47708 254 

8812130002 Forwards Safety Insp Repts 50-315/88-26 & 50-316/88 30 on 881107- 
29 No violations noted 

WRIGHT, GC Region 3, Ofc of the Director 68/12/02 ALEXICH.M.P Indiana MIchi 
gan Power Co (formerly Indiana & Michigan Eleclrlc Co) 2pp 47792 316-47792.330 

-8812130005 Safety Insp Repts 50 315/88 20 & 50 316/88 30 on 681107-29 No viola- 
tions noted Major areas inspected license© action on previous insp finding.recurrlng 
problems w/esllmated critical posilion 8 calibr of nuclear Inslrumentalion sys. 
PHILLIPS, M P., WETZEL.BA Region 3, Ofc of the Director 66/12/02 13pp 
47702.316-47792 330 

8812120240 Responds to NRC 601205 Hr ro violations noted In Insp Repts 50-315/06 
23 & 50-3 1 6/86*27 Corroclivo action taken damper (meup conducted using Procedure 
01 OHP 4021 028 008 to reposition four dampers to correct posilion. 

ALEXICH.M.P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co.) 
06/12/05 DAVIS, A B Document Conlrol Branch (Document Conlrol Desk) 4pp 
47765 356 47765 350 

0812020287 NRC Info Nollco 06 095, “Inadequate Procuromenl Requirements Imposed 
by Licensees on Vendors “ Svc list end 

ROSSI.CE Division of Oporallonal Events Assessment (Post 670411) 60/12/08. 
Consolidated Edison Co of Now York, Inc 112pp 47807 191-47807.302 

8812190338 Forwards Insp Repts 60 316/68-25 & 50-316/88-29 on 081031-1104 No 
violalions noted Insp team conclusion that util meeting commitments to Improve re- 
qualification training program noted 

WRIQHT.QC Region 3, Ofc of tho Director 68/12/14 ALEXfCH.MP Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co) 2pp 47853’231 47853 240. 

-6812190340 Insp Repts 50 315/88-25 a 50-316/88 29 on 08103M104 No violations 
or deviations noted Major areas inspoctod licensed operator requalification 
Irnining.Including evaluation of commitments to improve program 
HOPKlNS.J A , DAMON.O J , BUROICK.T M Region 3, Ofc of the Director. 68/12/14 
17pp 47853 233-47053,249. 


S. Reportable occurrencea, LERa & related correspondence 

8811300572 NPDES noncompliance notification on 881 11 4, sample of preflllor backwash 
oflluont (Outfall OOF) analyzed for suspended solids & indicated 171 mg/1 Rough lake 
conditions stirred bottom sedimenta coming Into plant intake water, 

MENQE.R C Indiana Michigan Power Co. [formally Indiana & Michigan Electric Co ) 
60/11/18 ZUGGER.PD Michigan, Stale of 2pp 47674.193-47674.194. 

8612210379 LER 86 012-00 on 68111 1, turbine room sun^ not sampled & analyzed In 
accordance w/Toch Specs.Causad by personnel error Procoduros updated to list re 
quirod sampling frequencies & analysis for sya.W/B8l212 Hr 
WOJCIK,J T , SMITH, W G. Indiana Michigan Power Co (formerly Indiana & Michigan 
EloclricCo) 88/12/12 4pp 47675 036 47875 041. 


V. Operator Examinations 

8812190336 Forwards Insp Repts 50-316/66-26 & 50 316/88-29 on 601031-1 104,No 
violations noted Insp team conclusion that uti! meeting commitments to improve re 
qualification training program noted 

WRIQHT.G C Region 3. Ofc of the Director 00/12/14. ALEXICH.M P Indiana Mich! 
gan Power Co (formerly Indiana & Michigan Electric Co.). 2pp 47853 231-47853’249 

-8812190340 Insp Repts 60 315/88-25 & 60-316/66-26 on 881031-1 104.No violations 
or deviations noted Major areas Inspected licensed operator requaliflcation 
lralnlng,lncluding ovQfuatlon of commltmonls to improve program 
HOPKTnS.J a . DAMON, D J , BURDICK, T M Region 3. Ofc of the Director. 86/12/14 
17pp 47653 233-47853 249. 


DOCKET 60-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F, Security, medical, emergency & fire protection plans 

8811290533 Change Shoot 4 to Rov 0 to Emergency Pfan Implementing Procedure 
PMP 2080 EPP. 106, “Initial Offsite Notification." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) 88/11/14 
11pp 47802 304-47802<314 
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0011300480 Chango Sheot 3 lo Rev 0 to E/nergcficy Plan Implement mg Procedure 
PMP20ai EPP.tO?, 'Technical Support Ctr EmemGrcy Communication *' 

* Indiana Michigan Power Co flormotly Indiana a Michigan Electric Co) 86/11/15 
tSpp 47673113 476731^7 

0812010011 Change Sheet 4 lo Rev 0 to Emergency Plan Implementing Procedure 
PMP 2000 EPP 106. "Initial Olfsito Notification " 

* Indiana Michigan Power Co (formerly Inidtana & Michigan Electric Co) 86/11/23 
2pp 47702 30B 47702 309 

8012010014 Change Sheet 3 to Rev 3 to Emergency Plan Implemenling Procedure 
PMP 20S1 EPP 102, "TSC Emergency Communication" 

" Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 86/11/23 
2pp 47702 312 47702 313 

0012140-240 Forwards Safety Insp Repis 50^315/88 24 & 50 316/88 20 on 881020- 
1116 & 0922-1116 & notice of viola lion 

AXELSON^W L Regton 3, Ofc of tho Director 89/12/01 ALEXfCH.M P fndiana MIchi 
pan Power Co (formerly Indiana & Michigan Elecirtc Co ) 2pp 47Q02'23B 47802259 

*-0612140242 Notice of violation from insp on 881020-1116 Violation noted fire watch 
covering welding of Unigtrul attachment on Steam Generator 21 specified undo; Hoi 
Work PornUl 1247 not prosort 

AXELSON.WL Region 3, O/c of the Director 88/12/01 Ip 47002 240 47802 240 

**0012140244 Insp Repis 50-215/88 24 & 50 316/68 28 on 681020-1116 Viofatlons 
noted Major aioas Inspected operational aftlsly, radidoflicol 
controls,majnt,survei[|Qnce,flro protection, emergency preparedress^security & out- 

Bl??RGESS.D L Region 3, Ofc of the Direclor 88/11/29 IQpp 47802 241-47802.259 

0012210322 Rev 3 to Emerfloncv Plan Implementing Procedure PMP20B0 EPP 107, 
"Notificalfon of Plant PersonnaJ 

SMITH, W Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 88/ 
12/ IB, SBpp 47677 266-47377 326 


P. Operating license stage documents & correepondenco 

0811280148 forwards notice of consideration of Issuance of emend to Licenso DPR-74 
& opportunity for hearing re 8B0015 npplrcation tor amend 

SraTT.W Project Diroclorato 111*1 88/1 1/21 ALEXICH,MP Indiana Michigan Power 
Co (formerly Indiana & Michigan EleclricCo) ALEXiCH.M P American Eloctnc Power 
SOfVico Corp 3pp 47652 240*47662 24F 

**0011200152 Notice of considoration of issuance of amend to License DPR-74 S op- 
portunity for hearing r© 800015 application Amend revises Toch Spec 3/4 1, "Reactiv- 
[fy Control Sys " 

QLfAY.T ProjQCt Oiroclorato ill 1 BS/ll/ia 5pp 47652 243*47652 247 

0011200040 Ganoric Ltr 88 20 to all iiconseos holding OLs & CPa for nuclear power 
reactor facilities ro Individual plant oxam for severe accident vufnorabilities Sve fist 
one! 

CRUTCHFIELD,D Associate Director for Projects (Post 870411) 88/11/23 Consoll 
daiod Edison Co of Now York, fnc 01pp 47728 303 47720 024 

0012858033 Application for amend lo Licensed OPR 58 & DPR 316, increasing trip sol 
point & allowable values for 4 KV Eus foss of vollaoe & 4 KV Bus degraded voltago 
englnoerod safety feature actuation InstrumeniationFoopafd 
AlcXICKM P tnefiana Michigan Power Co (lormorly Indiana & Michigan Eiociric Co) 
68/11/29 MURLEY.T.E Document Control Branch (Document Control Desk) 13pp. 
47732 028 4 7732 043 

*4)012059037 Proposed Toch Specs re engineered safety feature actuation sya Insfru 
mentation (rip setpoints 

^ fndiana Michigan Power Co (formerly Indiana A Michigan Eloclrlc Co) 68/11/29 
3pp 47732'041 47732 943 

0012070160 Re guests that util addrossos Generic Ltr 88 17 ro loss of DHR during non 
power operation according lyNRC boHovos lhal industry has not aggressively respond- 
ed to rosolvo concern following identlllcation In Generic Ltr 67*12 
MURLEY.TE Office of Nuclear Reaclor Regulation, Direclor (Post 870411) 86/12/ 
02 WHITE, W.S Indiana Michigan Power Co (formerly fndiana & Michigan Electric 
Co) 3pp 47746 272*47748 274 

0012890030 Responds to Generic Ltr 08-11, "NRC Position on Radiation EmbrlUlomonl 
of Reactor Vossef Malls & Impact on Plant OperaUons " 

ALEXICH*M P. Indiana Michigan Power Co (formorly Indiana & Michigan Eloctrfc Co) 
88/12/05- MURLEYrTE Document Control Branch (Document Control Desk). 8pp 
47775-321 -47775. 3 51 

*>0812090000 ''Assessment of Reg Guido 1 99,Rev 2 Upon D.C Cook Unite 1 & 2 Ad* 
(usiod Rof Temps & Pressure Temp Curves " 

lDDINQS,F A , CROSS,B T. American Electric Power Service Corp. 86/11/30 23pp 
47775 320 477/5361 

0312138204 Forwards Amends 11D & 105 to LIcensos DPR 5B 3 DPB-74, rospectivoty 
& safety avaluatlon Amends revise radiofogfcol environ Toch Specs to be consistent 
w/NRC guidel'ines re obtaining milk samples for analysis. 

SCOTT, W Projoct Directorate Ilf- 1 80/12/06. ALEXICH.M P Indiana Michigan Power 
Co (fomnorfy Indiana & Michigan Electric Co) ALEXICH,M P. Amorfean Electric Power 
Co., Inc. 4pp. 47796035 47796054 

**3812130206 Amends 118 & 105 lo Licenses DPR-Sa & DPR-74, rospeclivoly, revising 
Tech Specs to bo more consistent w/NRC gurdolmes for obtaining milk samples for 
analysis & Westinghousa STS re thyroid rofeaso pathway for child 
QUAV.T Project Directorate III 1 88/12/06 lipp 47706 030*47796;049 

^012138209 Safety evaluation supportmg Amonds 110 & 105 to LIcensos DPR 56 4 
OPR-74.raspoctlvoty. 

* Office of Nucloar Reactor Reguiallon, Director (Post 070411) 86/12/06 3pp, 
47766050 47706.952 

“0012150295 Notice of issuance of Amends 119 a 105 to Licenses DPR 58 a DPR- 
74,respectively Amends revise Tech Specs to bo more consistent w/NRC Quldeiinea 
re obtaining milk samples for analysis 

SCOTT.W Project Directorate III 1 00/12/06, 2pp, 47796,053 47796054 


8812130032 Submits plan of action for resolving concerns associated w/Oopos Vu'ca .1 
valves inslafled at plant Description o1 actions taken also provided 
ALEXICH.M P Indiana Michigan Power Co (formorly Indiana & Michigan EfecIricCo) 
88/12/09 DAVIS.AB Document Contiol aranch (Document Control Dosk) jpp 
47709 161 47799 167 

-0812130083 ■'Interim Acceptance Criteria for Safely Related Piping Sys " 

WILLIAMS, J L American Electric Power Service Corp 86/12/09 3pp 47/99165- 
47790 167 


O fnspoctlon reporls, IE Bullallns 0 correspondence 

8811180211 NRC Info Notice 88 090. "Unauthorized Removal of Industrial NuUc^r 
Gauges " Sve fist onci 

CUNNINGHAM, R E Division of Industrial & Medical Nucloar Safety (Post $707^9^ 
8B/11/22 ConSofidatod Edison Co of New York, fnc OOpp 47708 255-47706267 

8011100467 NRC Info Notice BB 091, "Impropor Admlnislration & Control of PsyLr 1 o^^J- 
cal Tosts " Sve fist end 

ROSSI, CE Division of Oporalional Events Assessment (Post 8/0411) 88/11/2J? 
Consolidated Ediso-n Co or Now York, Inc lOIpp 4770B 042 47700 142 

8012140240 Forwards Safety Insp Repis 50 315/00 24 & 50-316/88-28 on 08102i/- 
1116 09'22*1 1 16 & notice of violation 

AXELSON.WL Region 3. Ofc of the Oiroclor 00/12/01 ALEXiCH.M P Indiana Web 
pan Power Co (formerly Indiana & Michigan Eloclnc Co) 2pp 47002 238 47002 259 

“8812140242 Nolice of violalion from Insp on 881020 1116 Vroiaiion nolod lira 
covering welding of Unlslrut allachmonl on Steam Generator 21 specified under Hoi 
WofkPetmrt 1247 not pres'Cnl 

AXELSON.W L Region 3, Ole of Ihe Director 88/12/01 Ip 47802 240 47802 240 

“6812140244 Insp Repis S0 315/B8 24 & 50 316/06-26 on 061020-1 11G Violalori 
noted Major areas inspected operational safety, radioleocal 
controls.malnt.surveillance.fire protection, emergency preparedness, security ^ out 

ffiaESS.BL Region 3. Ofc of the Director 88/11/29 19pp 47002 24147002 259 

8811200030 NRC Info Notice 86 093, "Toletherapy Events *' Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 07O72yi 
60/12/02 Cor>solldatod Edison Co of New York, Inc 112pp 47611 103 47011 21^ 

0811290530 NRC Info Notice OG 004, "Potentially Undersized Volvo Actualors " Svcht 
end 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 08/12/02 
Consofidntod Edison Co of Now York, Inc 121pp 47706 143 47700 264 

8812130002 Forwards Safely Insp Repis 50 315/86*26 & 50 316/60*30 on OflllO?- 
, 29 No violations noted 

WRIQHT.Q.C Roglon 3, Ofc of the Diroclor 08/12/02 ALEXICH.M P. Indinrin Mithl 
gan Power Co ((-ermerty Indiana & Michigan Electric Co) 2pp 47702 31O-47/023K) 

*•8012130005 Safety Insp Repis 50 315/80-26 a 60 316/68 30 on 081 107 20 No 
lions noted Major areas fnspoctad licensee action on previous insp fmdirig.rocurnog 
problems w/oslimalod critical position a cahbr of nuclear instrumentation sys 
PHILLtPS.MP, WETZEL, BA Region 3. Ofc of tho Director 80/12/02 13ff 
47702 310 47702 330 

8B12090051 Responds to NRC B0I1O3 Hr ro violations noted in Insp Ropt 50-316/00 24 
on 80O9OS IS.CoiTOCtivo action reviews of radiographic film inlliated on stoam goncr-a 
tor gfrtlxmain steam & feedwater woids 

ALEXICH.M P Indiana Michigan Power Co (formerly fndiana a Michigan EiecIrJcCo) 
80/12/05 DAVIS, AG Document Control Branch (Document Conirol Peshj &pp 
47762 267-47762 201 

6B12120249 Responds to NRC BQ1205 Hr re violations noted in Insp Repis 60 3)5/63 
23 a 50-3 16/60*27 Correclivo action taken damper lineup conducted using Procedure 
01 OHP 4021 028 ODB lo reposition lour dampers to corroct posilion. 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana a Michigan Elortric (^1 
86/12/05. DA VIS, A B Document Control Branch (Document Comfol Desk) 4pp 
47785.356 47785 359. 

BB12020267 NRC fnfo Notice 08 095, "Inadequate Procuromenl Requiromenlb IrTpoiod 
by Lfconsoes on Vendors " Sve list end 

ROSSI, OE Division of Operational Events Assessment (Post 870411) 80/12/03 
Consolidated Edison Co of Now York, Inc 1 12pp, 47807 191*47807 302 

86121900(1 Provides final repl of evaluation of acceptabifity of wolds made In piarc 
safety rolaled sys using ERSOOL weld mall, per Insp Rept 56*310/86 i2.Ro&ull8 d re- 
views a engineering ovalualions completed subsequent to 000617 transmittal ond 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana a Michigan Eloclnc Co) 
88/12/09 DAVIS, A B NRC * No Detailed Affiliation Given 0pp 47850 7/7 
47650 264. 

8B1220010S Forwards Safety Insp Repl 60 316/80 26 on 800907-1129 a Bdaty 
evalua1ion.No violations noted 

HARRISON,J J- Region 3, Ofc of the Director 08/12/09. ALEXICH.M P Indiana MtN 
gan Power Co (lormorly fndiana a Michigan Electric Co ). 2pp 47871 324 4767) 3N 

“8012200109 Safety Insp Rapt 50-316/08 26 on 80090M129Na viola W 
not 0 d.Malor areas inspected previous Insp findings re welding (ssuosjovioi^ <yf 
procodures.quallfications a in*proceas work activities 

JACOBSON,J.M„ UlU.WC, WESTBERG,R.A Region 3, Ofc of the Director 88/12/ 
Oa epp 47871'320 47871 331 

“0811170057 Forwards safety ovafuation re cracking of reactor coolant piping lo stea.'n 
generator nozzle welds at plant Cracking considered significant evont due lo nurnbcf 
a depth of repairs Findings a conclusions listed 

CHENG.C.Y Materials ^ginoering Branch 00/11/09 SCOTT, WE Project Oirettor 
atollM 2pp 47071 '332-47871 333 

“0012200120 Safety evafuatlon re cracking of steam generator nozzle to reactor coof 
ant piping welds 

* Office of Nuclear Reactor Regulation, Diroclor (Post 870411) 88/12/09 lipp 
47871:33 4-47671 344 
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0B12190336 Forwards Insp Repts 50-315/80-25 & 50 316/86-29 on 801031-1104 No 
violations noted Insp learn conclusion that util meeting commitments to impiove ro- 
Qualificalion training program noted 

WRIGHT, GC Region 3, Ole of tlie Director 00/12/14 ALEXICH.MP Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co) 2pp 47053 231-47053 346 

121 90340 tnsp Ropta 50-315/80-25 & 50 316/8Q-2B on 86 103 M 104 No vlofalions 
or deviations noted Major areas inspocted ticensod operator requalification 
training, Including evaluation of commitments to improve program 
HOPKINS, J A . DAMON, D J , BURDICKJ M Region 3, Ofc of the Director 68/12/14 
I7pp 47853 233 47853 249 


S. Reportable occurrences, LERs & related correspondence 

9811300572 NPDES noncomphance notification on 861 114, sample of prefiltor backwash 
eflluenl (Outfall OOF) analyzed for suspended sotids & indicated 171 mg/1 Rough lake 
conditions stirrod bottom sediments coming into plant Inlako water 
MENGE,RC Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
66/11/10 ZUGQER,P D Michigan, Stale of 2pp 47674 103 47674 194 

6812680146 Suppleniontal RO offsite location found that yiolris higher calculated dose 
through milk pathway,par land use census Calculations will be based on assumption 
that milk animal located 3,800 motors from plant in each fand sector 
ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
86/12/05 DAVIS, A B Document Control Branch (Documont Control Desk) 2pp 
47753 343-47753 344 


V. Operator Examinations 

8012190336 FofV/ards tnsp Repts 50 315/86-25 & 50-316/06-20 on 061031-1104 No 
violations noted Insp team conclusion Ifiat util meeting commitments to Improve re- 
qualification 1 raining program noted 

WRIGHT.Q C Region 3, Ofc of the Director 68/12/14. ALEXICH,M P Indiana Mlchl 
gan Power Co, (formerly Indiana & Michigan Eloclric Co) 2pp 47653 231-47053 249 

-8812190340 Insp Repls 50 316/60-25 & 50 316/65-29 on 061031-1104 No violations 
or deviations noted Major areas Inspocted licensed operator requalification 
lrainlno,lncfudino evaluation of commitments to Improve program 
HOPKINS,JA Region 3. Ofc of the Director 00/12/14 17pp 47653 233-47053 240 


DOCKET 60-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plena 

8812060131 Changes 20 & 21 lo Rov 12 to Emergency Plan Implementing 
Procodure.ERPIP 3.0, "Personnel Injury." 

* Daltimoro Gas & Electric Co 08/11/09 Opp 47742 300 47742 315 

8812060141 Revised omergancy response plan implamontion procedures, Including 
Change 8 lo Rev 1 1 to ERPIP 4.1 6, "Offaile Monitoring Team'* & Change 14 to Rov 
9 to ERPIP 4 1 7 & Change 1 5 to Rov 0 to ERPIP 4 16 2 

* Daltlmoro Gas a Elactrlc Co 60/11/22 20pp 47741 107-47741 134 

8612060136 Rovisod emergency response plan Implomonllon procedures, Including 
Change 10 lo Rev 9 to ERPIP 4 1.16, "Deposition Calculallons" & Chongo 4 to Rov 9 
to ERPIP C.1, "Reactor Core Major Radioisotopos Inventory " 

^ Baltimore Gas & Electric Co 80/11/23 Opp 47741 106 4774! 203. 

8012060143 Rav 12 to Emergancy Plan Implementing Procoduro ERPIP 6 1, "Communi- 
cations Equipment ” 

* Balllmoro Gas & Eloclric Co 66/11/20 24pp 47742,316 47742 330 

6612120160 Change 6 lo Rev 5 to Emergency Rosponso Plan Implomonting Procedure 
ERPIP 4 1 22.1 

‘ Baltimoro Gas & Electric Co. 86/12/02. 10pp. 47705 346 47705 355 

6812120156 Rov 11 lo Emorgoncy Rosponso Plan Implementing Procoduro ERPIP 
4 1 25, "Environ Sves " 

* Balllmore Gas & Eloclric Co 66/12/03 16pp. 47768 025 47768 040 


IL General correspondence 

6612010170 Commont on proposed rule 10CFR26 ro FItnoss for Duty Program Supports 
NUMARC proposal that entire final rule bo made offoctivo 160 days after publication & 
retfafinllion of drug abuse Requires Commission Justify rule per 1OCFR50 109 
TIERNAN.J A Bailimore Gas & Electric Co. 00/11/10. Docketing & Services Branch 
1 1pp. 47679 065-47679 076. 


P, Operating license stage documents & correspondence 

8611260046 Generic Ltr 68-20 to all licensees holding OLs & CPa for nuclear power 
reaolor facllitlos re individual plant exam for severe accident vulnorabllillos Sve list 
end. 

CRUTCHFIELD,D Associate Director for Projects (Post 870411). 00/11/23 Consoli- 
dated Edison Co of New York, Inc 61pp 47728 303-47729 024 

6612060213 Forwards final typed Tech Spec pages discussed In Change 1 to 800616 
application for amend lo Licenses OPR-53 & DPR 69. 

OSBORNE, J M Bailimore Gas & Electric Co 68/11/29 Document Conlrol Branch 
(Document Control Desk), ip. 47752-200 47762 202. 

-6612060218 Proposed Tech Specs discussed (n Change 1 lo 800616 application for 
amend to Licenses DPR-63 & DPfl-69 

* Bailimore Gas & Electric Co. 06/11/29 2pp 47752 201-47762 202 

8812070099 Forwards proposed change to FSAR QA program description & QA 
pollcy.Proposed change would reduce, by one level of mgl, position at which senior 
reactor operator license must be hold 

TIERNAN,J A Baltimore Gas & Electric Co 86/12/01 Document Conlrol Branch 
(Document Control Desk) 13pp 47745 285 47/45 297 


8812070220 Requests that util address Ganeric Ltr 68-17 re loss of DHR during non 
power operation fndusiry response to Generic ltr 87-12 deficient In areas of preven- 
tion of accident initiation & mitigation of accidents prior to core damage 
MURLEV.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 88/12/ 
02 MCGOWAN.G V Baltimoro Gas & Electric Co 4pp 47746 107-47746 1 10 

8612120245 Rev to 600315 application for amends to Licenses DPR-53 & DPR 69,re 
placing Pages 6 3,6-6 & 6-7 w/Pagos 6 la, 6-6 & 6-7 re plant operations & safety 
review commUleo membership 

RUSSELL, L 6 Baltimore Gas & Electric Co 68/12/02 Document Control Branch 
(Documont Control Desk) 2pp 47786 007-47786 014 

-8612120248 Proposed Tech Specs Pages 6 1a,6 6 & 6-7,rop}acing Tech Spec pages 
6-3,6 0 & 6-7 in 800316 amend application ro reorganlzation.lncluding addition of as 
sistant general supervisor - operations to organization chart 

• Baltimore Gas & Electric Co 88/12/02 6pp 47768 009 4/700 014 

8812070110 Forwards notice of consideration of issuance of amends lo Licenses DPR- 
53 & DPR-69 & opportunity for hearing on 660315 application to modify Tech Spec 
6 2. "Oroanlzalion ‘ 

MCNEIL, S A Project Directorate I 1 68/12/05 TIERNAN.J A Baltimore Gas & Elec- 
tric Co 2pp 47745 265 47745 270 

--6812070112 Notice of considoralion of Issuance of amend to Licenses DPR-53 & 
DPR 60 & opportunity for hearing on 880315 request ro rov of roquiromenl of Tech 
Spec 6 2 2 concerning organization 

CAPRA.RA Project Oirectorato I-1 88/12/05 5pp 47745 267-47745 276 

8612080128 Forwards modified notice of consideration of issuance of amends to Li- 
censes DPR-53 & DPR-69 & oppoflunily for hearing re util 801025 request to modify 
000609 application to reduce max limit for Koff to 0 95 

MCNEIL, 5 A Project Direcloralo 1 1 88/12/05 TIERNAN.J A Baltimoro Gas & Elec- 
tric Co 2pp 47753 211-47753 224 

-6612080130 Modified notice of consideration of Issuance of amends to Licenses DPR- 
53 & OPR-60 & opportunity for hearing on 861025 request to modify 680609 applica 
tion lo reduce max limit for Keff from 0 96 lo 0 95 
CAPRA.R A Project Direcloralo I 1 88/12/05 6pp 47753 213-47753 224 

0612210314 ApplicaKon for amends lo Licenses DPR-53 & DPR-C9 .changing Tech 
Specs to provide for axtonbion of Type B & C tests w/ gas at 50 psig until Spring 
1989 acliodufod refueling outage Foe paid 

TIERNAN.J A Baltimore Gas & Electric Co 80/12/14 Document Control Branch 
(Documont Conlrol Desk) 12pp 47874 311-47074-334, 

-6812210315 Proposed Toch ^ocs ro surveiilonco requirements for olfsile transmis- 
sion network & onsite Class 1 E distribution sys 

• Baltimoro Gao & Eloclric Co 86/12/14 12pp 47674.323 4/674 334 


Q, Inspection reports, IE Bullellns & correspondence 

6811180286 "PRA Applications Program for Insp at Cnivorl Cliffs Unit 1 Nuclear Power 
Plant " 

VO,T V , HARRIS,M S , GORE.B F Daltollo Memorial Institute, Pacific Northwest Labo 
ratory FIN B 2602 00/05/31 Office of Nuclear Reactor Rogulation, Director (Post 
07041 1) aOpp. 47697 1 15 47597 202 

681 1160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM, R E Division of Induslrial & Medical Nuclear Safety (Post 870729) 
06/11/22 Consolidated Edison Co of Now York. Inc 99pp 47700 255 47700-257 

8811160467 NRC Info Notice 06 091, "Improper Adminislralion & Conlrol of Psychologi- 
cal Tests" Sve fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 60/11/22 
Consolidated Edison Co otNew Yoik, Inc 101pp 47700 042-47708 142 

6812090196 Forwards addl Info re util response to NRC Bulletin 66 001 ro defects in 
Weslinghouso circuit breakers Thirty breakers wili have pole shafts replaced during 
nest normal provontive maint or by end of nest Unit 2 refueling outage 
riERNAN.jA Baltimoro Gas & Electric Co 86/12/01 Documont Control Branch 
(Documenl Conlrol Desk) 2pp 47786 356-47706 357 

8811290030 NRC Info Notice 06 093, "Tolotherapy Events" Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 670729) 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp 47011 103-47011 216 

8611200538 NRC Info Notice 68 094, "Potentially Undersized Valve Acluators " Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708-143 47706 264 

8812020287 NRG Info Notice 66 005, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSt.C.E Division of Operational Events Assessment (Post 070411) 86/12/06 
Consolidated Edison Co of New York, Inc 112pp 47007 191-47607.302. 

8812210013 Forwards Safely Insp Repts 60 317/88-29 & 60-318/86 29 on 861031- 
1104 & notice of violation Independent measurements taken to verify util capability for 
analyzing radioactive effluents Data will be reported in subsequent Insp rept 
0ELlAMY,R,R. Region 1, Ofc of the Director 86/12/13 TIERNAN.J A Baltimore Gas 
& Electric Co 2pp 47676-329.47875 349 

-0812210018 Notice of violation from insp on 661031-1104 Violations noted-scaling fac 
tors used to determine radwasto concentrations not evaluated semiannually & two 
shipments of radioactive malls improperly classified 
• Region 1, Ofc of the Director 60/12/13 2pp 47876 331-47875 332 

-6812210022 Insp Repts 50 317/88 20 & 60 318/88-29 on 061031-1104 Viofallons 
noted Major areas Inspocted non radiological chemistry program, Including confirmatory 
measurements, radwasle sys & radiological environ monitoring program 
FURIA.J., DAVIDSON.B, JANG.J Region 1, Ofc of the Director 00/12/06 17pp 
47875 333-47075 349 
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8012270065 Responds lo fJflC request lor mto on WesUnhousD Typo DS CjtcjA toaake 
fa fure per flRCfnto Notice 00 044 Cfosrng coil burned out & shorted No binding of 
brcavcr mcchan sm found Insps performed on 20 addt breaVjtfs n,,n-h 

LIFPOLDVVJ Battimoro Gas & Boctnc Co 06/12/19 Document Control Branch 
fDocumeni Control Desk} 2pp 47927 062 47927 063 


R Periodic operating reports A related correspondence 

8812200201 Monthly operating repts (or NOi/ 1988 for Calvert Cliffs Units 1 & 2W/ 

bImNkeIc RUSSELL lb Baltimore Gas & Electric Co 69/11/30 t2pp 47067 30l> 
47667 312 


S Reportable occurrences, LERs & related correspondence 

8012020258 LER 08 011 00 on 86 1020, discovered that pressunzer code safety valve 
performing pressure relief function above maj< ^alue allowed by Tech Specs Caused 
by difference in temp proMe conditions of safety relief valves W/801 128 Itr 
SLV^CO, RUSSELL LB Baltimore Gas 0 Electric Co 86/11/20 6pp 47721 087* 
47721 092 


0012070099 Forwards proposed cfianqo to f'&AR QA program descontiQF^ i n 
policy Proposed change would reduco.by orio level of mgl position al 
reactor oporalor license must bo hold 

TIERNANJA Baltimore Gas a Eloclric Co 00/12/01 Document Control pr, 
(Document Control Dosk) 13pp 47745 205 47/46 29/ 


8012070220 Requests that ulii address Genone Llr 00 f? ro loss of DHR durv^r. 
power operation Industry response to Genpric Llr 07-12 ffoficmnt in areas of pr^,/ 
lion of accident initiation & miligation of accidents prior to r oro damage 
MUBLEYJE Office of Nuclear Ronclor Regulation, nirrotor (Post 070411) e-’/i?' 
02 MCGOWAN, G V, Baltimore Gas & Eloctnc Co 4pp 47/46 107 47746 110 


8812120246 Rev lo 6B0315 application for nmorufs to Licunses DPR 63 & DPRe^t. 
placing Pages 6 3,66 & 6 7 w/Pngeb G la,G6 0 6 7 ro plurit oporolrons & sji*- 
review committee membership ' 

RUSSELL, LB Baltimoro Gtis & Lloctrir Co 00/12/02 Oocuiiiont Control Pr«* ^ 
(Document Control Desk) 2pp 47700 007-47700 014 

-0012120249 Proposed Tech Specs Pages C*lu,r>6 & b 7, replacing lech Spocci^i 
6 3,6 6 & 6 7 in 000315 amend application ro roorqaniznlion.including addition cl t 
sistanl genera} supervibor operations to organization chart 
♦ Baltimoro Gas & Eloctfic Co 88/12/02 Opp 4 7 /Off 000 47700 014 


0812120258 LER 80 010 01 on 0806 28, containment personnel air lock interlock discov 
ered inoperable during performance of surveillance test procedure Caused by improp 
er use of procedure w/lack of clanty Training provided W/881202 Itr 
LAflRAGOlTE,LS, RUSSELL.LB Baltimore Gas & Electric Co 68/12/02 9pp 
47/88023 477B8031 

0812220138 LER 88 012 00 on 601 1 14, turbine runback actuated due to )ow slalor cool- 
ing water pressure alarm Caused by Incorrectly calibr alarm switch Setpoint file revised 
to correct design setpoint for low stator cooling pressure W/081213 Itr 
FURIOP. RUSSELL, WT Baltimore Gas A Etectnc Co 88/12/13 5pp 47916 168- 
47916 172 


8012070110 Forwards notice of consideration of issuancG of amends to Licenses OPfl 
63 A DPR 69 A opportunity for hoaring on 860315 application lo modify TechSp- 
6 2, ‘’Oroan^iation'’ 

MCNEIL, S A Project Directorate f 1 80/12/05 HEHNAN.^f A Baltimoro Gas A E'- 
tric Co 2pp 47745 265 47745 270 

-0012070112 Notice of consideration of issuance of amond to Licensos DPR 53 4 
DPR 69 & opportunity for hoaring on 800315 request ro rev of roquiromoni ol Ten 
Spec 6 2 2 concerning organization 

CAPRA, R A Project Directorate } 1 80/12/05 5pp 4/745 267 47/45 270 


0812270226 LER 66 012 01 on 881 1 14,lurbtne runback actuated by low stator coolant 
pressure Caused by reduction in generator hydrogen pressure during hydrogen food & 
breed procedure Setpoint file revised W/881222 Hr 

FURiO.P, flUSSELL,L6 Baltimore Gas A Electric Co 88/12/22 5pp 47927 125 
47927 129 


0812080126 Forwards modified notice of considurnlion of Isbuance of amends IqO- 
conses OPR 63 A OPR-69 A opportunity for tjoannq ro util 881 0?5 roqiiosi to rwl/j 
880609 application to reduce max limit for )<eff to 0 05 

MCNEILS A Project Direcloralo I 1 88/12/05 TIEftNAN.JA Baltimoro Gas A Ekv 
trie Co 2pp 47753 21 1-47753 224 


V. Operator Examtnallons 

0012070099 Forwards proposed change lo FSAR QA program doscnption A OA 
policy Proposed change would reduco.by one level of mgt. positron al which senior 
reactor operator license must be held 

TIBRNAN.JA Baltimoro Gas A Electric Co 06/12/01 Document Control Branch 
(Documer^l Control Desk) 13pp 47745 285 47745 297 


[>OCKET 60-aie CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency A fire protection plans 


8012060131 Changes 20 A 21 to Rev 12 lo Emergency Plan fmpfomenting 
Procedufe,ERPIP 30. “Personnel Injury “ 

’ Baltimoro Gas A EfecineCo 86/11/09 Bpp 47742308 47742 315 

0812000141 Revised emergency response plan implementlo/) procedures, inefuding 
Cha^we 6 Rev 11 to ERPIP 416. "Oflsita Momtoimg Team" A Change 14 to Bev 
9 to fcRPiP 4 1 7 A Change 15 to Rev 0 to EflPIP 4 18 2 

* Baltimoro Gas A EfeclriC Co 08 / 11/22 28pp 47741 107 47741 134 

0812000136 Revised emergency response pfan irrolemention procedures, incfudinn 
® 4 1 15. "Deposition Calculations" A Change 4 lo Rev 9 

to ERPIP C 1. “Reactor Core Maior Radioisotopes Inventory*’ 

• Baltimore Gas A Electric Co 88/11/23 Bpp 47741 196-47741 203 


8812060143 Rev 12 to Emergency Plan Implementing Procedure ERPIP 5 1. "CommunI' 
csbons Equipment '* 

* Baltimore Gas A Electnc Co 88/1 1/29, 24pp 47/42 316 47742 339 

^^ERRP M ^ ^ ^diergency Response Plan Implementing Procedure 

‘Baltimore Gas A Electric Co 88/12/02 lOpp 47785346 47785 355 

Emergency Response Plan Implementing Procedure ERPIP 

4,125, Environ Sves 

• Baltimore Gas A Electnc Co 88/12/03 16pp 47788 025-47788040 


-0812080130 Modified notice of consideration of ibsimnco of nmonds to LiconsosDPfi 
53 A DPR 69 A opportunity for hearing on 081025 request lo modify 80OGO9 applet 
Ifon lo reduce max limit for Keff from 0 08 to 0 95 
CAPRA,RA Project Directorate I 1 00/12/05 5pp 47/63 213 47/53 224 

8012210314 Application for amends lo Licenses DPR 53 A DPR G9,changing TeA 
Specs to provide for extension of Type B A C loah w/ gas al 50 psig until Sprr^ 
1989 schedulod rotaoling outago Foo pmd 

TIERNANJA Baltimore Gas A Efoclnc Co 08/ 12/ 14 Docunient Control Brar^}l 
(Document Control Desk) 12pp 47874 31 1*47074 334 

-0812210316 Proposed Tech ^jocs re surveilinnco rcqufrernonla for offsilo transrrs 
Sion network A onsilo Closs IE distribution nys 
* Baltimore Gas A Eleclrrc Co 88/12/14. 12pp 4/074 323 479/4 331 


0. Inspection reporta, IE Bullollna A correspondence 


8611100211 NRC Info Notice 00 090. "Unaulhorizorl Removal of Industrial Nucl^’a; 
Gauges " Sve fist end 

CUNNINGHAM, R E Division ol Industrial A Modicul Nuclear Jjalety (Post 
88/11/22 Consolidated Edison Co of Now York, Inc OOpp 47/08 255 47709 257 

6611160467 NRC (nfo Nolice 80 001, "Improjjor Adminlslfatlon A Control of Psycholo^ 
cal Tests " Sve hat end 

ROSSI, CE Division of Operational Events Assossmont (Pobl 0/0411) 88/11/2/ 
Consolidated Edison Co of Now York, Inc lOIpp 47700 042-47700:142 

8812090196 Forwards addi info ro util responso to NRC Hulloliii 80 001 re delects n 
Wostinghouse circuit breakers Thirty breakers will hove jjolo stiafls replaced durfig 
nest normal preventive maint or by end of nest Unit 2 refiioling oiilago ^ ^ 

TfEflNAN,J.A Baltimore Gas A Eloclric Co 00/12/01 Oonumonl Control Biandi 
(Document (Dentrol Desk) 2pp 47700 350 47706 357 


8811290030 NRC (nfo Notice 80 093, "TefoUiorapy Hvonls " Bve list end 
CUNNINGHAM, R E Division of Industrial A Medical Nuclear Safely (Post 0 70729) 
88/12/02 Consolidated Edison Co of New York. Inc 112pp 47011 103 47811 21f> 


H. Qenoral correspondence 


“ilfPJSfir 'O' Duly Prooram Supporta 

NUMARC proposal lhat eijre final rule be made effective 180 days after publication A 
Requires Commission justify rule per 10CFR50 109 

]fpM7679 0es*67™O7f * 


P. Operating license stage documents A correspondence 

0011280048 Gonenc Lit 98*20 Id all licensees holding OLs A CPs for nuclear oow 
SS ^^* * *^^ individual plant exam for sever© accident vulnerabilities Sve li 

Associate Director for Projects (Post 870411} 88/11/23 Conso 
dated Edison Co of New York, Inc 8tpp 47728 303 47729024 ' 

0012080213 Forwards rmal typed Tech Spec pages discussed (n Chanoe 1 to 88 O 81 
plication for amend lo Licenses DPR & A DPR 69 

IfnSK ' 

* Baltimore Gas A Efoctric Co 88/11/29 2pp 47752 201 47752 202. 


8811290536 NRC Info Notice 80 094, "Potentially Undersized Valvo Actuators" Sve lilt 
end 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) 08 / 12/02 
Consolidated Edison Co. of New York, Inc 121pp 47700 143 47/00 254 

8812020287 NRC Info Notice 00 095, "Inadequate Procurement Requiremehts Imposed 
by Licensees on Vendors '* Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/12/08 
Consolldaled Edison Co of New York. Inc 112pp 47807 101 47807 302 


®®J2210013 Forwards Safety Insp Repta 60-317/80*20 A 50-318/80 29 on B91031 
1104 A notice of violation Independent measurements taken lo verify util capability for 
radioactive effluents Data will be reported In subsequent insp repl 
BaLAMY.R R Region 1, Ofc of the Director 88/12/13, TIERNAN.J A Ballimore Gas 
A Electric Co 2pp 47876 329-47075 349 


-0612210018 Notice of violation from insp on 081031-1104 VlotaUons noted scaling lac 
tors used to dotermlne radwaste concentrations not evaluated semiannually & wd 
shmmems oWadioactive maOs Improperly classified 
Region 1, Ofc of the DIroclor OO/I 2 /I 3 2 pp 47075,331-47075 332 


” V . insp Hepis 50-317/80-29 A 50 310/08-29 on 001031-1104 Vi 0 iaiiu<« 
noted Major areas inspected non rad 10 logical chemistry proorarejncluding confirmatoiy 
.4 radiological environ monitoring program 
47 ^ 53334 ^ 0753 ^ 9 ’^" Region 1, Ofc of tho Director 80/12/08 17PP 
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8B122700S5 Responds to NRC request lor into on Westinhousa Type DS circiril breaker 
failure, per NRC Info Notice 88 044 Closing coil burned out & shorted No binding of 
breaker mechanism found Insps performed on 20 addi breakers 
LIPPOLD.WJ Baltimore Gas & Electric Co 88/12/19 Document Control Branch 
(Document Control Desk) 2pp 47927 062-47927 063 


n. Periodic operating reports & related correspondence 


801220-0201 Monthly operating repts for Nov 1980 for Calvert Cliffs Units 1 & 2W/ 
081214 Itr 

BEHNKE.C, RUSSELL.LB Sallimorc Gas S Electric Co 08/11/30 12pp 47067 301- 
47867 312 


V Operator Examinations 


0812070-099 Forwards proposed change to FSAR QA program description & QA 
policy Proposed change would reduce, by one level of mgt, position at which senior 
reactor operator license must bo hold 

TIERNAN,JA Batlimoro Gas & Electric Co 08/12/01 Document Control Branch 
(Documont Control Desk) 13pp 47745 205 47745 207 


DOCKET 00-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F, SecurltVr medical, emergency & fire protection plans 


8612210169 Forwarrfs FEMA & Regional Assistance Commillee final exorcise ropt of 
offsilG omergoncy proparodncss plans for facilities Doficienclos noted nonparticipation 
of Lower Paxton Township & disirlbulion of dosimetry kits 

KRIMM.RW Federal Emergency Management Agency 80/12/12 CONGEL.FJ Divi- 
sion of Radiation Protection & Emorgency Preparedness (Post 070411) Ip 
47880 120-47G8B212 

-BB 12210173 "FEWA & Rogional Assislonco Commllloo Exercise Ropt of 0/1022 Exer- 
cise '* 

• Federal Emergency Management Agency 08/11/04 02pp 47000 121 47080 212 

8612220400 Forwards partially dololed Physical Safeguards Insp Repts 50 209/60 31 & 
50 320/80-10 on 8811 14-17 (ref 10CFR73 21) No violations observed Slops lakon 1o 
correct violations noted In NRC 041213,850603 & 18 Itrs also verified 
BELLAMY, nn Region 1, Ofc of the Director 8B/12/12 HUKtLL, HD Gonorat Public 
Utililles Corp GPU Service Corp 3pp, 47903 298-47903 308 

-8812220401 Parlially withhold Physical Security Insp Hopts 50 209/08 31 & 50 328/ 
80-18 on 801 1 14-17 No violations noted Major areas inspoclod unresolved Homs & In 
spactor followup Items, mgt hupporl & security program plans 
SMITH, GC Region 1, Ofc of the Director 00/12/09 Opp 47903 301 4/903 300 


G Adjudicatory corraspondonco 


8812190139 Discusses now info ro proceedings on preliminary tost of evaporator por- 
tion of accldonl-gonoralod water disposal sya ehowinn lhat decontamlnalion factor for 
sodium measured grealer than 1,000 for all tost sampTos Sve list onci 
BAXTER,! A General Public Utilities Corp - GPU Sorvlco Corp BAXTER,! A Shaw, 
PiHinan, Polls & Trowbridge //400 7632 00/12/06 BLOCH.PB, BRIQHT.QO, 
PARIS, O H Alomio Safety and Licensing Board Panof 5pp 47B01 167-47001 171 

6812190107 Licensee proposed transcript corrections * Certificate of Sve end 
BAXTER,! A General Public Utilllios Corp - GPU Service Corp BAXTER.! A Shaw. 
Pit! man, Polls & Trowbridge ^488 7656 00/12/00 lOpp 47002 100 47002 205 

8812190121 Licensee proposed findings of fact & conclusions of law in form of pro 
posod Initial decision.* Sve list end 

BAXTER,! A General Public Utilities Corp - GPU Sorvfco Corp BAXTER,! A Shaw. 
Pittman, Polls & TrowbrWgo ^7 400 7658 00/12/00 102pp 47001 210 47801,310 

8812270077 Joint Inlervenors motion for extension of limo to file proposed findings of 
fact & conclusions of law * Exlonslon of time ronucstod until 0901 16 Sve list end 
SKOLNICK.F Throe Milo Island Alert SKOLNICK.F Susquehanna Valley Alliance, 
Lancaster, PA //480 7682 08/12/12 Atomic Safety and Licensing Board Panel 4pp 
47072 306-47072.309 

8812270937 Licensee answer to Joint Intorvenors motion for extension of time to Mo 
proposed findings of fact & conclusions of lew * Joint tntervonors have failed to show 
good cause for extension Rolaled Info & Certificate of Sve end 
BAXTER,! A General Public Utilities Corp - GPU Service Corp BAXTER,! A Shaw, 
Pillman, Potts & Trowbridge i{f40G 7600 80/12/14 Atomic Safety and Licensing 
□onrcl Panel Opp 47873 084 47873 092 

8812280250 NRC Staff response to Joint Inlervenors motion for extension of time to Me 
proposed fmdinqs * Joint Intervenora have not ostebllsbed good cause for 
Gxlonslon W/Corliftcale of Sve 

LEWIS, SH Assistant General Counsel for Hearings //408 7/55 88/12/16 Atomic 
Safety and Licensing Board Panel 5pp 47884 293-47884<297, 

8812270044 Suppis 001206 Hr reporting on preliminary lost of evaporator portion of ac- 
cldent-gen orated water disposal sys Venaor has implemented ono of two piping con 
figuration mods to Improve boron removal efficiency W/Svc list 
BAXTER,! A General Public Utilities Corp - GPU Service Corp BAXTER,! A Shaw, 
Pittman, Potts & Trowbridge. //40O 7702 08/12/16 BLOCH.PB. DRIGHT.GO, 
PARIS.O H Alomic Safety and Licensing Board Pane) 3pp 47873 000 47873.082 

8812279167 Motion for extension of lime* Grants Intorvenors 1-wk extension until 
881230 to Me proposed findings of fact & conclusion of law, per 0B12f2 
roquost Served on 881220 

BLOCH.PB Atomic Safety and Licensing Board Panel //408 7713 88/12/19, Sus- 
quehanna Volley Alliance, Lancaster, PA Ip 47072 002 47872 002 


H. General correspondence 

8811300222 Forwards L Drey tlr re delay which has occurred In connection w/shipment 
of nuclear fuel rods from TMl 

CLAY.WL House of Rep 08/10/31 ZECH.l W Commissioners 1p 47709 011- 
47709 01 1 

-8911300224 Requests info about incidenls that hove occurred during four month delay 
in shipment of TMl fuel & about related concerns 

DREY.K Affiliation Not Assigned 80/09/29 COWGILL.CJ Region 1, Ofc of the Di 
rector 6pp 47709 012 47709 919 


P, Operating license stage documents & correspondence 

8811260048 Generic Ur 80 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD, D Associalo Director for Projects (Post 070411) 80/11/23 Consoli- 
dated Edison Co of New York, fnc 8lpp 47720 303 47729 024 

8812010090 Forwards application for amend to License DPn-73, consisting of Tech 
Spoc Change Roquesl 61 Amend will consolidate TMI-1 & TMI-2 radiological controls 
d^ts into silo organization 

ROCHE.M B General Public Utilities Corp - GPU Sorvlco Corp 00/11/23 Documont 
Control Branch (Document Control Desk) 2pp 47698 272 47690 200 

-6812010001 Application for amend to License DPn-73, consisting of Tech Spoc 
Change Request 6 1, consolidating TMl t & TMl 2 radiological controls riepls Into site 
organization 

ROCHE.M B General Public Utilities Corp - GPU Service Corp OB/1 1/23 4pp 
47698 274 47698 277 

-6B12010Q92 Proposed Tech Specs ro mgt position responsible for radiological con 
trols 

• General Public Ullittios Corp - GPU Service Corp 88/11/23 3pp 47698 270- 
47608 280 

8612000014 Forwards charter for Advisory Panel for Decontamination of TMI-2,oxland- 
Ing commillee life until 901128 

MOYl E,J C Office of the Socrolary of the Commission 88/11/28 DEAN.J L General 
Services Administration 4pp 47767 102 47757 117. 

-8912060015 Forwards updated charter by NRC on 801120 to extend fife of Advisory 
Panel (or Doconlaminalion of TMf 2 until 901128 

HOYLE, JC Office of the Secretary of the Commission 00/11/20 Library of Con- 
gress Ip 47757 106 47757 108 

-8012060019 Forwards charter for Advisory Panel for Doconlaminalion of TMI-2 
BRADBUFtNE.JC NRC - No Detailed Affiliation Given 08/11/20 SHARP, PR Houso 
of Rep , Energy & Commerce UDALL.M K House of Rep , Interior & Insular Affairs 
BREAUX, J Senafe, Environment & Public Works 5pp 47757 107-47757 111 

-8012000021 Confirms proposal lo renew Avisory Panel for the Decontamination of 
TMI-2 for 2 yrs 

DEAN,JL General Services Administration 00/11/09 HOYLE.JC NRC ■ No Detailed 
Affiliation Given Ip 47767-112-47757 112 

-8012000022 Informs of NRC dolormlnalion ro renewal of Advisory Panof for TMl 2 (or 
add! 2 yr period 

IIOYLE,J C Office of the Secretary of the Commission 08/11/01, OEAN.J L General 
Services Administration 5pp 47757 113 47757 117 

8812060230 Forwards safety ovaluatlen supporting approval of fower core support as- 
sembty defuellng 

STOLZ.JF Project OiroUoralo I 4 08/12/01 ROCHE.M B General Public Utilities 
Corp - GPU Service Corp 3pjj 47734 104-47734 108 

-6812060241 Safely evaluation supporting approval of lower core support assembly & 
lower head dotuetmg 

• Office of Nuclear Reactor Rogulalion, Director (Post 870411) 88/12/01 2pp 
47734 107-47734 100 

8812190408 Approves Rev 19 to TM! 2 organizational plan, incorporating decontamina- 
tion section Into waste mgt section End Figure 1-2, Rev 19 should be subsiiluted for 
oxistmo organization plan Figure 1 1 

STOLZ.JF Project Dlroctoralo 1-4 08/12/15 ROCHE.M B General Public Ulili lies 
Corp • GPU Service Corp 4pp 47061 276 47851 279. 


Q, Inapection reports, iE Bulletins & correspondence 

681 1160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve fist end 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/11/22 Consolldalotl Edison Co of New York. Inc 90pp 47/06 255-47700 257 

8811160407 NRC Info Notice 80 091, "Improper Adminislrallon & Control of Psychologl- 

ROSSLCE Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co of New York, Inc 101 pp 47708 042 47700 142 

88112Q0024 Forwards Safely Insp Rept 50 320/08-16 on 081009-1 109 No violations 
noted 

BETTENHAUSEN.L Region 1. Ofc of the Direclor, 88/11/23. ROCHE.M B General 
Public Ulltdies Corp - GPU Service Corp 2pp 47640 201-47640 213 

-8811290028 Insp Rept 50 320/88 16 on 881009-1 109 No violations noted Major 
areas Inspected defuelinn & decontamination activities Including proper implementa- 
tion of radiological controls & housekeeping measures 

COWGILL,C.. CONTE.R., JOHNSON, D Region 1, Ofc of tho Director 88/11/23 11p 
47648 203-47648 213 

8811290030 NRC Info Notice 80 093, "Telellierapy Events " Sve list end 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47811,215, 
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931 UM)S38 NfiC info NotJCo 89 094, PotPrliaJt/ Underaxed VaSJe Actuators " Svc I'Sl 
end 

fiOSSi,CE Drvaon of OperafJonal Events Assessment (Posl 370411) 80/12/02 
Ccnso’ datfd Ed :on Co or New YorJ*. Inc 12lpp 47708 H3 47708 254 

93 12020207 NF^C Info NoUo 08 095, ‘ insdcqual^ PfoCLremenl Requiromenis Imposed 
b/ l>ccn:€es on Vcnd&fS ' Svc I'si estci 

ROSSv.CE Oif-siiiri o1 OpeTBtJOfvat Events Assessment (Post 870411) 80/12/06 
Cor«3[,da(i-d Bdson Co of New VorK. Inc i12pp 47007 191 47807 302 

0012220400 Forwards part ally deleted Physical Safeguards Insp flepts 50-280/86 31 & 
50 320/60 10 on 881114 17 (ref iOCFR73 21)No violations observed Steps taken to 
correct violations noted in NflC 811213,050603 & 18 lirs alxo verified 
BEILAMY HR Reg on 1. Ofc of me Df/eciof 88/12/12 HUKILL,H D General Public 
Uti^tlOS Corp GPU Service Corp 3pp 47903 290 47903 3D8 

-8ai222Q40t Part, ally v.ithheld Phisical Socunly fnsp Repts 50 289/86 3l & 50 320/ 
88 18 on 681114 17 No vrolatjons noted Major areas rnspected unresolved items & lr»* 
speclof fol’owup Items mot support A security program plans 
SMiTH.GC. CAMERON.DF , KElMfG,RR Regiort t, Ofc of the Director 80/12/09 
Bpp 47903301-47903 308 

R. Periodic operating reports A related correspondeitce 

0312050007 TMI 2 Efftuonl & Offsito Dose Rept for Jul Sept 1988 *’ W/881 129 Hr 
ROCHE.M 9 General Public UMiUes Corp GPU Service Corp 88/09/30 12 dd 
47731 147-47731 158 k 

8011300519 Forwards TMI monlhly status rcpl for 881007-1 105 
COVfGlLtCd R&aon 1, (Me of tho Duactor 86/UM5 BETTENHAUSENL Reatau 
1 . Ole oUho Dfoctor 7pp 47676 1 1 1 47676 It? ^ 

T, Hearing Iranicrlpti on non antitruit matters 

3312270037 bcansoe answer to Joint Inlorvenors moljon for extension of time to fit© 
p/o^sed firings of fact & corvelusions of law * Joint IntervenorS hove failed to show 
Q^Muse for extension Related info S Certificate el Svc end 
BWER.T A General Pub/n; Utifities Corp - GPU Service Corp BAXTER,! A Shaw 

DOCKET KW21 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency A fire protection plena 

RAD-O05 OS & 63EP-EiP*032-OS W/8O1265 Itf^ 
SUMMER,! Georgia Power Co 08/11/07 4Bpp 47762 020 47762 060 

^’^2 •'Tipfomentjno procedure 63eP EIP 067-OS, '‘Ac- 
^ wi/RornS ^ W/B81214 Hr 

47^2^^ Gsorgia Power Co 08/11/17 3pp 47858 266 

prejparodness exercise or» 091025 

K, Qanant correepoodance 

SSSSSaFft.’S.Mffi" 

P. Operating llccnae iiage documenta A correapondence 
(«?ftsra¥w ui 5 1 


-8B1 2220036 Safely evaluation supporting utl| actions to cemolv 
(l0CFR50 62).speciflcally alternaio rod Injection & fecifculation^umo^ni^^,^^ 
Item noted re testability of alternate rod Injection sya while at Dowo^r ^ 

* NflC • No Detailed Affiliation Given, OB/12/I4 12pp 47886 290 47066301 

8812200160 Forwards oddl Info re environ effects alJnbulaWe to , 

fuel solid waste oujirted in lOCFROt 62.per Nov 1906 request Info fSCs 
request to modify OUs to 40 yrs from date of lasuanco 
HAfRSTON.WG Georgia Power Co OB/12/15 Document ConlreJ Smneh /rw. 
Control Desk) 3pp 47800 240 47060 24B v-u/urei arancti (Ooourrvr 

€812270071 Forwards updated listing of outstanding licensing s ubmi I Jals EarA. Awn 
TuomTl^coCP P^^POsed licensfe^eS*^ 

HAinSTON.WG Georofa Power Co 80/12/20 Document Control Branch 
(Control Dosk) 3pp, 47927 122 47927 124 (Oocamsf^ 

Q Inspection reports, 1£ Bulletins A correapondence 

®®GJiln“»Swl?atOTOl'^“''°® ""'"“''al el IndusWal NuOs, 

Division of Industrial & Medical Nucloar Safety IPod sTmx. 
06/11/22. Consolidated Edison Co. of New York, Inc 99pp 47708.2I6 47708257,^ 

®®eaVw' SW lI?tCl"“ ^‘''"'''IstratlDn & Conlrol of P8,d»t^ 

ROSSLC E (^vision of Oporatlonal Events Assessment (Post 870411) fla/n/ij 
Consolidated Edison Co of New York, Inc I01pp 47700 04^47708 142 ' ^ ^ 

Notice 80 O93, “Tefolhorapy Events ” Svc list end 
nft ^ if Industrial & Medical Nuc/fiar Safaly (Post 0707291 

08/12/02. ConsoNdalod Edison Co of Now York, Inc, 112pp 478ii-J03 47aNl?j 

Notice 08 094, 'Tolonllatly Undorsizod Valvo Actuators "Sw lit 

Operational Events Assessment (Posl (170411) 00/i2/Oi 
Consolidated Edison Co of Now York, Inc 121 pp 47706,143 47708 264 ^ 

rosponso to NRC Bullotln 88-004, acceptable 
c5“p 57731 iWaHef®’” HAIRSTON, WQ. Ooo%a Po»» 

rRnrk?& acceptable ^ 

“ 4%^i20?!47'73^f|Sr'®"® HAIRSTON, wS Georgia 

“ * 50-308/08.36 0„ 881101. 04Nov. 
Cr(§.Wwo?Z4M‘7M0254 “™°'" HAIRST0N,W,G 8 o*^ 

nl?®S iW® 32y8a-60 & B0-3BG/B6 38 on 881 101 04.No violations cr 
mon?cmirfncfS?fIl®ifer^??o^on^ opproJjpnal periarmanca &ssi$S' 

STARKEYn 'V®** Ropta 60-321 /80-1B & 60-366/80 16 

47850 24457650^26^^^’^ Director. 88/11/30 lipp 

“Vatotw’fe'S ® OO-OOS/OO-SS on 881024. 28No«» 
“0"®" 00/<2'06 HAIRSTON, W.G. Gewp 

A SiSit 00-00 S 50.386/08 33 on 881024.26 No violations « 

IIPP 


ctiamioiv iii.(,u>.rao irwu rroooaura Bn/oy,foowas 0 5P 

C Sii"c * * radWogioal onvlron monllonng 

4I7M2 w 47«32-2^7^^^*'^'®' ” '‘®'' 88/11/30 


atssEf-*B?KK.i; ss»!i». »«■ 

rrdm.UZ 4 88122100 M 


®®30 891108 Hr ro violations nolod In Insp Rapl? 60 321/88- 

^0 3 7 An^Sta^SSII^''''® “O' onOoilling condition (or oparalion Inlllaled per Tedi 

Wt®8-2r4V786 2®oV.'''“^ 

“SKwS, vSidwa^.?^ Pracuromant Rsguirsmenis ImpoiiJ 

ccn®SS.?od eX®!: S, ^ 


ol eJSvato) oTSrt “H prosenlallon 

M^HE>JI.'Sa*P?«|ootOvac(or. 

DjrectoraJe if S^88?i2/0?'j5if7SEwln 

ate 11*3 89pp 47835008-47835095 * MArTHEWS,OB Project Director- 

“> p*®"' '«>■« 

»”w4"7Mitee6S‘?Sr'®'‘® HA™.V4G Gaorgla Power 

«^e rule (toCFRSO 82) UM 

m^eai power. lestabiuty ot attemato rod mieition 

HA,RST0N,WG Georgia Power 


^Vfant wetoffSo^sihihun?^ meofing w/util in eirmfnaham,AL to discuss nuefear 
P?werCto. 3p?T00^ 80^12/13. HAIRSTON.WO 

^^^obc^ofvfffin'^® 50 321/88-34 & 50*366/08-34 on 881022-1125 4 

HAfRSTON,W.G. Gsoffl^a 

^tak^lS w^rSo^aeff 601022-1 t25,Vlolauon noted fallura W 

such that toss of automatic depressurization sys desiin 

tt,v,L. Ragion 2, Olo ol the Drreolor. 88/12/14, 2pp 47a55 212-47e552l8 
*n(>)6d!5tejor Sms® 1 * 00-366/e8.34 on 881022-1126 VlolaWI 

15, 18pp 47855 21^47^5 Region 2, Ofc of the Director 86/12^ 
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■6812200346 Forwards summary of 861123 mgt meeting ro mgt controls of welding pro 
gram at plarrt w/emphasfs on adequacy of welding on RWCU sys.per Insp Repts 50- 
321/88 31.50-366/08-31, 60 321/80-36.50-366/08-35.50-321/08-38 & 60 366/08-38 
ERNST, ML Region 2, Ofc of the Director 88/12/14 HAIRSTON, WG Georgia 
Power Co 6pp 47867 264-47867 269 


R. Periodic operating reports & related correspondence 

8B12190260 Monthly operating repta for Nov 1988 for El Hatch Units 1 & 2W/081214 
Itr. 

TUCKER.JE., HAIRSTON, WG Goorgia Power Co 88/11/30 12pp 47850 205* 
47650 296 


S. Reportable occLirrences, LERs & related correspondence 

8B 12010342 LER 88 015 00 on 681 026, Informed that automatic depressurization sys 
design was such that single failure (battery) could causa sys to bo unable to perform 
safety fund ion. Caused by Inadequate doslg^n review W/681 122 Itr 
TIPPS,SB, HAIRSTON.WQ Georgia Power Co 68/11/22 Bpp 47703.175 

47703-162 

6812120100 Special Rept 86-008 on 681101,firo watch not established & fire rated as 
sembly not restored to operablo condition within 14 days as required Event had no 
adverse impact on plant safety Personnel counseled & cable tray end modified, 
HAIRSTON.WG Georgia Power Co. 88/12/07 Document Control Branch (Document 
ConIrolDesk) 7pp 47786 016 47786 022 

6812160001 LER 88 006 01 .on 680609, RWCU primary containment isolation sys valves 
closed on Group 5 isolation signal which was unanticipated actuation of ESF.Causad 
by excessive pump vibralion due to deteriorated bearings W/601209 Itr 
T(PPS,SB. HAIRSTON.WQ Georgia Power Co. 68/12/09 7pp 47620 026 

47826.033. 


DOCKET 50-322 8H0REHAM NUCLEAR POWER STATION 


F. Sacufilyt medicalj emergency & fire protection plans 

6611300001 Forwards response to FEMA post exorcise assessment for 080607-00 ex- 
orcise of local offsite radiological emergency response plan & response to FEMA re 
donsl assistance commiUoo review comment for Rov ID of plan. 

LEONARD.JD Long Island Lighting Co 60/11/21. Document Control Branch (Docu 
menl Control Desk). 14pp, 47701.333-47701 346. 

6612210291 FOIA request for records identified In end GC Peterson 880618 Itr re oJf- 
site emergency plans & preparedness 

BELAIR.FTR Kirkpatrick & Lockhart BELAIR.R R Suffolk County, NY 00/11/21 NRC 
- No Oelaiied Affiliation Given. 4pp 47874 045-47074-040 

8612060069 Forwards Rov 2 to updated FSAR for Shoroham Nuclear Power Station 
Unit 1 & Rov 4 to Fire Hazard Analysis Ropl for 870600 - 880607, per 10CFR60 59 
LEONARD, J D. Long Island Lighting Co. 08/12/05. Document Control Branch (Docu- 
ment Control Desk) 2pp, 47754-076 47762-157 

<-0012060091 "Rev 4 to Fire Hazard Analysis Rept." 

* Long Island Lighting Co 68/06/07 9pp 47761-060 47751-080 

6612130257 Staff requirements memo ro 861201 affirmation/discussion & vote In 
Rockville, MD on SECY 60 201 A concerning facility oxorclso 
CHILK.S J Office of the Secretary of the Commission 80/12/08. Office of tho Socro 
tary of the Commission. Ip. 47705.357 47795,357. 

6812160273 Vol I to ‘‘Shoroham Nuclear Power Station Local OKsIto Emergency Ro 
sppnse Plan.App B " W/001200 Itr. 

LEONARD, J D, long Island Lighting Co. 68/12/08 736pp 47816 213*47820-320 

6612200110 Forwards Safety Insp Rept 50 322/66 08 on 880916-1118.No violations 
noted. 

WtGQINS.JT Region 1, Ofo of tho Director 88/12/12 LEONARD, J.D. Long Island 
Lighting Co 4pp. 47663 060-47863.062. 

-8812200114 Insp Rept 60-322/86 08 on 080916-1118 No violations noted. Major 
areas Inspected, plant operations, radiation protection, security, plant 

events, maint, surveillance & rept s to NRC, 

eLOUGH,AR Region 1. Ofc of the Director 80/12/12. 0pp. 47063-054-47063 062 

6812230066 Forwards chart of state & local resources relied upon In plant offsite radio- 
logical emergency response plan.Rolatad Info.including radiological defense advisory 
manual & Suffolk County rosource manual also end. 

CALUK. Long Island Lighting Co 00/12/17. PODOUK,E NRC - No Detailed AfWI- 
alien Given. 3pp. 47918.001-47921:102. 

-8612230060 Radiological Defense Advisory Manual ROAM 2-B, "Radiological Intelli 
gence • Annex K to Emergency Operations Plan of Now York Slate " 

^ New York, State of. 76/08/31. 160pp. 47918-004-47918:165. 

-8612230092 "Suffolk County Emergency Operations Plon " 

* Suffdk County, NY. 06/12/17 OOOpp 47018.166 47020 006. 

-6812230094 "Suffolk County Resource Manual." 

* Sulfolk County, NY. 08/12/17. 400pp. 47920.089 47921*102 

88 12260002 LILCO response to Interveners motion for reconsideration of CLI80-9* 
Motion should be denied on basis of no good reason offered & motion on wrong 
promise that Intorvenors should be permillod to uso 2-yf exorcise regulation. 

Irwin, D.P. Long Island Lighting Co. IRWIN, D P Hunton & Williams #486 7717. 88/ 
12/19, Commissioners 25pp 47BB5 001-47085 077. 

-8612260012 Requests factual & logistical Info necessary to enable govts to participate 
In plant 880607-09 exercise Supporting documentation end ^ ^ 

MILLER, M.S Suffolk County. NY. MILLER.M S. Now York, Slate of MILLER.M S 
Southampton, NY. 88/06/31 . BACHMANN.R J Assistant General Cour^sol for Hear- 
ings. IRWIN.D P Hunton & Williams CUMMINQ,W R. Federal Emergency Manage- 
ment Agency. 24pp 47685,046 47685-069 


6612210294 Final response to FOIA request for records App A records end & available 
In PDR 

GRIMSLEY,DH Division of Freedom of Information & Publications Sen/ices (Post 
8Q0515) 80/12/20 BELAIR.R R Kirkpatrick & Lockhart BEUIR.R R Suffolk County, 
NY 2pp 47874 049 47874 056 

-8812210298 "Shoroham-Soabrook Exorcise History " 

* NRC - No Detailed Affiliation Given 88/12/20 4pp 47074 051-47874 056 


Q. Adjudicatory correspondence 


6812020017 Memorandum & order (granting in part & denying in part LILCO request for 
Immediate authorization to operate at 25% power) * Director of NRR authorized to 
make findings re LILCO motion & to Issue license Served on 681 121 
QLEASON.JP, KLINE, J.R Atomic Safely and Licensing Board Panel #466 7545 
08/11/21. Long Island Lighting Co 12pp 47643 031-47043 042 

0612020024 Order * Denies Intervonors request for disqualification of Judges Gleason & 
Kline in OL-6 proceeding on basis that no NRC authority supports Intervonors views 
lor disqualification Served on 661 121 

QLEASON.JP, KLINE, JR Atomic Safety and Licensing Board Panol #408 7546 
GB/11/21. New York, State of lOpp 47643 074-47643 083 

0612020031 Order* Postpones conference of counsel scheduled for 661122 until 
001200 in order to accomodate schedules of members of Board Served on 861121 
FRYE,J H Atomic Safety and Licensing Board Panol #488 7547 80/11/21 Office of 
the General Counsel Ip 47643-126 47643 126 

6612020032 Expresses dlsappolntmerjt ro postponement of 081122 prehearing confer- 
ence until 8B1202 LILCO motion to dismiss Exercise Contentions 4-20 on basis of 
ALAB-903 end. 

IRWIN.D P Suffolk County, NY IRWIN.D P Hunton 61 Williams #406 7556 88/11/21 
FRYE,JH„ SHON.FJ, PARIS.OH Atomic Safoly and Licensing Board Panel Ip 
47643-127 47643 149 

-BB12O2OO30 LILCO motion lo dismiss Exorcise Contentions 4-20 on basis of ALAB- 
003 * Contentions should be rejected & Intorvenors should not be permitted to modify 
contentions to account for ALAB-003 W/Corlificate of Sve, 

IRWIN, DP Long Island Lighting Co IRWIN,DP Hunton & Williams 66/11/21 Atomic 
Safely and Licensing Board Pane) 22pp 47643 120 47643 140 

6012020037 Ordor * Extends time within which Commission may review Decisions 
ALAQ-900,AUB 901 & ALAB-902 until 001202 Served on 881 121, 

CHILK.S J. Office of tho Secfotary of the Commission #488 7548 06/11/21 Com 
mlssioners Ip 47643 160 47643 ISO 

8812140092 Errata lo Board Decision LDP 00*24,changing yr on Pago III, Line 8 from 
1086 to 1086 Served on 681205 

GLEASON, J P Atomic Safety and Licensing Board Panel #466 7611 80/11/21 Ip 
47770.106 47770,186 

8612020050 Memorandum & order* Board 861121 memorandum & order authorizing 
Issuance of 25% power OL considered apnoalablo, per 10CFR2 762 & govls motion 
seeking disqualification of judges will bo roviowod promptly Sen/ed on 681 123 
HAGIMS,E.E Atomic Safely and Licensing Appeal Panel #408 7649 00/11/22 
Office of the General Counsel 4pp 47643 174 47643 1 77 

6B12020040 Govts motion for reversal of Commission order of 661109 * Appeal Board 
should be pormiUod to complete review of Govls ponding appeal of LBP-66 24.Cer1ifl- 
cato of Sve end 

NORTON, C.L. Suffolk County, NY NORTON.C.L Kirkpatrick & Lockhart 
ZAHNLEUTER.R J Now York, State of #468 7556 66/11/23 Commissioners 15pp 
47643*159-47643 173 

8812020052 Notice of appearance * Author enters appearance In proceeding on behalf 
of Suffolk County Certificate of Sve end 

NIELSON, B H. Suffolk County, NY NIELSON, B H Kirkpatrick & Lockhart #408 7559 
00/11/23 4pp 47643 170-47643 101 

8012020061 LILCO comments on immediate offectivonoss of Board 861121 memoran- 
dum & order * Urges Commission to make 861121 decision offoclivo & authorize issu- 
ance of 26% power OL for plant Certificate of Sve end 

IRWIN.D P Long Island Lighting Co IRWIN.D P Hunton & Williams. #460 7560 00/ 
11/23 Commisdoners. 9pp 47643 193 47643 201. 

8012020003 LILCO motion for cerlification of Licensing Board 601121 memorandum & 
ordor & request for expedited disposition * Roguests that Appeal Board certify Com- 
mission order authorizing 25% power operation W/Certificate of Sve 
IRWIN.D P Long Island LIphling Co IRWIN.D P Hunton & Williams #480 7566 88/ 
1 1/23 Atomic Safety and Ucanslng Appeal Panol. Bpp. 47643 233-47643 240 

8012020104 Govts motion for page extension * Requests leave to file stay motions in 
excess of 10 pages 

LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart 

ZAHNLEUTER.R J New York. State of. #460 7570. 08/11/23. Atomic Safety and Li- 
censing Appeal Panol 6pp 47643 269 47644 074, 

-8812020113 Govts motion for slay of 001121 Licensing Board order* Board should 
maintain status quo by granting requested stay. 

LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart. 

ZAHNLEUTER.R. J. New York, State of 86/11/23 Atomic Safety and Ucanslng 
Appeal Panol 16pp 47643-275 47643 209 

-BB1 20201 21 Affidavit of LC Lanpher * Affidavit ro govls 681123 motion to slay 081121 
Licensing Board memorandum & order authorizing NRC lo make necessary findings 
on 25% power issues & to Issue 25% power license to ulii 
LANPHER.L C. Kirkpatrick & Lockhart, 68/11/22 2pp 47643 290 47643 201 

-8812020123 Affidavit of GC Minor In support of motion for stay * Supports govts 
motion to stay ASLB 8B1121 ordor authorizing Issuance of 25% power OL for plant 
MINOR.G C Suffolk Counly, NY MINOR, G.C New York. Stale of WINOR.G G South 
ampton. NY 68/11/22. Cpp 47643 292 47643 297 
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-'8812020130 AlOdavjt ol EJ G'e3son,djfeclor of planning, Slate of NY enorgy ofc * Pro- 
vides data on whether suppfy ol eleclnc poAer to Long Island would be adveisely im- 
pacted if plant did not operate W/related info & Ce^ficale of Svc 
GLEASON.eJ Now Yodi, State of GLEASON.EJ Suffolk ^County. NY 
GLEASON, EJ Southampton, NY 86/11/03 t37pp 47643 298-47644 074 


8812140139 Govts opposilion to LILOO mottort to dismiss Exorcise Contentions 4 
basis of ALAB 903 * LILCO motion should bo donfod Corlificato of Svc encl ^ 
MCMURRAY.CM Suffolk County, NY MCMURRAY.C M Kirkpatrick A LwHun 
ZAHNLEUTER.RJ New York, Stale of 15^490 7615 08/12/01 Atomic S a feN aftSk 
censmg Board Panel 31 PP 47771 022-47771 053 


8812140050 Forwards sense of legislature urging rejection of LILCO request to operate 
Shcreham nuclear power plant at 25% power.approved at 8D1 122 meeting 
TAIBBIB Suffolk County. NY #486 7595 68/11/25 Affilration Nol Assigned 2pp 
47770081-47770082 


8612140032 Order ' Period fn which Commission may roviow ALAB 900, AUB90i i 
AlAQ 902 ©^tended unW 661 222 Served ou 661202 

CHILK.SJ Office of <he Secretory of the Commission //48Q 7605 88/12/07 iti 
47770 241 47770 241 


8812020120 Memorandum A order ♦ Replies to govts motion for slay of Board 681121 
order authoniing issuance of 25% power OL A LfLCO motion for certification of Board 
order should be submitted by 881205 Served on 681 128 

SHOEMAKER CJ Atomic Safety and Licensing Appeal Panel #488 7577 88/ 1 1/28 
Office of the General Counsel 2pp 47644 104 47W4 105 


8812020134 Decision ’ Affirms Board findings In LBP88 13 ro quoslrons of locally un 
wanted land use A LtLCQ regislfation procedures A denies portion of Interveners 
appeal challenging Board findings w/o obtaining FBMA findings first Served on 
881129 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel #488 7579 68/11/29 
42pp 47644 116-47644 157- 

8812140035 NRC Staff response to Interveners motion for page oxlenston * Staff has 
no obieclion to extendirig page limit from ten pages to fourteen pages filed by Inlerve 
nors ^rtificate of Svc enef 

BACHMAN, RG Assistant General Counsel for Hearings #488 7593 88/11/29 
Atomic Safely aruf Licensing Appeal Panel 3pp 47770 073 47770 075 

8812140041 NRC Staff motion for reconsideration of Appeal Board order of 8B1126 A 
for enlargement of response lime * Re<^ues1s extension of lime period for NRC to file 
responses to both fnlervenor stay motion A LILCO motion W/Corlrficate of Svc 
YOUNG^MA Assistant General Counsel for Hearings #488 7594 08/11/29 Atomic 
Safety and Licensing Appeal Panel 5pp 47770076 47770 080 


8812140058 MoPon lor leave 1o file amended exercise contentions* Board should 
accept govts amended contentions Certificate of Svc end 
MCWURRAY.CM Suffolk County. NY MCMURRAV.CM Kirkpatrick A Lockharl 
ZAHNLEUTER.R J New York. State of #488 7608 88/11/29 Atomic Safety and U* 
censing Board Panel 10pp 47770 246*47771 021 


-8812140068 Amended emergency planning conientions re 680607*09 Shoroham exer* 
cise * 

MCMURRAY.CM Suffolk County. NY MCMURRAY.CM Kirkpatrick A Lockharl, 
ZAHNLElfTER.fl J New York, State of 68/11/29 Atomic Safety and Licensing Board 
Panel 124pp 47770256*47771 021 


8812020079 NRC Staff comments on immediate effectiveness of ASLB 881121 memo 
randum A order * Recommends that Commission Initially decide merits of LBP-86 
24 Certificate of Svc end 

YOUNG, M A Assjstanl General Counsel for Hearings #466 7582 68/11/30 Com 
miswoners 7pp 47643 218 47643 224 


8812140054 Forwards corrected cover page to LILCO answor to inlorvenors bThU 
school bus driver role conflict A omergoncy broadcast sys.dld 681201 
LEUGEflS.MJ Hunlon 6 Williams #466 7623 66/12/02 NRC - No Deiaiied 
ation Given ip 47769 274 47769 2/5 

-8812140064 Corrected cover page to LILCO answer to Intervonor brief on school trj« 
driver role conflict A eniergency oroadcasl sys (EBS) 

* Long Island Lighting Co * Hunlon A Williams 86/12/01 Atomic Safety andbteii. 
ing Board Pane) Ip 47769 275 47769 275 

8812080004 Ack 88f122 Hr ro plant Dconsfno proceeding Commission discussion of k. 
cense application not appropriate 

MALSCH.MG Deputy General Counsel 08/12/05 HOCHBRUECKNER House of 
Rep Ip 47754 145 47754 147 

-8812080005 Requests that Commission lalto stops to consider disqualification of JP 
Gleason from further involvement In any proceodings re licensing of facility Sena} 
681201 

HOCHBRUECKNER House of Rep 08/11/22 ZECH.l W Commissioners 2pp 
47754 146 47754 147 

8612140073 Govfa response to LILCO motion for certification of 001121 order to Corn- 
mission * LILCO motion for cerllficallon should be denied Certificate of Svc end 
LETSCHE.KJ Suffolk County, NY LETSCHE.KJ Kirkpatrick A LockhaA 
PALOMINO.FG New York, Stale of #488 7616 08/12/05 Atomic Safety and IJ- 
censing Appeal Pane} Bpp 47770 178 47770 185 

8812140089 Memorandum A order.* Order of Gleason A Kline, did 081121, doclinfngto 
rescue themselves from further participation in proceeding affirmocf Served w 
681205 

TOMPKINS.BA Atomic Safely and Licensing Appeal Panel #488 7610 68/12/05 
Suffolk County, NY lOpp 47770191 47770 200 

8812140099 Forwards corrected Pago 2 of CLI-OO-fl Dale changed to 670310 fron 
870513 Served on 081205 

JULIAN,EL Docketing A Services Branch #400 7612 08/12/05 Atomic Safety fljvj 
Licensing Board PanoT 2pp 47770 187-47/70 180 

8812190103 LILCO response to Interveners motion for stay of 881121 Board ordsr* 
Motion should be denied Related info end 

IRWIN,DP Long Island Llnhtmg Co IRWIN. DP Hunlon A Williams #480 7631 88/ 
12/05 Alomic Safety and Licensing Appeal Pano) ZOpp 47601 172 47001 202 


6812020168 Advises that eevts do not object to ASLAB granting NRC motion for recon 
aider aWin of ASLAB 801128 order A enlargement of response time on caveat that if 
govts stay motion needs lo be acted on, decision wifl be made w/o NRC 
LANPHEfl.LC Suffolk County, NY LANPHER.LC Now York. State of 

LANPHER.LC Southampton. NY #488 7584 88/11/30 KOHLCN, 

ROSENTHAL.A S , WiLBER.HA Atomic Safety and Licensing Appeal Panof Ip 
47644337*47644337 ^ 

8812140080 Memorandum A order * Commission grants staff motion only In part Staff 
responses to both govt A LfLCO motions requested by 6S1207 Replies of other par* 
bos remain due as specified in 681128 memorandum A order Served on 881201 
SHOEMAKER.CJ Atomic Safely and Licensing Appeal Panel #468 7597.88/11/30 
Office of the General Counsel 4pp 47770 233-47770 236 

8812140087 Order CLI 88-09 * Commission believes prudent to eslabiish procedures A 
go forward w/any necessary proceedings on 1988 exorcise Parlies encouraged to ne 
gotiate lo reduce actual number of issues to be fitigatod Served on 881 201 
CHllKjSJ Office of the Seaetary of the Commission #488 7598 88/12/01, Office 
of the General Counsel 7pp 47770 201-47770 207 

8812140070 Answers lo Interveners brief on school bus driver role conflict A emergency 
broadcast sys ASLAB sl>ould affirm ASLB decision on emergency broadcast svs & 
sctMKH bu 5 dr iver ro Je CO n flic l is sues Certjfica to of Svc enci 

^ CHRISTMAN, JN Hunlon A Williams 
47^0 oTa^ ®®^^2/0l. Atomic Safety and Licensing Appeal Panel 67pp, 47769 322* 

8812140071 Comrnenis of Suffolk County.State of NY A town of Southampton concern* 
^ ^ mm Ucenamg Board order* Commission should 

8^ effectiveness of 681121 order W/Certificate of Svc, 

LETSCHE.KJ Suffolk County. NY LETSCHE.KJ KKknalrvck A irvrkhort 

47770^847770039 88/12/01 '^missLorrilpS 

8812140113 Advises that 881121 order should be stayed pendmo full aDOGflate mvinw 
^ reasons gel forth in govts stay^molion 

LETSCHE.KJ Long Island Ughting Co LETSCHEXJ KirVaatrtek A Lockhart 
7601, 88/12/01 l«)HL,C,NVliOS^NTHAL,As"jCWNsWH Atom^ 
Licensing Appeal Panel 2pp 47769 225 47769 226 ^ 

opposition to Inlorvenors appeal from Ucensmg Board con- 
ducing (nitel deciswn (sanctions/ realism Issues] * Commission should attlrm Uc©r\s- 
ino Board decision Cerlificfllfl nf A Unio i a n 


utJWBwii ioaiicuuns/ foaiism issues ’ uomm as on should aid 
Certificate of Svc A Vols f A II of app enci 
'■OtM rsland UghUng Co IHWIN.DP Hunlon 4 WilNams #488 
12/01 Commisslonofs. 1 v 2 Mpp 47766 047*47769224 


7614 


-8012190117 Affidavit of AM Madsen in support of LILCO rosponso lo Inlerveoor 
motion for slay of 081 121 Board order * W/ Corlificato of Svc 
MADSEN, A M, Long Island Lighting Co 00/12/05 lipp 47001 192 47B01'202 

8812190112 Correction * Forwards Page 20 lo LILCO answer to Iniervonors bnef on 
school bus driver role conflict A emergency broadcast sys.dld 081201 Certificate of 
Svc end 

LEDGERS, M J Long Island Lighting Co LEUGERS.M J I iunton A Wdiiams #4Ba 
7657 88/12/05. KOHL.CN, ROSENTHAL.A S , WILDUR.HA Alomic Safely and Li- 
censing Appeal Pano) 4pp 47002 104 47002 107 

8812190143 NRC Staff responses to LILCO motion lo dismiss Exorciso Contention 4 20 
on basis of ALAB 903 * Board should reiocl Iniervonors contenlions as late 
filed Certificate of Svc one! 

CLARK.LB Assistant General CounsoJ for Hoarings #480 7643 66/12/06 Atomic 
Safety and Licensing Board Panel lOpp 47801.105*47601 122 


081219OOOB NRC Staff response lo jnlofvenor motion for slay of 081121 order * Inter 
venors show no good issue for slay of decision Involving 25% full power license & 
motion should be donfod W/Corlificate of Svc 

REIS.EJ, Assistant Generaf Counsel for Hearings #460 7646 88/12/07 Atomic 
Safely and Licensing Appeal Panel 14pp 47001 320 47001 333 

8812190013 NRC Staff response to LILCO motion for ccrlfficallon of 681121 Board 
granted W/Cerllficato of Svc 

YOUNG, M A Assistant General Counsel for Hearings #400 7647 08/12/07 Atomic 
Safely and Licensing Appeal Panel 7pp 47802 042-47002 040 


formal adjudication, discussion by NRo adludicatory personnel daeniM 

jhap^fopnat^pe^ recipient 801130 Ur Served on flOl ko _ 

12/07 TOD 
47801 096 


recipient 801130 Ur Served on 00 1 200 , , 

General Counsel for Licensing A Regulation #408 7634 86/ 
TODOROviCH.M M Scienlisle A Engineers for Secure Energy Ip 4760 LOSS 
096 


■ vTTUfua Ills UA^rtJ93lliy UUIIUUm TO UOSIIV COIlSeqUBflUOS Ul 

requested lo grant full power licensa 

TODOROVICH.M M Scientists A Enginem's for Secure Energy. 60/11/30 ZECH.L W 
Commlaalonera I3pp 47001 064 47001 096. 

response lo govts motion for roversal of Commission order ol 
*50 denied W/ Certificate of Svc 

BtRRY.Q A Assistant General Counsel for Hearinns #486 7649 00 / 12 / 00 . Corrmis- 
Stoners 14dd 47802 049-/i7ftni> oro “ 




X f J!:. P . legislature resolution demanding NRC to atop consiaer 

evaluate safely A financial implications of LILCO Racketeer 
Organlxatlons Act fiabliity Served on 881 214 ^ ^ 

47801 6oi*4%I| 004*^^*^’ 88/12/00, Affiliation Not Assigned 4pp 
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B81 21 90069 Memorandum & order* Grants LILCO 6&1123 moliori & cortitios to Com 
mission L&P-60 30 re issuance of 25% power liconso, govts 001123 appeals from 
LBP'OB-OO & govts motion for stay of LBP'00-30 Served ort 801 209 
TOMPKINS, BA Atomic Safety and Licensing Appeal Panel i^480 7653 00/12/09 
Long Island Lighting Co lepp 47802 067-47802 002 

0812190168 Govts rrotion for ro cons id oration of CLLBO 9 * Commission should rescind 
CLI'OQ 9 & grant ASLB authority to substitute schedule & procedures which take govts 
due process rights into account 

WCMURRAY.CM Suffolk County, NY MCMURRAY.CM Kirkpatrick & Lockhart 
ZAKNLEUTER.R J New York, Stale of //48Q 7667 00/12/09 Commissioners 35pp 
47801 035-47801 082 

-8812190172 Affidavit of CM McMurray * Discusses issuance of GLI Q8-9 A 800607 09 
eKercIse of LILCO emergency plan for plant 

MCMURRAY.CM Suffolk County, NY MCMUOnAY.CM Kirkpatrick & Lockhart 80/ 
12/09 6pp 47001,070 47801 075 

-8812190179 Affidavit of RJ Zahnlouler * Supports govts motion for reconsideration of 
CLI 88-9 Certificate of Sve enci 

ZAHNLEUTER.R J Massachusetts, Commonwealth of 08/12/09 7pp 47801 076- 
47801 082 

8012190024 NRC Staff response In opposition to Intetvonors appeal of sanctions Im 
posed In lBP-88-24 * W/Cortificato ol Sve 

YOUNG.M A Assistant Gonoral Counsel for Hearings ?|f40O 7675 80/12/12. Com 
misslonofs 68pp. 47801*334-47802 041 

8812270090 NRC Staff re^onso in opposition to Inlervonors appeal of 8B0923 conclud 
ing Inilial decision * LBP-Q0-24 should be affirmed on emergency broadcast sys & 
school bus driver role conflict issues Certificate of Sve end 

BACHMANN.RG , BARTH.CA Assistant General Counsel for Hearings /f400 7605 
88/12/12. Atomic Salely and Licensing Appeal Panel 33pp 47072 233 47872 265 

8812270033 Govts motion for ruling for reversal & for fieonng & opportunity to respond 
to LILCO & NRC briefs to Commission, on Issuo IdonUfiod in Commission OB1 109 
order * Reversal motion should bo granted Corlificalo of Sve and 
LETSCHE.KJ Suffolk County, NY LCTSCHE.KJ Kirkpatrick & Lockhart 
PA1.0MINO,FG New York. Stale of r5f408 7679 80/12/14 Commissioners lOpp 
47873093-47673 102 

8812270049 Petition for review of ALA0-OO5 * Commission should reverse ALAB-905 & 
hold that LILCO has more than met NRC roquiromonts based on 20% nail policy 
nuidanco from FEMA W/ Cerlificolo of Sve 

CffRISTMAN.J N. Long Island Lighting Co CHR1STMAN.J N Hunlon & Williams 
4 80 7692 00/12/14 Commisslonors 13pp 47073 067-47873 079 

8812270062 Govts motion for oral ergumont on issue identified in 001109 ordor * Govts 
request that Commission reschedulo oral argument on issues idontifjod (n order prior 
to reaching any decision on Issues Certificate of Sve end 

LETSCHEHCJ Suffolk County, NY LETSCHE.KJ. Kirkpatrick & Lockhart 

PALOMINO.F.Q New York, Slate ol /7406 7680 08/12/14 Commissioners 7pp 
47073.060-47873 066 

8812270066 Govts motion for briefing schedule on matters certified In ALABD08* 
Govts proposo that Commission ostaullsli briefing along lines of listed schedule & ro 
quest Inal Commission act expeditiously on motion Certificate of Sve end 
LETSCHE.K.J. Suffolk County, NY LETSCHE.KJ Kirkpatrick & Lockhart 

PALOMINO, FQ. New York, State ol. //400 7001 88/12/14 Commissioners. Opp 
47872 310-47672.326 

6812270094 Order.* Parties should provide to Board by Itr mailed no later than 
80O11O,nomo of Individual presenting argument on 890128 Served on 801216 
TOMPKINS, BA Atomic Safely and Licensing Appeal Panel. ^11480 7CD7 00/12/14 
Office of the Genoral Counsol 2pp 47072 218-47072 219 

8612260064 Advises that FEMA evaluation forms.lncludlng forms prepared by NRC 
employees, should bo dlsclobod to all parties In proceeding Related correspondence. 
REIS.E J. Office of the General Counsel, //400 7747 00/12/14 GUMMING, W.R Fed- 
eral Emergency Management Agency, ip 47004 333 47004 333 

8012270014 Motion for leave to file govts reply brief In support of appeal of omergoncy 
broadcast sys & rote conflict of school bus drivers Issues of 800023 concluding initial 
decision.* Brief should be accepted on basis of good cause 
TAYLOR,J L Suffolk County, NY. TAYLOR, J.L Kirkpatrick & Lockhart. 

ZAHNLEUTER.R J New York. Slate of, /'/48fl 7701 00/12/15. Atomic Safety and Li- 
censing Appeal Panel. 4pp 47073 132-47873 170 

-8812270024 Govts reply brief In support of appeal of emorgoncy broadcaal sys & role 
conflict of school bus driver issues of 080923 concluding Inltiat decision* W/Certlfl- 
calo of Sve. 

TAYLOR J.L Suffolk County, NY TAYLOR.J L Kirkpatrick & Lockhart 

ZAHNLEUTER.R.H Now York, State of 00/12/15 Atomic Safety and Licensing 
Appeal Panel. 34pp 47873 136 47073 170 

8812270069 LILCO preliminary responses to Intervonors 081214 motions * Intorvenors 
motion lor briefing schedule on matlora corliflod In ALAB-908 should be denied W/ 
Certificate of Sve. 

IRWIN.D.P Long Island Lighting Co IRWIN, D P I lunlon & Williams #408 7604 88/ 
12/16 Commissioners 6pp 47872*313.47072*31 8 

8812260086 Certificate of Sve * Cerliflos sve of motion for leave lo file govts reply brief 

In support ol appeal of emergency broadcast sys & role conflict of school bus driver 

Issues of 600923 concluding initial decision on 081215 

MILLER.M S, Suffolk County, NY. MILLER, M S Now York, State of MILLER, M S 
Southampton, NY #480 7720 88/12/16 3pp 47084*344 47084 346 

8812280002 LILCO response to Intorvenors motion for reconsideration of CLI-80 9 * 
Motion should ba denied on basis of no good reason offered & motion on wrong 
premise that Intervenors should be pormlUod to use 2-yf exorcise regulation, 
IRWIN.DP. Long Island Lighting Co IRWIN.DF Hunton & Williams #408 7717 88/ 
12/19 Commls^oners 25pp 47005 001-47065,077 

-8812280003 Affidavit ol DM Crocker in support of LILCO response lo Intorvenors 
motion for raconsiderallon of CLI-OO-O * 

CROCKER,D.M Long Island Lighting Co 88/12/19 4pp 47886 026-47005.029 


“8812260005 Affidavit of DP Irwin in support of LILCO response to Intorvenors motion 
for reconsideration of CLI 08 9 * 

IRWIN, DP Long Island Lighting Co IRWIN, DP Hunlon & Williams 88/12/19 4pp 
47005 030-47885 033 

-8812280006 Affidavit of JA Monaghan in support ol LILCO response to Inten/enors 
motion for reconsideration of CLl-88 9 * 

MONAGHAN, J A Long Island Lighting Co MONAGHAN,J A Hunton 8 Williams. 00/ 
12/19 4pp 47885034-47806037 

“8812280007 Affidavit of SD Mdtchett in support of LILCO response to Intorvenors 
motion for reconsideration of CLI 88 9 * 

MATCHETT.S D Long Island Lighting Co MAATCHETT.S D Hunlon & Williams 88/ 
12/19 4pp 47805038 47885041 

“8812280008 Affidavit of DS Harlow in support of LILCO rosponso to Inlervonors 
motion for reconsideration ol CLI-88-9 * 

HARLOW.DS Long Island Lighting Co HARLOW, DS Hunlon & Williams 88/12/ 19 
4pp 47806 042 47885 045 

“8812280012 Requests factual & logistical info necessary lo enable govts to partlclpato 
in plant 860607-09 exercise Supporting documentation end 

MILLER.M S Suffolk County, NY MILLER.M S New York, Stale of MILLER.M S 
Southampton, NY 88/05/31 BACHMANN.R J Assistant General Counsel lor Hear- 
ings IRWIN, DP Hunton & Williams GUMMING, WR Federal Emorgoncy Manage- 
ment Agency 24pp 47805 046 47605 069 

“8812280021 Advises that NRC has arranged for state or county representative to bo 
present In emergency oporatlon facility, for two observers to bo at staging area 8 re- 
cipient lo rocotvo controller mossagos.por request 

RtlS.E J Office of the General Counsel 86/06/00 BROWN, H H Suffolk County, NY 
BROWN, HH Kirkpatrick & Lockhart Ip 47005 070-47685 070 

-8812280020 Requests that rociplonl send ally, for Suffolk Counly.NY.FEMA controller 
mossMOs &/or free play mossagos used In recent plant exorcise 
REIS.E^J Office of the General Counsol 08/06/17 CUMMING.W.R Federal Emor- 
goncy Management Agency Ip 47805071-47085 071. 

“8812200020 Advises that NRC will ask FEMA counsel to sand recipient controller 
messanos used during plant oxarclso.per request 

REIS.E J Off ICO of tho General Counsel 08/06/17 BROWN.H H Suffolk County, NY 
BROWN, H H Kirkpatrick & Lockhart Ip 47085 072 47005 072 

-0812280033 Requests that NRC arrange to have all of FEMA conlrdler mossagos &/ 
or free play messagos sent to author, promptly W/ Certificate of Sve 
BROWN,HH Suffolk County, NY BROWN.H H Kirkpatrick & Lockhart 80/08/15. 
REIS,E J Office of tho General Counsel. 5pp 47885 073-47085 077 

8812280070 LILCO supplemental response to Intorvenor 081214 motions * LILCO urgos 
that slay of ALAB 908 not bo grantod.schedulo not bo extended S ASlAB advisory 
const of 10CFR5O 57(c) be reversed & L6P 80-30 left in offect Corliflcato of Sve encl. 
IRWIN.D P Long Island Ughling Co IRWIN, D P Hunlon & Williams #400 7740 88/ 
12/20 Commisslonors 12pp 47066.160 47066161 

8812280075 NRC Staff rosponso to Intorvenors motion lor briefing schedule on maltars 
corliflod in ALAB 008 * Intorvenors have not shown good cause to oxtond briollng 
schedule & motion should be doniod.W/Corlificale of Sve 

BACHMANN.R G Assistant Gonoral Counsel for Hearings #408 7710 08/12/20 
Commissioners Opp 47804*338 47884 343. 

8812280078 Roquosts that encl corrected Pago 6 to LILCO 881220 supplemonlal ro- 
sponso lo Intorvenors 881214 motions bo Inserted into document Certificate of Sve 
end 

HARLOW, D S. Long Island Lighting Co HARLOW.D S Hunlon 8 Williams //49B 
7741 88/12/21. 2ECH.LW. nODERTS.T M , CARR, KM Commissioners 5pp 
47886,162 47086166 

8012280190 Order CLI 80-11.* Denies polltion for review of ALAB-900 & ALAB-901 Ap 
pileant may conduct remedial exercise sufficient In scope to address deficiency In 
original scopo of exercise Served on 881 121. 

HC5YLE,JC OKIco ol tho Secretary ol the Commission #400 7733 08/1 2/21 . Office 
of the General Counsel 3pp. 47086 092-47086 004 

8812260129 NRC Slaff response to Intorvenors motion tor oral argument on issue Iden- 
tified in 081109 order.* NRC does not object to oral argumont If Commission deter- 
mines that argument will assist in consideration of issues W/Cerllficalo of Sve 
YOUNG.M A Assistant General Counsel for Hearings #400 7745 80/12/22 Com 
mlsslonors 7pp. 47884*309 47084 316. 


H. General correspondonco 


8812070103 Informs that RM Kascsack appointed to position of acting manager of nu- 
clear engineering dept, effective on 881 101. 

LEONARDO 0. Long Island Lighting Co 88/12/05 Document Control Branch (Docu 
ment Control Desk). 2pp 47746 090 47746 091 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8812060069 Forwards Rev 2 to updated FSAR for Shoroham Nuclear Power Station 
Unit 1 & Rev 4 to Fire Hazard Analysis Repl for 070000 - BB0607.por 10CFR50 59 
LEONARO,JD Long Island Lighting Co. 60/12/05 Document Control Branch (Docu- 
ment Control Desk) 2pp 47761 070 47752 167. 

“8612060091 "Rev 4 to Fire Hazard Analysis Rapt " 

* Long Island Lighting Co 80/06/07 9pp 47761*000 47761 089 

“88120B0094 "Rev 2 lo Updated Safety Analysis Ropt " 

• Long Island Lighting Co 88/12/31, 420pp 47761*090-47762 157. 
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P. atsgft documcnu A cofrespondenca 

WIWSQIO^ FOfA fCKjuosi lot records re 881109 deci&on lo certify lo Commfssion 
appeal of Ol 3 decrsiort lo dismiss gorls m f ccDS,np proceedjnQ .,ar- 

etLAlR P R ►'{kpatficK A Lockhart aELAIR R R Suffolk County. NY 88/11/17 NRC 
- Mo Oeta led AffXafcon Given 2pp 47729 085 47729 086 

W 17^50259 Pwvrards bcsr.se Read.twss Assessmerl" Repi confirms that util pre- 
pared for above 5% thermal power Ounng 881017 rngt meeting, licensee informed 
rtflC that each functionaf area wou'd bo self assessed ^ ^ ^ 

LEOMAROdO Long Ss'and bohlng Co 86/11/18 flUSSEa.WT Region 1, Ofc of 
theDirecfor 2pp 47817001 47818212 


-8812150280 Lrcenseo Readiness Assessrr>Bnl ’’ 

» Lofvg IsfarKl LifihLAg Co 63/11/30 500pp 47817 003-47818 212 


8811160487 NRC Info Nollco 00 091. "Impropor Adminlafrabon & Controf of Psvchoiiv.. 
ca) Tests " Svc fist end 

ROSSl.GG Division of Oporallonaf Events Assessment (Post 8704111 fle/uiiv 
Consolidated Edison Co of Now York, Inc 101pp 47700 042 47708 142 ” 


fi8112&0007 Forwards RadlolOQlcal Satoly Insp Ropl 50-322/06 09 on 081017 21/^ 
vtolalions noted, ^ 

BELLAMY.RR Region 1, Ofc of tho Director 00/11/23 LEONARD.JD Lorw Ishrwt 
Lighting Co 5pp 47B49 204 47640 222 ^ 

-8811290011 Insp Rept 50 322/80 09 on 001017-21 No violations noted Malw 
Inspected radiation protoctlon program areas Including proviously Identinal 
items, organization & staftina^trainlno & qualification ot porsonnol & AlARA 
MARKLGY.M . ORAGOUNJ » SHANBAKY.M Roflion 1, Ofc of the Director 86/11 lift 
14pp 47649 209 47640 222 


Wl 1280048 Generic Itr 88 20 lo all 1-censees holding OL$ & CPs for nudeai pewer 
reacTof faa’ities ra irwii'/idual plant eram tor savere accident vuinorabiNties Svc list 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 870411/ 88/11/23 Consoli- 
dated Ed'Son Co of Nerr York. ItV: 8tpp 47728 303 47729 024 

1812060335 Fowards Amend 9 to license NPF-36 & safely evaluation Amend revises 
Atlathmtrit 3 to plant S'censo ts maini & avrve.llance tor TOi emergency diesel gen- 
erators 

BUTLER. WR Pro/ect Dtrectorate 1 2 88/11/30 LEONARD.JD Long Island Lighting 
Co &PP 47744 341-47744 358 

-8812060338 Amend 9 to License NPF-36.revismg Attachment 3 to plant license re 
mant 4 surveillance program lor TDl diesel generalOTS 
BUTLER, W R Proiect O'rectwatQ I 2 88/11/30 9pp 47744 347-47744 356 

-8812060340 Safety evaluation supporting Amend 9 to Lcense NPF-36 
‘ Office of Nuclea' Reactor Regulation, Director fPoat 67041 86/11/30 3pp 
47744 356 4 7744 358 


8811290030 NRC Into Nollco 80 093, “Telolhoropy Events " Svc list end 
CUNNINGHAM, R G Division of fndustrial A Modical Nucloar Safoty (Post 670?m 
86/12/02 Consolidated Edison Co of Now York. Inc 112pp 47011 ’103-4781 1'2lS 

8B11290538 NRC Info Notice 88'094, ''Polonllally Umlorslzed Volvo Actuators" Svcht 
and 

ROSSI.CE Division of Opornlional Events Aasossmont {Post 870411) OO/12/02 
Consolidated Edison Co of Now York, Inc 121pp 4770D 143-47708 254 

8812020287 NRC (nfo Notlco 88 095. "Inadequato Procurnmont RoqufremenU Impeswl 
by licensees on Vendors " Svc list end 

ROSSI.CE Dfvislon of Operational Evonts Aasossmont (Post B70411) 80/12/08 
Gonsoltdaled Edison Co. of Now York, Inc f 12pp 47807 101-47607 302, 

8812200110 Forwards Safely (nsp Rept 50 322/GD 08 on 800010 11 IB No vlolatiOfU 
noted 

WIGGINS, JT Refl'on 1, Ofc of fho Dkoctor. 66/12/12 LEONARD.JD Longlslwvi 
Lighting Co 4pp 47863 050-47003 002 


6612120037 For#rards Amend 10 \o License tfPF36 & safety evaluation Amend 
changes definition of core alteration in Tech Specs to include certain exceptions & 
changes footnotes in Tech Specs to be consisient w/new definition 
BUTLER, V/R PToJect Diretlorafe 1 2 &8/ 11/30 LEONARD.JD Long Island Lighting 
Co 5pp 47780 174-47780 197 

-6812120040 Amend 10 lo license NPF 36, changing dermiljon o1 core alteration in 
Tech Specs to include certain exceptioas 4 footnotes fn Tech Specs 'o be consistent 
w/new dflfinilion 

BUTLER, WR Pro/ect Directorate 1 2 88/11/30 l5pp 47780 179-47700.193 

-8812120043 Safoty evaluation si^portng Amend 10 to License NPF-36 
* Offico of Nuclear Reactor Regulation, Director (Post 870411) 88/11/30 4pp 
47760 194-47760 1S7 ^ 


-8812200114 tnsp Rept 50 322/88 08 On BQDDIDIIIDN0 violations noted Major 
areas inspected plant oporattons.rfldSation protection, &ecv5nfy,plarA 
events, malnl.survolllance & ropts to NRC, 

BLOUQH,AR Region 1, Ofc of tho Dlrocfor 00/12/12 Opp 47063 054-47863052 

8812230016 Informs thal review of Kconsoo toudlnose ttsseesrnenl found to \a 
thorough, of high quality & adoquatoly reflects roadlnoss for power oporalion abovo 
Tive percenl thermal power Concornod w/sleffing vacancies )n aovoral areas 
WIGGHJT. Region 1. Ofc of tho Director 86/ 12/ 15 LEONARD, J.D Long islawJ 
Lighlfng Co 4pp. 4791 1*086 4701 1 060 


S. Repoffahle occur rencee, LERs & related corroepontlenco 


8312050113 Final response to FOJA request No agency records subj to request 
tocaled Ucens^ng Board decision nol certifiea to Commission mission 
chose, through exercise of discrebonafy authonty.lo taka iunsd>clion over sanctions 
GflIMSLEY.DH Division of Freedom of leformaiion & Publications Services fPost 
680515) 68/12/01 BELAlR.R KirVpaWck & lockharL BEUIRR Suffolk County NY 
Ip 47729 067-47729087 


8811300012 LGR 88 017 00, an 0Q l025,aQlsmlc monitoring Inalrumentatien InoporaWo 
for greater than 30 days w/o Issuance of apodal rept Ceusod by personnel action 4 
procedural deficiency. Surveillance englneor has boon ronaslgnod W/B81 123 Hr 
GRUNSEfCH,RW„ STGIQER.WE long tolotid Lighting Go 66/11/23 6pp 
47668 290 47666 302 


8812140059 Forwards changes to iniba) lost program desenbed in Chapter 14 of updal- 
^ SAR Changes include detoUons/rovs of startup test proceduTea & stalSon proce- 
dure 

LEONARD.JD Long Island Ughbng Co 88/12/09 Document Control Branch (Docu 
mani Control Desk) I3pp 47796094-47796106 

1812200290 Ack receipt of 681118 Itr requesting exemption from FY89 fee 
rSuA V cif tequesl vnll be competed as soon as possible 

HOLLOWAY, CJ License Fee Management Branch 68/12/14 LEONARD.JD, Lone 
(stand Lighting Co Ip 47906 294-47^296 ^ 


exemption from payment of annual fee under 
10CFR171 for part of FYa9 that plan! reaincted to no more than 6% rated thermal 

^ONARDJ □ Long N'and Ughbng Co 68/11/18 STELLO.V Ofc o1 the Executive 
Director for Operations 2pp 47906 295-47906 296 

0. fntpeoUon reports, (E BuiJetJns 8 correipondencQ 

ROO 87/03/31 I, 0/0 of /hoKlT?^ wSszi?. 

8812090167 Requests 30 day extension to complete resoonsa lo NRG ConvRkftivoR ftiii 
^enwnto^ fastener tosbr>g to determine conformance w/applfcableSr^c^re- 

&?^'?77W«78'l?Sg®‘^ RUSSELl.W,R89ton1.Ol0«tte 

88^210^ Forwards responao to Hems 1-6 of NRC Compliance Bulletin 87 002 re las- 

l51^4‘f77:35S‘&'^5'^ ""O'O” «'» 

BuKotin 88-001, “Detects in Wesbnghouso Circuit Break, 
ers Weatinghouso Breakers DS-20e,OSL 206. 0S-4t6.0St-4l6 & rSi S 
01 plant by listed specs 

MS/ CT8«ll6M?8oS^^ "Ofllon 1. Ofc of 

Rs'wvsl Of Indusl/ftl Nwiaaf 

Sm/w of Wosfrial » t^Kai Nucloar Safely (Pool 870728) 

88/11/22 Consotidatdd Edison Co of Now York, Inc 99pp 47708,255-47708 257, 


8812060048 LER 88-01 8-DO on 0D1t01,nWCU laolotlon occurred Caused by inadequale 
fob briefing between watch angtoeor & opofating crow Opoiatora acflons during (utufe 
performance of Fasten tab Installations will bo procodurollzed W/oai 130 Hr 
QRUNSEICH.RW. STEIGEH.R.W Long Island Lighting Ct> 00/11/30 Bpp 
47743023 47743027 ^ 

8812000335 Forwards Amend 9 lo License NPF-36 & safety ovoluation Amend revises 
Attachment 3 to plant license re maint & survolllance (or TDf emorgency diesel gen 
erators 

BUTLER, W a Project Directorate 1 2. 60/11/30 LEONARD.J D, Long Island Lighting 
Co. Bpp 47744 341-47744 355. 

-8812(^338 Amend 0 to Llcenae NPF-36, revising Attachment 3 to plant Itoenso « 
program for TDl diesel neneratora 

SUTLER, WR Project Dlrectorafo (-2 68/11/30. Opp 4 7744.347-47744 '355 

evaluation simporting Amend 9 to Licenao NPF-36 
Nuclear Reactor Regulation. Director (Post 670411) 09/11/30 3pp 
47744’358-47744‘358 

861209M64 LER 68-0 19-00 on 661 lOBjoactor building closed toop cooling water split 
on to (0 head tank level during placement of HX Into avc due to filling & venting 
P2r <^o^lcionclo8 performed W/OD 1 205 (Ir 

T. Hearing Iranacripu on non-anmnial maliera 

P/ hearing In Belhoeda.MD ro plant Pp 1-122 
Atomic Safety and Licensing Board Panel 00/12/06 123pp 47?%6 062-47760:184 

If. Congreaalorial/Gxecijtiva Correapondaiica 

quarterly stab^s rept covering Third Quarter CY88 in re 
^nse \o dir^tlon given in House Rept 97-850 

12w/47%3TOm]7330iI BEVILL.T, House of Rep, Appiopriflttons 

emergency preparodnoaa for nuctoar 
STshofSi^ ASea^k ^ Commission to toracast licensing schedule 

©App Sonma, environmenl 4 PubNc 
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DOCKET 60-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


F, Sacurlty, inedfcal. emergency & ftre protection plane 

6811300077 Rov 6 to "San Luis Obispo County/Cilies Nuclaar Power Plan! Emorgoncy 
Response Plan " W/8B1122 Ur 

SHIFFER.JD Pacific Gas & Eloclric Co 80/10/31 340pp 476/1 31 7-47C72 302 

8612130244 Forwards Inap Repls 50-275/08-26 & 50-323/86 24 on 000904-1022 No 
violations noted Discusses events 

KIRSCHpOF, Region 5. Ofc of the Dirocior 80/11/23 SHIFFER.JD Pacific Gas & 
Electric Co 3pp 47798107-47798.128 

*-8812130245 Insp ReptS 50 27B/8B-26 & SO 323/88 26 on BQ0904-1022 No violations 
or deviations noted Major areas Inspected plant oporatlons.malnt & survoilfanco 
Bclivilies .onsite events, open Items, LERs & selected Independent Insp aclivitios 
WAGNER, W.. MENDONCA,MM Region 5. Ofc of the Director 88/11/22 16pp 
47798,110-47798 128 

6612090334 Revised corporate emergency response plan Implomonting 
procedures .Including Rev 4 to 1 2, “Activation of Corporate IncldenI Respose Clr" & 
Rev 5 to 4 0, “Computer & Telecommunications Sves '' W/e81206 Hr 
SHIFFER.J.D Pacific Gas & Electric Co 08/12/06 7pp 47761 170 47761 170 


Q. Adjudicatory correspondence 

6612100078 Ealabhshmentof ASLB * Board comprised of PB Bloch,chairman A GA Lin 
enberger & J Harbou remembers Served on 681209 

LAZOjRM Atomic Safety and Licensing Board Panel //460 7654 88/12/07 ?pp 
47601,209-47801 210 


<-0812150269 Application (or withholding propnatary WCAP-11604, "Woslinghouso Im 
proved Thermal Desigii Procedure Instrument Uncertainty Calrulations for Diablo 
Canyon Units 1 a 2 “ 

WIESEMANN.RA WosUnghouse Electric Corp 89/11/17 Office of Nuclear Roaclor 
Regulation, Director (Post 070411) lOpp 47816 300-47916 309 

“0812150270 “Wflstinghouso Improved Thermal Design Procedure Instrument Uncer- 
tainity Calculations for Diablo Canyon Units 1 & 2 " 

TULEY.CR Woslinghoiise Electric Corp WCAP-11595 87/00/30 44pp 47810 310- 
47816 354 

8812160011 Responds to NRC 891031 request for Info re Generic Ur 03 28, Item 4 3, 
“Roaclor Trip Sys Reliability'' Sunrellianco Tost Procedure STP FieC meets Tech 
Spec requiromont to verify undervollago trip & ahum trip every 1 0 monthb 
SHIFFER.JD Pacific Gas & Electric Co 88/ 12/09 Document Controt Branch (Docu 
monl Control Desk) 3pp 47034 271-47934 273 

0812160072 Forwards PRA for auxiliary salUvalor s»ys,por util 001129 commitment re 
long term seismic program 

SHIFFER.JO Pacific Gas & Electric Ce 09/12/09 Document Control Branch (Docu 
monl ConlroJ Desk) 06pp 47840 241-47840 327 

8012160014 Forwards proprietary WCAP-1 1312,nov 1 & nonpropriotary WCAP-110e6, 
*' Woslinghouso Owners Group Tech Spec SubcommiUeo Reactor Trip Breaker Maini/ 
SuivGillanco Omimizallon “ WCAP-1 31 2, Rov 1 wilhhold (ref 10CFR2 790) 

SHIPPER, J D WcHic Gas & ElerUlc Co 08/12/12 Document Control Branch (Docu 
mont Control Desk) 3pp 47834.276 47034 336 

8012160026 Fonwards proprietary WCAP'12084 A nonproprlelary WCAP-1 2065 repls In 
support of util review of steam generator tubing at plant for susceptibility to fatigue 
induced cracking 

SHIFFER.J D Pacific Gas & Electric Co 08/12/12 Document Control Branch (Docu 
monl Control Desk) 4pp 47869 125 47869 332 


K. Utility final Safety Analysis Report (FSAR) & amende 

6812050103 Forwards proposed change to Chapter 17 of updated FSAR for Diablo 
Carwon Units 1 & 2,for review & approval. 

SNIFFER, J D Pacific Gas A Eloclric Co. 88/11/29 Document Control Branch (Docu 
ment ConUol Desk) Bpp 47733 285 47733 289 


P. Operating license stage documents & correspondence 

6612210107 FOIA request for all closed sessions &/or moelings of Commlsslonors held 
betweoo Jan 1980 & Doc 19B5 ro plant 

SCHMIEGE.P.A O'Molveny & Myers 08/04/06 NRC - No Oolallod Affiliation Given 
2pp. 47074.O57-47074,O5O. 

6611230226 Forwards notice of Issuanco of withdrawal of applications for amends to 
Ucensos DPR 80 & DPR 82. 

ROOD.H Project Dkectornte V 80/10/31 SHIFFER.JD Pacific Gas A Eloclric Co 
4pp. 47622-276 47622 ?Q0. 

“6011230227 Notice of withdrawal of 071030 & 0924 applications for amends to Li- 
censes DPR-60 & DPR 82 

ROOD.H Project Directorate V 88/10/31 2pp 47622 279-47622 200 

8811260040 Qenorlo Ltr 80-20 to all llcensoos holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnorabilitics Sve list 
er)cl. 

CRUTCHFIELD, D. Associate Director for Projects (Post 070411). 68/11/23 Consotl 
dated Edison Co. of Now York. Inc 81 pp. 47720'303 47729 024 

6012050065 Responds to Generic Ltr 68-11, “NRC Position on Radiation Embrittlomont 
of Reactor Vessel Malls & Impact On Plant Operations," 

SNIFFER .J.D. Pacific Gas & Electric Co 08/11/28 Document Control Branch (Docu- 
monl Control Desk). Ip. 4773 3 -29 4 -4 7 733 294 

6012060117 Forwards diagrams ro high pressure inlecllon sys erroneously omlUcd from 
801 026 ltr re long-term seismic program & PRA oocumontation for LPIb Auxiliary salt 
water ays documentation will be submitted by 801 200, as agreed on 881128 
SHIFFEH,J.D. Pacific Gas A Eloclric Co. 00/11/29 Document Control Branch (Docu 
ment Control Desk). 100pp. 47741 '264 47741 353. 

661207Q167 Forwards application for amends to Llcensos DPR 80 & DPR-62. consisting 
of License Amend Request 00-08, authorizing uso of 17X17 VANTAGE 6 fuel assom 
blies at plant. Fee paid. 

SHIFFER,J D. Pacific Gas & Electric Co. 00/11/20 Document Control Branch (Docu 
ment Control Desk) 2pp 47738.100 47739 331 

“6612070160 Application for amends to Licenses DPR-BO & DPR 82. consisting of Li- 
cense Amend Request 8a-O0,changlng Tech Specs to reflect use of 17X17 VANTAGE 
6 fuel assemblies. 

SHIFFEn.J.D. Pacific Gas A Eleclrlo Co 88/11/20 42pp 47730 182 47730 233 

“6612070189 Proposed Tech Specs, reflecting uso of 17X17 VANTAGE 6 fuel ossem 
biles 

♦ Pacific Gas & Electric Co 88/1 1/29 458pp. 47738 234 47739 331 

8612220340 Requests that licensee address concerns In Generic Hr 88 17 re loss of 
DHR during nonpower oporallon.NRC considers issue to be of high priority as result of 
870410 Inr^denl 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 00/12/ 
05 CLARK E,R.A. Pacific Gas A Electric Co 6pp 47892.244-47092 249 

6612060313 Forwards list of completed second refueling outage activities 
SHIFFiER,J.D. Pacific Gas & Electric Co. 80/12/08 Document Control Branch (Docu- 
ment Control Desk) 3pp. 47762 070-47762.072 

6612166266 Forwards proprietary WCAP-11594 & nonpropnotary WCAP-11595 "Wes- 
UnghouBo Improved Thermal Design Procedure Instrument Uncertainity Calculations 
for Diablo Canyon Units 1 & 2“ 6 application for withholding proprlotary info, 

SNIFFER, J.D Pacific Gas A Electric Co. 88/12/09 Document Control Brartch (Docu 
ment Control Desk) 3pp 47816 297-4761 6 354 


“8812160027 Submits application withholding proprietary ropt WCAP-1 2084. "Diablo 
Canyon 1 & 2 Evaluation For lube Vibration Induced rallgue,'' from public disclosure 
(ref 10CFR2 700(b)(4)) 

WIESEMANN.RA WosUnghouse Eloctuc Corp 88/12/02 MURLEY.T Office of Nu 
clear Reactor Rogulation, Director (Post 870411) 10pp 47069 129 47860 130 

“8812180029 “Diablo Canyon 1 & ? Evaluation For Tube Vibration Induced Fatigue " 
CONNORS.HJ , FRICK, 1 M., HALLJM Westinghouso Eteclrlc Corn WCAP-1 2065. 
88/11/30 194pp 47869139-47869 332 

8812200230 Forwards request for addi Info re plant long term seismic program final 
ropt Ro.sponso to PRA questions should he submlltod by 8901 15 0 response to other 
questions by 090130 

noOD.H Pfojocl Directorate V 08/12/13. SHIFFER.JD Pacific Gas A Electric Co 
14pp 47868 140 47060 161 


Q. Inspection reports, IE Bulletins & correspondence 

8612060200 Forwards SALP Mgt Meeting Repls 50 275/88-30 & 50-323/08 28 on 
681026 

KIRSCH.DF Region 5. Ofc of the Director. BO/1 1/10 SHIFFER.JD Pacific Gas A 
Electric Co 2pp 47731 130 47731 144 

“8612050201 Mgt Meeting Ropts 60 275/88-30 A 50 323/80 28 on 8B1026 Major 
areas discussod SALP rept for plant A roconl plant events developed since last mgt 
meetings hold on 800722 A 0426 

O'ORIEN.JP, MENDONCA,MM Region 5. Ofc of the Director 08/11/00 5pp 
4/731 140 4773M44 

8811180211 NRC Info Notice 00-090, "Unauthorized Removal of Industrial Nuclear 
Gauges *' Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nucloor Safety (Post 870729) 
80/11/22 Consolidated Edison Co of New York, Inc ODpp 4770B 255 47700 257. 

6811160467 NRC Info Notice 00-091. "Improper Administration & Control of Psychologi 
caf Tests " Sve fist oncf 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 88/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47708 042-47708 142 

8012130244 Forwards Insp Ropts 50 275/88-26 A 50 323/ B8 -24 on 880904-1022 No 
violations noted Discusses events 

KIRSCH.DF Region 5, Ofc of the Director 88/11/23 SHIFFER.JD Pacific Gas A 
Electric Co 3pp 47700 107-47708.128 

“8012130245 Insp ReptS 50 275/88-26 A 50 323/88 26 on 880904-1022 No violations 
or deviations notoa Major areas injected plant oporatlons.malnt A survoillanco 
activities, onsite events, open Items.LERs & selected independent ln$p activities 
WAGNER.W . JOHNSTON.K E , NARBUT.P P Region 5. Ofc of the Director. 88/11/ 
22 16pp 47/90 110-47790.128, 

8812010250 AcK receipt of 801006 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repls SO 275/68 15 & 50-323/68-1 4.R9sponse to end list of questions 
requested within 30 days, 

KIRSCH.DF Region 5, Ofc of the Director 88/11/25. SHIFFER.JD Pacific Gas A 
Electric Co 3pp 47709 075-47709.144 

8812060094 Forwards proprietary WCAP-1 2064, “Diablo Canyon 1 & 2 Evaluation for 
Tube Vibration Induced Fatigue" All five tubes requiring corrective action removed 
from SVC dunng Unit 2 refueliiig outage Rept wllhhela (rel 10CFR2,790) 

SHIFFER.J D Pacific Gas & Electric Co 68/11/30 Document Control Branch (Docu 
ment Control Desk) 2pp. 47736.221 47736 222. 

8611290030 NRC Info Notice 68 093, "Teletherapy Events." Sve list end 
CUNNINGHAM.R E Division ot Industrial A Medical Nucloar Safety (Post B70729) 
88/12/02 Consolidated Edison Co of New York, Inc, 112pp 47611 103 47811 215 

8811290538 NRC Info Notice 88 094. "Potentially Undersized Valve Actuators." Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 60/12/02 
Consolidated Edison Co of New York, Inc 121 pp 47708.143-47708 254 
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6812150093 Ack rcLept of 681107 l!/ informing NRC of sleps laken IQ coneci devi 
aUna nofcd m fnsp Rcpis 50 275/6S 25 & 50 333/88 23 

PATE n J Re^j.on 5, Ofc of the D rector 88/12/02 SHirrER.J D F’acific Gas & B(pc- 
tftcCo tp 47635 003 47035007 

8612130191 Informs tfiat per B61130 tefcon.agrnomont reached oolv^een HFIC & uVI 
that requred teeponsa data to questions cont-jinsd m NRC 881125 ftr re violalions 
noiad tn Insp Ropis 50*276/68 15 & 5Q 323/68 14,v»ould bo 890109 
SHIfF£n,JD Pacific Gas & Electric Co 88/12/05 MEHDO?>ICA,M M Region 5. Ofc 
of the arcctor 1p 47794 130 47794 130 

6612020297 NflC Info Notice 88-095, "Inadequate Procureinent Requirements Imposed 
ti Licensees cn Vendors " Si/c list end 

ROSSI, eg DMifon of Operational Events Assessment (Post 070411) 08/12/0B 
Consol, dated Edison Co olNevifYork Inc U2pp 47807 191 17807 302 

6812230121 Forwards safety evaluation accepting first 10 yr interval inservico insp pro 
oram plan for plant Technical Evaluation Repls enci 

ROOD.H Project OToctorato V 8B/12/14 SHirFER.JD Pacific Gas & Eleclnc Co 
Spp 47915 22M7918021 

--68I22301S5 SEH accepting plant first 10 yr interval rnservico insp proaram plan, per 
10CFR5055af9)&TechSpec4 05 

’ Ofree of Nuclear Reactor Regulation. Director (Post 870411J 88/12/14 J2pp 
47915 302 47915313 

*012270203 Responds to NRC Oultetin 80 008, "Thermal Stresses in Piping Connoclod 
to PCS" Radographic exam of vields.heat allcclod iones & nigh stress 
focalions including geometric discontinuities found no evidence ot oxislma Haws 
SHIPPER JD Pacific Gas a Electnc Co 88/12/19 Document Control Branch (I 
ment Control DcsK) 4pp 47925 300 47925 303 


> (Docu 


R Periodic oporallng repoil* & related correBpondence 

“Sof 

TOWNSEND.JD Pacific Gas A Electnc Co 88/10/31 aipp 4765M18 47651 198. 
Monthly operalirvg repts for Nov 1988 for Diablo Canyon.Units 1 A 2W/ 

d 8I2 is \ll 

^ Efectric Co 80/11/30 

npp 4roa4 i2r*4/o34 137 

S, Reportable occurrencea, LErb A related correspondence 

^50 Causocl bf m/g /neorreef ileaf freatmeni of check 
& efcIcD stud failure W/801 1 16 Hr 

47W2M^' Co 88/11/18 lipp 47794 240 

8612150248 Special RepI 88*09 on 6811 12,diesol generator 1 3 d.d not start on second 
by contacl failure In seconS fpyef 
Ofl? rS cleaned A s^nd la vel undervoftago portion completed ^ 

OocBmonrconUol (Doou 

'■feedwa^iar 'Sr ' s'®'' <>' •»<> molor-driven 

is*, Sr- crw*. js 

47^927 OW*" ^ Co 06/12/20 6pp 47927 055 

T. Hearing iranecrlpti on non antllruei mail era 

moollna ,n 

Commissioners 81/03/31 I3pp 47874 068*47874 078 
Commissioners 81/08/25. 16pp 4?6 ;m 079 478^74' i^3 
Cornmissloners 02/10/21 4pp 47874 124*4757^ 127 


V. Cort9fei»fonal/e*»cuUv« Correipondenc« 


BOXER, B Houso 

i775|'’c(2, 2ECH,LVV Commissions™ ip 47765021 


V. OperalOT IfxnmlnaUone 

8812140046 Forwards rovised agoridn for aiiminl operator Ircensinu 
0901 10 W/O end ft- nsiny nieeing 5,, 

PATE.RJ Region 5. Ofc of the Difoctor 00/12/05 MAHTIMJ Fmcilic Hac * c. , 
Co 2pp 47800 185 47800 166 ^ 

DOCKfcT 50*324 GRUNSWfCK STEAM ELECTRIC PI ANT, UNIT ? 

r Security, inodlca), omergency A f/ro protection plans 

8811230004 Forwards amonded Rov 5 to mMUtily training 8 qiialifiraiion nl»A p. 
plant Rev withhold (ref 10Crn2 790) ‘l‘'‘Ui"raiion plan \j 

lOFLiN.LI Carolina Power A light Co 88/11/10 iJoruinoni Control Brancti ffVru 
ment Control Desk) Ip 47652 135 4/652 135 

0812050273 Forwards Insp Fleptq 50 324/88*38 A 50 32G/fl0 38 on 881001 1i A nm 
of violation Unresolved Homs noted " 

VEPRELU.Q M Reafon 2. Ofc of Ifio nirm tor 88/ 1 1/23 UTLCYX F Carolina Poa., 
A Light CO 2pp 47723 153 47723 167 *flroiina PQ<,.r 

-0812050274 Nolico of violalion from insp on 801001 31 Viointron noled Fire Proiertu,, 
Procedure FPP014 not Irnplonienlod in Hint nonfiro rotardunl wood used insids s, 
water bldg restricted area A no review of threshold limits condiiciod 
VERRELLLOM Reglor) 2, Ofc of lhr< Oirootof 80/11/23 ip 47723 155 47723155 

8812090273 PofWOrds Insp Ropls 50 324/88 37 & SO 325/00 37 on 801017 19 6 ?7 * 
noliCG of vlolatsoh 

-8812090278 Notice of violation from msp on 08101/ 10 A 27 Vlofnlion nolod failure lo 
provide timely follov/ up massages to oflsito auUmnlioh 
DECKER, TR Region 2, Ofc of the Director 88/f1/25 2pp 4/765 016 47705 017 

- 0812090284 Insp Repls 50 324/88 J7 & 50*325/80*37 on 681017-19 & 27 Violation 
emergency preparodnoss oxorciso 
KANTORJ' no(|ion 2, Of( of the Drroclof 00/1I/J5 

l&pp 47705 018*47705 032 

8012090112 Forwards lisl of revs lo pfani emorgoncy prooodurns.iier lOCFRBO.App 
PEP-02 3, "Emorfloncy Control Alert " ^ 

CarolJ^na Power A Light Co 60/11/28 GRAGF.JN Region 2. Ofc ol 
Ihe Director 2pp 47775 0Q3 47776 094 » . v 

Approves 03041 S requonls for approval of use of nitorneto locnlions in 
efhergency operalions lacililfos for plnnls 
LO.RH Project Directorate n I 80/12/16 UTlFY.Fr Cm 
4pp 47002 208 47^02 2fl1 


Onrollim Power S Uglil Co 


P, Operating liceriBO stage documents & correaponrionce 

liconsGOs holding 01 s A CPs for nuclear power 
maclof focllitlos re Individual plant oxam for Hovofo accident vulnerabililias Sve fist 

Associate Dfroclor to; Projects (Post 87041 fj Q8/11/2D Cotiiioli 
dated Edison Co of New Yorki Inc 8ipp 477?8 303 47729 024 

801209 meeting w/ulil In Rockvillo.MD lo diicuss character 
InfeSIon nozzleT*^^^^^ proposed corrective actions for pfpo cracks in U 1 com spray 

l:,lli°.,r' gl®®! . '^ ''®‘:'.9'?'® !!•■' 88/12/07 MUni EY.T , SNIE7EK,J , Min/\GL(A,F 
NnC - No Oetallod Affiliation Given 3pp 47794 1 13*47794' M5 

Advises that listed project iimnagcra roassignod lo plants, ofteclive on 

t§rai^«7S'2Ao‘?™7l“2^^ ^ Carolina Pov«, « 

Group, "Intorlm Recommonda 
Standing Insiruction 08 114 on BB1104.pcr 
j nSfwl j ro Fuel Cycle 7 folond 

3f3-‘4786f§^ 

rrieeling w/ulil In Rockvll!o,MD lo provide update to 
end ^ aciraties undertaken at site to improve overall operation List of attendees 

47870341 4W034“' "■' 80''t2/,9 Pro(oc( Diraclornlo 111 7pp 

Q. »n«p»ctt(Hi reports, IE Bullstlns & correspondence 

°*sS/3a '®5P°™® to, viololions noted In Insp Repls 60 324/S8 t4 i 


56~325/fiS «/ rtj&uwnso 10 Violations noted In 

temn on 9 n^iiS?r aclfens'roauiromonls ostablishe 
H/5fNEsS°n shutdown cooling 

i UTLEY,eE Carelins Power 


**6ewr" Svenlt onel.^*® "*^''®o"'°''20‘' Romoval ol Industrial Nucloa 

& Medical Nucloar Safely (Post 870728) 
opv uonsojidaled gdison Co of Raw York, Inc 99pp 47/00 256 4770B 257 
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}ai11604G7 NRC Info Nolico 08 001, ‘ Improper Adminlstralion & Control of Psychologi- 
cal Tests " Svc list end 

ROSSI,C E Division of Operational Evonls Assossmonl (Post 870411) 88/11/22 
Consolidated Edison Co or Now York, Inc lOIpp 4770B 042-47708 142 

3812050225 Informs that reactor & turbine bldg ventilation flow rato moasuremeni de- 
vices will bo completed by 090303 Instoart or 9001 13 Plant mods required to correct 
(jQSign o rob lorn s w/sys can bo expedited 

HARNESS, J L Carolina Power & Light Co Q8/11/23 Document Control Branch (Doc- 
ument Control Desk) Ip 47733 155 47/33 155 

1812050273 Forwards Insp Repls 50 324/88-38 & 50 325/80-38 on 801001-31 A notice 
of violation Unresolved items noted 

VERRELLIDM Region 2. Ofc of tho Director 00/11/23 UTLEY, E E Carolina Power 
& Light Co ?pp 47723 153 47723 167 

-BB 12050274 Nolice of violation from insp on 081001-31 Violation noted Fire Protection 
Procecluro FPP 014 not Implemonlnd in that nonfiro retardant wood used inside svc 
wafer bide rostnetod area A no roviuw of throsfiold limits conducted 
VERRELLLOM Region 2, Ofc of tho Director 08/11/23 ip 47723 155 47723 155 

-6B12050275 Insp Ropls 50 324/08 30 A 50-325/00-38 on 881001-31 Violations 
noted Major areas inspected maint obborvatlon, surveillance observalion.operational 
safely venficaflon & onsite followup of events 

RULAND.WH, LEVIS.W, MADDEN.PM Region 2. Ofc of the Director. 08/11/23 
12pp 47723 156 47723 10/ 

1812050043 Confirms dates of 881213 16 for meeting at plant In proparation for maint 
foam insp of plant on 890100-13 A 23-27, per 881122 telcon 1 ist of insp mails end 
HERDT.AR Region 2, Ofc of tho Director 08/11/25 UTLEY.E E Carolina Power A 
Lighl Co 4pp 47/43 085 47743 008 

3612090273 Forwards Insp Repts 50 324/80 37 A bO-325/00 37 on 881017-19 A 27 A 
notice of violation 

DECKERJR Region 2, Ofc ol the Director 80/11/25 UTLEY.E E Carolina Power A 
Light Co 2pp 47785 014 4/785 032 

-8612090278 Notice of violation from Insp on 881017-19 A 27 Violation noted lalluro to 

g rovlde limoly follow-up moseagos to offsite outhoritios 

lECKER.TR Region 2, Ofc ofthe Director 00/11/25 2pp 47705 016-47765 017 

-8812090264 Insp Ropls 50 324/00 37 A 50 325/80-37 on 801017-19 A 27 Violation 
noted Major areas inspected emergency prepnrodnoss exorciso 
nANKIN.WH, SARTOR.WM, KANTOR.F Region 2, Ofc of tho Director 86/11/25 
16pp 47785 018 47705 032 

8812060167 Responds to NRG 081130 Hr ro violations noted in Insp Ropls 50-324/00- 
34 A 50 325/86 34 Corroctivo action rovlow conducted of administrativo A engineering 
procedures in place at lime of Initiation A approval 

ffARNESS.J L Carolina Power A Light Co 08/11/30 Document Control Branch (Doc- 
ument Control Desk) 4pp 47/41 234 47741 237 

6012190221 Forwards Exam Ropl 50 324/OL 88 01 of oxams artmlnislorod on 080020- 
0900 Ropt for both facilities 

JULfAN.C A Region 2, Ofc of tho Director 08/ 1 1 /30. UTLEY.E E Carolina Power A 
Light Co 2pp 47049 060 47849 085 

-8812190222 Exam Rept 50 324/OL 68 01 on 680020 0900 Exam f08ulls.17 cendi 
dates passed oporallng tests, 16 candidates passed writlon oxams A one candidate 
passed written roxum of Category 0 Ropl for both facllltios 

PAYNE.DC, BROCKMAN.KE Region 2, Ofc of the Director 00/11/22 4pp 
47040 082 47849 085 

6611290039 NRC Info Notice 06 093, ‘Tolothorapy Events " Svc list onci 
CUNNINGHAM.R E Division of Industrial A Modical Nuclear Safety (Post 070729) 
00/12/02 Consolidated Edison Co of Now York, Inc 112pp 47811 103-47011 216 

6611260538 NRC Info Notice 80 004, "Potontlally Undersized Valve Aclualors’' Svc list 
end 

ROSSI, CE Division ol Oporational Events Assessment (Post 870411) 88/12/02. 
Ck)nsollciated Edison Co ot New York, Inc 121pp 47708*143-47700 254 

6812099027 Ack receipt of 081 1 10 Ur Informing NRC of stops lakon to correct violations 
noted \n Insp Ropt 50-324/00-14 A 50-326/00 14 

nCYES.LA Region 2, Ofc of tho Director 80/12/02 UTLEY.E E. Carolina Power A 
LigTlt Co 2pp 47761 066 47761 066 

0812 1601 19 Forwards Insp Ropts 50 324/08 40 A 50 325/00-40 on 881031-1104 A 
notice of violation 

JULIAN, C A Region 2. Ofc of tho Director 00/12/06 UTLEY.E E Carolina Power A 
Light Co 2pp 47032.326 47832 337 

-0012130128 Nolico of violation from insp on 001031-1104 Violation noted original un- 
reviflwod safety question determination for PM 87-226 did not provide sufficient justifi- 
cation for addl 15 field revs that substantially expanded scope 
JULIAN, C A Region 2. Ofc of tho Director 60/12/06 2pp 47832 328 47032 320 

-8612130127 Insp Repts 50 324/80 40 A 60-326/80-40 on 601031-1104 Violations 
noted Ma or areas inspected design, design control A mods 

COOPER.T. QEUSLLvG A Region ?, Ofc of the Director 00/12/05 Opp. 47032 330- 
47632 337 

881 2020287 NRC Info Nolico 80 095, 'Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svc (1st end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/12/08 
cionsolidalod Edison Co of New York, Inc 112pp 47007 191-47807 302 

6B1 2 210009 Ack receipt of 881130 Itr Informing NRC of stops taken to correct violations 
noted in Insp Repts 50 324/88 34 A 50-325/88 34 

VERRELLI.D M Region 2, Ofc of tho Director 08/12/16 UTLEY.E E Carolina Power 
A Lighl Co Ip. 47808-099 47088 099 

6812270199 Responds to violations noted in Insp Repts 50-324/86-38 A 50 325/88- 
38 Corrective actions personnel indoctrination training of plant const craft supen/lsors 
A foremen will be conducted to cover use of firo retardant wood 
HARNESS.J L Carolina Power A Light Co 80/12/21, Document Control Branch (Doc- 
u men I Control Desk) 3pp 47926 263 47926 265 


R. Periodic operatfng reports A related correspondence 

8811300193 Summary of Operating Reactor Events Meoling 08 46 on 001122 
LANNING.WD Events Assessment Branch 80/11/25 ROSSI, CE Division of Oper- 
ational Events Assessment (Post 07041 1) 1 1pp 476B0 201-47600 21 1 

8812140247 Monthly operating ropts for Brunswick Steam Electric Plant Units 1 A 2 for 
Nov 1008 W/8ei 206 Ur 

HARRISON.F, HARNESS.J L Carolina Power A Light Co 88/11/30 ilpp 
47790 270-47799 280 


S Reportable occurrences, LERs A related correspondence 

8012130161 LER 08 001-02 on 880102,manual reactor protection sys trip 
initiated Caused by decreasing condenser vacuum Interim corroctivo measure will be 
comptetod by 800630 W/081 201 Ur 

PASTVA.M J . HARNESS.J L Carolina Power A Light Co 88/12/01 tOpp 47794 251- 
47794 260 

B812130137 LER 88 014-00 on 881 107, primary containment Isolation sys (PCIS) Group 
5 Isolation signal received w/closuro of RCIC E51-F007 Caused by personnel 
error Porsonnol involved held training sessions discussing event W/QB1206 Ur 
HARRIS, T, HARNESS.J L Carolina Power A Light Co 80/12/06 6pp 47795 343- 
4770S.347 

8812210111 LER 80 018 00 on 081116/oaclor scramed duo to turbine control valve 
fast closure on high level turbine trip, Caused by feodwator logic inverter tripping on 
high Input voltago duo to limit switch problem Switch readjusted W/OB 121 5 Ur 
JONES.TM, HARNESS.J L Carolina Power A Light Co 00/12/16 7pp 47876129- 
47876.135 

8B12210131 LER 08-019 00 on 081 1 16, reactor low level 1 reactor prolection sys trip oc- 
curred due to startup level control valve falling to feed vessel Valve unable to open 
due to procedure inadequacy Procedure revised W/0B121 5 Ur 
JONES.TM, HARNESS.J.L Carolina Power A Lighl Co 80/12/15 5pp 47081 013- 
47001 017 

6812210409 LER 88 011 01 On 000725, discovered that shutdown cooling suction supply 
primary containment isolation sys inboard Isolation valve would not open Caused by 
folluro to close off elecirical contacts in switch t W/801216 Ur 
PASTVA,M J„ HARNESS, J L Carolina Powor A Light Co 88/12/16 4pp 47882 050 
47082 059. 


V. Operator Examinations 

Q812190207 Forwards exam comments for exam given on 080829 at plant 
HOWE.P W Carolina Powor A Light Co. 88/09/02 BROCKMAN.K Region 2, Ofc of 
tho Director 26pp 47851 287 47851 312 

8812100221 Forwards Exam Ropt 50 324/OL-88 01 of exams administered on 080029- 
OOOO.RepI for both facllltios 

JULIAN,C A Region 2, Ofc of the Dlreclor 00/11/30, UTLEY.E E. Carolina Power A 
Light Co. 2pp. 47849.000-47049 005 

-8812100222 Exam Rept 50 324/OL OB 01 on 8Q0029 0908 Exam results 17 candi 
dates passed operating tests, 16 candidates passed written exoms A one candidate 
passed written roxam ol Category 8 Ropt for both facilities 

PAYNE.DC. BROCKMAN.KE Region 2, Ofc of the Director. 00/11/22 4pp 
47049 082*47049.005 


DOCKET 50-326 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F, Sscurily, medical, emergency A fire protection plans 

8811230004 Forwards amended Rev 6 to socunly training A qualification plan for 
planLRov withhold (rof 10CFR2.790) 

LOFLIN.LI Carolina Power A Light Co. 08/11/18. Document Control Branch (Docu 
mont Ckmtfol Desk) Ip 47652 135 47652 135 

8812050273 Forwards Insp Repts 59 324/88-38 A 50*325/86 38 on BB1001-31 A notice 
of viofatlon Unresolved Items noted 

VERRELLI.D M Region 2, Ofc of tho Director 88/11/23 UTLEY, E,E. Carolina Power 
A Light Co 2pp 47723.163 47723-167 

-88 12050274 Notice Of violation from Insp on 801001-31 Viotation noted Firo Protocllon 
Procedure FPP'014 not Implemented In that nonfire retardant wood used inside svc 
water bldg restricted area A no rovlow of threstiotd limits conducted 
VERRELLI.D M. Region 2, Ofc of tho Director 88/11/23 Ip 47723 155 47723 155 

8812090273 Forwards Insp Repts 50 324/68-37 A 50*326/80-37 on 881017-19 A 27 A 
notice of viofatlon. 

DECKER, TR. Region 2, Ofc of tho Director 80/11/25 UTLEY,6 E Carolina Power A 
Light Co 2pp 47705014-47785-032 

-8612090276 Notice of violation from Insp on 001017-19 A 27 Violation noted failure to 
provide timely follow up messages to offsite authorities 

DECKER.! R Region 2. Ofc of tho Director. 08/11/25. 2pp. 47785 016 47785.017 

-8812090284 Insp Repts 60-324/88-37 A 50-326/80 37 on 801017-19 A 27 Violation 
noted, Major areas Inspected emergency preparedness exercise 
RANKIN.WH. Region 2. Ofc of the Director 88/11/26 16pp 47705.010 47705 032. 

8612090112 Forwards list of revs to plant emergency procedures, per lOCFRSO.App 
E.Including Rev 012 to PEP-02 3. "Emergency Control - Alert." 

HARNESS.J.L Carolina Power A Light Co 80/11/20 GRACE. J.N. Region 2, Ofc of 
Ihe Director 2pp 47775.093-47775.094 

8812220278 Approves 030415 requests for approval of use of olternate locations in 
place of backup emergency operations facilities for plants 

Lo.R.H Project Directorate iF-l 08/12/16 UTLEY.E E Carolina Powor A Light Co. 
4pp 47902 208-47902 291 



go DOCKETED ITEMS 


P. Op^fal'ng llcenao »Uge documents 4 coirespondenco 


mnmiS Gonenc Ltr D0 20 to alt licensees holding OLs 4 CPs tor nucSeai pOrtQ| 
feactof facilJtjes re mdividuat plant e^am for severe accident vufnorabiljties Svc fist 


OTUTOlFtELD.D Assodate Director Tor Projects iPosi &70411) 89/U/23 Consoli 
dalod Edison Cc oT NetV York, Inc atpp 47728 803 47729 024 


e«t 2130 169 Wotificatjori o) B012O9 meeting w^br in Rockville, MD to discuss character' 
ttation o( & licensees proposed correciivo actions Tor pfpo cracks in U 1 core spray 

L^^'^Prl^l Directorate in 88/12/07 MUBIEY.T,, SNIEZEK.J , MIRAGUA.F 
NRC • No Detailed Affiljstion Grvon 3pp 47794 1 13 47794 115 


6612140062 Advises that listed project managers reassigned to plants, effective on 
881205 

ADENSAM,EG Project Directorate IJ't 88/12/08 UTLEY, EE Carolina Power & 
Ught Co 3pp 47799 240 47799 242 

6612190407 AcMses that uLI has adopted BWR Owners Group, ' fnterim Reoommanda 
tions for Stability Actrons." by issuance of Standing fnstruclion 88-114 on BBll04,pef 
NRC 681207 request for add! info ra Fuel Cycle 7 reioad 

LOFLIN.lt Carolina Power & Light Co 80/12/14 Document ConUol Branch fDocu- 
menl Control Desk) 1p 47881 31347851 313 


66 122001 72 Summary of 681122 meetng w/utjl In Rockville.MD fo provide update to 
NRC mgt on activities undertakers at site to improve overall operation List of attendees 

MOZAFARI.B Project Drectorale 111 68/12/19 Project Directorate IM 7pp 
47070 341-47870 347 


Q. Intpectlon raporta, IE Bultallni & correapondence 


6611230294 Supplemental re^nse to violabons noted In fnsp Repta 50 324/80-14 & 
50-325/6844 CorrectjvG acbons roouirements established to monitor reactor vessel 
temp on 30-minule penodioty when in shutdown cooling 

HARNESS, J L Carolina Power 4 Ugh! Co 68/11/18 Documont ConfroT Branch (Doc- 
umenl ControJ Desk) 3pp 47652 12i2-47652 124 

6811260209 Ack receipt of 681013 ltr Informing NRC ol steps lakon to corroct violations 
noted in fnsp Repls 50-324/88 21 4 60-326/86 21 

VERRELL1.D M Regwn 2. Ofc of the Drector 08/11/21 UTLEY.E E Carolina Power 
& Light Co 2pp 47654 06947854 070 

6611160211 NRC (nfo Notice 88-090, "Unauthorized Removal of Industrial Nuclear 
Gauges *’ Svc list end 

CUN/flNGHAM,fl E Drviswn of fnduslnal 4 Medical Nuclear Safely (Post 870729) 
68/11/22 Consoirdaled Edison Co of New York, Inc 99pp 47708 255 47708 257 

6611160467 NRC Info Notice 88 091, "Improper Admmistrabon 4 Control ol Psychologi- 
cal Tests " Svc fisi end 

ROSSI, CE Division of OperatJcnaf Events AssossmenI (Post 870411) 88/11/22 
Consol dated Edison Co of New York, fnc 101pp 47708 04247700 142 

66120SO225 ifitorms that reaclor 4 turbme bldg venblabon bow rale measurement do 
vices wUI be completed by 890303 Instead of 900113 Plant mods required to corroct 
design problems w/sys can be expedrted 

KARNESS,J,L Carolina Power 4 Light Co 88/1 1/23 Oocumant (>it\lrol Branch (Doc- 
omen! ControJ Desk) Ip 47733 15547733 155 ' 

6612050273 Forwards insp Repts 50 324/80-38 4 60-325/88 38 on 881001 31 & notico 
of viofabon UnresoNed items noted 

VERRBLU.DM Regwn 2. Ofc Of the Drector 88/11/23. UTLEY.E.E Carolina Power 
4 Light Co 2pp 47723 15347723 167, 

-Mt20W274 Notice of viofatwn from Insp on 881001-31 Violation noted Prre Proloclion 
Process FPP-014 hot Implemeniod in that nonfire relardant wood used Inside svc 
t^Ior bWfl restricted area 4 no revrtw of threshold limits conducted 
VfcRRELU.DM Region 2, Ofc of the Dueclof 88/11/23 Ip 47723 15547723 155 

50-324/88-38 4 50 325/88-38 on 681001-31 Vtolabona 
noted Major areas Inspected main! observation, surveillance obsorvatjon.operallonal 
wlftly vedflcatjon & onsrte toiiowup of events 

Dlroctof 88/11/23 

i^pp, 4/rco 10047723 1o7 


Mf2040043 dal^ol631213*16 fw mdfiting 0 I plant In pranaration (Of laala' 

L^nrYa ?» falcon UsI ol Insp malls onci 

W^1^27^o<wds Insp Repts 50-324/88-37 4 50-325/88 37 on 881017-19 4 27 6 

‘ 


Ughl Co '2pp 

’’“T '"IP ?" & 27 VtolalKO noted lailure 

bm^ folfow-up messages lo offsilo authontlea 
DECKER, T R Region 2, Ofc of the Drector 88/1 1/25 2pp 47785 01647785 017 

-4612^264 Insp Repts 60-324/88 37 4 50-325/88 3? on 881017-10 4 27 Vlolftt 
emergency preparedness exercise 

^^4^S^5dl8477«?Si2^ ' KANTOR,F. Rogion 2. Ofc of the Droctof 88/11/ 

6612060107 Responds to NRC 881130 ftr re vtolatiorvs noted In Inso noA/ 

0^-325/^4 Correcuve action review coSSof^^a W l^ne^ 
prpc^ures fn place al time of Initiation 4 approval, ^ngineoi 

"®«t «' «■«’ C 6808 

^Ll WA Region 2, ac of the C 
Light Co, 2pp 47849 080 47840085 


'■* UTLEY, EE Carolina PPWBI 


-8812190222 Exam Ropl 50 324/0180 01 on 880929-0900 Exam results 17 cs,-t 
dates passed operatmq tests, 16 candidates passed written exams & one caMrtTa 
passed written roxam of Category 0 Rapt for botfi facirittos 
PAYNE, DC Region 2, Ofc of fhe Director 88/11/22 4pp 47049 082 47849065 

8811290030 NRC fnfo Notice 00 093, "Toloihorapy Events " Svc list end 
CUNNINGHAM, R E Divislrrn of Industrial & Medical Nuclear Safely (Post mm 
68/12/02 Consolidated Edison Co of New York, Jnc t12pp 4701 j 103 47aJii\i 

0811290536 NRC Info Nofreo 60 094, "Polontfaify Undersized Valve Actuators" Svc 
end 

nOSSLCE Divi&Ion of Operational Events Assessment (Post 0704111 88/1 J/ri 
Consolidated Edison Co of New York, fnc 121pp 47700 143-47708 254 

8812090027 Ack receipt of 801 1 16 ltr informing NRC of stops taken to correct vwtaNM 
noted in tesp Repi 50 324/60-14 & 50 325/68-14 

REYES.LA Region 2, Ofc ot Ihe Oiroctof 68/12/02, UTLEV.EE. Carolina Pwerl 
Light Co 2pp 47761 066 47761 066 

8012160119 Forwards tnsp Repts 50 324/08-40 & 50 325/88 40 on 881031 1104 4 
notice of violation 

JUUAN.CA Region 2, Ofc ot the Director 88/12/08 UTLEY.E E Carolina Pofter 4 
light CO 2pp 47832 328-47832 337 

-8812100120 Notica of violation from Insp on 001031-1104 Violation noted anginal grr 
reviewed safely question determination for PM 87-226 did not provide sufficionl Lsiji 
cation for addi 15 field rovs that substantially expanded scope, 

JULlAN*C A Region 2, Ofc of the Di/oclor 08/12/06, 2pp 47832 3?0 47832329 

-0812160127 Insp Repts 60 324/68 40 & 60 325/08 40 on 051031 1104 ViolalWfij 
noted Major areas inspected design, design control & mods 
CX)OPEaT , BELfSL^G A Region 2, Ofc of the Dreclor 08/12/05 Opp 4783m 
47032 337 

8812020207 NRC Info Notice 08 095, "Inadequate Procurement Requiremonls Impoiid 
by Licensees on Vendors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 8704 tt) 68/ 12/OS 
Consolidated Edison Co or New York, Inc 1 12pp 47B07 101-47007 302 

8812210009 Ack receipt of 081 130 Hr informing NRC of steps taken lo correct violations 
noted In insp Repts 50 324/80 34 & 50 326/00 34 

VFRRELLf.D M Region 2, Ofc of the Director 80/12/16 UTLEY.E E Cafolina Pbwa 
& Light Co Ip 47880 O9O'47088, 099 

B812270199 Responds to violations noted in fnsp Ropis 50-324/80 38 & 50 325/8^ 
38 Corrective actrons personnel Indoctrination training of pfant const craft supervisors 
& foremen will be conducted to cover use of fire relardant wood 
HARNESS,J L Carolina Power & Lfght Co 80/12/21. Document Control Branch (Doc 
umenl Control Desk) 3pp 47020 263 47926 265 


H Periodic operating reports & related correspondence 

081 1300193 Summary of Operating Reactor Events Meeting 88 46 on 881 122 
LANNING.W 0. Events Assessment Branch 88/11/25 hOSSLCE Division of Oper 
atlonal Events Assessment (Post 87041 1) 1 1pp 476 e 9 ' 201 -47690 21 1 

8812140247 Monthly operating repts for Brunswick Steam Efoctric P/ant Unils 1 & 2 for 
Nov198BW/e6l200 lU 

HARRISON, F, HARNESS.Jl Carolina Power & Light Co. 6B/ 11/30 tlpp 
47799270 47799 280 


S. Repoiiable occurrences, LERs & related correspondence 

6611290031 LER 80 023 00. on 001021 .Unit automatically scrammed due to main lur 
Dine trjp/tufbino stop valve closure Caused by high eleclrjcal resistance across Con- 
tacts 3 7 4 In feedwater conlrot transfer relay Relay replaced W/Oflt 1 1B Hr. 
PASTVA.MJ, HARNESS.J.L Carolina Power & Lfght Co. 00/11/18 7pp 47649244 
47649 260 " 

8612060242 LER 80 011-02'on 800420, HPCI pump suction from suppression pool E41* 
r041 would not open during instrument channel cafibr & functional lost PrebaWy 
caused bv breakdown of motor-winding Insulation W/eoi 123 Hr. 

PASWAMJ, HARNESS, JL Carolina Power & Light Co. 88/11/23. 5pp. 47752184 
47762,188 

6812050219 Special Rept 1-SR-88'003 on 881 120,7-day time frame for limiting condition 
for operation exceeded Caused by fire Door 21 1 being out of svc lo prevent wear * 
possfbfo damage to locking seats & Interlocks 

HARNESS, J L Carolina Power & Llgtil Co 08/11/20 Oocumoni Control Branch (Doc 
urnent Control Desk) 2pp. 47733 278 47733-279 

0812220059 Summary of Operating Reactors Events Mooting 00-48 on 881209 Agenda 
& list of attendees and 

LANNING,WO Events Assessment Branch 80/12/07 ROSSLCE. Oivislor) of Oper- 
ational Events Assessment (Post 870411). 16 pp 47922.00 1-4 7922-01 5. 

0812130017 LER 80-024 00 on 8811tO,TCV fast closure reactor scram occurred aHer 
power/load unbalanced tosllng Caused by assumed ofoctrical fault resulting from spu 
scheduled to be rebuilt W/881 208 Hr 
harness, J L Carolina Power & Light Co 08/12/00. 4pp 47797 129 

881^10090 LER 88-027'O0on 001 110, discovered that reactor bjdg 20 fl elevation sir 
low cMrs were bod open but djd not have proper associated fire barrier penetration 
personnel error.W/60 1 2 1 4 ftr 
Carolina Power & Light Co 00/ 12/1 4 4pp 47808290 

8812210103 LER 88-026-00on 081 11 5, outboard MSlVe B21 FO20a & FO20D failed to 
meet Tech Sj^c local leak rate requiromenLRool cause under Investigation, Testing 
& submitted by 090324 W/001 21 5 ftr 

'J • harness, J.L. Carolina Power & Light Co 08/12/15 3pp 47877*106- 



DOCKETED ITEMS 91 


6« 122 1 0097 LER B8 02fl 00 on 8B1 1 23, core spray subsys B pipe crack (ndicatlon ro 
veaCed through Generic Ltr 88 01 testing Preliminary cause indicates IGSCC of weld 
inconnet buttering Overly approved W/801216 ltr 

PASTVA,MJ , HARNESS, J L Carolina Power & Light Co 88/12/16 2pp 47877 125 
47877.126 

6812210395 LER 88 026 00 on 881 1 16, unplanned tsolations occurred due to momen 
tary toss of power to common emergency bus E-2 Appropriate real-time training will 
be conducted to stress Importance of proper test lead during testing W/Q&1216 ltr 
PASTVAjM J , HARNESS,J I Carolina Power & Light Co 08/12/16 7pp 470B2 044 
478B2 050 


V. Operator Examinations 

8812190207 Forwards exam comments for exam given on 880029 at plant 
HOWE,PW Carolina Power & Light Co 08/09/02 BROCKMAN.K Region 2, Ofc of 
the Director, 26pp 47851 207-47851*312 

8812190221 Forwards Exam Rept 50-324 /OL-88 01 of exams administered on 680829 
0908 Rept for both facilities 

JULIAN,CA Region 2, Ofc of the Director 08/11/30 UTLEY,EE Carolina Power & 
Light Co 2pp 47849.080 47049 005 

-8812190222 Exam Rept 60 324/OL-OQ 01 on 800820 0900 Exam rasuUs.l? candi- 
dates passed operating tests, 18 candidates passed written exams & one candidate 
passea written rexam of Category 0 Rept for both facitltios 

PAYNE.D.C, BROCKMAN,KE Region 2, Ofc of the Director 80/11/22 4pp 
47849 002-47049 085 


DOCKET 50-326 UNIV. OF CAUFORNIA AT IRVINE RESEARCH REACTOR 


V. Operator Examinations 

6912140143 Forwards revised agenda for annual operator licensing mooting on 
890110 W/o end 

PATE,R J Region 5, Ofc of the Director 88/12/05. MILLER, Q California, Lfniv of, 
Irvrne. CA Ip 47811 270 47011 270 


DOCKET 60-327 SEQUOYAH NUCLEAR PUNTt UNIT 1 


F. Security, medical, emergency A fire protection plane 


8812220116 Forwards Insp Ropts 60-327/00-37 & 50 320/88-37 on 000726-28 One un- 
resolved Item & throe inspector followup items noted Rosponse requested within 30 
days of ltr receipt 

RICHARDSON, S D Ofc of Spociaf Projects. 00/10/20 WHITE,S A Tonnossoo Valley 
Authority 3pp 47900.100 47900 107 

-8812220119 fnsp Repta 60 327/80 37 & 50-320/88-37 on 080725 20 Unrosolvod & 
followup items noted Major areas (nspected.liro protection & implomontatlon of 
10CFR50,App R 

WESCOTT.R.Q., PtERSON,R.C Ofc of Special Projects 80/10/21 15pp 47900-103- 
47900.107, 


6812010359 Rov 0 to Emergency Implementing Procoduro EPIP-t7, "Emoroancy Equip- 
ment & Supplies." 

NOBLE, T., FORD,Jn, CAT,N Tonnosseo Valley Authority 08/11/06 30pp. 
47703:130 47703.169 


8812020022 Forwards Rov 20 to physical security /contingoncy ptan.Rov withhold (ref 
10CFn73,21). 

QRIDLEY.nL Tonneosoo Valley Authority 00/11/20 Documont Control Branch 
(DMiiinonl Control Desk) 2pp. 47721 095 47721-098 

9812080167 Forwards Insp Repts 50 327/80 40 & 50 328/00-48 on 881010 26 & notice 
of vJolallon.UnresoIved item noted 

MCCOY,Fn Region 2, Ofc of the Diroctor 00/11/20 KINGSLEY, OD Tennessee 
Valley Authority 2pp. 47793.053-47703 077 

-8812080170 Insp Ropts 60 327/88 48 & 60-320/00 40 on 081019 25. Violations 
rvoleci Major areas inspected extended control room observation A operational safety 
vanfica1lon,includlng operations por1ormanco,8y3 lineups & safeguards 
JENlSON,K„ WATSON, L Rogion 2, Ofc of the Director 80/11/28. 22pp, 47703 056- 
47703:077. 


8812080189 Forwards Insp Ropts 60 327/08-47 & 50-328/80 47 on 801012- 16 Two II 
consee tdontified violations & seven unrosolvod Items Identified 
MCCOY, F.R. Region 2, Ofc of the Diroctor. 00/11/28 KINGSLEY, OD Tennessee 
Valley Authority. 2pp 47755 275 47765 300 


-8812080190 Insp Repts 60-327/08 47 & 60-328/80 47 on 801012-10 No viofalions 
noted Major areas inspected operations porformanco,oy8 hnoups.radlalion protection A 
safeguards A housokeoplng insps ^ 

JENISON.K , HUMPHREY.P , POERTNER,W Rogion 2, Ofc of the Director 08/11/20. 
24pp 47755 277-47755 300, 

8812090046 Ack receipt of 801027 ltr transmitting 1080 plant radiological emergency 
oxarciso controllers package ^ 

MCCOY, FR. Ofc of Special Projects 80/11/30. KINGSLEY, OD Tennessee Valley 
Aulhortty 2pp. 47702:359-477e2'36O. 


8812120271 Responds to NRC 801108 Ur ro violations noted in fnsp Repts 60-327/80- 
46 A 60-328/08-46 Corrocllvo actions fire oporatlons personnel assigned to accompa 
ny fire watch personnel on patrols to provide requirement guidance. 

QRlDLEY.n Tennessee Valley Authority 88/12/05 Document Control Branch (Docu- 
ment Control Desk) 4pp 47769.193 47709 196 


0012120236 Instruction Change Form 80-1419 to Rev 0 to Emergency Rerj (mpfemont- 
Ing Procedure EP!P-1, "Emergency Plan Classification Logic " W/fl81207 Ur. 

GRID LEY, R Tennessee Valley /iulhofity 88/12/07 Bpp 47785*243 47766:250 


8812150103 Responds to NRC 881028 Ur re open Items noted in Insp Repts 50-327/ 
OB 02 A SO 328/08-37 No now util commitments provided to Inspector Followup Item 
50-327,320/88-37-02 A Unresolved Item 50-327,328/88-37-01 concerning high Im- 
pedance faults 

QRIOLEV,H Tennessee Valley Authority 88/12/09 Documont Control Branch (Docu 
ment Control Desk) 3pp 47816 368 47616 360 

8812210099 Forwards Insp Repts 50-327/88 49 A 50-328/80-49 on 881026- 1101 Vio 
latlons noted mot NRC enforcement policy criteria A therefore no notice of violation 
will bo issued 

MCCOY, FR Region 2. Ofc of the Director 88/12/13 KINGSLEY,0 0 Tennessee 
Valley Authority. 2pp 47076 249 47876 279 

-8012210102 Insp Ropts 60 327/80 49 A 50 320/08 49 on 881029 1101 Violations 
noted.Major areas Inspected control room observation A operational safety 
verification, Including operations porformance,8afeguards, housekeeping A sys lineup 
JEN ISON, K , WATSON, L Region 2 , Ofc of the Director 08/12/08. 29pp 47876,251- 
47876 279 

88 1221 01 9B Revised central emergency control clr emerg^enyr plan Implementing 
procGdures.including Rev 1 to CECC-EPlP-1,Rov 2 to CECC-EPIP-2,nGV 2 to CECC- 
EPlP-3,Rev 3 to CECC EPIP-4, Rev 2 to CECC EPlP-5 A Rov 2 to CECC-EPIP-7 W/ 
OBI 21 6 Ur 

MCANAUY.JL Tennessee Vatfoy Authority 08/12/16 86pp 47908 304 47907.053. 


P Operating license alage documents A correspondence 

881 1300365 Submits followup to 881025 Ur ro EPA condensing cooling water Intake 
trash sluice A strainer backwash All samples analyzed contained less than min detect- 
ablo amount of total residual chtorino 

SCHMIERBACH.M. Tennessee Valley Authority 80/11/22 SINCLAIR, R M Tennes- 
see. Slalo of 4pp 47709 003-47709 006 

0811260048 Generic Ltr 88-20 to all licensees holding OLs A CPs for nuclear power 
fonclor facllilios ro Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD, D Associate Diroctor for Projects (Post 070411) 88/11/23 Consol! 
dated Edison Co of Now York, tiic Oipp 47728 303 47720 024 

801 1300243 Advises that util will submit proposed change to Tech Spec Table 3 3-4 to 
Include logic time delays associated w/ suction transfer of turbine driven A motor- 
driven auxiliary feedwater pumps by 090601, per NRC determination 
QRIDLEY.R Tennessee valley Authority 80/11/23 Documont Control Branch (Docu 
men! Control Desk) 3pp 47677 136 47677 130 

0012010240 Forwards safely ovalualion supporting util 801019 response to Generic Ltr 
83 20, Items 4 2 1 A 4 2 2 ro reactor trip sys rotlablllty (preventive maint A surveillance 
program for reactor trip breakers) Program for plant acceptable 
BLACK, S.C. Ofc of fecial Projects 86/11/28 KINGSLEY, O D Tennessee Valley 
Aulhorily 2pp 47703 306 47703 312 

-0812010245 Safety evaluallon accepting program for plant In response to Items 4 2 1 
A 4 2 2 of Generic Ur 03 20 re reactor trip sys reliability 

• Ofc of Special Prolocls 08/11/28 5pp 47703 300 47703 312 

0812010330 Advises that mods to engineering units, per NRC audit of post Implomenta 
tion of plant SPDS.may bo completed as early as bypassed inoperable status indica 
tion sys upgrade, but no later than CRDR ctianges 

QRIOLEY.R Tennessee Valley Authority 88/11/29 Document Control Branch (Docu 
mont Control Desk) 2pp 477i0 092-47710 093 

B812020177 Summary of 061024 meeting w/ubi In Rockville, MD re status of TVA fulfill- 
ing commitments made to NRC during restart of plant, Including Phase II programs A 
status of next updoto of plant FSAR 

DONOHEW.JN Ofc of Special Projocls 88/11/29 Ofc of Special Projects 21pp. 
47722.100-47722 210 

8812060086 Advises that Reg Guide 1.09,Rov 2 methodology has no Immediate Impact 
on plant operations, per one! evaluation of plants for Generic Ltr 00-1 1, "NRC Position 
on Radiation Embritttomant of Reactor Vessel Mails A Impact on Plant " 

QRIDLEY.R. Tennosseo Vnltoy Authority 88/11/30 Document Control Branch (Docu- 
ment Control Desk) 20pp. 47752 203 47762.222 

8812060198 Application for amonils to Licenses DPR-77 A DPR 70. consisting of T8 
Change 00-14,rovi3lng Table 3 3-12, ‘'Radioactive Liquid Effluent Monitoring Instru 
mentation " 

RAY,M.J Tennessee Valley Authority 08/12/02. Document Control Branch (Docu 
mont Control Desk). 2pp 47731 205 47/31 213 

-8812050203 Proposed Tech Specs consisting of Tech Spec Change 68 14, changing 
Table 3 3 12 to clarify essential raw cooling water min channels operable column. 

* Tennessee Valley Authority 80/12/02 7pp 47731 207-47731 213 

8012050242 Application for amends to Licenses DPR 77 A DPR‘79, consisting of Tech 
Spec Change 68 42, modifying trip setpoint A allowable value units for Intermediate 
range nuclear flux dotector.Feo paid 

RAY.MJ Tennessee Valley Aultmrity 88/12/02 Document Control Branch (Docu 
ment Control Desk) 3pp 4773 1 260 47731 350 

-88120B0247 Proposed Tech Specs Pages 2-6.B 2 4,3/4 3 2 A 3/4 3 5, modifying trip 
setpoint A allowable value units for intermediate range nuclear flux detector A revising 
applicability requirements for source range flux detector 

• fonnesaoo Valley Authority 08/12/02. 00pp. 47731 271-47731*350 

8612060055 Application for amends to Llcensos DPR-77 A DPn-79, consisting of Tech 
Spec Change 08-25 Amend modifies action slatomonts for pressurlzer power-op orated 
relief valves to ensure availability for pressure control Fee paid 
RAY.MJ Tennessee Valley Authority, 80/12/02 Document Control Branch (Docu- 
ment Control Desk) 2pp 47743 1 44-47743*164 

-8812060058 Proposed Tech Specs, modifying action statements for pressunzor power- 
operaled relief valves 

* Tennessee Valley Aothortty. 08/12/02 0pp 47743,146 47743*164. 
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AiD(yicaliof\ ^<K aiWJtxds to Uconsos DPR 77 & DPR*79, consisltng of Tech 
sScOiaogeaa ^^.fequestJng exemption from 10CFfl50.App J to allow use of mass 
Dwnt mernod f(y calcufaUng containment feakago fates Fee paid 

Tennessee VaJlay Authority 88/A2/02 Oocunvenl Control Branch (Oocu 
(TM?ni Control Do skt 6pp 477431J48-47743063 

-8812060079 Proposed Tech Spec3.8lfowino use of mass point method for calculating 
^e^seo valley Vulifon^ 88/12/02 lOpp 47743 054'4?743 063 

6812080145 Provides add! info re 881103 roquesl for temporary exempliof) from admin- 
isl/ativa provisions of tOCFRSO 46 Recommends that ultl discretionary resources be 
jaener ul<i 2 ed it directed at operation/ maint (mprovementa 

GRIOLHY.R Tennessee Valley Authoniy 88/12/05 Document Control Branch {Docu- 
ment Control Desk) 3pp 47755 238-47r55 240 


8812060227 Application for amends to Licenses DPR-77 & DPR 79, consisting of Tech 
Spec Change 88-06 re leak rate test frequency for containment purge supply & ex 
haust isolation valves Fee paid . ^ . v 

RAVMJ Tennessee Valley Authority 88/12/05 Document Control Branch (Docu 
ment Control Desk) 3pp 47750 283 47751 038 


-6012060229 Proposed Tech Specs.constsfJng of Tech Spec Change 88 06 re leak rale 
test frequency for containment purge supply 8 exhaust isolation valves 
• Tennessee Valley Authority 88/12/05 75pp 47750286-47751 038 


6612120016 Requesis utif assurance that Generic Llr 88-17 re loss of DHR during non 

e )wer operation being addressed accordingly unlike response to Generic Ltr 87-12 re 
ss of RHR while RC^ parttaify filled 

RICHAROSOM.S 0 Ofc of Special Projects 88/12/05 KINGSLEY, OD Tennessee 
Valley Aulhonty 2pp 47789 153 47789 154 


8812130279 Forwards Amends 91 & 81 to Licenses DPR 77 8 DPR-79. respectively & 
safety evaluation Amends revise Tech Spec 3/4 9 7 re crane travel over spent luel pll 
area 

BLACK, S Ofc of Special Projects 88/12/05 WHITE, S A Tennessee Valley Authority 
2pp 47T97 299 47797 313 

-6612130261 Amends 01 8 81 to Licenses OPR-77 & DPR-79, respectively, revising 
Tech Spec 3/4 9 7 re crane travel over spent fuel pi! area 
BLACK, S Ofc of Special Projects 88/12/05 9pp 47797 300 47797 308 


-6612130262 Safety evaluation supporting Amends 91 & 61 to Licenses Dpn-77 & 
t^R 79,rcspeclrve)y 

' Ofc of Special Projects 88/12/05 5pp 47797 309 47797 313 


6612190193 Forwards corrected Amends 91 & 81 to Licenses DPR 77 & DPR 79, re 
spectfvely & safety evaluation Amends revise Tech Spec Section 3/4 9 7 re crane 
travel In spent fuel pit area 

BLACKS Ofc of ^cial Projects 88/12/05 KINGSLEY.OD Tennessee Valley Au 
ttwnty 2pp 47855 051.47855 086 


-8812190199 Corrected Amends 91 & 81 to Licenses DPR 77 & DPR 79, 
respectivety, re vising Tech Spec Section 3/4 9 7 re crane travel In spent fuel pit area 
BLACKS Ofc of Special Projects 88/12/05 9pp 47855 053-47855061. 

-6812190202 Safely evaluation supporting Amends 91 & 81 to Licenses DPR-77 & 
OPR.79.»especlNely 

* Ofc of Spwial Projects 88/12/05 6pp 47855 062 47855066 

8612070237 ApplicaPon for amends to Licenses DPR 77 8 DPR-79, consisting of Tech 
Spec Change 88-29, deleting surveillance requirement to demonstrate operability of 
6mefQency_^or supply for pressurlzer PORV & block valves Fee paid 
RAY.MJ, Tennessee Valley Aulhonty 88/12/06 Document Control Branch (Docu 
men! Control Desk) 2pp 47745333 47746.342 


-6612070240 Proposed Tech Specs re limiting conditions & surveillance rooulremenls 
for RCS relief valves & blocX valves 

* Tennessee Valley Aulhonty 88/12/06 9pp 47745335-47745 342 

6612070256 Application for amenoa to Licenses DPR.77 A OPR 79, consisting o( Tech 
Spec Change 68 26, adding footnote to Spec 342 for RCS aafety valves Fee paid 
flAy,MJ, Tennessee Valley Authority 86/12/06 Document Control Branch (Docu- 
ment Control Desk) 2pp 47747 063 47747 072 


-8812070257 Proonfiert To/^h «?pec$, adding foolnole to Spec 34 2 for RCS safetv 


8811160467 NRG Info Notice 08 091, "Improper Admlnlatration & Control of Psvchfti ^ 

c«nG9ts"Svcll9tencl . ™'-'! 

nOSSI.CE Division o( Oparallonal Evonis Assossmenl (Post a70.(H) e 8 /ii«> 
Consolidated Edison Co of Now York, Inc lOIpp 47708 042 47708 142 ^ 

8812010186 Forwards V StelJo 081117 Ur to all util executives re presence of fiRCui. 
spoctor at plants/ov to anforcomont policy & proposed enforcement arlions for 
ator Inattentrvonoss at Peach Bottom ^ 

BLACKS C Ofc of Special Projecis, 88/11/23 KINGSLEY.OD Tennossco 
Authority 3pp 47709,258-47709 309 J 

6812060139 Ack receipt of 071 106,880513 & 1020 lirs informing NRC of steps 
correct violations noted In Insp Rapls 50 327/87*56 & 60 320/87 56 Violation Q de’u 
ed from records, per addi Info provided In 001020 ltr 

RlCHAROSON,S D Ofc of Special Projecis 00/11/25 KfNGSLFY.OD Terviwi:."^ 
Valley Authority 2pp, 47734 358 47734 359 

6812080187 Forwards Insp Repls 50 327/00 40 & 50 320/00 40 on 881019 25 & noiic 
of vfolalforr Unresolved Item noted 

MCCOV,FR Region 2, Ofc of the Director 00/11/20 KINGSLEY.OD Tenno^vA 
Valley Aulhonty 2pp 47793 053 47793.077 

-8812080168 Notice of violation from insp on 001005 1 1, Violation noted [iccn$ 0 A 
landed two electrical leads & performed test of pump w/o procedures or ndcqun'? 
controls 

MCCOY.F R Region 2, Ole of the Director 08/ 1 1/28 Ip 47793 055 47703 055 

-8812080170 Insp Repls 50 327/88 40 & 50 328/80 40 on 801019 25 Violations 
noted Major areas Inspected extended control room obsorvalion & operalfonal safety 
venficatlon,lncfuding operations perfornTanco.sya fineups & safeguards 
JENISON.K, WATSON, L Region 2, Ofc of the Director 00/11/20 22pp 47793 056 
47703 077 

8812080169 Forwards Insp Repls 60 327/00-47 & 60 320/08 47 on 08101? lOTwoIi 
consee Identified violations & seven unresolved Items fdontifUid 
MCCOY.F R. Region 2. Ofc of the Director 08/11/20 KINGSLEY.OD Tonnnssco 
Valley Authority 2pp 47755 275 47755 300. 

-6B12080190 Insp Repls 50-327/88 47 & 50-328/08 47 on 001012 19 No violations 
noted Maior areas Inspected operations performance, sys lineups, rndialion protortum^ 
safeguards & housekeeping Insps 

JENrsON.K , HUMPHREY.P, POERTNER.W Rogfon 2, Ofc of the Director 08 / 11 / 2 fl 
24pp 47755 277-47765 300 

86120202S5 Forwards rof purchase order numbers & datos for suspoctod purchases h'f 
utn ot Class IE components or sves from Planned Maint Sys.lnc tor appropnilo 
ac 1 lon,p 0 r NRC Info Notice 00 019, "Quoationablo Certification of Class IE . " 
BUCKSC Ofc of Special Projecis 00/11/29 KINGSLEY.OD Tomie^isoo Vfl'fo/ 
Authority 5pp 47722 060 47722.073 

8S12080194 Forwards Insp Repls 50 327/08 45 & 50 320/08 45 on 800920 20 No v,o 
latlons or deviations noted 

MCCOY, FR. Region 2, Ofc of the Director 00/11/30 KINGSLEY.OD Iciiiiflssoo 
Valley Authority 2 pp 47754 006 47754 093 

-8812080195 fnsp Repts 50-327/00 45 & 60-320/80 45 on 000920 20 a 27-20 No vio 
latlons or deviations noted Major areas Inspected snubbor survoiilnricn proflrnin R If 
censeo action on previous Insp findings 

LENAHAN.JJ, JAPE.F Region 2. Ofc of (bo Oircclor. 00 /( 1/22 Opp 47754 OflB 
47754 093 


8811290030 NRC Infe Notice 80 093, "Teielhorapy Evonis " Sve list end 
CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
86/12/02, Consolidated Edison Co of Now York, Inc 1 t 2 pp 4/011 103 476(1215 


8811290538 NRC Info Notice 00 094, '’Potentially Undersized Valve Actuators" Sve list 
end 

ROSSI.CG. Division of Operational Events Assessment (Post 070411) 08/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143-47708 254 

8812120271 Responds to NRC 001 10B ltr re vtolalions noted In Insp Repls 60 327/08 
46 & 60-328/00-46 Correclive actions fire operations poraonnol aasignod lo accompa 
ny lire watch personnel on patrols to provide requirement guidance 
GRIDLEY.R Tennessee Valley Aulhonty fl0/12^6 Document Control Branch (Oocu 
ment Control Desk). 4pp 47709.193 47709.190 


8812020287 NRC Info Notice 00-095, "Inadequate Procurernont flcquiromonts liripossd 
by Licensees on Vendors " Sve list end 

ROSSI.CE, Division of Operational Events Assossmonl (Post 0/0411) 08/12/09 
Consolidated Edison Co of New York, Inc 112pp 47007 191-4700 / 30? 


1V.WVP1W, wui I i-f III iiiiuiiiiniy iNnvj oi uiuus ttmon U' a.wppov.i 

Jipledin Insp Repts 50-327/08-39 & 50-320/80-39. 

MCCOY.F.R Ofc of Special Projects 00/12/00 KINGSLEY.OD Tonnossoo Vaiioy 
Authority 2pp. 47868 300 47868 301 


8812200369 Ack receipt of 081117 Hr Informing NRC of steps taken to correct violations 
fnsp Repls 65 327/08 40 & 60 328/80-40 

MCCOY.F R Ofc of Special Projecis 88/12/08 KINGSLEY.OD Tennessee Valley 
Aulhonty 2pp. 47871 040 47071*041 

8812210047 Forwards Insp Repts 50-327/80-53 & 60-328/80-63 on 081104 12 Viols 
tion re lailure to follow procedures concerning test procedure caullon steps noieu 
discretionary enforcement criteria met 

MCCOY.F R. Region 2, Ofc of the Director 00/12/08 KINGSLEY.OD Tennessee 
Valley Aulhonty. 2pp 47076 197-47876 214. 

-8812210053 Insp Repts 50-327/88-53 & 50-320/80 53 on 001104-12 Vmiation 
Inspected reactor physics teslina 

4?ft76214 Ofc of tho D&clor 00/12/08. IBpp 47876 199 
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8-ft122t0293 Confirms QQ1206 lelcon re enforcoment conforenco on 801210 in 
Rockville, to discuss apparent doficiencies In actions to provent &/or mitigate ef- 
tects of excessive post trip RCS cooldowns, both past & present Proposed agenda 
end 

MCCOY, FR Ofc of Special Projects flfl/12/00 KINGSLEY, O 0 Tonnossoo Volloy 
Atilhorily 3pp 47B81 326 47801 328 

0612228226 Ack receipt of 881111 Itr Informing NRG of stops taken to correct viofatlons 
noted in Insp Ropts 60-327/88 44 & 50 328/80-44 

MCCOY, FR Ofc of Special Projects 00/12/00 KINGSLEY,0 D Tennessee Vetloy 
Authority 2pp 47903 041 47903 044 

6612150103 Responds to NRC 801028 Itr re open items noted In Insp Ropts 50-327/ 
BB-02 & 50 32O/B0 37 No new util commitments provided to Inspector Followup Item 
50-327,320/08 37 02 & Unresclvcd Item 50-327,328/80-37-01 concerning high Im- 
pedance faults 

GRIDLEY.R Tennessee Valley Authority 08/12/09 Document Control Branch (Docu- 
ment Control Desk) 3pp 47016 358 47016 360 

6812210099 Forwards Insp Repts 50 327/88 49 & 50-328/88 40 on 801026- 1101 Vio 
lations noted met NRC onforcernant policy criteria & thcrofore no notice of violation 
wJll be Issued 

MCCOY, FR Region 2, Ole of Ifio Dlroctor 08/12/13 KINGSLEY, OD Tennessee 
Valley Authority 2pp 47876 240 47076 279 

-B612210102 Insp Ropts 50 327/00 49 & 50 320/00 49 on 801029-1101 Violations 
noted Major areas inspected conlrol room observation & operational safety 
verification, Including operations pGr(ormanco.sofoguards,housGl<oopln9 & sys lineup 
JENISON.K , WATSON,L Region 2, Ofc of tho Diroclor 80/12/00 29pp 47876 251- 
47876 270 


n. Periodic operating reports & related correspondence 

8012080200 “Annual Environ Operating Ropl for 070915 000914 " W/881205 Ur 
GniOLEY.n Tennossoo Valloy Aulhonty 00/09/14 Opp 47756 190 47756 205 

8011290092 Monthly oporating ropts for Ocl 1008 for Soguoynh Nuclear Plant W/ 
881114 Ur 

SMITH.SJ, DUPREE,DC Tonnossoo Volloy Authority 00/10/31 46pp 47664 206- 
47664 339 


S. neportabre occurroncos, LERs A related correspondence 

0011290110 LER 08 043 00 on 0B0Q28.lnadoquacy of firo watch patrols, fosulllng In 
noncompi lance w/Toch Spoc 3 7 12 occurred CnuBod by lack of adequate mgl 
ovorslnhl Individual roliovoa of firo watch patrol duty W/001 123 Jlr 
NAIKJA, smith, SJ Tonnossoe Valloy Authority 00/11/23 Opp 47667 000 
47667 093 

0011300408 Confirms 0011 17 conversation on actions taken re dolocllon of polychlori 
nnlod biphenyls In low vol waste troalment pond Suggohlion to treat pond cordonls w/ 
chemicals to facilltato colloidal sndimantaiion offers promise 

SCHMIERBACH,M Tonnossoo Volley Authority 08/11/23 STEWART, PL Tonnos- 
soo, Sinlo of 2pp 47671 310 47671 311 

0012070207 LER 80 0<16 00 on 081110,Unlt 1 containment ventilation Isolation occurred 
duo to inadequate tost recorder ground strep cunflyuratlon Containment vontilelion 
isolation reset W/Q81201 Itr 

KILGORE.B E, SMITH, SJ Tonnossoo Valloy Aulhorlly 00/12/01 6pp 47746 075 
47746 000, 

0S 12870227 LER 00 0<14 00 on 80 11 00, autostart of turbino dr*von auxiliary foodwalor 
pump occurred Caused by loss o1 sea! Injection pressure duo to holwoll pumps IB & 
tC topping Main feedwater pump trip slnnala reset W/001 201 Itr 
LONGJL* SMITH,SJ Tonnossoo Volley Authority 00/12/01 6pp. 47745 230 

47745 235 

6012200144 LER 00 044 00 on 801 lOO.automalic auxiliary feedwater pump start signal 
gonoraiod & auxiliary (oudwater pump started Caused by both maint feedwater 
pumps tripping Main feedwater pump trip Qigrmis reset W/BOl 201 Itr 
LONQ.JL, SMITH.SJ Tennossoo Valley Authority 08/12/01 Opp 47662 150 

47862 162 

6612149248 LER 80-043 01 on 800930, inadequate firo watch patrol rosultod In noncom 
plinnee w/Tech Spoc 3 /.12 Caused by tnek ot adoquato mgt oversight for fire watch 
peraoniiol Fire watch patrol rocoivod warning Hr W/881200 Itr 
NAIKJA, SMITH, SJ, Tonnossoo Valley Authority 86/12/00 6pp 47800 310 

47800 323 

0612210143 LER 00 0*1 5 OO.on 8811 18, reactor tripped duo to actuation of lurbino gon 
orator noulral ovon/oltago protective relay Stator bar removed & transported to Wes 
llnnhouse for analysis W/Bfll 216 Hr 

PiIfER.T.K, SM1TH,SJ Tonnossoo Valley Authority 88/12/16 Opp 478/7 127- 
47877 135> 
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p. Security, medical, emergency & fire protecHon plans 

8012220116 Forwards Insp Ropts 50 327/00 37 & 50 328/QB 37 on 800725 2«One un 
resolved Item & Ihreo inspector followup Items noted Response requested within 39 
days of Hr receipt 

RICHARDSON.S D Ofc of Special Projects 88/10/28 WHIIE.SA Tennessee Valley 
Aumority 3pp 47900 180 47000 197 

-.0912220119 Insp Repts 50-327/08-37 & 50 328/80 37 on 600725.28 Unresolved & 
followup horns noted Major areas inspected firo protection & implementation of 
lOCFRSO.App R 

WESCOTT.n G Ofc of Special Projects 60/10/21 15pp 47900 163 47900 197 

8912010359 Rev 0 to Emergency Implementing Procedure EPIP-17, “Emorooncy Equip- 
ment 8 l Supplies " 

NOBLE,T. FORD,JR., CAT.N Tennessee Valley Authority 60/11/05 30pp, 

47703130 47703 168 


6812020022 Forwards Rov 20 to physical aocurity/conlingoncy plan Rev withheld (rof 
10CFR73 21) 

GRIOLEY.RL Tennessee Valley Authority 80/11/20 Document Conlrol Branch 
(Document Conlrol Desk), 2pp 47721 095 47721 096 

8812080167 Forwards Insp Repts 50 327/88 48 & 50 328/88 40 on 081019-25 & notice 
of violation Unresolved Item noted 

MCCOY, FR Region 2, Ofc of the Director 88/11/20 KINGSLEY ,OD Tennessee 
Valloy Authority 2pp 47793 053-47703 077 

-8612080170 Insp Repls 50 327/80 40 & 60 320/88-48 on 881019-25 Violations 
noted Major areas Inspected extended control room observation & operational safety 
verificalion, Including operations performanco.sys lineups & safeguards 
JENISON.K Region 2, Ofc of the Diroclor 88/11/20 22pp 47793 056 <17793 077 

8012OBO1B9 Forwards Insp Repts 50 327/86-47 & 50 328/80-47 on 001012- 10 Two li 
censee Identified violations & seven unresolved items Identified 
MCCOY, FR Region 2, Ofc of Iho Director 80/11/20 KINGSLEY,OD Tonnossee 
Valloy Aulhorlly 2pp 47755 275 47755 300 

-B812080190 Insp Repts 50 327/08 47 & 50 328/88 47 on 8B1012 19 No violations 
noted Major areas Inspected operations perfor{nanco,sys lineups, radiation protection & 
safeguards & housekeeping Insps 

JENISON.K, WATSON, L Region 2, Ofc of tho Director 86/11/20 24pp 47755 277 
47765 300 

8812090046 Ack receipt of 861027 Itr transmitting 1988 plant radiological emorgoncy 
exorcise controllers package 

MCCOY, FR Ofc of Special Projects 80/11/30 KINGSLEY.O D Tennessee Valley 
Aulhonty 2pp 47762 359-47782 360 

8812120271 Responds lo NRC 801108 Itr re violations noted in Insp Ropts 50-327/80 
46 & 50 320/88 46 Correclive actions fire operations personnel assigned lo accompa 
ny firo watch personnel on patrols to provide ronuiremont guidance 
GRIDLEY.R Tennessee Valloy Authority 86/12/05 Document Conlrol Branch (Docu 
mont Control Desk) 4pp 47789 193-47789 196 

8012120236 Instruclion Change Form 88-1419 to Rov 0 to Emergency Plan Implemanl- 
log Procedure EPIP-I, “Emergency Plan Classilicalion Logic “ W/881207 Hr 
GRIDLEY.R Tennessee Valloy Authority 00/12/07 Opp 47705 243 47/05 250 

8012150103 Responds to NRC 001028 Itr re open Homs noted In Insp Repts 50-327/ 
06 02 & 50-320/08 37.No new util commitments provided to inspector Followup Item 
50 327,320/00-37 02 & Unresolved Horn 50-327,328/08 37-01 concerning high im- 
pedance faults 

GRIDLEY.R Tonnossoo Valloy Authority 06/12/00 Document Control Branch (Docu- 
ment Control Desk) 3pp 47010 358-47016 360 

8012210090 Forwards Insp Ropts 50 327/08 49 & 50 328/80 49 on 681026 1 101 Vio 
iQlions noted mot NRC onforcomont policy criteria & therefore no nollco of violation 
will bo issuod 

MCCOY, FR Region 2. Ofc of tho Dlroctor 00/12/13 KINGSLEY.O D Tonnossoo 
Valloy Authority, 2pp 47076.249 47076 279 

-8812210102 Insp Repls 50-327/08 49 & 50 320/88 49 on 00102D HOI Violations 
noted Major areas Inspoclod.control room obsen/alion & operational safety 
verification, Including oporatlons porformanco.safegwards.housokooplng & sys lineup 
JENISON.K Region 2, Ofc of the Diroclor 80/12/08 20pp 47076 251-47076 279 

0812210195 Revised cenlrai emergency control ctr emorgoncy plan Implementing 
procedures, Including Rov t to CEGC-EPIP-1,nov 2 lo CECO-EPIP 2,Rov 2 to CECC- 
tPIP-3,Rov 3 to CECC EPiP 4, Rov 2 lo CECC-EPIP 5 0 Rov 2 lo CECC-EPIP-7 W/ 
081216 Itf 

MCANALLY,JL Tennessee Valley Aulhonty. 08/12/16 flOpp. 4790G 304-47907 059 


P, Operating license stage documents & corr op pnr, deuce 

0811300355 Submits followup to 801025 Itr re EF^A condensing cooling water Intake 
trash sluice & strainer backwash All samples analyzed contained less than min detect 
able amount of total residual chlorine 

SCHMIERBACH.M. Tonnosseo Valloy Authority 08/11/22 SINCUIR.RM. Tennos- 
soe, Slate of 4pp 47709 003-47700 006 

8811280048 Generic Lir 80 20 to all llconseos holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vuincrabililins Svo list 
oncl. 

CnUTGHFlELD,D Associate Director for Projects (Post 870411) 80/11/23 Consoll 
dated Edison Co of New York, Inc 81 pp 47728 303 47720 024 

0011300243 Advises that utii will submit proposed change to Tech Spec Table 3 3-4 to 
Include logic time delays associated w/ suction transfer of turbine driven & motor- 
driven auxIllaiY feedwater pumps by 690601, per NRG determination 
GRIDLEY.R Tennessee Valley Authority 80/11/23 Document Conlrol Branch (Docu- 
ment Control Desk) 3pp 47677 136 47877 138 

8812010240 Forwards safety evalualion supporting util 001019 response to Generic Ltr 
83-28, Items 4 2,1 & 4 2 2 re reactor trip sys reliability (preventive maint & surveillance 
program for reactor trip breakers) Program for plant acceplablo 
BLACK,SC Ofc ol Special Projects 88/11/20 KINGSLEY, O.D Tennessee Valley 
Authority 2pp 47703 306 47703 312 

-8812010245 Safely evaluation accepting program (or plant In response lo Items 4 2 1 
& 4 2 2 of Generic Ltr 63-28 re reactor trip sys reliability 
‘ Ofo of Spoclal Projects 08/11/28 5pp 47703>300 4^03 312 

8012020244 Forwards Amend 00 to License DPR-79 & safely evaluation Amend re 
vises Surveillonco Requirement 4 8 5 1 b 2 to allow one-time extension to next refuel 
Ing outage for weighing of Ice 

BLACK, S Ofc Of Spoclal Projects 08/11/20 KINGSLEY.O D Tonnossoe Valley Au- 
thority. 3pp 47717 104 47717 194, 

-8612020245 Amend 80 to License DPR -7 9, revising Survolllanco Requiromonl 
4 6 5,1.b2 lo allow ono-tlmo extension to next refueling outage (or weighing of Ice 
BLACK.S Ofc of Special Projects 08/11/28 5pp 47717 107-47717 191 
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-4818020246 Safety ovafgation supporting Amend 80 to License DPf1*79 
* Office of Nuclear Reactor Regu!alior>, Director (Post 670411) 88/11/28 3pp 
47717 192 47717 194 


8812010330 AcMses thal mods to engineering uniis.per NRC audit of post impfementa* 
bon of plant SPDS.may be completed as early as bypassed inoperable slatus indica 
ticn sys upgrade, but no late: than CflDR changes 

GRIDLEY.fl Tor^nessee Valley Authority 88/11/29 Document Control Branch (Docu 
ment Control Desk) 2pp 47710092 47710 093 

8812020177 Summary of 8B1024 mcet'ng w/util in RockvilfoMD ro status of TVA fulfill 
mg commitments made to NRC dunng restart of planUncfuding Phase fl programs & 
status of next update of plant FSAR 

OONOHEVV.JN Ofc of Special Projects 86/11/29 Ofc of Special Projects 21pp 
47722 190 47722 210 


8812060086 Advises that Reg Guide 1 99.Rev 2 methodo’ogy has no immediate impact 
on plant ope rations, per encT eveluabon of plants for Generic Ltr 68 1 1, "NRC Position 
on Radiation Embnttloment of Reactor Vessel Mails & linpacl on Plant " 

GRiOLEY.R Tennessee Valley Authority 68/11/30 Document Controf Branch (Docu- 
ment Controt Desk) 20pp 47752 203 47752 222 

8812050198 Application lor amends to Licenses DPR 77 & DPR-79, consisbng of TS 
Change 68 M.rovisrng Table 3 3 12, **RadiOBCtive Liquid Effluent Monitonng Instru- 
mentation ” 

RAY.MJ Tennessee Valley Authonty 68/12/02 Document Control Branch (Docu 
meni Control Desk) 2pp 47731 205 47731 213 

-8812050203 Proposed Tech Specs consisting of Tech Spec Change 88 14, changing 
Table 3 3 1 2 to clanfy essential raw cooling water mir» channels operable column 
* Tennessee Valley Authority 88/12/02 7pp 47731 207 47731 213 

8812050242 AppNcabon for amends to Licenses DPR 77 6 DPR 79, consisting of Tech 
Spec Change a6-42.modifying trip setpoint a allowable value units for Intermediate 
range nuclear flux detector Foe paid 

RAY,MJ Tonnossee Valley Authority 88/12/02 Document Contro) Branch (Docu* 
menl ConVol Desk) 3pp 47731 268-47731 350 


-8812050247 Proposed Tech Specs Pages 2-6,8 2 4,3/4 3 2 & 3/4 3 5, modifying trip 
setpoint A allowable value units for intermediate range nuclear flux detector & revising 
applJcabiJfty requirements for source range flux deteclor 
* Tennessee VaJley Authonty 86/12/02 80pp 47731271-47731.350 

88120&0289 Applxiatvon lor amend to license OPR-79.tonsSs1inQ of Tech Spec Change 
88-33.revslng upper head injeebon level switch setpoint A tolerances of survoilfance 
reguKcment Fee patd 

RAY.MJ Tennessee Valley Authority 88/12/02 Document Control Branch (Docu 
menl Control Desk), 3pp 47730 243 47730 260 


-8812050291 Proposed Tech Specs consisting of Tech Spec Change 88 33, revising 
upper head in|ecbon level switch setpoint S (olerances of surveillance reguirement * 
heal flux hot channel factor of ('mibng condilion for operation 
* Tennessee Valley Authonty 88/12/02 15pp 47730246.47730 260 

8812060055 Application for amends to Licenses DPR 77 & DPn.79, consisting of Tech 
Spec Change 88 25 Amend modifies acbon sidlemcnts for pressunzer power-operated 
relief vaNes to ensure availability for pressure control Foe paid 

Authonty 88/12/02 Document Control Branch (Docu 
ment CkMlrol Desk) 2pp 47743 144-47743 1 54 


-88120WS8 Proposed Tech Specs, modifying action statements for pressunzer power- 
^ennessee Valloy Authonty 88/12/02 9pp 47743146 47743 154 


8812060072 ApfHicabon for amonds to Ucoftses OPR 77 & OPR 79, constetwvg of Teel 
gjBC Change 88-32,requ6stjng exemption from 1(yCFR50,App J to allow use of mas 
pwni method for calculating containment leakage rales Fee paid 
RAY.M J Tennessee Valley Authonty 86/12/02 Document Control Branch (Docu 
monl Control Desk) 6pp 47743 048 47743 063 ' 


8812190193 Forwards corrected Amends 91 &. 81 to Licenses DPR*77 & DPnro,. 
spoclively A safely evaluation Amends revise Tech Spec Section 3/4 9 ? tR r,/. 
travel In spent rue) pit area 

BLACK.S Ofc of Special Projects Cfl/ 12/05 KINGSLEy,OD Tonnessea VaiiAv 
thonly 2pp 47855 051-47865,066 



“8Q1219D202 Safety evaluation supporting Amends 91 & 01 to Licenses DPR 77 « 
OPR-79,rosp6c\wety ® 

* Ofc of Special Projects 08/12/05 5pp 47855 0G2 47055 006 


8812070237 Application for amends to Liconsos DPR-77 & DPn.79, consislrtig o 1 w 
Spec Change 08-29.dofGtIng surveillance requiromoni to domonstrato operabihlv o 
emergency power supply for pressunzer POflv & block valves Feo paid 
RAY,MJ, Tennessee Valley Authority 08/12/06 Documonl Control Branch 
ment Conirol Desk) 2pp 47746*333 47745 342 ' 

-8812070240 Proposed Tech Specs re fimlling conditions & survoillanco reauiromDnh 
for nCS TOllfil valvos & block valves ^ ® 

* Tennessee Valley Authority 88/12/06 Opp 47746 335 47745'342 

8812070256 Application for amonds to Licenses DPR-77 & DPR- 70, consislino of Tech 
Spec Change 88-26, adding foolnote to Spec 3 4 2 for RCS safely valves Fee paid 
RAY,MJ Tennosseo Valley Authority 08/12/06 Document Control Branch (docu 
ment Control Desk) 2pp 47747.063 47747 072 ' 

-B812070257 Proposed Tech Specs, adding footnote to Spec 3 4 2 for RCS aafoty 
valves 

* Tennessee Valley Authonly 80/12/06 8pp 47747 0G5 47747 072 

8B1214016S Responds to Generic Ltr 80 1 1 re radiation embrllUomenl of reactor vessel 
malls & Inmact on plant operations using methodology in Rov 2 to Reg Guide 1 09 
GfllOLEY,fl Tennessee Valley Authority 08/12/09 Documonl Control Branch (Docu 
menl Conirol Desk) 6pp 47800 206 47800 212 

8812270210 Summarizes NRC senior mot 001200 0/ rnoetings re review of perform 
ance of operating nuclear power pfanls liconaod by NRC Public moetina scheduled (or 
881221 to review results of latest mooting of NRR mnnagors 
STELLO,V Ofc of the Executive Director for Oporalions 80/12/16 KINGSLEY, 00 
Tennessee Valley Authority 3pp 47026 273 47020 275 


Q, Inspeclfon reports, IE Bulletins A corroapondonce 

8812220116 Forwards Insp Ropts 50-327/00-37 & 50 328/00 37 on 800725-26 One un 
resolved item A tlireo Inspoclor followup itoms nolod Response requested within 30 
days of ltr rocefnt. 

RICHARDSON,S D Ofc of Special Projorta. 00/10/28 WHITE.S A. Tonnossoo Valley 
Authonty 3pp 47900 100 47000 197 

-8812220119 Insp Ropts 50 32//88 37 A 50 328/00 37 on 000725 20 Unresolvod A 
10CFfl?0 A^^ R Inspectod firo protection & impio ment alio n ol 

WESCOn.K^Q, PIERSON, RC Ofc of Special Pfo|oc(9, 80/10/21 t6pp 47000 183 


BB1 1160211 NRC Info Notico 80 090, "Unauthorized Removal of Induslnal Nucloflr 
Gauges Svc list end 

Cf'vidon of Industrial & Modfeel Nuclear Safely (Post 870729) 
88 / 1 1/22 Consolidated Edison Co. of Now York, Inc DOpp 47700-256 47708 257 


iXselalof P®"' '"“‘hod lo, calc^lallni 

' Tennessee Valley Authonty 89/12/02 lOpp 47743 054 47743 063 

W120W145 Provvdos addl^fo re B91103 request tor tomporaiy exemption from admin 

discretionary resources bi 

w er if direciod at operation/mainl improvements 

6B 12080227 Application for amends to Ucenses DPR-77 A DPR 79 consistina of Tael 

Wge wpV « «x 

Tennessee Valtoy Authority 88/12/05 75pp 47750 286 47751 030 

Requests ulil assurance that Generic Ltr 88-U re loss ot OHR dunnn nnn 

KmSSlEY.OD TemesM, 

812130279 Forwards Amends 91 A 81 to Ucenses DPfl-77 A DPR 79 resnorin/Aiy t 
Mfa^ ovaruauon Amends revise Tech Spec 3/e 9 7 re cane \avel owrtpSmWpt 

Tennassee Valley AnthorSy 


^12130281 Amends 01 A 81 lo Licenses OPR-77 A DPR.70 resnaMiuctu ; 
BLACK.8 (Dfc Of Special Projects 68/12/05 Spp 47797 300 47797.300 


91 a 81 to Licensea DPn-77 & 
* Ofc Of Special Projects 80/12/05 5pp, 4779/309 47797 913 


8811180467 NRC fnfo Notice 00 091, "Improper Admin is Ira II on A Control of Paychologi 
caJ Teats " Svc list end 

ROSSI,CE I^islon of Operational Events Assosamont (Post 070411) 00/11/22. 
Consolidated Edison Co of New York, Inc I01pp 47708 042-47708-142 

8812010188 Forwards V Slello 001117 Hr to all util executives re presence of NRC in 
Plaht8.rev (0 enforcement policy A proposed enlorcement actions for opor 
wof jnattentiveness at Poach Bottom 

Projocls 80/11/23 KINGSLEY.OD. Tennosseo Valley 
Amtiority 3pp 47709.268-47709-309. 

receipt of 871106,000513 A 1020 lira informing NRC of steps taken lo 
correct violations noted in Insp Ropts 60 327/87-66 A 60 320/87-56 Violation B delet 
provided in 681020 ltr 

Ofc of Special Projects 00/11/25 KINGSLEY, OD Tennessee 
Valley Aulhorily 2pp 47734*358 47734 359. 

327/86-40 A 50 320/00 46 on 801019 25 A notice 

Of Violation Unresolved Item noted 

l/rS Director 08/11/28 KINGSLEY.OD Tennessee 

Valley Authonty. 2 pp 47703 053-47793077 

T®! '^o'otion from insp on 881005-11 Violation noted licensee 
jwui^^WfO e'ecUioal leads A performed jest of pump w/o procedures or adequate 

MCCOY, F.R, Region 2, Ofq of the Oiracior 08/11/20, Ip 47793 055 47793 Q55 

327/08 40 A 50-320/88 40 on 801019-25 Violations 
extended control room observation A operational safely 
4F® nfi peHormance.sys lineups A saleguards 

47703 on ' 2, Ofc of the Direcior 88/11/20. 22pp. 47793 056 

60-327/88-47 A 60 328/00 47 on 881012-18 Two ii 
®OyW n£Jin unresolved itoms Identified 

Ah55 2W O/Bs'loo' KlNQ8LeY.Q.D. Tewossoa 
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-6612080190 Insp Repls 60-327/68 47 & 50-328/88 47 OP 061012-19 No violallons 
noted Major areas inspected operations performance, sys lineups, radiation protection & 
safoguards & housekeopma insps 

JENISON.K , HUMPHREY , P, POERTNER.W Region 2, Ofc of tho Director B8/t1/2fl 
2App 47755 277*47755 300 

8812020255 Forwards ref purchase order numbers & dates for suspected purchases by 
utit of Class IE components or sves from Planned Mainl Sysjnc for appropriate 
act(on.por NRC Info Notice oa 019, “Questionable Certification of Class tH ” 
BUCI^SC Ofc of Special Projocls 00/11/29 KINGSLEY, OD Tennessee Valley 
Authority 5pp 47722 069 47722 073 

0812000194 Forwards Insp Repts 50-327/08 45 & 50 320/OB 45 on 000920- 20 No vlo 
lations or deviations noted 

MCCOY.FR Region 2. Ofc of the Director 80/11/30 KINGSLEY.OD Fonnessee 
Valley Authority 2pp 47754 006 47754 093 

-0 812000 195 Insp Ropls 50 327/00 45 & 50-320/08 45 on 000920-28 & 27-20 No vio 
lations or deviations noted Major areas inspected snubber survolllanco program & 11- 
cersee action on previous msp findings 

LENAHAN.JJ, jApe.F Region 2, (Die of the Director 80/11/2? 6pp 47754 080 
4775 4 093 

C0 11290030 NRC Info Notice 80 093, “Telolhorapy Events ” Sve Ii4t end 
CUNNINGKAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
BO/12/02 Consolidated Edison Co of New York, Inc llPpp 47B11 103 47011 216 

Q8 11290536 NRC Info Notice 80-094, ''Polenlially Undersized Valve Actuators “ Sve list 
end 

ROSSI,C E Division of Operational Events Assessment (Post 070411) 8B/12/02 
Consolidated Edison Co of New York, Inc 121pp 47700 143-47708 254, 

0012120271 Responds to NRC 801108 Itr re violations noted in Insp Repts 50 327/08 
46 8 50 326/88-46 Corroctivo actions fire operations personnel assigned to accompa- 
ny (iro watctipersonnel on patrols to provide roquiremorU guidance 
QRIDLEY.R Tennessee Valley Authority 80/12/05 Document Control Branch (Docu 
ment Control Desk) 4pp 47789 193 47789 196, 

8912020287 NRC Info Notice 80 005, "Inadoguato Proruroment Roqulromonis Imposed 
by Liconsaes on Vendors “ Sve list end 

flOSSI.C E Division Of Operational Events Assossmonl (Post 870411) 08/12/08. 
Consolidated Edison Co of Now York, Ino 1 12pp, 47807 101-47007 302 

8812200347 Ack receipt of 081114 Itr informing NRC of steps taken to correct violations 
noted In Insp Repls 50 327/08 30 & 60-328/80 39 

MCCOY, F R Ofc of Special FYojocts 68/12/00 KINGSLEY, OD Tennessee Valley 
Auihonty, 2pp 47860 300 47060 301 

SB 122003 69 Ack receipt of 081117 Itr informing NRC of stops taken to correct violations 
noted in Insp Repts 65 327/08 40 & 60-328/80 40 

MCCOY.fr Ofc of Special Projocls 08/12/08 KINGSIEY.OD Tennessee Valley 
Aulhonty 2pp 47071 040 47071 041. 

B812210047 forwards Insp Repts 60 327/8fl*53 & 50 328/00-63 on 001104-12 Viola 
tion re failure to follow procedures concerning tost procedure caution steps noted No 
notice issued since diacrolionary enforcement crllorio met 

MCCOY.fr Region 2, Ofc of the Director 80/12/00 KINGSLEY.OD Tennessee 
Valloy Authority 2pp 4707G 197-47876 214 

-6812210053 Insp Ropls 60 327/80 53 & 60-328/00 53 on 801104-12 Violation 
noted Major areas Inspected.roactor physics testing 

LONG, A R . WATSON, L Region 2. Ofc of the Director 88/12/00 16pp 47078199 
47876 214 

6B122 10293 Confirms B81206 telcon re enforcement conference on 081219 in 
Rookvillo.MD to discuss apparent deficiencies In actions to prevent &/or mitigato ef- 
fects of oxcessivo post-trip RC8 cooldowns, boll) pest & present Proposed agenda 
end 

MCCOY.F R Ofc of Special Projects 88/12/08 KINGSLEY, O.D Tonnossoo Valley 
Authority 3pp. 47081 326 47881 '328 

8B1 2220228 Ack receipt of 8811 1 1 Itr informing NRG of steps taken to correct violations 
noted in Insp Repts 60-327/88 44 & 50 320/80 44 

MCCOY, FR Ofc of Special Proects 80/12/00 KINGSLEY.OD Tennessee Valloy 
Authorily 2pp 47903 041 47003,044 

6B121S0103 Responds to NRC 801028 Ur re open Items noted in Insp Repls 50-327/ 
80 02 8 50-328/80-37 No new util commitments provided to Inspector Followup Item 
60 327,328/88-37-02 & Unresolved Item 50-327,328/68 37-01 concerning high Im 
pedance faults 

GRIOLEY.R Tennessee Valloy Authority 88/12/09 Document Control Branch (Docu- 
ment Control Desk), 3pp 47816.358 47816 360 

8812210099 Forwards Insp Repts 50 327/80 40 & 50-328/88-49 on 881026- 11 01 .Vio- 
lations noted met NRC enforcement policy criteria A therefore no notice of violation 
Will be issued, 

MCCOY, F R Region 2, Ofc of Ihe Director 68/12/13 KINGSLEY.OD Tennessee 
Valley Authority 2pp 47876 248 47876 279. 

-8812210102 Insp Repts 50-327/B8-49 & 50-328/08 49 on 081029-1101, Violations 
noted.Major areas Inspected control room observation & operational safety 
VO rificallon, Including operations performance, safoguards, housekeeping & sys hnoup 
JENISON.K , WATSON, L Region 2, Ofc of the Director 08/12/06 29pp 47076 251- 
47076 279 


R. Periodic operating reports & related correspondence 

8812080200 "Annual Environ Operating Rept for 870915 080914." W/681205 Mr 
GRIDLEY,R Tennessee Valley Authority 88/09/14 Opp 47756 190-47756 205 

8611290082 Monthly operating repts for Oct 1988 for Sequoyah Nuclear Plant W/ 
0811 U Itr. 

SMITHES J , DUPREE.DC Tennessee Valley Authority 88/10/31 46pp 47664 286- 
47664 330 


S Reportable occurrences, LERs 8 related correspondence 


0011300488 Confirms 081117 conversation on actions taken re deloctlon of polychloii- 
natod biphenyls In low vol waste treatment pond Suggestion to treat pond contents w/ 
chemicals to facilitate colloidal sedimentation offers promise 
SCHMiERQACH.M Tennessee Valloy Authority 88/11/23 STEW ART, PL Tonnoa- 
soo, State of 2pp 47671 310 47671 311 

8012070223 LER 80 010 02 on 871 221, electromagnetic interforonco caused spurious 
high radiation spikes resulting in two containment ventilation isolations Caused by 
oloctromagnetic interference in radiation monitor cables W/001201 Itr 
NAtK.JA, SMITH, SJ Tennessee Valley Authority 88/12/01 Bpp 47746 001- 
47746 006 


0812070226 LER 07-009 02 on B71205.otaclfoma9nQltc interference caused spurious 
high radiation spikes resulting in two containment ventilation isolations Samjile gas 
proMlor replacement increased from once every 24 h to every 4 h W/0812Ot Hr. 
NAIK,JA, SMITM.SJ Tennesseo Valloy Authority 88/12/01, Bpp 47747 117- 
47/47 121 


6612070230 LER 87 000 03 on 871 12 7, containment ventilation Isolation occurred due to 
spurious high radiation spike Caused by efectromagnoilc intorferonce in cables Design 
changes to iodine & particulate alarm circuit Implemented W/881201 Itr 
NAIK.JA, SMITH, SJ Tennessee Valloy Authority 08/12/01 7pp 47746 256- 
47746 262 


0612200061 LER 87 010 02 00 001221, two conlainmenl ventilation isolations occurred 
due to spurious high radiation spikes Caused by electromagnetic interference 
generated Design changes implemented W/0B1201 Ur 

NAIK.JA, SMITH, Sj Tennesseo Valloy Authority 08/12/01 6pp 47062 190 
47062 IDS 


8612200151 LER 07 009 02 on 871205, two containment ventilation isolations 
occurred Caused by electromagnetic Interference induced to radiation monitor detec- 
tor cabto Design changes implomonled W/801201 Itr 

NAIK.JA, SMITH, SJ Tennessee Valloy Authority 68/12/01 5pp 47064‘311- 
47064 316 


0812140246 LER 80 040 00 on 00 11 17, containment ventilation Isolation (CVI) 
occurred Cause alUibuled to power failure to lower containment air monitor gaseous 
channel Operations personnel verified that CVI not result of high radiation W/0 01 208 
Ur. 

NAIK.JA, SMITH, SJ Tennessee Valley Authority 80/12/00 5pp 47014.176- 
47814 180 


8612140250 LER 80 030 OO'on 061 109, Train B containment ventilation Isolation 
occurred Caused by Incomplete labeling of terminals & wires on terminal block, Design 
change to rewire terminations in panel 0 M-12 to bo implemented W/081200 Ur 
FENN.K.W, SMITH, SJ Tennessee Valloy Authority 80/12/00 6pp 47002.270- 
47002275 


DOCKET 60-329 MIDLAND PLANT, UNIT 1 


A. Appllcotlon/conslructlon stage documonta & correspondence 


601126OO4B Generic Ltr 06-20 to ail licensoos holding OU & CPs for nuclear power 
reactor racililles re individual plant exam lor severe accldoni vulnorablhiles Sve list 
end 

CRUTCHFIELD, D Associate Director lor Projects (Post 870411) 80/11/23 Consoli- 
dated Edison Co of Now York, (nc 01 pp 47720 303 47720 024 


Q. Inspection reports, IE Bulletins & correspondence 


8811160211 NRC Info Notice 08 090, •'Unauthorized Removal of Industrial Nuclear 
Gauges *' Sve list end 

CUNNING HAM.R E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/11/22 Consolidated Edison Co of New York, Inc 90pp 47708 255 47708 267 

6S1 1160467 NRG Info Notice 88-091, “Improper Administration & Control of Psychologl 
col Tests ■’ Sve list end 

ROSSI, CE Division of Oporational Events Assessment (Post 070411) 80/11/22, 
Consolidated Edison Co of New York, Inc. lOIpp 47700.042-47700 142, 

BB1 1290030 NRC Info Notice 88 003, “Teletherapy Events “ Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
80/12/02 Consolidated Edison Co of Now York, Inc. 112pp 47811-103 47811-215 

0811260538 NRC Info Notice 08-094, “Potentially Undersized Valve Actuators" Svo list 
end 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 00/12/02 
Consolidated Edison Co of New York, Inc. 121 pp 47700 143-47700 254. 

0812020207 NRC Info Notice 88 095, “Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svo list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/08 
Consolidated Edison Co, of Now York, Inc 112pp, 47607-191-47007.302 


S Rirportable occurrences, LERs & related correspondence 


8312200139 PNO Ml 80-101 on B81207,util & Bechtel announced signing of agreements 
for jointty owned company to acquire facility & to resolve oulstanaing claims ossociat- 
ed w/ Midland Nuclear Plant const project Slate of Ml will bo informed 
BURQESS.O,. AXELSON.W Region 3, Ofc of the Director 06/12/06 Ip 47870 340- 
47070 340 
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OCKtT 50-330 MIDLAND PLANT, UNIT 2 


A, ApplJcaUon/consIfucUon stage (tocumenta A correspondence 

88112800^8 Genenc Ur 68 20 10 all l(cen5ees holding OLs & CPs for nuclear power 
reactor laciuues re individual plant exam loi sovem accident vulneiabiliWs Svc list 

CRUTCHFlELD.D Associals Director for Projects (Post 670411) 88/11/23 Consoli- 
dated Edison Co of New York. Inc 6fpp 47728 303 47729024 


0 In&pecUon reports, IE Gultetlns & correspondence 

8811160211 NRC Into Notice 86-090. ‘ Unauthorized Removal of JnduSina) Nuclear 
Gauges ” Sire Ti$\ end 

CUNNINGHAM, RE Division of Industrial A Medical Nuclear Safety (Post 870729) 
68/11/22. Consolidated Edison Co of New York, Inc 99pp 4770B 255 47700 257 

8811160487 NRC Info Notice 08 091, "Improper Admimslralion & Control of Psychologi 
wl Tests " Sve list end 

ROSSt.CE Dnnsion of Operational Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co of New York, tnc lOIpp 47700042-47708 |42 

8811290030 NRC Info Notice 88 093. "Telelherapy Events " Sve fist end 
CUNNINGHAM.R E Division of fnduslnal & Medical Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of New York, fnc 112pp 47811 103 47811 215 

8811290538 NRC fnfo Notico B8 094, "Potentially Undersized Valve Actuators " Sve list 
end 

ROSSI.CE Dwisfon of Operational Events Assessment (Post 870411) 68/12/02 
Consolidated Edison Co of New York, tnc 121pp 47708 143 47708 254 

8812020287 NRC Irfo Notice 66-095, "Inadequate Procurement Requiremonis Imposed 
by Ucofisees on Vendors *' Sve list end 

ROSSt.CE Divisjon of Operalional Events Assessment (Post 870411) 88/12/08 
Consolidated Edison Co ot New York. Inc 1 12pp 47807 191 47807 302 


6811290424 Responds to WC Rolhert 081031 Ltr to AS Davis fa aliogatfons of druq 
by util employees Concurs w/ltcensoo findings that allegations uirsubstantiated 
GREENMAN.EG Region 3. Ofc of tlio Director 68/11/23 LIU.L Iowa Elecinc Uk 
& Power Co Ip 4/657 325-47657 325 ^ ^ 

8812010211 Forwards Amend 155 to License DPR-49 & safety evaluation Amend re- 
vises Tech Specs to reflect improvamenls In accident monitoring mstrumeataii^n 
made as part of util OCRDR program long term enhancoments 
HALL.JR Project Directorate 1113 88/11/30 LIU.L Iowa Electric Light & Power Co 
2pp 47702 328 47702 342 ^ 

-8812010213 Amend 165 1o Lfeense DPR 49,rovls(ng Tables 3 2 F,3 2 H & 42 H oi 
Tech Specs to reflect proper rangos.suiVQillanco roqulromonls & nomenclature ol con 
tainment water level & pressure, torus wnlor love) & temp mstrirmontation 
HANNQN,JN Proloct (directorate llt-3 86/11/30 9pp 47702 330 47702 336 

-0812010216 Safety evaluation supporting Amond 155 to Llconse DPR-49 

• Office of Nuclear Reactor Regulallon, Director (Post 67041 1) 66/11/30 4 pd 
47702339 47702 342 

8012090104 Forwards Amond 166 to license DPR-49 & safety evaluation Amend re 
vises Tech Specs by changing setpoint for unlnterruplibfo oc & Inslrumont ac s/s m 
dofvoltage relays to rofiacl mod of power supplies per Rog Guide 1 97 
HALL.J R Protect Directorate )]) 3 66/12/07 DU.L Iowa Eloctrlc Light & Power (>) 
3pp 47781 332 47781 344 

-8812090167 Amend 156 to License DPR-49, revising Tech Specs by changing set 
points for uninlerrupliblo ac & Instrument ac ays undorvollago relays to roflecl mod of 
sys power supplies to conform to Reg Guido 1 97 

HANNON, J N Project Directorate 111 3 08/12/07 7pp 47781 335 4 7781 341 

-8812090169 Safety evaluation si^portlnn Amond 156 fo Llconso DPR 49 

• Office of Nuclear Reactor Regulation, Direclor (Post 870411) 88/12/07 3pp 
47761 342-47781 344 


0 Inspection reports, IE Dulletins & corresponderico 


S, Reportable occurreacee, ICRs & related correapondence 

6812200139 PNO-111 68 101 on 861207,util 8 Bechtel announced signinQ of agreements 
for jointly owned company to acquire facility & to resolve outstanding claims assoclat 
ed w/Micfland Nuclear Plant const project Slate of Ml will be informed 
BURGESS.Q Regteft3.0fcoUhsOitec\of 66/12/06 Ip 47670 340-47870 340 


DOCKET 6^331 DUANE ARNOLD ENERGY CENTER 


6812020182 Forwards Safely fnsp Ropt 50 331/86-19 on 880908-1031, Violations 
noted 

AXELSON.W.L Region 3, Ofc of the Diroclor 68/11/17 LIU.L Iowa EIqc I nc Light 4 
Power Go 2pp 47722003-47722.113 

-8812020163 fnsp Ropt 50 331/06-19 on 660906-1031 VIolalion noted Major areas 
Inspected followup of core Insp module, corrective actions for violations & 
deviat(ons.on8lte followup of events nt operating power reactors & maint & surveil 
lanco 

JACK(W,IN Region a. Ofc of (he Director 08/11/16 19pp 47722 095-47722 113 


F. Security, medical, emergency & fire protection plans 

0812020224 Rev 13 to Emergency Plan Implementing Procedure EPIP 1 2 & revised 
corporate plan Implementing proceduros.Including Rev 8 to CPIP 1 2,Rev 4 to CPIP 
1 4,flevs 3 to CPIP 4 3 & 5 1 A Rev 7 to CPIP 5 2 W/081 1 14 ltr 
SWAILS.SL Iowa Electee Utehl & Power Co 88/11/14 136pp 47718 071- 
47718 206, 

8812130044 Forwards Emergency Operating Procedure (EOP) Insp Rept 60 331/68-200 
on S0O8OM2£xecuLve summa^ end giving overview ol Insp findings In each area 
reviewed Response w/ firm commitmenls for issuing revised EOPs requested 
HOLAHAN.G Division of Reaclor Projects - IIJ.IV,V & Special Projects (Post 870411) 
88/12/02 LIU.L Iowa Electric Light i Power Co 6pp 47792 159 47792; 192 

^8812130048 Emergency Operating Procedure Insp Repi 60 331/88 20 on 880001- 
12 No violabons rwled Major areas Inspected licensee program for Implemenbna 
emergency operating procedures as required by NUREQ 0737,SuppI 1 
OYER.J E , SMITH,/ D , HALL.J R Division of Reactor fnspecljon & Sa 
870411) 80/11 /22- 20pp 47792 1 65 47792 1 92 


r rnspeclmn & Safeguards (Post 


8812210387 Ack receipt ol 880923 Rev 8 to Duano Arnold Energy C(r emergency 
plan Rev consislenl w/10CFR50 54|g)& acceptable ^ 

GREGER.LR R^ion 3. Ofc ot tee Director. 60/12/14 DU.L Iowa Electric Uaht & 
Power Co 2pp 47881 324 47881 325 , p tn. lo a 

H. General correapondence 

88120500S9 Comment on proposed rule 10CFR26 re fitness for duty program Delailed 
comments on rule oncl » r 

ROTKERT.W C tewa Electee Light & Power Co 86/11/29 CHIIK.S J Office ol tee 

Secretary of tee Commission 4pp 47695335 47695338 

P. Operating ficente stage document 8 correapondence 

* “'“IV evaluation Amend re- 
loading for Cycle 10 operation 

^ ® * Peivef Co 

DPfi-^.-evlaing Teel, Specs to relleot new core 
HANNON,JN Project Directoralfl IIJ-3 88/11/22 9pp 47699 343 47699,351 
-881^10127 SafeW evaluation supporting Amend 154 1o Ucenso OPR 40 
47^"352®476M 350”“‘'°' 8704,1) 88/11/22 5pp 

B8I1280O4J Generic l» 68-20 to ell licensees holdine OU & CPs for nudear now.. 
Individual plant exam for severe accident vulnemtemiee s5cT»l\ 

Associate Director lor Projects (Post 870411) 88/11/23 ConBjoii 
dated Edison Co of New York, Inc 81 pp 47728 303 47729 024 ^ ^ uonsolf- 


0811300502 Responds to notice of violation & proposed Imposilion of civiJ penalty in 
amount ol $50,000 CorrecDvo actions util has lakon stops to preclude futuro inslalla 
tlon ot unqualified butt splices In drcuits.pot t0CFB5O.49 
ROTHERT.WC Iowa Efeclrlc Light & Power Co 06/11/21 LIEBERMAN.J Ofc of En 
lotcemern (Post 870413) 6pp, 47676 105 47676 1 10 

8B1 1180211 NRC Info Noljce 08 090, "Unauthorlzod Removal of Industrial Nuclear 
Gauges “ Sve fist encf 

CUNNiNGHAM,R E Divlafon of Industrial & Medical Nuclear Safety (Post 870729) 
88/11/22 Consolfdatod Edison Co ol Now York, tnc. 99pp 47706 255 477DB 257 

0811160467 NRC Info Notice 88-091, "fmpropor Admin is t ration & Control of Psychologi 
cal Tests" Sve fist end 

ROSSI.CE Division of Operational Evonis Assassmont (Post 870411) 00/11/22 
Consofidaled Edison Co of New York, fnc 101 pp. 47706 042-47708:142, 

881 1300007 Fonvards "Duane Arnold Energy Cir Safety Sys runctionaf Insp HPCI Sys," 
final rept 

ROTHERT.WC. Iowa Eloctrlc Light & Power Co. 00/11/22 DAV/S.A,B Region 3, Ole 
of the Director. 2pp 47601 065-47601.122 

-881 ^00009 "Duane Arnold Energy Clr Safety Sys Functional Insp HPCI Sys '* 

ERG jmernallonaf, tec. 88/IO/0I 56pp 47681.067-47601 -122 

8812020146 Forwards Safety Insp Rept 60-331 /a6-26 on 681010-13 & 24-28 No viola 
lions noted 

AXELSON.WL Region 3, Ofc of the Director. 08/11/22 LIU.L fowa Electric Light & 
Power Co 2pp 47710 336-47710 344 

-8812020148 Insp Rept 50-331/80-26 on 081010-13 8 1024-28 No violations 
ca Inspscted.QA program Implemenialion & licensee self-assessmeni 

SJHRUM.D L , JACKIW.I N Region 3, Ofc of the Director. 88/11/22 7pp 47710338- 
47710,344 

8B12010017 Documents results of visual oxam of core spray spargers performed during 
cwenl refueling oulage.per IE Bulletin 60 13- 

^ Electric Light & Power Co. 60/1 1/23 DA VIS, A B Region 3. Ofc 
of the Director 2pp 47702.306-47702 307 

® Notice 88-093, "Telolherapy Events " Sve fist end 

Division of Industrial & Medical Nuclear Safety (Post 670729) 
88/12/02, Consolidated Edison Co of New York, Inc 112pp. 4761 1*103 47811 215 

NRC Info Notice 68 094, "Pofenlially Undersized Valve Actuators " Sve list 

Operalional Events Assessment (Post 870411) 88/12/02 
Lonaolidated Edison Co, of New York, tec, 121pp 4770a‘143 47708.254 

Emergency Operating Procedure (EOP) Insp Rept 60-331/88 200 
o ’y « summary end giving overview of insp findings In each area 
^ ^^*2) commitments for issuing revised EOPs requested 
S Reactor Projects - Special Propels (Post 870411) 

88/12/02 UU.L tewaEtectec Liglit & Power Co 6pp. 47792*159 47792 192 
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-8012130040 Emorgercy OporaUng Pfoceduro Insp Ropt 50 331/80 20 on 8B0B01 
12 No v^olaltons noted Major areas inspected licensee program for implementing 
emergency opofatino procedures as required by NUnEG-0737,Suppl l 
DYERJ E , SMITH, JD , HALL.J R Division of Reactor Inspection & Safeguards (Post 
87Q4n> 80/11/22 20pp 47792 165-47792 192 

0312130011 Ack receipt of payment for civil penalty Imposed by NRG on 081021 in 
amount of $50,000 Corrective actions will be examined during future insp 
LIEBERMANJ Ofc of Enforcement (Post 070413) 88/12/06 LU.L Iowa Electric 
Ugbl A Power Co Ip 47792 133 47792 133 

8B 12020287 NRG Info Notice BQ 005. “Inadequate Procurement Requirements Imposed 
by Licensees on Vendors ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411), 88/12/00 
ConsoTidated Edison Co of New York, Inc 112pp 47007 191-47807 302 

6B1220D215 Concludes that Cycle 9/10 refueling outage wold insps performed to meet 
guidelines of Generic Ltr 88 01 & other applicable NRC occeptanco cnioria rinding 
conimgenl upon approval of request for deferral of insp of addi RWCU wetds 
HALL.J R Project Diroctoralo III 3 80/12/15 LIU.L towa Electric Light A Power Co 
4pp 47868 356 4786B 359 

8812210032 Approves uti! 001021 request for relief from Inspecting 92 RCWU wolds for 
IGSCC during Cycle 9/10 refueling outage Insp can be deferred until next refueling 
outage 

HANNONJN Project Diroctorale III 3 80/12/15 LIU.L Iowa Electric Light A Power 
Co 3pp 47080 266 47000 268 


S neportable occurrences, LERs A related correspondence 

00122301 S3 LER 80*007 00 on 080706, difficulty e^erloncod when attempt made to re 
calibr standby emergency diesel generator sys Caused by high & low switches being 
improperly assembled by mfg Personnel corrected assembly deficioncy,W/BB0817 Ur 
SMITH.Bk, HANNEN.R L (owa Electric Light A Power Co 88/00/17 Opp 
47911 078 47911085 

8B11299504 LER 8B-016 00on 681018, discovered several ESP actuations occurred 
when ono 4160 essential bus was inadvertently de energized Cause by inadequate 
design of degraded voltage detection circuit Automatic actuations reset W/001 116 Ur 
SMITKQK, HANNEN.R L Iowa Electric Light A Power Co OB/11/16 DAVIS, AO 
Region 3, Ofc of the Director 8pp 47663 046-47663 053 

B012O2O21O LER 80-013 OO'on 8B1 026, spurious actuation of Yarway level switch com- 
bined w/actuation of second level switch resulting In actuation of core soray A emer- 
gency diesel generator Caused by improper sealing of switch W/fl81125 ltr. 
PROBST.JR, HANNEN.R L Iowa Electric Light A Power Co 00/11/25 DAVIS, A B 
Region 3, Ofc of the Director lipp 47710.350 47710 360 

fiB12Q70250 LER 80-016 01 on 801017.ESF actuation A loss of essonlial bus duo to In- 
adequate degraded voltage detection (ogle design Caused by Incorrect operator action 
A inadequate design of degraded vollago detection circuit W/081 129 Ur 
SMITH, B.K. HANNEN.R C Iowa Electric Light A Power Co 00/11/29 Opp 

47745 222-47745 229 

U012UO232 LER 08 017 00 on 601106, plant shut down for Cycio 9/10 refuel outage 
when primary containment Isolation sys half Group 111 (“B” side) isolation 

recoivcd Caused by failure of normally energized relay (Ge CR120A) W/QG12D5 Ur 
AXLINE.JS, HANNEN.R L Iowa Electric Light A Power Co 06/12/05 4pp, 

47800.330 47BOO’333 

8812140044 PNO-III-8Q 098 on 8811 21, pinhole leaks In control rod drive hydraulic linos 
Identiriod.Causod by chloride externally Induced stress corrosion cracking Lonklng hy- 
draulic lines removed A roplacoments planned 

DANIELSON,D, HARRISON, J. Region 3, Ofc of the Director 06/12/06 Ip 

47797 220 47797‘2a0 

8812140254 LER 60 018 OO.on 88 1010, reactor protection ays trip A Group I through V 
iaolallona recolved.Casuod by apparent spurious signal within eloctrlcal protection as- 
sembly breaker concurrent w/survolllanco testing W/661207 ltr 
AXUNE^J.S, HANNEN.R L Iowa Electric Light A Power Co 88/12/07 DAVIS.AD 
Roplon 3, Ole of the Director 4pp 47821-057 47821.060 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency A fire protection plana 

0912200073 Forwards response to NRC 001116 Ur re violations noted In Insp on 
830926-30 End withheld (ref 10CFR73.ai). 

CONVERSE.R.J. Now York Power Authority (formerly Power Authority of the Stale of 
New York) 68/ 12/ 14. Document Control Branch (Document Control Desk). Ip 
47861.050 47861.058. 


H. General corroapondence 

8012010423 Commonl on proposed rule 10CFR26 re Fitness for Duty Program Ulil has 
conslilutional concerns re proposed random testing which should be fully addressod 
prior to rule being promulgated Endorses NUMARC A EEI comments 
BRONS.J.C New York Power Authority (formerly Powor Authority of tlta Stale of New 
York) 80/11/18. Docketing A Services Branch 12pp 47679 292-47679 303 


P. Operating license stage documents A correspondDnee 

8811230192 Grants temporary waiver of compliance from Tech Spec Surveillance Tests 
4.7. A 2 a (10) A 4,7.A Z.f.per 881109 request re Integrated leak rale tests. 

BOGER.B.A, Assistant Director for Region I Reactors 68/11/10, BRONS.J.C Now 
York Power Authority (formerly Power Authority of the State of New York) 6pp 
476 57-243-47657.240. 

8811200040 Qonerlc Ltr 00-20 to all licensees holding OLs A CPs for nuclear power 
reaclor facilities re individual plant exam for severe accident vutnerabititles Svc list 
end. 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 08/11/23 Consoli- 
dated Edison Co. of New York, Inc. 81pp 47720 303 47729 024 


8B1 2000096 Forwards notice of conslderalion of issuance of amend to OL A NSHC de- 
termination A opportunity for hearing re 881109 request to eliminate primary contain- 
monl leak rale tests required by Tech Specs during 1900 refueling outage 
LABARGE.DE Proioct Directorate I 1 88/11/29 BRONSJC New York Power Au 
thorily (formerly Power Authority of the State of New York) Zpp 47754 094- 
47754 117 


->8812000090 Notice of consideration of Issuance of amend to License DPR-59 A pro- 
posofl NSHC determination A opportunity for hearing re 881109 request to amend pri- 
mary containment leak rate requirements per Tech Specs 4 7 A 2a(10) A 4 7 A 2 f 
IJ^BARGE.D E Project Directorate 1-1. 60/11/29 lOpp 47754 006 47754 117 

8012090097 Forwards SER re ulit 831109 A 040029 responses to Generic Ltr 03- 
28,ltem 2 1 (Part 2) which Involves conflrmalion of vendor interface program w/NSSS 
vendor for components required for reactor trip function Responses acceptable 
LABARGE.OE Project Dlreclorate I 1 80/1^^06 BRONS.JC Now York Power Au 
thofity (formerly Powor Authority of the State of Now York) 3pp 47762 244* 
47762 255 

>•8812090096 SER supporting util response to Generic Ltr 03 20, Item 2 1 (Part 2) re 
confirmation that vendor Inlorfaco program exists w/NSSS vendor for componanls 
that are required for performance of reactor trip function 
* NRC - No Detailed Affiliation Given 00/12/06 Opp 4776? 247 47762 255 

8012220062 Fonvards corroctod 881129 notice of consideration of Issuance of amend 
to License DPR-59 A proposed NSHC, changing dale in second column from 090106 
to B0 1222 

LEBARQE.DE Project Directorate I 1 80/12/14 BRONS.JC Now York Power Au- 
thority {formerly Power Authority of the State of New York) 2pp 47903 191- 
47903196 

-8012220067 Corrected notice of conslderalion of issuance of amend to License DPR- 
SO.changmg date In second column from 890106 to 681222 
LESAR.M T Regulatory Publications Branch 66/12/08 4pp. 47903 193 47003 196 


Q. Inspection reports, IE Bulletins A correspondence 


8011200039 Corrects typos in 870916 response to IE Bulletin 87-001, “Thinning of Pipe 
Walls in Nuclear Power Plants “ 

C0NVERSE,R J Now York Powor Authority (formerly Power Authority of the Slate of 
New York) 07/10/05 Region t. Ofc of the Director 2pp 47649 243 47649 243 

6011290992 Forwards Safeguards Insp Rept 50 333/08 19 on 080026-30 Noncompli 
enco nolod Partially withheld App A end 

BELLAMY.RR Region 1, Ofc of the Director 80/11/15 CONVERSE, RJ Now York 
Powor Autfrorily (formerly Powor Authority of the State of Now York) 2pp. 47660 060 
47660 003 

-6012160130 Partially dolotod notice of violation from Insp on 800020-30 Violation 
noted access control to containment for aultiorized personnel A matt not maintained 
when frequent access permlUed Safeguard info withhold per 10CFR73 21 

• Region 1, Ofc of the Director 80/11/15 2pp 47660 082-47666 093 

-6011290390 Safeguards Insp Rept 50-333/80-19 on 000926-30 Violations noted Major 
areas Inspected security plan A procedures, records A ropts.testing A maint, locks, keys 
A combinations A barriers protected area Portions delotod (ref 10CFR73 21) 
MASNYK.OM, MADDEN, J, KEIMIQ.R R Region 1, Ofc of the Director 00/11/15 
lOpp 47666 004-47660 093. 

6B1 1300317 Forwards Insp Rept 50 333/68-20 on 061011 A notice of violation 
RUSSELL,WT Rogion 1, olc of the Director 80/11/16 CONVERSE, RJ New York 
Power Authority (formerly Power Authority of the State of New York) 2pp 47701 326- 
47701 332. 

-8611300323 Notice of violation from insp on 061011 Violation noted waste shipment 
of solidified rosin transferred for disposal, but not completely solidified A contained 
7 6% plcollnlc acid 

• Rogfon 1, Ofc of the Director 68/11/16. ip 47701 320-47701 326 

-8811300326 Insp Rept 50 333/06-28 on CB1 107. Violation noted Major areas 
Inspected.Chem-Nuclear Sy8,lnc, burial site at Barnwell, SC 

FURIA,J, PASC(AK,W Rogion 1, Olc of the Director 08/11/09 4pp 47701 329- 
47701 332 

8811230192 Grants temporary waiver of compliance from Tech Spec Surveillance Tests 
4 7 A 2.a,(10) A 4 7.A 2.lj)Gr 801109 request re integrated leak rale tests. 

BOGER.BA Assistant Director for Rogion I Reactors 86/11/18 BRONS,J.C. Now 
York Power Authority (formerly Power Aulliority of the Stale of New York) Opp 
47657.243-47657 248 

8311290540 Forwards Safely Insp Rept 60-333/06 26 on 061011-14 A notice of viola- 
tion 

DURR.JP. Region 1, Ofc of the Director. 86/11/21, CON VERSE, RJ New York 
Powor Aulfiorily (formerly Power Auttiorlty of (he Slate of New York), 2pp 47650.105- 
47650*196 

-6811290551 Nolico of violation from insp on 00101 1-14 Violation noted noted installed 
half-fapped layers of Okonite cable splices less than 3/6 1/2 inch half-lapped layer 
required per qualified configuration. 

• Region 1. Ofc of the Director 88/11/21 ip. 47650 107-47650 187 

-8811290553 Insp Rept 60-333/80-25 on 801011-14 Violation noted Major areas 
Inspected status of previously identified open Items A adequacy of licensee response 
In resolving Issues 

PAOLINO.RJ,, LARA.J, ANDERSON,C,J Region 1, Ofc of the Director 00/11/01. 
9pp 47660 188-47650 106 

8811160211 NRC Info Notice 88 000, “Unauthorized Removal of Industrial Nuclear 
Gauges “ Svc list end 

CUNNINGHAM,n E DMaion of Industrial A Medical Nuclear Safety (Post 070720) 
88/11/22 Consolidated Edison Co of Now York, Inc 99pp 47708 255-47706 257. 
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sett t60-iS? fiRC fnh Not CO flS 09t Improper AdrtunisUalton & Control of PsyCholoQj 
c^Tosis' S.ci'Sffenci ^ 

flOSSiCE D»vjsjon of OparfiLonal Events Assessment (Post fl704f1) 68/11/22 
Consol dited Edison Co of Ne^ Yorl<. fnc lOtpp 4770& 042-47708 142 

8812080260 ror.»rafds Msp Rcpt 50 333/88 22 on 681031-1104 No viofalions noted 
QELUMYFin RetiiOfi 1, Ofc of thg Director 86/11/30 CON VERSE, RJ New York 
PjAer Autfi-cnty (formed/ PoAcr Auldonly of Ihe Stale of Ne»v York) 2pp 47735 01 S 
47735 026 


R Perfodtc operotfng reports & rehted correspondence 


8812180ui0 Monthly opernling ropi for Nov 1988 for JA Fitzpatrick plant W/a 812 
COOK.J . CONVERSt.R J New York Power Anthonty (formerly Power Aulhorjtv ot 
State of New York) 00/ 1 1 /30 6pp 47B49 1 50 47049 1 64 ^ 


5 P'^portabJo occurrences, LERs A related correepondence 


-8812060261 fnsp Rept 50 333/88 22 or^ 881031 1104 No viotatiofis noled Ma|or 
areas inspected o'jfaga radological controls insp 

THOWAS.W V, O'CONNELL.PV, SHANBAKY.M Region 1. Ofc of the Director 88/ 
11/29 6pp 47735 021 47735 026 

Ml 1290030 NRC Info Not co 664)93, "Tolethefapy Events " Sve ksl one! 
CUNNiNGHAM^RE Drvls-on of fnduslnaf & Medical Nuclear Safely (Post 870729) 
89/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47611 215 

8811290538 NPC trxlo Not'ce 88 094. ' Potontiai'y Uride'siied VaNe AOuaWrs” Sve list 
enci 

ROSSI.CE Civision of Operational Events Assessment (Post 870411} 68/12/02 
Consolidated Edison Co of Now York, Inc 12tpp 47708 143 47706 254 

8812050058 Ad«i5t.s that Planned Mainl Sysjnc ind'cated that util purchased Class iE 
components cr sves for plant Util should lake appropnafe action to ensure that com 
pononfs in compiianoa w/NftC requremonls 

CAPRA, R A Proisci Droctorale M 88/12/02 DRONSJC New York Power Authority 
(formerly Power Authonty of the State of New York) 7pp 47732 063*47732 07t 

8812120066 Fofwa.ds Safety (nsp Rept 60 333/88 27 on 881031-1 104 No violations 
noled 

MARIIN.TT Reoicn I, Ofc of the Dvecior 68/12/04 CONVERSE, RJ New York 
Power Authonty (fonnerty Power Authonty of Iho State of New York) 2pp 47760 166 
47780 173 

-8812120069 hsp Rept 50 333/86 27 on 881031-1 104 No violations notod Ma[of 
areas mspoclod exam of IGSfX conducted during 1988 outage & repair of in vessel 
core spray pipe crack 

WCQREARTY.fi A„ STROSNIOER.J R Region 1, Ofc of the Director 88/12/01 6 pd 
47780 168 47780 173 


8812130001 Responds to NRC 881103 fir re viotabons noted in (nsp Rept 50 333/88 
17 CorrectrvG actionsfuel reloading stopped A cnlique held when inadvertenl rod In* 
sortjon occurred 

CCfiVERSE.R J New York Power Authority (formorfy Power Authonty of the State of 
New York) 83/12/05 Document Control Branch (Oocumont Control Desk) 4pp 
47702 290 47792 302 


8812150)26 Responds to NRC 881020 Itr re violaliona noted in Insp Rept 50 333/08- 
1 5 Corrective actions formal train-ng to be conducled w/personnol Involved rn pipe ul 
Irasorvic lesLng exams 

CONVERSE, R J Now York Power Authonty (formerly Power Authonty of the State of 
New York) 88/12/05 Document Control Branch (Document Control Desk) 7oo 
47626 257-47826 263 


8812090097 Forwards SER re util 831109 & 840629 responses to Generic Llr 83 
2a.ltem 2 1 (Part 2) which invoNes conRfmatwn of vendor interface proarem w/NSSS 
components required for reactor tnp function Responses acceptable 
U0 ARQE.de Projoct Directorate J 1. 68/12/06 BRONS.JC New York Power Au 
Authonty ot the State of Now York) 3pp 47762 244* 

47762 255 


8811300603 LER 08 009 00 On QBi021.(noporabfo ECCS aroa cooling due lo l^d- 
equate procedures Other causes to bo rtotormlnod during evaluation of roi 
causes Coolers rustorad to opornblo status by cleaning, flushing & lasting W/6d1 127 
Hr 

CHILDS, W V„ CONVERSE.R J Now Yor)( Power Authority (formerly Power Aulhont^ 
of the Slate of Now York) 86/1 1/22 lOpp 4 7676 189 47676 107 ' 

8812010145 lER 06 010 00 on 80 1029, reactor safely roliaf vatva setpoint diift 
discovered Cause unknown No corrective action necossary W/8Q1 128 Hr 
CHILDS, W V , CONVERSE.R J Now York Power Authority (formerly Power Authorty 
of the State of New York) 08/11/29 4pp 47703 2/3 47703'?76 ^ 

8012080013 LER 68 011 00 on 661031, top of operating 115 kV offsfto rosenro 
tine resulted in short toss of alternating curroni power Caused by momentary fault on 
115 kV line Sys restored to normal W/881 130 Nr 

CHILOS,WV„ (CONVERSE, RJ New York Power Authority (formorly Power Authonty 
Of the Slate of New York) 08/1 1/30 5pp 47/57 162-47767.166 

8812080053 PNO-f 88 122 on 88 1202, Com men cement of reactor shutdown to support 
main turbine genaralor detuning planned to correct resonant frequency at normal op- 
erating speed of low pressuro turbine rotor Rotor will be detuned, 

SCHMIOT.W, JOHNSON J, Region 1, Ofc of l/io Director. 88/12/02. 1p 47783,225- 
47/83 225 

8812130301 LER 88 012 00 on tt81109,ESF aclualion during transfer of power sources 
occurred Duo to procedural deficiency Isolation signal reset & shutdown coolirve 
reestablished W/ 881207 Hr 

CHILDSpVW, CONVERSE.R J, Nov/ York Power Authority (formerly Power Authonly 
of the State of New York) 88/12/07 4pp 47796 248-47796 251 


DOCKET 50*334 BEAVER VALLEY POV/ER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8812120083 Forwards summary of util etfofls to date & projected schedule for comple- 
tion re fire damper qualificalion status 

SIEBER.JD Duquosne Light Co 08/11/30. Document Control Branch (Documenl 
Control Desk) 3pp 47780' 1 15 47780 1 17 

8812090192 Advises that 860427 Rev 4 to physical aocunty plan consistonl w/provi 
sions of 10CFR50 54(p) & acceptable 

BELLAMY, RR Region 1, Ofc of the Director 80/12/01. SIEBERJ D Duquosna Light 
Co 3pp 47785 033 47785 035 

8812090272 Fonvards Revs 6 to Issue 4 to physical secunty plan Rev withheld (ref 
10CFR27e0(d)& 73 21) 

SIE0ER,JO Duquosne Light Co 80/12/06. Document Control Branch (DocumenI 
ConUol Desk). 2pp 47/85 001*47785 002 


88120^87 NRC fnfo Noljcp 88-095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svohslerwl itHwacu 

ROSSI CB t^sfon of Operational Events Assessment (Post 870411) 88/12/06 
Consolidaied Edison Co oJNew York, Inc 1 f2pp 47807 161-47607 302 

U12210262 Responds Jo NRC 881116 Hr re violaljon noted in Insp Rept 60-333/88- 
28^octive aclron whenever abnomalitles experienced dunng sofidificatron,posilive 
jMihod of verification wit) be used to venfy btlleis condition ^ 

Power Authonty dormerty Power Authonty of the State o1 
47^2^oS-47M2052^ Pocumenl Conuof Branch (Document Control Desk) 2pp 

RespoDds to NRC 881213 Itr re vroJatiorts noted in fnsp Repl 50*333/88 

wS? Authonty (formerfy Power Aulhortly of the State of 

4?BW^^-47858i65^ Document Control Branch (Document Control Desk) 2pp 


8812150006 Forwards Safety fnsp Repls 50 334/08 28 A 60-412/88*22 on 881001* 
11 15 8 notice of violation 

WIGGINS, JT Region 1, Ofc of Ihe Director 00/12/07 SIEBER,J D. Duque&ne Ught 
Co 2pp 47823 019 47823 044 


-8812160011 Insp Repts 50-334/88 28 & 50 412/88-22 on 081001*1115 Violations 
noted Major areas Inspected plant operations, security, radfofogical conlrofs.pfanl 
& flf® prQtecliQn.malnt & surveillanco testing. 

TRIPP, L E Region 1, Ofc of the Director, 88/12/08 23pp 47823 022*47823 044 


H, General correspondence 


opposing proposed rule 10CFR26 re random drug lesiing prow 
* Program Local 142 members can accept & work under Fitness 

contains only jual cause drug lesling provision 
SPFAKMAN.RJ fntornalional Brolherhood of Electrical Workers. 88/11/28. Docket* 
mg & Services Branch. Ip 47670 291.47670 291 


4^1 ^47M1^M^ Df>coment ConUot Branch (Document Control Desk) Ip 


88120200M (^mment opposing proposed rule 10CFR26 ro random testing provision of 
R ness for Duty Program Mombers of Local 142 at plant can accept * work under 
H contains only (usl cause drug testing provision. 

MINSINQER.WJ Inlemationaf Brotherhood of Electrical Workers 88/11/28 Docket 
ing & Services Branch tp 47680.019*47680019 


fnsp Rept 50 333/08-23 on 881006*1125 & notice i 
^Pf®®sod re adequacy of surveiffance lasting for operabili^ of n 
conference wQ be scouted 

1 ' Director 88/12/20 BRONS.JC New York powi 

Authonty o1 the Stale ot New York) 3pp 4%7 O?! 


W1202OO77 Comment on proposed rule 10CFR28 ro Fitness for Duty Program Locaf 
teatina' 0 proposed randofn drug testing Supports Just cause drug 

international Brotherhood of Electrical Workers 88/11/20 Docketing 8 
Services BranOi. tp. 47680 026 47680 026 


d^ation from insp on 801006 1125 Devfailon noted 
unavaitabitily of one 115 kV oh 

' Region i, Ofc of the Director 88/12/20 Ip 47927079-47927 079 

50-333/68 23 on 881006-1125 Oevfa lion noted Malof ax 


P, operating license ataga documents & correspondence 




• A opeca 3/4./,i2 ro snubbers 

Duquesne Light Co. 80/11/17, 7pp 47700 226*47709 231 
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SS11 280048 Generic Ur 6&'20 lo alt licensees holding OLs & CPa for nuclear power 
reactor facilities re Individual plant exam (or severe accident vulnerabilities Svc list 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 88/11/23 Consoli- 
dated Edison Co of Now York, Inc fltpp 47728 303 47729 024 

8812010021 Responds to Generic Ltr 88-11, "NRG Position on Radiation Embrittlement 
of Reactor Vessel Mails & Impact on Plant Operations " Util currently evaluating new 
heatim .& cooldown curves Technical analysis end 

SIEBER,J,D Duquesne Light Co 80/11/23 Document Control Branch (Document 
Control Desk) 29pp 47702 345-47703 013 

88 12 120083 Forwards summary o1 util efforts to date & projected schedule for comple 
tion re firo damper quafificatlon status 

S!EBER,J D, Duquesne Light Co Ba/ll/ao Documont Control Branch (Document 
Control Desk) 3pp 47780115-47780117 

8812080103 Forwards environ assessment & finding of no significant Impact ro BB0622 
request to exclude all containment Isolation weight- & spring-loaded chock valves not 
sub) to Type C testing from lift test requirements of Spec 4 6 31 
TAM.P5 Project Directorate 1-4 88/12/01 SIEEER,Ja Duquesne light Co 2pp 
47766't 78-47765 183, 

<-8812080107 Environ assessment & finding of no significant impact supporting amend 
application changing Tech Spec 4 6 3.1 which would exclude containment isolation 
spring-loaded & weight loaded chock valves from lift test requirements 
STOLZJ F. Project Dlreclorate 1-4 08/12/01 4pp 47765 180 47765 1G3 

8812080109 Requests that util address Generic Ltr BB 17 re loss of DHR during non- 
power operation accordingly Believes that industry did not aggressively respond to 
Generic Ltr B7-12 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 08/12/ 
02 VONSCHACK,W Duquesno Light Co 3pp 47764 221-47754,223 

B01213O216 Requests addi info re 871112 Amend Request 144 to revise applicable 
ESF response times In Tech Spec Table 3 5-5 Info requested within 45 days oJ ltr re- 
ceipt. 

TAM,P,8. Project Directorato 1-4 88/12/08 SIEBERJD. Duquesne Light Co 2pp 
47702*105-47792.106 

881222026B Forwards Amends 133 & o to Licenses DPR-66 & NPF-73, respectively & 

S evaluation Amends exclude all containment Isolation weight & spring loaded 
valves not aubj to Typo C testing from Tech Spec 4 6 31 
TAM, PS. PfOjoct Directorato 1-4 88/12/13, SIEB^,JO Duquesno Light Co 3pp 
47901.093 47001 115, 

-8612220272 Amends 133 & 9 to LIconsos OPR-BO & NPF-73, rospoctivoly, excluding all 
conlaSnmeril Isolation weight & spring loaded chock valves not sub] to Typo C testing 
from Tech Spec 4 6 3,i requirements 

STOlZ,J F, Project Directorate 1-4 88/12/13. 15pp 4/001 096 47001*110 

•*0812220273 Safety evaluation supporting Amends 133 & 9 to Licenses OPR-66 & 
NPF-73,rospoctively. 

* Office oi Nuclear Reactor Regulation, Director (Post 070411), 08/12/13 3pp 
479(51,111-47901 113, 

-8812220270 Notice of Issuance of Amends 133 & 9 to Licenses DPR 66 & NPF- 
73. fospec lively. A mends exclude all containment Isolation weight A spring loaded 
check valvos not subj to Type C lesling from Tech Spec 4.0 3 1 roquiromonts 
TAM, PS Project Directorate 1-4. 08/12/13 2pp 47901.114-47001.116 

8812220199 Forwards Amends 134 & 11 to Licensee OPR 66 & NPF-73, rospectivoly & 
safety evaluation Amends clarify several action statements ro roactor trip breakers (n 
Table 33.1 of Tech Specs 

TAMP.S, Project Directorate I-4 88/12/10 SIEBER,JD Duquesno Light Co 3pp 
47892,166-47692.100, 

-8812220202 Amends 134 & 11 to License DPR-6e & NPF-73, rospoctivoly, clarifying 
several action statements re reactor trip breakers In Table 3 3-1 of Tech Specs 
STOL2,d.F Project Directorate 1-4 08/12/10, lOpp 47892*169-470fl2 178 

-8612220204 Safety evaluation supporting Amends 134 & 11 to Licenses DPR-60 & 
NPF-73,raapectivoly. 

* Office Of Nuclear Reactor Rogulatlon, Director (Post 870411) 88/12/19. 2pp. 
47002.179-47892.180 


O. Inspacilon reports, IE Bulletins & correspondence 

8611300061 Responds to NRG 881020 Hr ro violations noted in Insp Ropts 50 334/06 
12 A 60-334/88-21 .per 880B12 enforcement conferonce.CofroclIvo action fully quail 
fled cabling & containment penetration mod to enhance HRRM sys installed. 
SIE8ER,JD. Duquesne Light Co, 88/11/18. Documont Control Gronch (Documont 
Centro) Desk) 6pp. 47680.307-47680 311. 

8812060232 Forwards results of facility sixth refueling outago steam generator tube in- 
service Insp repLBept contains number & extent of tubes Inspected A identification of 
tubes Plugged. 

SIEBETr,JD Duquesne Light C^. 88/11/21 Document Control Branch (Document 
Control Desk). 1p 47765*24 1-47765'26B 

-8812060234 "Sixth Refueling Steam Generator Tube Inservice Insp Special Repf 
* Duquesno Ught Co, 80/11/21. 27pp. 47766 242-47755 268 

6611180211 NRC Info Notice 66-090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end 

CUpInINGHAM.R.E Division of Industrial A Medical Nuclear Safety (Post 870729) 
68/11/22 Consolidated Edison Co. of New York. Inc. 09pp. 47708.265-47708 257 

8811160467 NRC Info Notice 88 091, "Improper Administration A Control of Psychologi- 
cal Tests" Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/11/22. 
Consolidated Edison Co of New York, Inc 101pp. 47708 042-47708 142. 

881205004 G Forwards supplemental response to NRC Bulletin 88-008, "Thermal 
Stresses in Piping Connected to RCS " 

SIE0ER.J.D. Duquesne Ught Co. 88/11/28 Document Control Branch (Document 
Control Desk). 5pp, 47732:340 47732*344 


0812000023 Forwards Insp Repls 60 334/08-27 A 50-412/88-21 on 881017- 21. No vio- 
lations noted 

QELLAMY.R R Region 1, Ofe of the Director 88/11/28 SIEBER.J D Duquesne Light 
Co 2pp 47743 028-47743 040 

-8812080027 Insp Repls 60 334/88-27 A 50 412/88 21 on 081017-21 No violations 
notad Major areas inspected licensee radioactive effluent conlrols.radwaste A trans- 
portation A radiological environ monitoring programs 

PASCIAK.WJ, OAvIDSON.BS. KOTTAN.JJ Region 1, Qfc of (he Director 00/11/ 
28 lipp 47743 030 47743 040 

8811290030 NRC Info Notice 80-093, "Teletherapy Events " Svc list end 
CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 070729), 
80/12/02 Consolidated Edison Co of New York, Inc Hfipp 47011 103-47811 216 

881129053B NRC Info Notice 88-094, "Potentially Undersized Valve Actuators " Svc list 
end 

ROSSt.C.E Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121 pp 47700 143-47708 254 

88121B0006 Forwards Safety Insp Repta 50 334/88-28 A 50 412/00-22 on 081001- 
1 1 1 6 A notice of violation 

WIGGINS, JT. Region 1, Ofc of the Director 80/12/07 SIEBER.J.D Duquesno Light 
Co 2pp 47823*010-47023 044 

-8812150009 Notice of violation from insp on 001001-1115 Violations noted licensee 
corrective actions In response to insp findings found Inadequate to preclude repollllDn 
In that Inaccurate Info shown on control room atalua prints 
♦ Region 1, Ofc of the Director 80/12/07 Ip 47023 021-47023 021 

-6012150011 Insp Repts 50-334/80-20 A 60-412/80-22 on 001001-1115. Violations 
noted Major areas Inspected plant operations, aecurity.radiological controls, plant 
houseke^lng A tire protection, maint A survolllance testing 
TRIPP.LE Region 1. Ofc of the Director 08/12/08 23pp 47823.022-47023 044. 

8B12020267 NRC Info Notice 80 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/12/08 
Consolidated Edison Co of Now York, Inc 112pp. 47807 191-47807.302 


R, Periodic operating reports A related correspondence 


881130D609 Dlschargo monitoring ropt for Od 1008 for Beaver Valley Units 1 A 2W/ 
001122 Ur 

DRUQA.R J. Duquesne Light Co 60/10/31 21 pp 47600 262-47680 202. 

8012140267 Monthly operating ropts for Nov 1988 for Beaver Valley Units 1 A 2.W/ 
881207 ltr 

WINGER, SIEBER.J D. Duquesne Ught Co. 08/11/30. 1 1pp 47812 060 47812 079 


S. Reportable occurrenceB, LERs A related correspondence 


8812210201 UER 88-011-01 on 800103, one of twelve bolts which secure thermal shield 
to lower core barrel found severed Caused by transgranular fracture Ultrasonic testing 
performed W/00 1 2 1 6 Hr 

NOONAN, T.P Duquesne Light Co 88/12/15 6pp. 47001*277-47801.201. 


DOCKET 60-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 


8612080241 Advises that 880921 Rav 6 to safeguards contingency plan consistent w/ 
provisions of 10CFR60 54(p) A acceptable 

CLINE, W.E. Region 2, Ofc of the Director 80/11/23. WOODY.C.O Rorida Power A 
Light Co 3pp 47783 310-47763 321 

8812090319 Forwards Insp Rents 50 335/88 27 A 60 389/80 27 on 881002- 1105 No 
violations or deviations Identified 

WILSON.B A. Region 2, Ofc of the Director 88/12/01 CONWAY,W.F Florida Power 
A Light Co 2pp 47761.060-47761 •OQD. 

-8812090322 Insp Repts 50-335/Q8-27 A 50-389/88 27 on 681092-1 105, No violations 
or deviations identified.Malor areas Inspected Tech Spec complianco.oparalor 
performance, QA practices, sUe socurily procedures A radiation control activities 
CRLENJAK.nV, PAULK.QL, eiB0,H E Region 2, Ofc of the Director 88/11/30. 
10pp. 47761*071-47761*080 

6812160045 Informs that safeguards regulatory effectiveness review scheduled for wK 
of 081212-16 Review conducted to ensure that safeguards, required by NRC 
foaulalion8,provida Intended level of protection w/o compromising safety of oper- 
ations 

CLINE, WE Region 2, Ofc of the Director 88/12/02. CONWAY, WF Florida Power A 
Light Co. 3pp. 47830 345-47830.347, 

8812080149 Forwards response to violations noted in Insp Repts 50-335/88-20 A 50- 
389/88.2O,R08ponso withheld (ref 10CFR73 21 A 2.790(a)(3)) 

CONWAY ,W,F Florida Power A Light Co 88/12/08 Document Control Branch (Docu- 
ment Control Desk), Ip 47757 101-47757.101 

8812190129 Forwards Rev 18 to physical security plan Rev withheld (ref tOCFR73.2l A 
2 790} 

CONWAY,W.F. Florida Power A Light Co. 88/12/13, Documont Control Branch (Docu- 
ment Control Desk) 2pp 47853 355-47653.356 


Q, Adjudicatory correspondence 
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8812020102 D) 3 cu 5 SQS 881122 Ickcn confirnvng lhal 'GapiSnUftce./ed Sup^ Mo ^ 
ce!!$ce tes{>onso Id fnicrvcnor kit scl at inferrogatonea on B8I110 W/Cert-ftc^lo of 

eAUSER^M^A^Tion^'^POAC/^ & Light Co BAUSER.MA Newman & HoJtonger ff46B 
75W 88/11/23 ntCH.C Rjch, C 4pp 47643 265-47643 268 

88121^150 Nolrce o1 hcanug* Not'^'es evideatiacy hea/ing on 890124 26 in 

COn^R I Womc Safety and Li::ens'ng Board Panel #488 7633 86/12/06 2pp 
47801 165 47601 166 


6812270060 Nolco of appearance ’ Advises lhal author wiJI enter eppearanco in pro- 
ofKsdifvci on behalf of NRC Certificais of StC end n 

JEHLEF’A Assistant General Counsel for Hearings #488 7663 68/12/13 3pp 
47672294 47872256 

8812280257 Forwards dccumenis descnbng Boraflex panel dogradalion at Grand 
Gulf Fabneahon techniques used in Grand Gulf spent fuel racks also used rn const of 
Quad Dies racks Related correspondence . 

JEHLE.PA Asstsianl General Counsel for Hearings #488 7753 68/12/16 RICH,C 
Rich, C Ifpp 47664 298 47004 308 

8812260120 Forwards testimony of J Wing EG Tourigny & LI Kopp on Contentions 3,6 & 
7.per issues that remain in proceoding fielated correspondence 
JkHLE.PA Asstsianl General Counsel lor Hearings #468 7752 88/12/19 
COTTER.BP. 8RtGHT,GO. COLE,RF Atomic Safely and Licensing Board Panel 
ip 47834 198 47884 220 


-8012280131 Testimony of JW Wing, EG Tourigny & LI Kopp on Contentions 3. 6 a 7 • 
Certificaia of S^c enci Related cotrospondeivco 

WING J TOURIGNY.E Office of the General Counsel WING.J Chemical Engineenng 
Branch 0B/12/19 22pp 47604 199 17681220 


I Financial Information 

8812220138 Forwards financial disclosure tnfo.includmg 1987 annual 10'K,Sepl 1968 
10-0 & utj] statemeni of internal cash flow excluding fotained earnmgs for 12 months 
ending Sept 1989. per f0CFRl40 2t 8 Reg Guide 9 4 

CONWAY,WF Florida Power a Light Co 86/12/14, Document Control Branch (Docu- 
ment Control Desk) 91pp 47866 195 47086285 


P. Operating license stage documents a correspondence 


—6812090322 Insp Repts 50 335/86-27 a 50 309/86 27 on 801002 1105 No viofaiijrj 
or deviations Jdenlified Major areas inspecied Toch Spec compliancooperaij 
oerformance.QA practices, site secunty procoduros & radiation control aclivitios 
CRLENJAK.RV, PAULK.G L , BIBD.H E Region 2, Die ol tho Director 88/11/3,3 
10^ 47761 071-47761 000 


8011290030 NRC Info Notice 60 093, “Teletherapy Events ' Sve list end 
CUNNINGHAM, R B Division of induslria) S Medical Nucloar Safety (Post 07O72S) 
ea/12/02 Consolidated Edison Co of Now/ York, Inc 112pp 47811 103 47811 21s 


8611200538 NRC Info Notice 68 094, ’’Polenlifllly Unriorsiiod Valve Actuators '' Swlii 

rS)SSLCE Division of Oporaljonal Events Assessment (Posl 870411) 89/12/02 
Consolidated Edison Co of Now York, Inc 121 pp 47708 143-47708 254 


8812090069 Ack receipt of 800922 rosponso & 001220 suppf to deviations nded in 
tnsp Repls 50-336/06 06 A 50-369/88 08 flesponso A auppi Inadequale AddI ra- 

r nse requested following planned mooting to discuss emergency operating proce 
98 program 

EflNST,M L Region 2, 01c of thO Director 08/12/02 CONWAY,W F Florida Powers 
LighiCo Ip 47762 307-47762 307 

0812220343 Forwards Exam Ropi 50 335/OL-88 01 adminislorod during wKs of 880725 
& 0912 Exam fopt findings In conjunclion w/lnsp Repls 50-335/88 00 & 50 309/6808 
findinos Indicate weakness in emergency operating procodurog 
G10SON.AF Region 2, Ofc of ttio Director 88/12/05 CONWAY.WS Florida Povyer 
& Light Co 2pp 47001 140 47092 097 

-0812220352 Exam Repl 50 335/OL 68 01 on 800725 & 0912 Exam results ftvo senw 
reactor operators & 12 reactor operators paasod exams & three reactor operalofs 
failed exams 

CASTO.C, MUNRO.J.r Region 2, Otc ot the Director 88/11/30 22Qpp 47D91 H2 
47592 097 


6012020207 NRC Info Notice 88 095, "Inadequate Prociiremoril Roquiremenls Imposed 
by Licensees on Vendors '' Sve list end 

ROSSI, CE Division of Oporational Events Assessment (Post 670411) 56/12/03 
Consolidated Edison Co of New York, fnc 1 12pp 47807 191-47807 302 

8012080149 Forwards response to violations noted in Insp Repts 60 335/80 20 & 50- 
309/88 20 Response wilnhold (rol 10CFR7a21 & 2 70O(fl)(3)) 

CONWAY.W F Florida Power A Light Co 08/12/00 Docirmonl Control Branch (Docti- 
menl Control Desk) Ip 47757101 47757.101 


081128004$ Generic Ltr 68-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilites re individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIBLO.O Associate Director for Prelects (Post 870411) 58/11/23 ConsoH 
dated Edison Co of New York, Inc Bipp 47728 303 47729024 

6811290335 Responds to Genonc Ltr 60 01, NRC PosiUon on Radiation Embnlllement 
of Reactor Vessel Malts & Impact on Plant Operations “ Uhl determined that neither 
unit wll exceed cntena,per Reg Guide 1 09, Rev 2, through end of life 
CONWAY.W F Ffonda Power & Light Co 88/1 1/23 Documeni Control Branch (Docir 
meat Control Desk) 3pp 47665 273 17665 276 

8012120137 Requests that util addresses Genonc Ltr 68-17 re loss of DHR during non- 
power operation industry fias not aggrossrvely responded to resolve concern following 
IdentiHcation In Generic Ltr 87-12 

WURLEY,TE Office of Nuclear Reacior Regulation, Director (Post 870411) 68/12/ 
02 HUDIBURG.Jd Florida Power A light Co 3pp 47780 139 47780 141 

00121SOO42 Informs that new info re Monument 80 0 installed to replace missing monu 
ment does not change conclusions of dune survey, per end 
CONWAY.W F Florida Power & Ugh! Co 88/12/08 Document Conirol Branch (Docu- 
ment Control Desk) 4pp 47623 015 47023018 

0012160105 Informs that effective 6B1204,JA Norris assigned as new project mandger 
tor lacirmos 

BERKOW.HN Proiect Oirocloralo IJ-^ 88/12/13 CONWAY, WF Florida Power & 
Ught Co. 2pp 47626 293 47828 294 


0. Inspection reports, IE Bulfellns & correspondence 


0011160211 NRC Info Notice 88 090, “Unaulhonzed Removal of Industrial Nuclear 
Gau^s " Sve list end 

CUNNINGHAM.R E, Division of Industrial & Medical Nuclear Safety (Post 8707291 
88/11/22 ponsofidated Edison Co of New York, fnc g9pp 47708 256-47708 267 


0012270272 Forwards "Owners Ropl for Repairs or Replflcemanfs." omitted dunng 
801 130 submittal of owner data for inservfce insp , 

CONWAY.W F Florida Power & Lfghl Co. 80/12/20 Documont Control Branch (Oocu- 
mont Control Desk) 1p 47026 151-47026167. 

-0812270278 Errata to 801130 fnservico insp ffipl.consisling of Forms NIS 1 & NIS2, 
"Owfiera Rept lor Repairs or Roplacomenls " 

• Fforida Power & Light Co 88/12/14 16pp 47026 152 47926 167 


R. Periodic operaling reports A related correapontlonco 

8B122ODOO0 Forwards monthly oporaiing status ropls lor Nov 1908 for Turkey Poml 
Units 3 & 4 & St Lucie Unlls 1 & 2 & corrected unit shutdown & power reductions repl 
for Turkey Point Unit 3 for Ocl 1 080. 

CONWAY.W F Florida Power 8. Unlit Co. 88/12/13 Documeni Control Branch (Docu- 
ment Control Desk) Ip 47808 333 47068 340 

-8012200013 Monthly operating repls for Nov 1900 for Turkey Point Units 3 & 4 A St 
Uicle Uafts t A 2 

BONETT.D M FJorida Power A Light Co. 80/11/30 16pp 47060 334-4 7808 349 


$. Reportable occurrences, LERs & rojoted correspondence 

8812200362 NPDES noncompiianco notification on 001021,10,000 gallons of pH 104 
water released Into Intake canal, Caused by pipe break In valve pit Plant work order 
issued to repair pipe. 

CONWAY.W F Florida Power & Light Co. 80/11/14 Documeni Control Branch (Docu 
ment Control Desk) 3pp 47862 216 47862 210 


T, Hearing transcripts on non-antltrust maltera 


8811 160467 NRC Info Notice 88 091, "Improper Adminislrailon A Control of Psvcholooi 
cat Tests " Sve I'st end 

R0SSf,C,E. Owislon q( Operahonat Evenls Assessment (Post B7041t> 08/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47708 042-47708 142 

0612050320 Ack receipt of 861017 ltr informing NRC of steps taken to coned vlolaUons 
noied in fnsp Repts 50 335/80 21 & 50-389/88-21 

WILSOH8 A Region 2, Ofc of the Director 8B/11/22 CONWAY, WF Florida Power 
& Ught Co Ip 47740 100 47740 lOO , r v 1 a rower 

0012O6()OO1 Ack receipt ol 860912 A 1117 Jlrs Informing NRC of steps taken to correct 
deviation noted in Insp Ropl 50 335/80 18 

88/11/23 CONWAY.WF Florida Power & 

Ugni Co Ip 47743 0€4 47743 064 


0012000233 Forwards owner data rept for inservice insp.per ASME Code, Section XI I 
factiny » 

CONWAY.W F FJ^a Power 68/11/30 Document Conirol Branch (Dot 

ment Control Desk) Ip 47753 225 47753 342 ^ 


0012200009 Forwards testimony of KP SlnglLSE Turner & EJ Weinkam re Contentions 
3,6 & 7, for filing EPRl NP-6159, "Assossmont of Boratlex Performanco In Speni Nu 
clear Fuel StorMe Racks," also end W/Corlllicalo of Sve Rofatod correspondence 
BAUSER.M A Fbrlda Power A Ughl Co. QAUSER.M A Nawman & Holtzingor #4B8 
7725, 88/12/10 COTTER.BP., COLE.RF, BfllGNT.GO Atomic Safely and Licens 
Ing Board Panel. 2pp 47006 173 47886072, 


-8012260040 Testimony of KP Singh on Contentions 3 & 6 ‘ Related corresporidenco 
Singh, KP Florida Powar & Li^t Co SINGH, K.P. Hollec International 06/12/19 
26pp 47685 1 75-47805'2OO. 


Testimony of SE Turner on Conlonlians 3 & 6 * Related correspondence 
TURNER, S E Florida Power A Light Co TURNER.S E, Holtec international 86/12/19 
25pp 47865 201-47885 225. 


Of SE Turner on Contenlion 7.* Related corrospondence. 
TURNER, SE Ffonda Power A Lighl Co TURNER,S.E. Holtec International 80/12/19. 
26pp. 47885 226-47885 251 


-0012OS823S Inservice Insp rept tor second ID yr interval 
' FiOfkla Power A Light Co 88/11/30 1 1 7pp 47753 226-47753 342 

WILSONS A 88/12/01 CONWAY.W F Flofida Power 


-8812280116 Tesllmon/ ol EJ Weinkam on ContenUona 3 8 6* Related correspond 
ence 

WEINKAM,EJ Florida Power A Light Co 08/12/19 8pp 4788 5 >252-4 76 6 5 -259 

-6012^0124 Testimony of EJ Weinkam on Contention 7 * Supporting documeniatiDn 
end Related correspondence 

WEINKAM, EJ Florida Power A Light Co 88/12/19 200pp 47885 260-478B6.072. 



DOCKETIfD ITEMS 101 


2289126 Forwards tustimony of J Wing, EG Tourigny & LI Kopp on Contentions 3,6 & 
7 per issues that remain m proceeding Related corrospondenco 
JEHLE.PA Assistant Genera! Counsel for Hearings //46B 7762 80/12/19 

COTTER.BiP, BRIGHT.GO, COLE.R F Atomic Safety and Licensing Board Panel 
Ip 47884 198*47084 220 

-8812280131 Testimony of JW Wing, EG Tourigny & LI Kopp on Contentions 3. 6 & 7 * 
Certificate of Svc end Related correspondence 

WING.J , TOURIGNY, E Office of the General Counsel WING,J Chemical Enginoenng 
branch 88/12/19 22pp 47804 199-47084 220 


V. Operator Examinations 

6812220343 Forwards Exam Ropt 50 335/01-68 01 administered during wks of 800725 
& 0912 Exam ropt findings in conjunction w/lnsp Ropts 60 335/00-00 & 50-389/08 00 
findings Indicate weakness in omorgoncy operaling procedures 
GIBSON, A F. Region 2. Ofc of the Director 08/12/05 CONWAY.WS Florida Power 
& Light Co 2pp 47091 -140-47092 097 

-8812220352 Exam Rept 50 335/OL-B0 01 on 080725 & 0912 Exam results live senior 
reactor operators & 12 reactor operators passed exams & Ihreo reactor operators 
failed exams 

CASIO, C . MUNRO.J F Region 2, Ofc of the Director 08/11/30, 228pp 47691.142- 
47692 097 


DOCKET 50*336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

0011300299 Forwards Safeguards Insp Ropts 50-213/06-21,50-245/00-22, 50 336/88 
25 & 50 423/86-21 on 881017-21 No violaflons noted 

BELLAMY, BR. Region 1. Ofc of the Director 68/11/16 MROCZKA.EJ, Norlheast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 47678 019-47676 024 

-8811300298 Physical Socurily Insp Ropts 50 213/88 21,50-245/00-22, 50 336/88-26 
a 50 423/80-21 on 80101 7-21. No noncomplianco noted Major areas 
inspected safeguards info program - corporate ofes. 

LANCASTER.WK Region 1, Ofc of Ihe Diroclor 68/11/15 4pp 47676 021- 
47676 024 

8811280098 ''Millstone Nuclear Power Station Emergency Response Exorcise, Nov 
19G8 " 

• Northeast Nuclear Energy Co (subs of Northeast Ulitillos) 6B/11/30 39bpp 
47656 052-47659 056 

8812070178 Rev 13 lo Emorgoncy Plan Implementing Procedure EPIP-4304, ' ’Emergen 
cy He^onso Facilities Operaling Instructions ” 

SCACE,SE Norlheast Nuclear Energy Co. (subs, of Northeast Ulilltlos) 60/12/01 
35pp 47745 206-47745 332 

eei223{l920 Forwards Insp Ropt 50 336/06-24 on 601013-1123 No violations 
noted. Ex press as concern re temporary loss of access to certain spades A open Items 
ro atlogalions concerning Motrotogy Lab ability to callbr Simpson multimotors 
BETTEN HAUSEN, L Region 1, Ofc of the Diroclor. 60/12/15 MROCZKA.EJ North- 
oasl Nuclear Energy Co (subs of Northeast Utilities) Zpp 47911 090-47911:122 

-8812230022 Insp Ropt 50 336/00-24 on 601013-1 123.No violations noted Major 
areas inspeoled.survolllance.mafnt, previously identified Items, reactor trip, plant Incident 
ropt8,SQCurity, allegations, periodic ropts & svc water leak 

MCCA8E.E.C Region 1, Ofc of the Diroclor, 80/12/14, 31 pp 47911 002-47911.122 


If. General correspondence 

6612010955 Comment supporting proposed rule 10CFR26 ro fitnesa-for-duly program 
MHCX?2KA,EJ Northeast Utilities 68/11/21 CHILK.SJ Office of Ih© Secretary of 
the Commission 9pp 47679,046 47879 054 


P, Operaling license stage documents & correspondence 

8612130299 Forwards ANF-08-127, "Millstono Unit 2 Steam Line Break Analysis” 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast UtilHIes) 
MROCZKA.EJ Northeast Utilities, 06/10/27, Document Conlro) Branch (Document 
Control Desk). 3pp 47796.154-47706 206 

-0812130302 “Millstone Unit 2 Steam Line Break Analysis ” 

WAGONER.SR Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co., Inc) 
80/10/31. 60pp. 47706-167-47706 206. 

88112001 01 Application for amend to License DPR-65, revising Tech Specs ro Cycle 10 
reload operation & entry into Mode 4 after Fob 1989 refueling outage 
MROCZKA.EJ, ROMBERG, WD Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). MR0CZKA,EJ, Northeast Utilities. 66/11/15, Document Control Branch 
(Document Control Desk) 16pp 47653 333-4 7e54'026 

-081 1230103 Proposed Tech Specs re Cycle 10 reload operation & entry into Mode 4 
after Feb 1980 refueling outage 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 80/11/15 3Gpp 
47653.360-47654 026 

8611200048 Generic Ltr 88 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Svc list 
end 

CRUTCHFIELD, D Associate Diroclor for Projects (Post 870411) 88/11/23. Consoli- 
dated Edison Co of New York, Ino 81 pp 47728 303 47729 024, 

8612020222 Provides Justification for apparent deviation from CEN-268 re trip two/ 
leave two reactor coolant pump trip strategy during transients, 

MROCZKA.EJ. Northeast Nuclear Energy Co, (subs of Northeast Ulllilies) 68/11/23 
Document Control Branch (Document Control Desk) 2pp. 47707.173-47707 1 74. 


8812Q0OOB9 Requests that util address Generic Ur 08 17 re toss of DHR during non 

B ower operation Issue of high priority & should bo addressed accordingly 
lURLEY.TE OJfico of Nuclear Reactor Rogutalion, Director (Post 870411) 00/12/ 
02 ELLIS.WB Northeast Utilities 3pp 47767 OOB 47757 010 

8812090163 Forwards Amend 135 (o License DPR 65 & safely evaluation Amend re 
vises Tech Spec 4 7 B c to decrease sample size, for subsequent tests of 
snubbers, from 10% lo 5% of snubber last population, 

JAFFE.DH Project Directorate 14 60/12/06 MROCZKA.EJ Norlheast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 47761 1 1 4-47761 1 22 

-8812090165 Amend 136 lo LIconso DPR 65, revising Tech Spec 4 7 8c to dDcroase 
sample sizo.for subsequent tests of snubbers, from 10% to 5% of snubber tost popu 
lallon 

STOLZJ F Project Directorate I 4 B8/12/06 5pp 47761 116 47761 120 

-8812000166 Safety evaluation supporting Amend 135 lo License DPR 65 
* Office of Nuclear Reactor Regulalion, Diroclor (Post 870411) 00/12/06 2pp 
47761 121-47761 122 

8812120214 Forwards Rev 1 lo “Radiological Effluent Moniloring & Offsite Dose Calcu 
latlon Manual & Process Control Program ’’ Attachment 1 provides detailed list of pro 
posed changes for NRC approval Fee paid 

MROCZKA.b J , SEARS.C F Northeast Nuclear Energy Co (subs of Northeast Utili- 
ties) MROCZKA,EJ Northeast Ulilltlos 08/12/09 Document Control Branch (Docu- 
ment Control Desk) lipp 47788 120 47768 167 

-8812120250 Rev 1 to, “Radiological Elfluont Monitoring & Offsilo Dose Calculation 
Manual & Process Control Program " 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 69/01/31 37pp 
47700 131-47768 167 

8012160089 Forwards safety evaluation concluding Ihot util in compliance w/ATWS rule 
10CFR60 62 foqulremonls re design of diverse scram sys, diverse circuitry to Wtiate 
turbine trip & circuitry for Initiation of auxiliary feedwater 

JAFFE.DH Project Directorate 14 80/12/13 MROCZKA.EJ. Norlheast Nuclear 
Energy Co (subs of Northeast Utitilios) 2pp 47873 309-47673'32B 

-8812160090 Safety evaluation concluding that util complies w/ATWS rule 10CFR6062 
requirements for roducllon of risk from ATWS events for light-water-cooled nuclear 
power plants 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/12/13. IBpp 
47073 311-47673 320 

0812220328 Forwards nonproprlelaiy ANF-fl8 60(NP), "Design Rept for Millstone Point 
Unit 2 Reload ANF-1.” Rept Incluaes description of fuel deslgn,analylical basis, design 
criteria, drawings & rosutls of fuel design analysis. 

MROCZKA.EJ Northeast Nuclear Enorny Co (subs of Northeast Utilities) 
MROCZKA.EJ Northeasl Ulllilios. 86/12/16 Document Conlrol Branch (Document 
Control Dosk) 3pp 47901 230 47901 263 

-8812220341 Rev 0 to “Design Repl lor Millstone Point Unit 2 Reload ANF-1 “ 
WAHLQUIST.K J , BRYAN, K A , ODELL, L D Adverted Nuclear Fuels Corp (formerly 
Exxon Nuclear Co , Inc ). ANF-8B-8a(NP) ROO 88/11/30 52pp 47001.233-47901.203 


Q inapecllon reports, IE Bulletins & correspondence 

6811290027 Clarifies schedule for completion of Items b,c & d of IE Bulletin 65 003 & 
submission of final ropte (Item Q.por discussions w/NRG 

MROCZKA.E J Connecticut Yankee Atomic Power Co. MROCZKA.E J Northeast Nu 
ctoar Energy Co (subs, of Northeast Utilities MROCZKA,E J Northeast Utilitlas. 67/ 
12/30. RUSSELL, WT Region 1. Ofc of Iho Director 5pp 47667.198 47667-201 

8611300296 Forwards Safoauards Insp Ropts 60-213/60-21,50-245/86 22, 50*330/00 
25 & 60 423/80-21 on 061017-21 No violations noted, 

BELLAMY, RR Region 1, Ofc of the Diroclor 68/11/15 MROCZKA.EJ. Northeast 
Nuclear Energy Co (subs of Northeast Ulllilios) 2pp 47670 019 47676 024. 

-0811300290 Physical Security Insp Ropls 50-213/08-21,50-245/08 22, 50-336/00 26 
& 60-423/68 21 on 801 01 7*21. No noncompllance noted Major areas 

Inspeoted.safoguards info program - corporate ofes, 

LANCASTER.WK, CAMERON.DF, KBMIG.RR Region 1, Ofc of Ihe Director, 08/ 
1 1 / 1 6. 4pp 47670 021-47670 024 

8811160211 NRC Info Notice 80 000, "Unauthorized Removal of Industrial Nuclear 
Gauges.” Svc list end 

CUNN INGHAM, R E. Division of Industrial & Medical Nuclear Safety (Post 670729) 
80/1 1/22 Consolidated Edison Co of New York, Inc. 09pp 47708 265-47708.257. 

081116046/ NRC info Notice 68 091, "Improper Administration & Conlrol of Psychologl- 
caI ^osts Svc list onci 

ROSSl.CE Division of Operational Events Assessment (Post 070411) 88/11/22. 
Consolidated Edison Co of New York, Inc lOIpp 47708'042 47700.142 

0811290030 NRC fnfo Notice 88 093, "Tetelherapy Events '* Svc list end 
CUNNINGHAM.R E. Division of Industrial & Medical Nuclear Safety (Post 070720), 
88/12/02 Consolidated Edison Co, of New York, fnc 112pp 47611,i03-47011 216 

0811290638 NRC Info Notice 80-094, "Potentially Undersized Valve Actuators" Svc list 
end 

ROSSl.CE Division of Operational Events Assessment (Post 670411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143 47708 254. 

8812130113 Responds to NRC 601100 Ur re violations noted in Insp Ropt 50 336/8B 
22.CorrectivQ action shift supervisor notified & lesl/operate switches placed in operate 
position 

MROCZKA,E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E, J. Northeasl UUlilles 88/12/07 RUSSELL, W.T. Region 1, Ofc of the Di- 
rector 3pp 47792-129 47792.131. 

0812020287 NRC (hfo Notice 08-095, "Inadequate Procurement Requirements Imposed 
by Llconseos on Vendors " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411). 08/12/08, 
Consolidated Edison Co of New York, fnc 112pp 47007.191-47007.302 
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e«tJ2300Jl) Fomafds Insp Rept 50-336/S8 2.« on 881013 1123 No violallons 
fkotod E}tpre 5 S 03 concern re lempora/y loss of access to certain spaces & open items 
" ilogy Lab ability to calibf Simpson rnuUimelers 

Otcotlhe Director 68/12/16 MHOCZKA,EJ North- 
of Northeast Utilities) 2pp 47911 090 47911-122 


ro allecatjons concerning Metri 
QETTENKAUSEN.L Region t, 
east Noclea/ Energy Co (subs 


8812070116 Forwards nollco of environ assossment & finding of no significant [moAdi 
8B0930 application for amend concerning uso of two fuel assembllQs coniamino 2 
rods dad w/advancad zircontum based alloy ^ 

ENGLE, LB Pfo|QCt Diroctorate lt -2 88/12/05 CARTWRIQHT.W R Virginia Pm. 
(Virginia Elaclric & Power Co,) 2pp 47745 279*47745 204 ^ 


-^612230022 Insp Rept 50*336/86 24 on 681013 1123 No violations noted Major 
areas inspected surveinance.marnLprQviously identified items, reactor Irfp.pfanl incidenl 
roots .security, allegations penodic repls & sve water leak 

MCCABE.EC Region 1 , Ofc of the Director 83/12/14 31pp 47911 094*47911 122 


R Periodic operating reports & related correspondence 

6812190412 Wonlhly operating repl for Nov 1988 for Millstone Unit 2 W/e01212 ftr 
NERON.G , SCACE.S E Northeast Nuclear Energy Co (subs of Northeast Utilities) 
SCACE.SE Northeast UtJlilJas 88/11/30 5pp 47850 297 47650 301 


S Reportable occurrences, LERs A related correspondence 


-8612070120 Notice of Issuance of environ assessment & finding of no sig^v.ji 
Impact re 880930 applicaflon for amond ro usa of two lead test assemblies ^ 
B^RKOW.HN Pfolecl Direciorate 11 2 80/12/05 4pp 47745.201*47745 284 


8812080032 Forwards environ assessment & finding of no significant Impact re 
tion tor amends conteinino containment air temp 

ENGUE.LB project Directorate lf -2 08/12/05, CARTWRIGHT, W R Virginia Po*.. 
(Virginia Etoctrlc A Power Co ) 2 pp 47753 2D3-47753 208 


-8812080034 Environ assessment & finding o) no significant Impact revising T&.fi 
Specs re coniainmant air temp upper limit to 120 F & incroasing required oonlaiiWrt^t 
test pressure for Integrated & focal look rata tests from current value 
BERKOW.H N Project Directorate t) 2 08/12/05 4pp 47753 206 47753 209 


6811280136 LER 88 * 01 1-00 on 881025, loss of normal power due to improper connec 
tion of grounding device to bus side of 4,160 volt breaker Caused by personnel 
error Vcnfication that all equipment respondirig as required done W/861 122 Wr 
MAHDAVY.H , SCACE.S E Northeast Nuclear Energy Co (subs o! Northeast UWi 
ties) SCACE.se Northeasi Utilities 88/11/22 6 pp 47657055*47657059 


881208003B Forwards Amends 107 & 93 to Licenses NPF‘4 & NPF*/, respectiveVi 
safety evaluation Amends permit redesign of reactor coolant pump & steam geaerata 
supports 

ENGLE, LB Project Directoralo |J 2 00/12/05 CARTWRIGHT, W R Virginia 
(Virginia Electric & Power Co ) 2 pp 47780 083-47780 106 


DOCKET 50-336 NORTH ANNA POWER STATION, UNIT 1 
F. Security, medical, emergency & fire protection plana 


-8812000041 Amends 107 A 03 to Licenses NPF-4 A NPF-7, respectively, permitting , 9 . 
design of reactor coolant pump A steam generator supports since dynamic offsets cl 
postulated primary loop ruptures would bo eliminated from design basis 
BERKOW.H N Projocl Directoralo 11*2 88/12/05 4pp 47780 095 47780 098 


8811300438 Ack receipt of 881028 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/68 24 A 50 339/60 24 Ack util Intent to submit emergen- 
cy plan rev by 88 1 120 which will address violatfon re staffing lime 
COLLiNS.DM Region 2. 0/c of the Drector 88/11/18 CARTWRIGHT, W R Virginia 
Power (Virginia Electnc A Power Co) 1 p 47681 042 47681 042 

8812220080 Requests approval of end proposed revs to augmentation tirnes in Table 
5 f of emergency plan in response to tnsp Repla 50 338/08*24 A 50 339/08-24 JustJ 
fication for proposed revs also end 

CARTWRIQHT.W fl Virginia Power (Virginia Electric A Power Co) 88/11/30 Docu 
moni Control Branch (Document Conlrof Desk) 14pp 47903 022*47903 035 


-8812080043 Safety evaluation supporting Amends 107 A 93 to Licenses NPF -4 i 
NFF-7, respectively 

* Office of Nuclear Reactor Rogutatlon, Director (Post 070411) 86/12/05 8 m 
47780 099 47780 tQ 8 

8812130119 Forwards Amends 106 A 04 to Licenses NPF 4 A NPF-7, respective}/ i 
safely evaluation Amends modify Section 3/4 $, "Containmont Sys," to retied m of 
mass point method for calculating containmont leakage rates 
ENGLE, LB Assistant Director tor Region )1 Reactors 86/12/07 CARWRlQHT.Wfi 
Virginia Power (Virginia Efectnc A Power Co ) 4pp 47704 310 47704 330 


6812190244 Advises that 881001 rev to corporate emergency plans meets requirements 
ot 1OCFR50 47 (b) A App E A acceptable 

DECKER JR Region 2 . Ofd of the Director 88/12/05 CARTWflfQHT.W R Virginia 
Power (Virginia Electnc A Power Co) ip 47851 270-47851 270 

6812200339 Forwards fnsp Repts 50*336/88 32 A 50*339/88 32 on 881 114*18 No vio 
labons or devtabons noted 

HERDT,Afl Region 2 . Ofc of the Director 88 / 12/12 CARTWRIGHT, W R. Virginia 
Power (Virginia Electric A Power Co ) 2 pp 47906 280-47906 292 

-8812200341 fnsp Repts 50-338/68-32 A 50-339/88*32 on 881114-18 No violations or 
dovialiona noled Major areas inspected fire protection A JCO 88-30, “Buried Sve 
Water/Header Leakage “ No weakness in fire protection program identified 
HARHIS,JR, CX)NLON,TE Region 2, Ofc of the Director 88 /I 2 /O 8 11pp. 
47906 202-47906292 


P, Operating license stage documenta A correspondence 

8611280046 Generw LU 88-20 to all licensees holding OLs A CPs for nuctear powei 
reactor facilibes re individual plant exam for severe accident vulnerabitiUea Sve Itel 
6nc^ 

CRUTCHFIELD, D Associate Drector for Projects (Post 870411) 86/11/23 (}onsoll 
dated Edison Co of New York. Inc 8lpp 47728303-47729,024 

8812010031 Forwards correcUon to utii 880920 A 1006 requests for chanoe to T0c^ 
Specs ro corWainment tmegiatsd leak tost schedule Current intervat lor Unit 2 1 * 
second interval w/ Type A test scheduled tw 1989 letuellng outage 
CARTWRIGHT.W R WrginIa Power (Virgmia Electnc A Power Co) 88 / 11/23 Docu 
ment ConlroJ Branch (Document Control Desk) 3pp 47703 185-47703 188 

^J»JW^^ 0 cted proposed Tech Spec 3 6 1 2 re contalr^menl Integrated leakage 
* Virginia Power (Virginia Electnc A Power Co) 68/11/23 Ip. 47703 188-47703' 108 

** 4 ^ Genenc Ltr 60 1 1 re details of implementation of Reg Guide 

1 09, Rev 2 to enaNses.other than PTSUbl implementing methodology ot rcS quid 
^ ® curves for unit Proposed Tech Specs on subi twina orenArerf 

CARTV/RfeHT.W R ^nla Power (Vtrg^Tvta Electnc A Qg j U/11?S> Docu 
ment CJontroi Branch (Document Controi Desk) 2 pp 47743 068 47743 069. ^ 

8812070084 Arolication for arnend to Ucense NPF.4, supporting operation w/revlset 
heatup A cooldown curves valid to 10 EFPY WCAP*1179ir‘'NorihAnna Unu 1 
tor Vessel Healup A Coofdown Umll Curves fw Normal (TwraW owl f^ dIw 
CARI^^ lG^jVi/R Vimlnta Power (Virginia Efectnc A Power (Do) 86 / 11/30 Docu 
ment CJontrof Branch (Document Control Desk) 3pp 47748 187 - 47748 . 275 ^^^ 

"STIu^vlw to“S '>'»'»'«>'• O' pl»"' '•'toviMd heatup « 

wn/M. sopp ww.w 


* ^'''own Ufnil Cuivas I 

SSSrak»/SfS!S'nmSMfS!l7! CO, 

adwuacw ol n^uslry response to Genenc Ltr 87*12 ^ 

MURLEV.TE. Office of Nuclear Reactof ReqatatkiA Oweetor (Pcma rtaaux aom 


-8612130120 Amends 108 & 94 to LIconsos NPF-4 & NPF*7,respocliveiy, mociit/iftg 
Section 3/4 6, “Containment Sys," to roflocl uso of moss point method for calculaLnj 
containment leakage rates doscribetl In ANSI/ANS 56 6-187 
BERKOW.H N Assistant Director for Region II Reactors 80/12/07 15pp 47794314 
47794 327. 


-8812130122 Safety evaluation supporting Amends 100 A 94 to Licenses NPF 4 S 
NPF-7, respectively 

* Office of Nuclear Reactor Regulation, Director (Post B70411) 88/12/07, 3pp 
47704 328 47794 330 


8812130144 Notification of 681208 mooting w/utff in Rockvilfe.MD to discuss slatisticd 
ONB topical A modoratoT temp coelllclont 

ENGLE, L Proiecl Directorate 11-2. 88/12/07 MURLEYJ NRC * No Delailed Affiliabw 
Given 3pp 47797 122-47797‘124 


8812160092 PoAvards Amends 109 & 05 to Licenses NPF-4 A NPF-7, respectively & 
safely evaluation Amends Implement more slringont primary to secondary coolant sys 
leakage limits A establish surveillance requiremonla to assure operability 
ENGLE, UB. Project Ofrectorate 112, 06/12/12, CARTWRIGHT.W R Virginia Power 
(Virginia Electric A Power Co.) 3pp 47873 266 47073-308 


-8812160093 Amends 109 A 05 to Licenses NPF.4 A NPF-7, respectively, Implementing 
stnngenl primary to secondary coolant sys leakage limits A establishing survaljlanoo 
^qulroments to assure oporability of existing instrumentation 
BERKOW.H N Project Directorato fl 2 88/12/12 34pp. 47873-269 47873 302 


-881^60094 Safety evaluation supporting Amends 109 A 95 to Licenses NPF 4 8 
NPF*7, respectively 

Nuclear Reactor Regufallon, Director (Post 670411), 88/12/12 6pp 
47073:303 47873 308 a . i 


6B1223027S Summarizes 891129 meeting re proposed extension of Cycle 7 Evalua 
wOhs performed to support extended fuel burnup also summarized Cycle 7 will reach 
end of full tower reactivity in mtd-Jan 1980. 

CAR-IWRIOhTW.R Virginia Power (Virginia Efectric A Power Co) 88/12/13 Docu- 
ment Control Branch (Document Ciontro) Desk). 4pp 47016.137-47916 140 


ronvaras Amenas 110 A 96 lo Licenses NPF-4 A NPF-A rospeciivw « 
safety evaluation Amends revise Tech Specs re containment air temp upper limit A voi 
water storage tank for auonch spray sys 

ENGLE, IB project Directorate 11-2. 88/12/14, CARTWRIGHT WR Virginia Power 
(Virginia Efectric A Power Co.) 3pp 47000 1 30-47900*1 76 


Specs re containmont air temp upper limil A vol of water available ■ 
storage tank for quench spray ays. 

BERKOW.H N, Project Directorate ll-2, 88/12/14 32pp. 47000 133-47000-163 


irom 


evaluation supporting Amends 110 A 96 to Licenses NPF 4 6 

NPF*7,fe8peclJVBly 

Reactor Regulation. Director (Post 070411). 88/12/1^ 


f® containment air temp upper fin 

SSS refueling water storage tank for quench spray sys. 

ENGLE, LB Project Diroctorate ft 2 00 / 12 / 14 . 2pp. ^900.176-47900 176. 
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Q, Inepeclton reports, IE Bulfotlns & corruspondence 

8B1 1290010 Supplemental response to notice of violation from Insp Repls 50 330/60 
10 & 50-330/08-1 6, providing flddi Info & status on euhnncements to operating experi 
ence review program for facility 

CARTWflfGHT.W R Virginia Power (Virginia Electric & Power Co) OB/1 1/16 Docu- 
monl Control Branch (Oocumonl Control Desk) 3pp 4/651 2/1-47651 273 

801136O43B Ack receipt of B0 1020 Hr informing NRG of stops taken to correct violations 
noted in fr^sp Repts SO 330/0G 24 A 50 330/08 24 Ack util intonl to submit emergen 
cy plan rev by 081120 which will address violation ro staffiny time 
COLLINS.D.M Region 2, Ofc of Iho Director 00/11/10 CARTWRIGHT, WR Virginia 
Power (Virginia Eloclric & Power Co) Ip 47601 042-4/681 042 

0811280210 Ack receipt of 880923 submittal of revised eflicleiicy calibr data for three 
high punLy germanium detectors located In count room of plant, pur Insp Ropts 50 
336/88 26 & 50-330/80-26 Catibr data currently being roviewod 
DECKER.tr Region 2. Ofc of the Director 08/11/21 CARTWRIGHT.W R Virginia 
Power ifVcrQinia Electric & Power Co ) lp 47655 343 47655 343 

0 8111602 11 NRC Info Nollce 80 090, ‘’Unaulhorizud Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM.R E Division of Industrial & Modical Nuclear Safety (Post 670729) 
68/11/22 Consolidated Edison Co of Now York, (nc 99pp 47700 255 47700 257 

8011160467 NRC Info Notice 08-001, “Improper Adminislration & Control of Psychologi- 
caJ Tests ” Sve list end 

ROSSI, CE Division of Operational Events Assobsmont (Post 670411) 116/11/22 
Consolidated Edison Co of Now York, Inc lOipp 4770H'042-47708 142 

8012080033 Forwards Insp Ropts 60 200/00 40,50 201/00 40,50 338/00 20 & 50 339/ 
6 B 28 on 990926-30,No violations or deviations noted 

COUINS.DM Region 2. Ofc of the Director 00/11/23 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co ) 2pp 47750 119 47750 132 

--881208O039 Insp Rents 50 200/00-40,50 201/00 40,50-338/60-28 & 50-339/80-28 on 
880928-30 No violations or dovintions noted Major areas inspocled control room hab 
Itabillty & Insp followup items 

QLOERSEN.WB , MARSTON.R R , KAHLE.J B Region 2, Ofc of the Director 00/10/ 
26 12pp 47750 121-47750 132 

681201 0164 Forwards safety evaluation accepting utit actions to resolve Issues Idonti 
fled In NRC Bulletin CO 002, "Rapidly Propaqallny Fulmuo Cracks In Steam Generator 
Tubes," subj to util adopling addi administrative conlrofs 

ENGLE, L0. Project Diroctoralo 112 00/11/20 CARTWR(GMT,W R Virginia Power 
(Virginia Etoctrlc & Power Co ) 2pp 47703 040 47703 045 

*>8812010166 Safety evaluation supporting tirensuo responses to NRC Bulletin 80 002, 
•'Rapidly Propagating Faliguo Cracks In Steam Generator Tubes," sub] to util adopting 
add! administrative controls 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 00/11/20 4pp 
47703 042-47703 045 

6812220060 Requests approval of onci proposed revs to augmontation times In Tnbto 
5 1 of emergency plan In response to Insp Repts 50 330/08 24 & 50 339/66-24 Jusli 
Ucation for proposed revs also end 

CARTWRIGHT,W.R, Virginia Power (Virginia Efoclrlc & Power Co) 00/11/30 Docu 
menl Control Branch (Document Control Desk) 14pp 47003 022-47903 035 

6811290030 NRC Info Notice 80-093, "Tololhorupy Events *’ Sve list end 
CUNNINGHAM,R,E, Division of Industrial A Modical Nuclear Safety (Post 070729) 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp 47011 103 47011 215 

681129063S NRC Info Nollce 08 094, "Polontially Undorsizorf Valve Actuators " Sve list 
end, 

ROSSI, CE Division of Operational Events Assessment (Poet 870411) 00/12/02 
Consolidated Edison Co of Now York, Inc 12lpp 47700 143 47708 254 

68 12020287 NRC Info Notice 80-005, "Inadequate Procuromonl Roquiromonts Imposed 
by Licensees on Vendors " Sve list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 08/12/00 
Consolidated Edison Co. of Now York, Inc 112pp 47607 191 4/007 302 

6812200339 Forwards Insp Ropts 60-330/00 32 A 60-339/00-32 on 081114-18 No vio- 
lations or deviations noted 

HERDT,An Region 2, Ofc of the Director 80/ 12/ 12 CARTWRIGHT, W.R Virginia 
Power (Virginia Bociric A Power Co ) 2pp 47006 280 47906 202 

-8012200341 Insp Rents 60-338/00-32 A 50-339/00 32 on 001114 10 No violations or 
deviations noted Major areas inspected.firo protection A JCO 08 30, "Burred Sve 
Water/ Header Leakage ” No weakness in lire protection program Identified 
HARRIS.J.R, CONION.TE. Region 2, Ofc of the Director 08/12/08 tipp 
47906 282 47006 292 

6612210237 Ack receipt of 881116 supplemental response to violations noted in Insp 
Repls BO-330/08-16 A 60-339/80-16 

ERNST, M.L Region 2, Ofc of the Director 08/12/14. CARTWRIGHT.W R Virginia 
Power (Virginia eoctric A Power Co ) Ip 47076 232-47076 232 


R. Periodfo operating reports & related cor roe pond ence 

0A122(X}157 Monthly operating repts for Nov 1 980 for North Anna Power Station Units 1 
A2.W/a81213)lf. 

GARNER. 0 , CARTWRIGHT.W R Virginia Power (Virginia Eloclric A Power Co) 08/ 
11/30 13pp* 47867 261.47B67-263 


S. Reportable occurrences, LERs & related correspondence 

6612060026 LER 60-025 00 on 081 101, Tech Spec 3 6 2 2 vlolalod Causod by one recir- 
culation spray subsystem w/ono casing cooling subsystem inoperablo Functional test- 
ing on casing cooling tank level transmitters stopped W/BOI2O1 Itr 
KANE,G E. Virginia Power (Virginia Electric A Power Co) 08/12/01 4pp 47753 014- 
47763 017 


8812100397 LER 86 027-00 on 081 1 1 7Jnconslstency between updated FSAR A Tech 
Specs for surveillance requirements of solid stale protection sys slave relays 
discovered Cause undetermined Review of ESF testing program initiated W/0B1 21 5 
Itr 

KANE.G E Virginia Power (Virginia Electric A Power Co) 00/12/16 Opp 47065 014- 
47855 022 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F Security, medical, emergency A fire protection plans 

8B1 1390430 Ack rereipl of 081020 Ur Informing NRC of steps taken to correct violations 
noted In Insp Ropts 50-338/88-24 A 50 339/88 24 Ack ulil Inleni to submit emergen 
cy plan rev by 881120 which will address violation re staffing time 
COLLINS.DM Region 2. Ofc of the Director 80/11/10 CARTWRIGHT.W R Virginia 
Power (Virginia Electric A Power Co.) Ip 47681 042 47681 042 

8812220080 Requests approval of end proposed revs to augmonlollon limes In Table 
5 1 of emorgoncy plan In rosponse to Insp Repls 50 330/60-24 A 50 339/08-24 Justi- 
ftcation for proposed revs also end 

CARTWRIGHLWR Virginia Power (Virginia Electric A Power Co) 88/11/30 Docu- 
ment Control Branch (Document Control Desk) 14pp 47903 022-47903 035 

0012190244 Advisos that 681001 rev to corporate emorgoncy plans meets requirements 
of 10CFR50 47(b) A App E A accoplablo 

DECKER, TR Region 2. Ofc of tho Director 00/12/05 CARTWRIGHT.W R Virginia 
Power (Virginia Electric A Power Co) Ip 47851 270-47851 270 

0812200339 Fofv/ards Insp Ropts 50 330/88 32 A 50 339/80-32 on 001 1 14 18 No vio- 
lations Of deviations noted 

HERDT.AR Region 2. Ofc of the Diroctor 88/12/12 CARTWRIGHT.W R Virginia 
Power (Virginia Eloclric A Power Co), 2pp 47906 200 47006 292 

-88122Q0341 Insp Repts 50 338/08 32 A 50 339/88-32 on 801114-18 No violations or 
deviations noted Major areas Inspoctod fire protection A JCO 80-30, “Buried Sve 
Water/Hooder Leakage" No weakness in fire protection program identified 
HARRIS.JR Region 2, Ofc of Ihe Director 08/12/00 lipp 47906 202-47906 202 


P. Oporatlng license stage documents A correspondence 

B81 1200040 Generic Ltr 00-20 to all licensees holding OLs A CPs (or nuclear power 
reactor facilities re Individuaf plant exam for severo Occident vulnerabilities Sve list 
end 

CRUTCHFIELD, D Associate Diroctor for Projects (Poet 070411) 88/11/23 Consoli 
dated Edison Co of New York, Inc 01 pp 47728 303 47729 024 

8012010031 Forwards correction to utit 080920 A 1006 roquosis for change to Tech 
Specs ro containment (ntogratod teak tost schedule Current inton/al for Unit 2 Is 
second Interval w/ Typo A test sdiodulod for 1980 refueling outage 
CARTWRIGHT.W R Virginia Power (Virginia Electric A Power Co ) 08/11 /23 Docu 
ment Control Branch (Document Control Desk], 3pp 47703,165 47703 188, 

-0812010032 Corrected proposed Tech Spec 3 6 1 2 re containment integrated leakage 
rate test schedule. 

• Virginia Power (Virginia Electric A Power Co) 08/11/23 Ip 47703 180 47703 188 

0812060085 Responds to Generic Ltr 88-11 ro details of Implementation of Reg Guide 

1 OO.Rov 2 In analyses, other than PTS Util implementing mathodolony of rog guide 
into heatup A cooldown curves for unit Proposed Tech Specs on sub] being prepared 
CARTWRIGHT.W R Virginia Power {VirGinla Electric A Power Co,) 80/11/30, Docu- 
ment Control Branch (Document Control Desk) 2pp 47743 068 47743 069 

0612120079 Requests that utit address Generic Ltr 88-17 ro loss of DHR during non- 
power operation Ltr issued duo to polontially serious consequences resulting from In- 
adequacy of Industry rosponse to Generic Ltr 87-12, 

MURLEY.TE Office of Nuctoar Roaclor Regulation, Direclor (Post 870411) 88/12/ 

02 FERGUSON.JH Virginia Power (Virginia Etoclnc A Power Co) 3pp 47789.119- 
47789 121 

8812080032 Forwards environ assessment A finding of no significant Impact re applica- 
tion for amends concerning containment air temp 

ENGLE, LB Project Directorate II 2 80/12/05 CARTWRIGHT.W R Virginia Power 
(Virginia Electric A Power Co ) 2pp 47763 203-47753 208 

-8812060034 Environ assessment A finding of no significant Impact revising Tech 
Specs re containment oir temp upper llmll to 120 F A increasing required containment 
test prossuro for integrated A local leak rate tests from current value 
BERKOW.H N Project Directorate 11-2 08/12/06. 4pp 47763.205 47753 208, 

8812080038 Forwards Amends 107 A 93 to Licenses NPF-4 A NPF-7, respectively A 
safety evaluation Amends permit redesign of reactor coolant pump A steam generator 
auppoils 

ENQLE.LB Project Direcloralo 112 80/12/05. CARTWRIGHT.W.R Virginia Power 
(Virginia Electric A Power Co.). 2pp. 47700 093 47780 106 

-8812060041 Amends 107 A 93 to Licenses NPF 4 A NPF-7,re8peclivBly, permitting re- 
design of reactor coolant pump A steam generator supports since dynamic effects of 
postulated primary loop ruptures would be eliminated from design basis 
BERKOW.H N. Project Directorate 11-2 88/12/05 4pp. 47780 005 47760.008 

-8812080043 Safety evaluation supporting Amends 107 A 93 to Licenses NPF-4 A 
NPF-7, respectively 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 80/12/05 Qpp 
47780 090 47780*106 

8812120078 Forwards corrected Page 3/4 6 2 to Amend 92 to License NPF-7, changing 
ref from third lest to second tost A delete ref to 10-yr 1SI outage in footnote 
ENGLE.LB Project Diroclorale II 2 08/12/06 CARTWRIGHT.W R Virginia Power 
(Virginia Electric A Power Co ) 2pp 47706 216-47706 220 

-8812120088 Errata to Amend 92 to License NPF-?, changing ref from third test to 
second test A deleting ref to 10-yr ISI outage in footnote 

• NRC - No Detailed teiolion Given 08/12/06 3pp 4/786 218 47786 220 
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BS12130119 Forv^ards Amends 108 S 94 lo Ucenses NPF 4 & NPF-7. lespclively & 
safoV e*afuat'on Amends modify Secf'On 3/4 6, ' Conlarnment Sys," lo reffecl us© of 
mass point mtlfiod fof caFcirlating containment leakage rates 
ENGLE, LB Assistant Di/ector for Region II Reactors 68/12/07 CARWfltGHT.WR 
VifgmLa Po^ar (Virginia Electnc & Power Ck>) 4pp 47794 310 47794 330 

-6812130120 Amends 108 & 94 to Licenses NPF 4 & NPF 7, re spec lively, modifying 
Section 3/4 6, "Conte nment Sys," to reflect use of mass point method for calculating 
conlarnment leakage rates descnbed m ANSI/ANS 56 8-107 
BERKOW.HN Assistant Director for Region f I Readers 68/12/07 15pp 47794 314 
47794 327 

-8812130122 Safety evaluation supporting Amends 108 & 94 to Licenses NPF-4 & 
NPF-7,respectn<ely 

* Office of Nuclear Reactor Regulation, Director (Post 670411} 68/12/07 dpp 
47704 326-47794 330 

6812130144 Notification of 861208 meeting w/util in Rockvilfe.MD to discuss statistical 
DNd topical & moderator temp coefficient 

ENGLE.L Project Directorate II 2 88/12/07 MURIEY.T NRC- No Detailed Affiliation 
Given 3pp 47797 122-47797 124 

8812160092 Forwards Amends 109 & 05 to Licenses NPF-4 A NPF-7* respectively & 
saiGty evaluation Amends implement more slnngenl pnmary to secondary coolant sya 
leakage limits A establish surveillance requirements lo assure operability 
ENGLE.L a Prelect Directorate IJ 2 08/12/12 CARTWRIGHT, WR Virginia Power 
fViigmia Electnc A Power Co ) 3pp 47873 266-47873 308 

-8812160093 Amends 109 & 95 lo Licenses NPF 4 & NPF-7, respectively, implementing 
stnngeni primary to secondary coolani sys leakage limits & establishing surveillance 
requirements to assure operability of existing instrumentation 
BERK0W,HN Project Directorate II 2 88/12/12 34pp 47873 269 47873 302 

-8812160094 Safety evaluation supporting Amends 109 & 95 to Licenses NPF-4 A 
NPF-7, respectively 

• Office of Nuclear Reactor Regulation, Director (Post 870411} 88/12/12 epp, 

47873 303 47873 308 » - » w. 


8812220222 Forwards Amends 110 8 96 lo Ucenses NPF-4 A NPF-7, respectively A 
safety evaluation Amends revise Tech Specs re containment air temp upper limit A vol 
ot water available from refueling water storage tank for quench spray sys 
ENGLE.Le Project Oireciorate 112 68/12/14 CARTWRI6 HT[wR Vm 
(Virginia Electnc A Power Co} 3pp 47900 130-47900 176 


Virginia Power 


-8812220224 Amends 1 10 & 96 to Ucenses NPF-4 A NPF-7,respecliv0ly. revising Tech 
Specs re containment air temp upper limit A vol of water available from refuelina 
water storage tank for quench spray sys 

BERKOW.KN Rrojoct Directorate fl-2 88/12/14 32pp 47900133 47000163 

Safety evaluation supporting Amends 110 & 96 to Ucenses NPF 4 A 
NPF'7,fespec1ivety 

Regulation. Droclor (Post 070411) 80/12/14 lipp 

47900 1B4 47QoO 174 


-^612220228 Notice of issuance of Amends 110 & 96 to Licenses NPF 4 A NPF- 
7, respectively Amends revise Tech Specs re containment ofr temp upper limit & vof of 
from refueling water storage tank for quench spray sys 
ENGLE.L B Project Dreclorate IJ-2 88/12/14 2pp 47900.17547900176 


Q Inspection reports, IE Guffetfns & correspondence 


viofaUon from fnsp Repts 50-338/88 
met «nhancomert» to operating oxparl- 

CARlWRtGHT.WR Wrginia Power (Virginia Electnc A Power Co) 88/11/16 Docu 
monl Control Branch (Document Control Desk) 3pp 47651 271 47651 273 

881 13M438 Ac k receipt of 881028 Hr Informing NRC of steps taken lo correct violations 
not^ in Insp Repts 50-330/88 24 A 50-339/88-24 Ack ulif Intent o submit Jmeroen 
*'! violaticr, re slaflingZe 

^LINS.DM Region 2, Ofc of the Drector 88/11/16 CARTWRIGHTWR. VIroinia 
Power (Virginia Electnc & Power Co) Ip 47681 042-47681 042 

submittal of revised efficiency calibr data for ihree 
genmanlum detectors focat^ In count room of plant Der Insn Rervta *in 

DECKER, TR R^qn 2 Ofc ot the Director 88/11/21 CARTWRIGHT Wfl Virainin 
Power (Virginia Efeclrlc A Power Co ), Ip 47655 343 47655 343 ^ Virginia 


^ Gau^r'^stcTstencI^^^^® "Unauthorized Removal of Industrial Nuclea 

0^ industrial & Medical Nuclear Safely (Post 870720} 
88/11/22 ConsoJidated Edison Co of New York, Inc. 99pp 47708 2S5 47700 257 


"(li Tesll ” Sve l!sU„T“ ®® “'■ & Control ol Psychotogl- 

ROSSI ,C E OrvisfOn of OoerRttnnal Ptramin a#*...,...... ~ 


-8812010166 Safety evalimlion supporting Ireensoo responses to NRC Bulloim 
"Rapidly Propagating Fatigue Cracks In Steam Generator Tubes," aubi to uni ' 
addi administrative controls 

• Office of Nuclear Reactor flegufation, Director (Post 070411} 88/11/311 
47703 042 47703 046 " 


6812220000 Requests approval of end proposed revs to augmentation times m 
5 1 of emergency plan In responso lo Insp Ropls 50 338/86 24 & 50 339 /bb 24 JnV 
fication for proposed revs also end 

CARTWRIGHT, W R Virginia Power (Virginia Electric A Power Co} 68/11/30 rw, 
ment Conirol Branch (Document Conirof Desk) 14pp 47803 022-47903 035 


8811290030 NRG Info Notice 80 093, "Teletherapy Events ” Sve list end 
CUNNINGHAM, R E Division of tnduslrial A Medical Nuclear Safety (Posi fl7ft75ci, 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp 47011 103 47811 21s 


0611290538 NRC fnfo Nolico 80 094, "Potonlially Undersized Valve Actuators" SveUi 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/l2/n> 
Consolidated Edison Co of New York, Inc 121pp 47708 143 47708 254 


8812020287 NRC Info Notice 00 095, "Inadequate Procuromanl Requirements ImooiM 
by Licensees on Vendors " Sve list end ^ 

ROSSI.CE Division of Oporalignal Events Assessment (Post 870411) 89/ 1 3/m 
C onsolidated Edison Co of New York, Inc 1 12pp 47807 101 47807 302 


8012200339 Forwards insp Repts 50-330/08-32 A 50 339/88-32 on 881114 iBNovio. 
fations or deviations noted 


Power (Virginia Cedric & Power Co } 2pp 47000 200-47006 202 


J , 7 S uv>u/wo-x»t w ou un ou 1 1 in- 10 INO VlOiaiiOns Of 

devlalions noted Major areas Inspected fire protoclion A JCO 88 30, "Buried Sw 
Waler/Headar Leakage " No weakness In fire protoclion program Identified 
HARRIS.JR, (X)NLON,TE Region 2, Ofc of the Diroclor 88/12/08 11 m 
47906 282 47906 292 ^ 


0812210237 Ack receipt ot 881116 supplemental response to vioffltlons noted In Inso 
Ropls 50 330/88 16 & 50-339/88 16 ^ 

ERNST.ML Region 2, Ofc of the Diroctor 80/12/14 CARTWRIGHT, W R Viromi 
Power (Virginia Electric A Power Co } Ip 47076 232 47876 232 


R, Periodic operating reports & related correspondence 


oporaling repts for Nov 1900 for North Anna Power Station Units 1 

6 2W/8B1213Ur 

^ Virginia Power (Virginia Efoclric & Power Co) 68/ 








8812010187 LER 00 001-00 on OB1104,slQam driven auxiliary feedwater pump inadveit 
onlly |laftod while being re^movod from sve for propfnnnotf maint Caused by personnel 
isolated Human performance evaluation underway W/fl81122 Hr 
47703 in Eloclrlc & Power Co) 00/11/22 5pp 47703 107 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 

F. Security, medical, emergency & fire protection plans 

Jo Emergency Plan Impfementing Proceduro EP-547, "Rapid Esk 
Containment High Range Radiation Monitor" 
Detroit Edison Co 88/1 f/29 Cpp. 47O3O'260 47B30'273 

^hiergency plan implomenling proooduros, Including Rev 5 to EP 
nl® Support Ctf. Support Functions,^ Rev 4 to EP-301 01, "Technical 
li ^ il? "Organization & Rosponsibllitloa " 

ROLAND, M Dotrolt Edison Co 88/1 f/30 21pp 47030.109 47030 209 

R0sponso Planning Plan Implomenting 

ROLAND.M Detroit Edison Co 00/12/00 7pp. 47840- 140-47040.1 46 

Forwards Safely Insp Ropl 50 341/00-32 on 801 114-17 No violations 

Co^2pM7?64^18^W7&4S9l'^^ Diroclor 80/12/08 SYLVIA.B.R Detroit Edison 

0811 14-17 No violalions or deviations 
FOSTFftT cwm ®'’^0rgenoy preparedness program. 

47864191 ' 3. Ofc of the Director 88/12/00 9pp 47864 183 

generation package, Including Rev 1 to Ad 
ProceS^A^wr APD c Operating Procedures Dovelopmenl 

dures •» * WG-APP-E, FarmI Writers Guide App E Emergency Operating Proce 

w'oMk® Document Control Branch (Document Con 

" p™K Administrative Procedure NPP-PRi 03, "Emergency Operating 

^ 0 lo WQ-APP-E, "Forml Writers Guide App 

» Procedures " 

Delroil Edison Co, 80^/11/29. 82pp. 47863.085-47863-145. 

smergency operating procedure plan 
Detroit Edison Co 08/12/09. 350pp 47063 146-478M 772 
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H, General correspondence 

8812010404 Commont on proposed rule 10CFR26 re Fiinoss for Dufy Program including 
random dri^ leslmg Ulil endorses NUMARC comments on rule 
* Detroit ^ison Co 88/11/17 Docketing & Services Branch lOpp 47670 209 
47679 249 


P. Financial Information 

0812090249 Forwards certified cash flow statement, per 10CFR140 21 US Dept of Agri 
culture 760429 & 0528 memos, which constitute Wolvorino response lo secondary fi 
nancial protection requirements also end 

SYLVIA,B R Detroit Edison Co 88/12/02 DINITZJ P NRC No Detailed Affiliation 
Given tOpp 47762 321 47762 333 


P. Operating license stage documents & correspondence 

881123033G Discusses Tech Spec changes for single loop operation Industry events 
mvolvmg QWR thermal hydraulic instaDility & associated activities Indicated further 
Tech Spec changes bo required as result of events & octivitios 
SYLVIA,B R Detroit Edison Co 00/11/16 Document Control Branch (Document Com 
trolDosk) Ip 47632 342-47632 342 

0011290525 Forwards AEOD diagnostic ovalualion team rept for plant Repl documants 
loam findings & conclusions 

STELLO.V. Ofc of the EKecutive Director for Operations 08/11/22 2ECH, ROBERTS, 
CARR Commissioners Ip 47662 250-47662 250 

8811280048 Generic Ur 88-20 to all llconsoos holding OLs & CPs for nuclear power 
roactor facilities re Individual plant exam for sovere accident vulnorabllitlos Svc list 
one! 

CRUTCHFIELD,0 Associate Director for Proiects (Posl 870411) 80/11/23 Consoti 
dated Edison Co of New York, Inc 81 pp 47728 303 47720 024 

8811300458 Responds to Generic Ur 88-11, “NRC Position on Radiation Embrilllamont 
of Reactor Vassal Metis & Impact on Plant Operations “ 

SYLVIAS R Detroit Edison Co 80/11/20 Document Control Branch (Document Con 
irol Desk) ZOpp 47676 168-47676 177 

8812090293 Confirms 801216 moelinq In Nowporl,MI to discuss plant 
alalu8,schedu!os,improvQmGnt programs & NRC commitments 
GnEENMAN,EG Region 3, Ofc of the Director 88/12/05 SYLVIA.BR Dolroil 
Edison Co 2pp 47781 357-47781 358 

8812120100 Notifies of change in startup tost program described in Chapter 14 of feciti 
ty updated FSAR Change involves deleling flow-inducod vibration lost of RHR sys re 
actor vessel head spray piping within primary containmont 

SYLVIA,B R Dotroll Edison Co 08/12/05 Document Conlrol Branch (DocumonI Con 
IrolDosk) 3pp 47789 061-47789 063 

8812090208 Forwards revised Relief Ronuost VR-46 R2 to Insorvico testing program for 
pumps & valves Isolation valvos (isted on end rotiof request cannot bo individually 
leak rate tested 

- — r SYLViA,&R Detroit Edison Co 80/12/06 DocumonI Control Branch (Oocumont Con- 
trol Desk) 6pp 47705 059 47785 004 

8812270214 Forwards Amend 29 to License NPF-43 & safety evaluation Amend revises 
Tech Specs to clarify limiting condillon for operation of 480 volt MOC 72CF swing bus 
STANG,J Project Diroctorato 111-1 80/12/15 SYLVIA,DR Detroit Edison Co 3pp 
47025 300-47926 324 

“8812270218 Amend 29 to License NPF-43,roviBlno Tech Specs to clarify limiting con 
dltion for operalion of 480 volt MCC 72Cr swing bus 
OUAY,T Project Directorate !ll-1. 80/12/15 lOpp 47925 312 47925 321 

“881227021B Safety evaluation si^portlng Amend 20 to License NPF 43 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 00/12/15 3pp 
47926 322-47925-324 

8812270300 Application for amend to License NPF-43,changing Tech Spec 3/4 3 3 re 
ECCS actuation Inslrumantation Fee paid 

ORSER,W.S Detroit Edison Co 80/12/22 Document Conlrol Branch (DocumonI 
Conlrol Desk) 26pp 47026 216-47926 259 

“8812270302 Proposed Tech Specs 3/4 3 3 ro ECCS actuation inslrumonlalion 

* Detroit Edison Co. 80/12/22 18pp 47926 242.47926-269 

6B12270303 Application for amend to License NPF-43, revising Toch Spec Table 3 3,2-2 
re condenser pressure high containmont Isolation setpoint & allowable value Feo paid 
onSEn,W,S Detroit Edison Co 88/12/22 Document Control Branch (Document 
Control Desk) 7pp 47927 026 47027 034, 

“8812270304 Proposed Tech Spec Table 3 3 2-2 re condenser pressure high conlain- 
iTJont isolation setpoint & allowable value 
" Dotroll Edison Co 88/12/22 2pp 47927-033-47927.034 


Q. Inspection reports, IE Bulletins & correspondence 

8811160211 NRC Info Notice 88 090, “Unauthorizad Removal of Industrial Nuclear 
Gauges ” Svc list end 

CUNNINGHAM.R E. Division of Industrial & Medical Nuclear Safely (Posl 070729) 
8B/11/22, Consolidated Edison Co. of Now York, (no 99pp. 47700 265 47708,267, 

8811160407 NRC Info Notice 88 091, “Improper Administration & Conlrol of Psychologi- 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co. of New York, Inc 101pp. 47708 042-47708.142 

8811300058 Forwards Insp Rept 50 341/08 00 on 800308-0920 & notice of violation 
KNOP.RC Region 3. Olc of the Director 08/11/23 SYLVIA, BR Detroit Edison Co 
2pp. 476761219 47675 276 

“8B1 1300060 Notice of violation from insp on 860308 0920, Violation noted engineering 
evaluations used lo select diodes, valves & gears that ware not safety-related tor oppH- 
cationsdld not ensure critical characteristics satisfied requirements 
KNOP.RC Region 3, Ofc of the Director 08/11/23 Ip. 47675-221-47675.221. 


“8811300062 Insp Rept 50-341/86 08 on 880308 0920 Violations noted Major areas 
Inspected circumstances re licensee actions in response to mail control allegations re 
ported to NRC In Jan & Fob 1908 

COOPER.nw Region 3, Ofc of the Director 88/11/23 20pp 47675 222-47675 241 

“8804250252 Forwards results of util & S&W Investigations of allegations re control 
practices discussed in NRC 860125 & 0212 Itrs 

SYLVIA, B R Detroit Edison Co 88/04/19 Document Conlrol Branch (Document Con 
Irol Desk) 6pp 47675 242 47675 276 

8812060266 Ack receipt of 860429 Itr informing NRC of actions taken re allegations 
noted in NRC 880222 Itr concerning safeteam practices & hiring practices 
GREENMAN.EG Region 3. Ofc of Ihe Director 8B/11/30 SYLVIA.B R Detroit 
Edison Co 2pp 47734 160 47734-161 

8811290030 NRC tnfo Nolico 08 093. "Telelherapy Events “ Svc list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/02 Consolidaled Edison Co of New York, Inc 112pp 47011 103 47011-216 

8811290530 NRC Info Nolico 88 094, “Potentially Undersized Valve Acluators” Svc list 
end 

ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143 47708 254 

8612090260 Forwards Enforcement Conference Rept 50-341/86 34 on B81 1 16 re viola- 
tions noted in Insp Rept 50 341/86-25 

MILLER.H J Region 3, Ofc of the Director 88/ 12/05 SYLVIA.B R Dolroil Edison Co 
2pp 47762 106 47762 111 

“6612090262 Enforcement Conference Rapt 50-341/86-34 on 861 118 Major areas 
discussed apparent violations to 10CFR50,App B Identified & info pertinent to 
causo.exlsnt, treatment & corrective action to prevent recurrence of problems 
EICK.S. SMITH.JF, HARflISON.JJ Region 3, Ofc of Ihe Director 88/12/05 4pp 
47762 108 47762111 

8612120085 Forwards Safety Insp Repl 60-341/80-29 on 801010-20, 1031-1103 & 
1 109 No violations noted 

HARRISON, JJ Region 3, Ofc of the Director 88/12/06 SYLVIA.R B Detroit Edison 
Co 2pp 47791 341-47791.350 

“8812120067 Insp Rept 50-341/80 29 on 8B1018 20,1031-1103 & 00 No violations or 
deviations Identified Major areas inspected licensee compliance w/ATWS 
fulo.10CFR60 62 

WESTQERG.RA, GARDNER.R N Region 3, Ofc of the Director 80/12/06 8pp 
47791 343-47791-360 

8012020287 NRC Info Notice 88-095, “Inadequate Procuromont Requirements Imposed 
by Llconsoos on Vendors " Svc list end 

ROSSI.CE Division of Oporalionnl Evonls Assessment (Posl 670411) 88/12/00 
Consolidated Edison Co of Now York. Inc 112pp 47807 191 47607 302 

8812200068 Forwards Safety Insp Rept 60-341/88-32 on 081114-17 No vielations 
noted 

GREGER.LR, Region 3, Ofc of the Director 88/12/00 SYLVIA.B R Detroit Edison 
Co 2pp 47864 101-47064 191 

“8812200075 Insp Rept 50 341/08 32 on 881114-17 No violations or deviations 
notod.Major areas Inspected emergency preparedness program 
FOSTER, J, SNELL, W Region 3, Ofc of the Director 80/12/00 9pp 47664-103 
47864 101 

6B12130026 Responds to NRC 881104 Itr ro violations noted In Insp Rept 50 341/88- 
17 Corrective actions new administrative procedure developed & improvemets being 
made to surveillance scheduling & tracking data base 

SYLVIA.B R Detroit Edison Co 68/12/09, Document Conlrol Branch (Document Con- 
trol Desk) 12pp 47704.116-47794 127 


R, Periodic operating reports & related correapondence 


8612270091 Forwards monthly operating rept for Nov 1088 & rev to Oct monthly oper- 
ating rept for Fermi 2, 

ORSER.W.S Dotroll Edison Co 88/12/16 Document Control Branch (Document 
Conlrol Desk) 2pp 47924 197-47924.204 

“8612200300 Monthly Operating rept (or Nov 1988 for Fermi 2 
ANTHONY.P.M Delroft Edison Co 08/11/30 3pp. 47924.199 47924-201 

“0812270090 Revised monthly operating rept for Oct 1988 for Fermi 2 
ANTHONY, P M. Detroit Edison Co 88710/31 Ip 47024 202-47924.202. 


S. Reportable occurrences, LERa & related correspondence 

881 1290087 LER 87-01 0-01 ;on 070493.djscrepancies In reactor operator requaliflcatlon 
training discovered Caused by Inadequate administration of past requaliflcatlon pro- 
gram Requaliflcatlon administrator guide revised W/8811 18 Ur, 

Anthony, P . ORSER.W S Oelrolt Edison Co 88/11/10 4pp 47604,067 47664.070. 

8812140266 LER 88-036 01, on 881 106, off-duty operations shift failed to properly per- 
form startup checklist & daily plent surveillances per Tech Spec 3 8 4 1 Supervisor de- 
energized breakers & personnel disciplined W/88120S Mr 

ANTHONY.P., ORSERpW.S Detroit Edison Co 80/12/08 6pp 47813 331-47813-336 

8812140265 LER 66-026-01 -on e8O72OJncrea30 In unidentified leakage In drywell 
noticed Caused by valves w/scored stems Both valves had their stems replaced & 
both valves fOpacKed,W/B81209 Ur 

ANTHONY.P , ORSER.W S Detroit Edison Co. 80/12/09 4pp 47021:044 47021-047 

8812200265 LER 87-048-0D.on 871008,8vc,turb)no & radwaste bldg ventiletlon radiation 
monitoring sys channel functional lost surveillance procedures did not specify testing 
of nonrunning exhaust fans, Procedures revised W/881215 Ur 
NADER.Q , ORSER.W.S Detroit Edison Co 08/12/15. 28pp 47861.020-47861:047 
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U Con^malonal/Exacutive Correspontfenco 

£611170122 Responds 1o B&0927 request for review & comment of R MancrnI ropi NRC 
reviewed ropi a concludes that no now safety concerns Known or not bolno adequate- 
ly addressed by liconsao Improvement pfogram Ulil committed to correct deficiencies 
zeCH.LW Commissioners 08/11/10 OINQEU.JD House of Rep. Energy & Com 
rrorce 4pp 47567.160 47567 166 

•^012080084 "Fermi II Problem Introduction," 

HUTC HINSON, W Q llor Research InsMuta 08/08/12 75pp 47702 830 47793 052 


DOCKET 60*344 TROJAN NUCLEAR PLANT 


F> Security, modrcal, emorgeincy & ffre protection plans 

00120$OO'21 Rev 4 to Rediologloaf Emergency Response Plan ImpSemonling Procedure 
EP 130, "Emeraancy Oporalfons Facifi^," 

* Portland General Electric Co 86/11/11. UOpp 47733013 47733 152 

6611230237 Revised emergency plan Irrplementina procedures including Rov 2 to 
Figure 002 6 of EP 002, Rov 2 to Rpure 003 1 to EP 003.Rov 3 to Figure 100 3 of EP- 
100 & Rev a to Flyura 101-8 o1 EP-101. 

* Portiand General Efeclrlfl Co 60/11/15. 16pp 47631 204-47631,210 

6611260044 Forwards final rept for 67 101 4 exercise o1 offsite radiological emergency 
response plane for plant Ninato on deficiencies observed m exercise FEM A reserves 
fight to Invoke 44CFR350 13 ponding results of 861116 exercise 
KRIMM.R.W Federaf Emergency Manegement Agency 0B/11/16 CONGEl.F J Dlvi 
afon of Radiation Protection & Emergency Preparedness (Post 870411) 2pp 
47652 305*47663 267. 

-661126O0S1 Forwards memo re status of correctrve actions for 871014 exercise of off* 
site plans & preparedness for plant 

KniM\1,RW Fodarel Emergency Management Agency 68/04/19 Division of Radi 
alien Rroloctiau & Emorgoncy Preparedness (Post 870411) 4pp 47652 307- 
47652 3 ID. 

»861 1280059 Final ropi of 671014 exorcise of offsite radiotogfcai emergency response 
plans for plant 

' Federal Emeraency Management Agency 68/06/30 313pp 47652 311-47653 267 

6 SI 2090177 Forwards rosufts re review of fire protection mods, per Amend 22 to LI 
cense NPF 1 & violations noted In (nsp Repl 50 344/88 17 concerning fire protecilon 
prooram implementatSon 

COCKFIELl), 0 W. Portland Genera} ElecWc Co 86/11/30 Document Control firanch 
(Document Control Desk) 6pp. 47761 279-47761.264 


H. General correepondenee 

6812026623 Commonls on proposed rule 10CFR26 re Fitness for Duty 
Program NUMARC recommendation that proposed 300% sample sire excessive £ 
tfiat 100% annual sampla size win be sufficient supported 

COCKFIELD.D.W Portland General Eloctric Co 88/11/21 Docketmg & Sorvices 
Branch 4pp 47578 352-47679 355 


P, Opera ling license stage documents A correspondence 

6811300253 Forwards nollcp of withdrawal of porllon of 861210 oppficalion for amend 
changing Tech Spec 3 3 3 6, "Remoie Shutdown lastfumenlaUoft 
SEVAN, R Proiecl Directorate V 88/11/18 COGKFIELD.OW Pori land General Elec 
trie Co. app, 47676 116-47676 121 

'-*8811300268 Netica of withdrawal of portion of 061210 application for amond to li- 
cense ctianging Tech Spec 3.3 3 5 re remote shutdown Instrumantation 
BEVAN,n Prelect DIreoloralo V. 88/11/16 Ip 47676 1 21-47676 121 

0811260648 Generic Ltr 80 20 to all Ifconseea holding OLs & CPs for nuclear power 
reactor facilities ro indrvfdual plant axam for savors accidenl vulnerabilities Sve Hal 
end 

CRUTCHFIELD, O Assoclale Direclor for Projects (Post 670411) 88/11/23, Consoli- 
dated Edison Co. of Now York, irvo Bipp 47728 303*47729 024 

8812050302 Forwards response to Gen one Ltr 86 1 1, "NRC Positron on Radlalion Em- 
bdtllennont of Reactor Vessel Malls A Impact on Plant Operations" using methodology 
Jn Rev 2 to Reg Guide 1,99 

COCKFIELD.DW Portland General Electric Co. 88/11/30 Docurnom Control Branch 
(Document Control Desk). 14pp 47740' 263-47 740 276 

8812070234 Summary of 081110 mooting w/utfl & B&W lo discuss use of B&W mfg fuel 
at lad hly Handouts from meeting & list of attandees end. 

BEVAN,R.B. Pfojocl Directorate V 68/1 1/30. Project Diroctoraie V 23pp 47748 2 76 
47746.299 

0012070066 Requests oxtanslort for Installation of ATWS miligaing sys actuation circuit 
ry (AM5AC) Util proposes to compfata Instaliabon of AMSAC during 1990 refueling 
outage (approx Jul 1 990). 

COCKFIELD.D.W. Portland General Eieclnc Co 68/12/02 Document Control Branch 
(0(?cument Control Desk) 2pp 47745 240 47745 241. 

0012140174 Documanta vortial responses lo NRC re handling of SNM associated w/ 
repair o1 luet assemblies 

WKFIELD.D.W Portland General Electric Co 88/12/02 MARTIN, JO Region 5, 
Ole of the Direclor, 2pp. 47600 204-47600 205. 

0012160229 Roquesta response to Gononc Ltr 06-17 re loss of DHR Daficlency of in- 
dustry reeoonse to Generic Ltr 87-12 in a/eas, Including prevention of acddenl Initi- 
ation 6 mitigation of accidents before core damaged noted , 

MURLEY.TE Office of Nuclear Reactor Regulalion, Diroclor (Post 870411) 80/12/ 
02 SHORT, R.H, Portland General Electno Co 3pp 47829.206*47029 208 

0812130190 Informs (hat tentative date of 66121S scheduled for presentation of license 
certificates, per 681130 telcon. 

PATE.R X Region 6. Ofc of the Dlroctor. 68/12/05 NlCHOLS,S Portland General 
ElOCMc Co. 2pp. 47794;079-47794.&60. 


8612190209 Responds to 660914 request re licensee use of commercial grade ilornsn 
safety related applications Finding given in Insp Rept 50-344/80*30 appoiirs to bo 
ropoat of insp conrfocted in 1985 Escalated enforremont action recommended 
VIRGILIO.MJ Assistant Direclor for Regron III & Region V Reactors 6Q/12/D? 
KtRSCH,D Region 5. Ofc of the Director 3pp, 47852 0D3 47852 095 

8612210340 Advises that submittal of i iconic Change Application 161 re upgraded fuel 
design roschodufed from 001215 lo 090215 Delay necessitated hy contractor dilffcufcy 
In completing analysis of locked rotor ovent on schedule 

COCKFIELD,DW Portland General Electric Co 88/12/16 Document Control Bfaai.h 
(Document Control Dos k) Ip 47876 022-47076 022 

86122/0163 Amend 2 to PGE 1043, "Accidrnt Monitoring Instrumentation Review " 

* Portland General Efeclnc Co PGE-t043 A 02 Ofl/12/31 195pp 47023 148 

47923 345 


Q. Inspeclton roports, IE Efultetfns & correspondence 

0611290023 Responds lo NRC 00(020 itr re violations noted in Insp Hopl 50 344/08 
34 Corrective actions weatherizod portable lanterns w/6 h power supplies provided in 
dedicated indoor storago (ocatrons & plant prododures revised 
COCKFIELD.DW PoflTand General Llectrfc Co 08/11/10 Document Control Branch 
(Document Control Desk) 3pp 47650 136 47650 130 

8611160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nih.lO(ir 
Gavioos" Sve hstervcl 

CUNNINGHAM.R E Division- of fnduslr/ol & Medical Nuclear Safety (Post 670720) 
80/11/22, Consolidated Edison Co of New York, Ind 09pp 47708 255 47700 257 

6811160467 NRC fnfo Notice 88-091, "Improper Administration & Control of Paychologl 
dal Tests " Sve list end 

ROSSI, CE Division of Opdrational Events Assessment (Post 870411} QB/t1//2 
Consolsdatod Edison. Co of New York. Inc iOlpp 47700 042-47700 142 

6812050176 Forwards "Inservico fnsp Rept Trojan Unit t Nuclear Generating Plan I for 
First Penod Second Interval NDE ASME Section XI Required Exams," Vol t-4 
COCKFIELD.DW Portland General Electric Go 00/11/30 Document Conirof Branch 
(Document Control Desk) 2pp 47724 OtO 47728 302 

“8812050176 "fnservrco Insp Rapt Trofan Unit I Nucloaf Gonoraiing Plant for Fuel 
Period Second intorvaf NDt ASME Sactfon XI Roqulred Exams" on 800413 0710 Imp 
consisted of exam of conipononts, piping & supports Ropi consists of four vols 
• Portland Genoral Electric Co 80/10/31 1.731pp 47724 012-47728 302 

0612050313 Informs that rov lo Topical Root PGE-1049, "Troian Nuclear Planl Inservlto 
Insp Program for Second tO-Yr Intorvar' delayed until 090131 due to axlonsivo rov, 
COCKFIELD.DW Portland Gonof at Electric Co 88/11/30 Dodumonl Control Brnn^li 
(Document (Control Desk) ip 47/40 166 47740 106 

6812090177 Forwards results re roview of fire prolactlon mods, per Amend 22 to Li 
cense NPF-1 & vlolalior^s noted in Insp Ropt 50 344/00-17 concerning firo prolcdion 
proaram implomentalion 

COCKFIELD.DW Portland GGiiaral Efectric Co 88/11/30 Document Control Branch 
(Document Control Desk) 6pp 47761 279 47761 284 

8811290030 NRC fnfo Notice 88 093, "Tolotherapy Events " Sve list onci, 

CUNNINGHAM, R E Division of Industrial & Modiral Nuclear Safely (Post 0/0720) 
86/12/02 Consolidated Edison Co of Now York, Inc 112pp 47811‘t03-47011 215 

0811290538 NRC Info Notice Oa 094, "Potonllally Undersized Vulvo Actuators " Sve IidI 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/12/07 
Consolidated Edison Co of Now York, fnc 121 pp 47700 143 47708 254 

8812200089 Forwards Insp Rept 50-344/08-30 on 880926 1007 & notice of 
violation Mainl process for plant Improved & reflects continuing organizational & pro 
gram lmprovoment3,but program could be further strengthened 
MARTiN.JD Region 5, Ofc of ihe Director 88/12/02 COCKFIELD,DW Porlland 
General Efectric CO 6pp 47662 246 47862 318 

-8612200094 Notice of violation from Insp on 880926 1007 Violation noted flow (fidlcn 
tors for SVC water pump bearing wolor not calibr prior to performance of any insarvico 
testing of sve water pumps 

MARTIN, J B Region 5, Ofc of Ihe Director. 80/12/02 4pp 47862 252-47062-255 

-8812200096 fnsp Rept 50*344/88-30 on 660926 1007 Violations noted Major aroa9 
Inspected mafnt program & implementation of related aclivilies 
MCLAUGHLIN, P, HOOKER, C, DURDOIN,J Rogion 5, Ofc Of the Director. OS/ll/25 
57pp 47862 256 47062.316 

6612190200 Responds to 800914 request re licensee use of commercial grade Homs in 
safety related applications Finding given In Insp Ropt 50-344/00-30 appears to bo 
repeat of Insp conducted In lOBS.Eacalated enforcement action recommended 
VIRQILfO.MX Assistant Director for Region lil & Region V Reactors. 08/12/07. 
KIRSCHD Region 5, Ofc of the Diroolor 3pp 47652 093-47852 005, 

8012020287 NRG Info Nobca 88 095, "Inadequate Procurement Roquiromonts Imposed 
by Ucervseos on Vondois " Sve hat end 

ROSSI, CE. Division of Operationai Events Assessment (Post 870411) 68/12/08 
Consolidated Edison Co of New York, Inc, 112pp 47807 191-47007.302 

6812160046 Responds to NRC 081103 Itr re violations noted In Insp Rept 60 344/Cfl 
40.CoiToctive actions ladder In control bldg switchgear room removed & returned to 
tool Issue room & plant purveyed for ladders not meolmg requirements. 
COCKFIELO,O.W, PorDand General Efeclnc Co 80/12/12 Document Control Branch 
(Document Control Desk). 9pp 47830.312-47030.320 


S Reportable occurrences, LERe 6i related correspondence 

601 1290581 LER 80 040 OO on 801024,cenlrifuga) charging pump mochaniral shaft seal 
discovered leaking at rate of 2400 cubic centTmotors/h Cause unknown Seal replaced 
A pump returned lo sve Aclfon plan fnltiated W/801 123 Itr 

KEflSHUL.e, OLMSTEAD.C.A Portland General Flactric Co 80/11/23 4pp 
47667-194-47667.197 
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8812050207 LER 89 04 1-00 on 08 1028, safety (nloction trains rendorad (nopemblo & 
Tech Spec 30 3 entered Caused by Intentional closure of valve MO B813 duo to 
loose metal plate attached to stem of valve W/8ai 120 Itr 

KERSHUL.B. OLMSTEAD.CA Portland General Electric Co flB/11/20 4pp 
47740 170 47740 101 

0812050210 LER 00 042-00 on fl81029Mtrument air pressure 90 psig & decreasing 
while containment air pressure increasing Caused by poor workmananip on soldered 
Joint Temporary repair made to rupture Joint using nylon strap & tie wire W/001120 Itr 
BOWMAN.SW, OLMSTEAD.CA Portland General Electric Co 08/11/28 4pp 
47730 281 47730-264 

6812210365 LER 68 043 00 on 081 1 13, reactor tripped due to turbine trip on hi-hi steam 
generator [eve! Caused by main foedwalor regulating valvo controller failure following 
power supply failure Emorgoncy Instruction 0 performed W/8B1 21 3 Hr 
GtJBEnSKI.J D , OLMSTEAD.CA Portland General Electric Co eB/12/13 Opp 
47875 042-47075 04G 

8812210001 LER 00 044 OQ on OB1 1 14, auxiliary feedwater sys actuation occurred on lo 
fo steam generator level w/plarU in Mode 3 Caused by personnel error In letting 
stoam generator level got loo low Plant procedures revlsaa W/aG1214 Mr. 
GUBERSKI.J, OLMSTEAD.CA Portland General Electric Co 80/12/14 4pp 
47001 349 47801 352 


V, Operator Examinations 

0812140056 Forwards revised agendo for annual operator licensing meeting on 
e90110W/o end 

PATE.RJ Region 5. Ofc ol the Director 00/12/05 NICHOLS.S Portland General 
EloclrEcCo Ip 47790 093-47706 093 

0812210230 Advises that written & ora! operator exams scheduled for 000620 & 0821- 
23 .respectively List of ref mall requirements for reactor/senior reactor operator llcons 
fng exams & related info end 

BICHARDS.SA Region B, Ofc of the Director, 00/12/15 COCKFIELD,D,W, Portland 
General Electric Co 9pp 4707G215 47076'223 


DOCKET 60-346 DAVIS-DCSSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

661130Q122 Change C-1 to Rev 2 to Emergency Plan Implomonling Procedure MS EP- 
02520, "Assembly & Accountability" 

• Toledo Edison Co 00/10/28, 3Cpp 47675 277*47676’312 

6611300125 Change C-1 to Rev 3 to Emergency Plan Implementing Procedure HS EP* 
02010, "Emergency Mgl " W/Rov 31 to table of contents 
WASILK,J S, Toledo Edison Co 00/11/20 35pp 47877 344 47670 010, 

6611300525 Forwards Safely Inap Ropt 50-346/08-34 on 001 101-03 No violations 
noted 

QREGCR.LR Region 3, Ofc of the Director 08/11/21, SHELTON, D. Toledo Edison 
Co 2pp 47676 230 47076 262 

—&611300S31 tnsp Ropt 50-340/00-34 on 801101-03 No violations noted Major areas 
inspacted 1008 emergency preparedness exercise flP 02301), involving observations 
of four NRC Insps on most of facllllio&.oguipmont & porsonnel Involved in exorcise 
PLOSKI.T, PATTERSON, J., SNELL.W Region 3, Ole of tho Director 80/11/18, 22pp 
47676 241-47676 262 

861212Q102 Discusses schedulo to complete fire protection corrective actions, Util does 
not consider safe operation of plant to bo Jeopardized ponding completion of necos 
SB ly -corrective aclions resulting from NFPA Code review 

S HELTON, D.C Toledo Edison Co 80/12/02 Document Control Branch (Document 
Control Desk) 5pp 47706 300 47706 304 

66120700B8 Rev 12 to omorgency plan Sections 6 & 0 

* Toledo Edison Co, 00/12/16 57pp, 47740,010 47740.075. 


P, Operating license stage documents & correspondence 

6611280048 Generic Ltr 00-20 lo all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vufnorabllitlea Sve list 
end 

CRUTCHFIELD, D, Associate Director for Projocis (Post 070411) 88/11/23 Consoli 
dated Edison Co of New York. Inc flipp 47728 303 47729 024 

6011290428 Advises lhal 001005 Rev 0 to QA program description moot requirements 
of 10CFR60,App B Confirms 681108 tefcon ro 081021 proposal to reduce commil- 
monls concerning restrucluro of engineering assurance function 
MILLER.H J Region 3, Ofc of Ihe Director. 88/11/25 SHELTON.D. Toledo Edison 
Co. 2pp 47640’ 170-47640 171, 

80113OOO9B Forwards signed .original order modifying license issued lo ulil on 801121 
for Iransmiltal lo FR for publication W/o end 

LIEBERMANJ Ofc of Enforcemant (Post 870413) 00/11/25. LESAR.MT. Regulatory 
PubIleaUons Branch Ip 47701 ,347-4770 1.347. 

6812050307 Responds to Generic Llr 80-11, "NRC Position on Radiation EmbriUlemenI 
of Reactor Vessel Mails & Impact on Plant Operations '' Temp llmlla revised In Amend 
1 1 8 lo License NPF-3 based on draft Rev 2 to Reg Guido 1 09. 

SHELTON, D.C Toledo Edison Co. 00/11/20 Document Control Branch (Document 
Control Desk). 1p. 47734.152-47734.152 

0812120249 Forwards application for amend to License NPF-3, revising Tech Specs lo 
reduce reactor protection sys reactor coolant low pressure trip setpoint 6 modifying 
variable low pressure setpoint Foo paid. 

SHELTON ,D,G. Toledo Edison Co 08/12/01. Document Control Branch (Document 
Conuol Dask) 2pp 47 700. 009 -4 7 790. 046. 

>^612120261 Application for amend lo License NPF-3,revi8ing Tech Specs to reduce 
reactor protection sys reactor coolant low pressure trip setpoint & modifying vartable 
low pressure setpoint 

SHELTON .D.C Toledo Edison Co 88/12/01 Document Control Branch (Document 
Control Desk) 27pp 47798 011 47798.036. 


•^6812120255 Proposed Tech Specs reducing reactor protection sys reactor coolant low 
pressure trip setpoint & correspondingly modifying reactor protection sys variable low 
pressure setpoint 

• Toledo Edison Co 88/12/01 lOpp 47700 037-47798 046 

8812070118 Requests that util address concerns in Generic Ltr 88-17 ro loss of DHR 
during nonpower operation NRC belief is that industry os whole has not aggressively 
responded to resolve concern following Idenliftcallon In Generic Ltr 87-12 
MURLEY.TE Oflico of Nuclear Reactor Regulation, Director (Post 870411). 88/12/ 

02 EDELMAN.M Toledo Edison Co 2pp 47749 226-47749 227. 

0812120020 Requests NRC concurrence w/approach of performing Cycle 7 LOCA max 
linear heat rale calculations using TAC03 in lieu of performing confirmatory calcula- 
tion for Cycle 6 ^ G91230 

SHELTON.D C Toledo Edison Co 80/12/02 Document Control Branch (Document 
Control Desk) 2pp 47700 1 62-47780 1 63 

8812120030 Provides status of corrective actions taken & planned for auxiliary feed 
water sys components Governor valvo parts will bo replaced every 6 yrs 
SHELTON.D C, Toledo Edison Co 00/12/02 Document Control Branch (Document 
Control Desk) 3pp 47789 1 55-47700 157 

8812130277 Forwards environ assessment & finding ol no significant impact re 8B022D 
application for amend lo License NPF-3 lo revise sloam & feedwater rupture control 
sys main steam low pressure block permit setpoint 

OE AGAZIO.AW Pfo]ect Directorate 1113 08/12/02. SHELTON.D C Toledo Edison 
Co 2pp 47706 007-47700 012 

-8812130278 Environ assossmonl & finding of no significant impact supporting amend 
to License NPF-3 

DEAQAZIO.AW Project Direrlorale III 3 88/12/02 4pp 47796 009 47706 012 

0812140010 Provides Info ro hlstoiy & resolution of discrepancy concerning 100% rated 
thermal power level parameter used In BAW- 10075, ’’Muttinode Analysis of Small 
Breaks for B&W 177- Fuel Assembly Nuefoar Plants W/Ralsed Loop Arrangement *’ 
SHELTON.D C Toledo Edison Co 80/12/05 Document Control Branch (Document 
Control Dosk) 3pp. 47709.208 47799 298 

8812090201 Provides addi info ro 800304 request to revise main steam safety valve ca- 
pDcity/high flux trip setpoint relationship 

SHELTON.D C Toledo Edison Co 00/12/06 Document Control Branch (Document 
Control Dosk), 2pp 47785 065 47705 066 

8812130159 Forwards Amend 125 to License NPF-3 Amend revises Tech Spec 

3 3 2, 2, Table 3 3-13 re steam & feedwater rupture control sys.turbino stop velvo clo- 
sure time & associated bases sections 

DE AQAZIO.AW Project Dirocloralo III-3 60/12/07. SHELTON, DC Toledo Edison 
Co 4pp 47702 089-47792 100 

-8812130165 Amend 125 to License NPF-3,changlng Tech Spec 3 3 2 2,Tablo 3 3 13 ro 
steam & feodwalor rupture control sys response times 
HANNON, JN Project Directorate IH-3 00/12/0/ Opp 47792 093 47702.100. 

0812090239 Forwards safety evaluation re util 070403 reliability analysis for auxiliary 
foodwotor sys Util should ensure that sys mods do not result In net reduction In sys 
reliability. 

DE AQAZIO.AW. Project Dirocloruto III-3 08/12/00, SHELTON.D C Toledo Edison 
Co. 3pp. 47762.256-47762 273, 

-0012090240 Safety evaluation ro util response concerning auxiliary feedwater sys reli- 
ability study.Utll should ensure that sys mods do not result In not reduction In sys roll 
ability 

‘ Office of Nuclear Reactor Regulation, Director (Post 070411) 80/12/00. 16pp. 
47762 259-47762.273. 


8812130200 Forwards environ assessment & finding of no significant Impact re 060201 
application lor amend to License NPF 3, changing setpoints for reactor high pressure 
trip.PORV trip & anticipatory reactor trip sys arming 

DEAGAZIO.AW Project Directorate lil-O 00/12/08 SHELTON.D C Toledo Edison 
Co. 2pp 47797 224*47707 229 

-6612130202 Environ assessment & finding of no significant innpact ra amend lo LI 
cense NPF-3, changing setpoints for reactor high pressure trip.PORV trip & antfcipalory 
reactor trip sys arming 

COLBURN, T.Q. Project Directorate III-3. 00/12/00 4pp 47707 226 477O7‘220. 

8812150089 Notification of 001221 meeting w/util,Quadrox HPS.Inc & listed others in 
Rockvlllo,MD to discuss proposed approach to disposal of PCB con laminated, very low 
lOVOl fdCJWQStO 

DEAGAZIO,A Project Directorate 111-3. 00/12/15. HANNON, J Project Directorate III 3. 
3pp. 47600,24 1-47800*243 

B81 2220326 Fonvards Amend 126 to License NPF-3, safely evaluation & notice ol 
Issuance Amend revises Table 3 3-11,Soc1lon 33 2 2, "Steam & Feedwater Rupture 
Control Sys Instrumentation " 

DEAG/>iZIO,A W Project Directorate 111-3 80/12/19 SHELTON.D C. Toledo Edison 
Co 2pp 47916173 47016.106 

-8812220330 Amend 126 lo License NPF-3, revising Tech Spec Table 3 3-11, Section 
3 3 2 2 re steam & feedwater rupture control sys Instrumentation 
HANNON.J.N. Project Diroclorale 111-3 80/12/19, 5pp 47916.175 47016 179 

-8812220335 Safely evaluation simporting Amend 126 lo License NPF-3 
* Office of Nuclear Reactor Regulation, Director (Post 070411), 60/12/19 4pp 
47916.180-47016.103. 


-8812220337 Notice of Issuance of Amend 126 to License NPF-3,revlsing Tech Spec 
Table 3 3-1 1 re steam & feedwater rupture control sys Instrumentation 
DE AQAZIO.AW. Project Directorate Nl 3 88/12/19 2pp, 47916 184 47916 105 
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O inspection report*. rE Bufleline & correspondence 


6Att3Q03S2 Eor^ards AEIe^ation lf;sp Rept 50 346/8fl \7 on 68041 2-0916 No vioieltons 

NO^LIUSCE Region 3, Ofc of Oie Director 88/11/17 SHELTON.D Toledo Edison 
Co 2pp 47676 210-47676 220 


-8811300357 Insp Rept 50 346/68 17 on 880412 0916 NO vjoigtions noted Alfegaliort 
inspected incfiMdoais inappropnaleiy placed in utjl employee assistance program &/of 
placed or> plant den ed access list for cntscizing mgl policies 
KNECELEYJfl, CREED JR Region 1. Ofc of the Director 88/1D/27 9pp 
47676 212-47676 220 


8611290030 NRC Info Notice 00 003, "Telethorapy Events ” Sve list end 
CUNNINGHAM.R E Oivisfon of InduMnal & Medical Nuclear Safely {Post 8707i4\ 
88/12/02 Consolidated Edison Co of New York, Inc I12pp 47811 103 47811 21 


8811290536 NRC Info Notice 88 094, ‘Poientially Undersized Valvo Aclualors'‘SYLU| 

ROSSI CE Division of Operaliona) Events Assossmonl {Post 070411) 88/12/0? 
Consolidated Edison Co of Ner- ^ ' 


New York, Inc 121pp 47700 143 47708 254 


6612020287 NRC Info Notice 00 005, "Inadequate Procuromont Requirements Imposed 
by Licensees on Vendors " Sve lisl end 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 08/12/03 
Consolidated Edison Co of New York. Inc 1 12pp 47807 191-47807 302 


8B11260342 Forwards Safety Insp Rcpi 50-346/88 32 on 880912-1103 No violations 

KflS^flC Region 3. Ofc of the D'rector 88/11/21 SHELTON.D Toledo Edison Co 
2pp 47664 233 47664 254 


-6811290344 Insp flepl 50-348/88 32 on 880912 1103 No violations or deviations 
noted Major areas inspected licensee actions on previous insp findings & review of 
senes of allegaiions re operation of facility , 

DEFAYETTE!r V/ Region 9, Ofc of the Director 88/11/10 12pp 69425 114 
69425 116 


8812160062 Forwards Safety fnsp Rept 50 346/00 36 on 081116 21 Insp verified n-i 
operating procedures techmcalty correct & oporalors trained to use procedures m final 
approved Issue 

WRIGHT GC Region 3, Ofc of the Director 88/12/12 SHELTON.D Toledo Eds/^i 
Co 2pp 47030 356 47031 009 

-8812160067 Insp Rept 50 346/88-36 on 801116 21 No violations noted Major artai 
fnspectod licensee validation A verification of oporaling proceduros.waikdown of 10 
procedures A witnessing of procedure rovalldatlon 

WRIGHT, GC Region 3, Ofc of iho Director 80/12/12 12pp 47830 358 47031009 


-6808020344 Responds to NRC 880614 Itr containing allegations re adherence to 
paintjr>g/coating3 procedures A use of knives A hacksaw blades tn Installation of elec- 
trical conduit sealant _ . „ ^ 

SHELTON.D C Toledo Edtsor» Co 88/07/22 Document Control Branch (Document 
Control Desk) 3pp 47664 249-47664 254 

6811300525 Forwards Safety lr\sp Rept 50 346/88-34 on 801 101*03 No violations 
noted _ _ . _ . 

GREGER.LR Region 3. Ofc of the Director 88/11/21 SHELTON.D Toledo Edison 
Co 2pp 47676 239 47676 262 

-6611300531 insp Rept 50346/88 34 on 881101 03 No vrotaVona noted Major areas 
inspected 19S8 emergency preparedness exercise (IP 82301 ),lnvolving observalions 
of four NRC insps on mosl of facilities.equipment A personnel involved fn exercise 
PLOSKIJ , PATTERSONJ , SNELL, W Region 3. Ofc of the Director 88/11/18 22pp 
47676 241 47676 262 


B81227004D Forwards Insp Ropi 50 346/88 29 on 080912-23,1003 07 A 19 A notice cf 
violation Concerns re level of mgt allontion to woaknossos.including irending of eqvp. 
manl fallures.root cause anafyses A problem idontificatlon oi^rossod 
MILLER, HJ Region 3, Ofc of the Director 88/12/16 EDELMAN.M Toledo Edson 
Co 3pp 47946*187 47945 230 

-8912270046 Notice of violation from fnsp on 800912 1019 Violation noted prevent/. e 
maim records inaccurale.incomplolo A in some cases nonrofrievablo 
MILLER, HJ Region 3, Ofc of the Director 00/12/16 Ip 47045 190 47945 190 

-881227004B Insp Rept 50 346/08*29 on 000912 23,1003 07 A 19 Violation, strengths 
A weaknesses Identifiod Major areas inspected mainl.support of maint A related ingl 
activities 

WALKER.H A , BONGIOVANNI.A , CARTER,! H Region 3. Ofc of the Director 88/ 
12/16 40pp 47945191 47945 230 


881130055$ Forwards Safety fnsp Rept 50*348/68 24 on 860804-1020 A notice of vio 
lation 

WRIGHT.GC Region 3, Ofc of the Director 88/11/21 SHELTON.D Toledo Edison 
Co 2pp 47676 124 47676154 

-66113O0S55 Ncbce of violation from insp on 680804 1020 Violation noted licensee 
failed to document or resign three retests consisting of Steps 64 1-6 4 17 of Proce- 
dure D8 PF- 10050 

WRIGHT.Q C Region 3. Ofc of Ihe Director 88/11/21 3pp 47676 126 47676 128 


R Periodic operating reports A refatod correspondence 

6012200272 Monthly operating rept for Nov 1980 for Davis Besse Nuclear Power Sta 
lion Unit 1 W/881214 Hr 

SARSOUR.D , STORZ.L F Toledo Edison Co 80/11/30 6pp 47860 213 47860218 


S Reportable occurrencea, LERb A related correspondence 


-6611300556 Insp Rept 50 346/68-24 on 680604 1020 Violations noted Major areas 
inspected Msl mod procedure review A tests witnessing.contalnment integrated teak 
rate tost (CILRT), CILRT procedure review.tosl witnessing A evaluation 
MENDE2.R. PHILLIPS.MP Region 3, Ofc of the Director 88/11/18 I9pp 
47676129 47678 lS4 

6811160211 NRC Info Notice 88 090, "Ifnauthomed Removal of fndustrlal Nuclear 
Gauges ''Sve list end 

CUNNINGHAM.R E Division ot tndustnal A Medical Nuclear Safety {Post 870729) 
68/1 1/22 Consolidated Edison Co of New York, Inc 99pp 47708 255 47708 257 

6811160467 NRC fnlo Notice 68*091, "Improper Administration A Conlrol of Psychologi- 
cal Tests '■ SvC lisl end 

ROSSr.CE Dmsion of Operational Events Assessment (Post 870411) 08/11/22 
Consolidated Edison Co of New York, fnc 101 pp 47708 042-47708 142 

6811290373 Forwards Safely Insp Rept 50 346/88-26 on 880816-0930 No vlofations 
noted Utla progress m implementing requakficalion training program for simulator sco- 
nano dovelMment A exercise evaluation noted 

GREENMAN.EG Region 3, Ofc of the Director 68/11/23 SHELTON.D, Toledo 
Edison Co 2pp 47684 215-47864 232 


8812150059 Revised special ropton 070710, fire detection zone declared 
Inoperable Caused by fallod tfeloclor In zone AddI admlnlslralivo conlrols established 
A shift supervisors reviewed IncldonI to bettor uncforaland procedures to foliow 
STORZ,LF Toledo Edison Co 88/11/29 Document Control Branch (Dociiment Con 
tfolDesk) 2pp 47830 141-47030 142 

8812140185 LER 80 023 00 on 801206,16 Inch ITT Hammol Dahl Conollow butterfly 
valve found deficient alter review lo Improve operation of sve water valve SW 
1434 Station Mod 88 0142 initialed lo modify valves SW 1424.1429 A 1434 W/eai210 
Itr 

STOTZ.JC, STORZ.L F Toledo Edison Co 80/12/10. 4pp 47813 310 47813 321 


V. Operator Examinations 

8811290373 Forwards Safety Insp Rept 50-346/00*26 on 080016*0930 No violations 
noted Litle progress In Implementing roquafification training program for simulator sce- 
nario development A exercise evaluation noted , , , 

GREENMAHE.G Region 3. Ofc of the Director, 08/11/23 SHELTON.D Toledo 
Edison Co 2pp 47684*21 5-47664 232 


-8611290374 Insp flepl 50 346/68*26 on 680816-0930 No violations or deviations 
noted UnrosoNed items A weakness noted Major areas Inspected operational safety 
venfications, maint, surveillance, LERs, licensee events A quality venficalJon 
DEFAYETTE.RW Region 3. Ofc of the Director 88/11/10 16pp 47664 217- 
47664 232 

6811290376 Forwards Safety Insp Rept 60-346/88 36 on 881003 28 No violations 
noted 

GREENMAN.EG Region 3, Ofc of the Director 88/11/23 SHELTON.D C Toledo 
Edison Co 2pp 47665 176-47665 188 

-8811290377 Insp Rept 50 348/88-35 on 881003-28 No violations noted Maior areas 
Inspected allogabon re operation ot facirny 

DEFAYETTE.RW, FARBER.MJ. Region 3. Ofc of the Director 80/11/15. 6pp 

47Bfi5 17fi 47nR>> IRA 


8812050140 Confirms NRC Reg Guide 1.97 insp on 881212-16 re post accldenl moni- 
lonng Jnalrumonlalion established during telcon between B Shinoleton A MJ 
Kom RmuosIs lo submit documents fisted ^ 

SHELTON.D Toledo Edison 

Submits fisted documents to support audit of Implementation of IE Bulletin 
aUon '■ Instrumentation A Conlrol Power Sys Bus Dunng Oper- 

SHEITON.DC Toledo Edison Co 88/11/30 Document Control Branch (Document 
Gontjot Desk) 4pp 47733 1 50 47733.161 iwtK-umom 

6812060308 Forwards allegations re activities at plant for review A followup Response 
potentiafsafely or regulatory Issue Enel wilh^ 

S«ELT0N.D Toledo 


-8811290374 Insp Rept 50-346/80 20 on 800016 0930 No violations or devialwrta 
noted Unresolved items A weakness noled.Major areas Inspeclod’operalionBl sateiy 

vedfications.maint, survoillance.LERsJIconsQo ovonls A quality verification 

DEFAYETTE.RW Region 3, Ofc of Iho Director 00/11/10 16pp 47664 21? 
47064 232. 


DOCKET 60-348 JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

0812060116 Forwards General Ofc Emergency Implomonling Procodure GO EIP 138 8 
document Iransmillal ack form W/o and , 

HARRIS, R Alabama Power Co. 88/11/21 Roolon 2, Ofc of the Director Ip 
47741.163 47741 163 

8812050286 Forwards tnsp Repts 50-348/88 29 A 60-364/60-29 on 081011* IIIONO 
vtoJations or devialions noted . . , 

VERRELLLOM Region 2, Qtc ot the Director, 80/11/26 HAIRSTON.WG Alabama 
Power Co 2pp. 47731 261-47731 260 

-8812050200 Insp Repls 50-348/00-29 A 60 364/88-29 on 08101 M 1 10 No violations 
or deviations noted Major areas Inspected review of operational saiaty 
verihcatlon, monthly surveillance observation, info meeting w/officlals A emergency e/ 

MAXWEIL.GF, MfLLER.WH , DANCE, H C Region 2, Ofc of the Director 86/11/23 
epp 47731 253 47731 260 


Revised emergency plan Implomenling procedures Including Rev ,21 10 
FNP-0 EIP-16, "Emorgoncy Equipment Supplies" A Rev 14 to FNP-0 EP 000, Fmer 
gency Plan.'’ W/fl&1 207 lu 


FNP-0 EIP-16, "Emergency Equipment J 
geivcy Plan.'’ W/fl&1207 lu 
HUDSPETH, J B Alabama Power Co 88/12/07 IBpp. 47786 276-47786 293 



DOCKETED ITEMS 10! 


8 B1 2200033 Hev 0 to Procedure GO-EIP*138, “Procedure For ROLM Sys Reprogram- 
ming" & lemporary change review approval to Draft I.Rev 5A to Procedure GO EIP* 
1 16, ‘'Emergency Operations Facility Shift Turnover " W/881214 Ur 
HAinSTONiWG Alabama Power Co 8B/12/14 i6pp 47858 269 47658 284 


It, General correspondence 

6B1 2 120050 Commont opposing proposed rule 10CFR2 re submission & mgt of records 
documents related to licensing of high level radwasto geotogtc repository Util sup 
ports EEI comments to be submlltod to NRC 

HAIRSTON.W G Alabama Power Co 80/12/05 CHIIK.S J Oflice of the Secretary of 
Iho Commission Ip 47798 006 47798 086 


S. Reportable occurrences, LERs & related correspondence 

B812130263 LER 88*022 00 on 0B1011,ESF actuation duo to defects 

» or Appropriate guidance will bo provided to ensure that Jumpers are checked prti 
air use W/80 1202 Ur 

MOnEY.DN, HAIRSTON.W G Alabama Power Co 80/12/02 4pp 47798,16' 
47798 108 

8S12220269 LER 08 023 00 on 881207,radialion monitor R-60A {main steam relief & a 
mosphortc steam dump discharge) declared inoperable for greater than 7'day portc 
specified In Tech Spec 3 3,3 1 Monitor will be repaired W/B81216 Itr 
MOREY.DN, HAIRSTON WG Alabama Power Co 08/12/10 2pp 47003,051 
47003 051 


P. Operating ttcenao stage docurnenta & correspondence 

6311280048 Generic LIr 88*20 to all licensees holding OLs & CPs for nuclear power 
reactor facililies re Individual plant exam for severe accident vulnerabilities Sve list 
onci 

CRUTCHFIELD, O Associate Director (or Projoclo (Post 070411) 08/11/23 Consoli 
dated Edison Co of New York, Inc 61pp 47728 303*47729 024 

3311290103 Advises that new heatup & cooldown curves will bo generaloct after anaty 
sis of next surveillance capsule data at approx 6 EFPY.por Generic Ltr 80*11 Ref 
temps for all plant reactor vessel malls at end oMifo are below screening criteria 
HAIRSTON, VvG Alabama Power Co 80/11/23 Document Control Branch (Docu* 
menl Control Desk) 2pp 47649 253 47649 254 

8012070105 Requests that util addresses concerns noted (n Generic Ltr BQ*17 ro loss of 
OHR dunng r>onpowor operation Industry response, as whole, has not aggressively re* 
spondad to robofvo concern following identification In Generic Ltr 87-12 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 88/12/ 
02 FAnLEY.JM Alabama Power Co 3pp 47749230.47749232 

3012210033 Application for amends to Licenses NPF-2 & NPF-8, incorporating provi 
830ns for reactor vessel love! indicating sys, per Generic Ltr 82-28 & NUREG*073AUoni 
II F 2 Fee paid 

HAtRSTON,WG Alabama Power Co 08/12/14 Document Control Branch (Docu 
monl Control Desk) 2pp 47001 082-47081 090 

-8812210033 Proposed Tech Specs, incorporating provisions for reactor vossel level In- 
dicating ays.per Generic Llr 02-20 & NUREG 0737, Item II F 2 
• Alabama Power Co 00/12/14 16pp 47881 084 47001.099 


Q. rnspecllon reports, IE BulletIna & correspondence 

8011160211 NRC Info Notice 86 000, “Unauthorized Removal of Industrial Nuclear 
Gauges “ Sve list end 

CUNNING HAM, R E Division of Industrial & Modical Nuclear Safety (Post 870729) 
00/11/22 Consolidated Edison Co of Now York. Inc. 09pp 47700 2B5 47708*257 

6611160467 NRC Info Notice 88 091, “Improper Administration & Control of Psychologi- 
cal Tests " Sve list end 

ROSSI ,G E Division of Oporntionat Events Assessment (Post 070411) 00/11/22 
ConsoCidaled Edison Co of Now York, Inc lOIpp 47708 042 47700,142. 

6612OS0266 Forwards Insp Ropts 50 340/80 2D & 60-364/08 29 on 081011- IIIONo 
violations or deviations noted 

VERRELLI.DM Region 2. Ofc of the Director, 60/11/25 HAIRSTON.W Q, Alabama 
PoworCo 2p[> 47731 '261 -47731:260 

--8312059290 Insp Repts 50 346/Q8-29 & 50*304/88-20 on 801011-1110 No violations 
or deviations notod Major areas inspected review of operational safety 
vonflcalion, monthly surveillance observation, info meeting w/officials & emergency ex- 
orcise 

MAXWELL,G F , MILLERW.H., DANCE, H C Region 2, Ofc of the Director 00/11/23 
epp 47731 253-47731 260 

BD12020241 Forwards results of evaluations on safety related pumps & lusllflcallon for 
continued operotion.por NRG Bulletin 86-004, “Potential Safety-Related Pump Loss/* 
Final evaluation will not bo completed until early 1989 

MAtRSTON.W.G Alabama Power Co 08/11/30 Document Control Branch (Docu 
menl Control Desk) 9pp 47722-130 47722 138 

8011290030 NRC Info Notice 80 093, “Teletherapy Events” Sve list end 
GUNNINGMAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729), 
BO/12/02 Consolidated Edison Co of Now York, Inc 112pp. 47011 103-47011.216 

6311290533 NRC Info Notice 88 094. “Potentially Undersized Volvo Actuators” Sve Hat 
one I 

iROSSI.CE Division of Onoralional Events Assessment (Post 870411), 60/12/02. 
Consolidated Edison Co. of New York, tnc 121pp 47708*143-47708 254, 

8012020237 NRC Info Notice 88 095. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors ” Sve list end 

ROSSI.G.E Division of Operational Events Assossmenl (Post 670411). 08/12/00 
Consohdalod Edison Co of New York. Inc 112pp 47807.101-47007.302. 

8812200071 Agrees w/8ai026 interpretation of Tech Spec re snubber visual Insp 
schedule.Nsxi snubber visual insp period is 16 months as staled In Table 4,7-3 
REEVES.EA Pro eel Directorate 11-1 88/12/11 HAIRSTON.W G. Alabama Power Co 
3pp 47860 304 47860.306 

8312210059 Confirms 601219 mgt meeting w/utll In Birmlnoham.AL to discuss nuclear 
plant oversight responsibilitios.technlcal support responsibilities & activities of corpo- 
rate organlialjon.por 861205 telcon re listed Insp repts 

ERNSf.ML Redon 2, Ofc of the Director 88/12/13 HAIRSTON.W G Georgia 
Power Co. 3pp. 47888 101-47088:103 


R Periodic operating reporta & related correspondence 


U. CongresBional/Executive Correspondence 

8B 12070259 Informs that Ofc of Investigations reviewed ell Info developed during Inve 
tigallon of allogailons & concluded that no addi field work required Rept of invoslig. 
lions outlinlno findings expected In Jan 1989 

ZECH.LW commissioners 80/11/20 SHARP.P House of Rep, Energy & Cor 
morce Ip 47739 354-47739 354 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

B8 11020104 Forwards public version of revised emernency plan Implomontir 
procedures, Including Rev 5 to Procedure EP-211, “Field Survey Group” & Rev 4 
EP-251, “Plant Survey Group.” W/OH Grimsioy release memo 
GALLAGHER, J W. Philadelphia Electric Co 08/ 10/21 RUSSELL.WT Region 1,0 
of the Director 3pp 47721.063 47721 003 

-B81 1020167 Revised emergency plan implomenting procedures, Including Rev 5 to El 
211, “Field Survey Group” & Rov 4 EP-251, "PtanT Survey Group ” 

• Philadelphia Electric Co 88/10/21 20pp 47721 056-47721 003 

8812130018 Forwards Insp Ropt 60-352/09-20 on O0O92B-11O6 & notice ol violalio 
WENZINGER.EC Region 1, Ofc of the Director 08/11/30 MCNEILL, C A. Phlladel 
phia Eloclfic Co. 2pp. 47794 201 47704 308 

-8812130020 Notice of violation from insp on 800926 1106 Violation noted remote shut 
down method R for safe shutdown of reactor not accompli shed, due to Inoperable re- 
actor vessel & level 

* Region 1, Ofc of the Director 88/11/30 Ip 47794 203-47704 293 

-8812130021 Insp Rept 50 352/86 20 on 880026-1 106 Violations noted Major areas 
Inspected daytime & backshift/hollday insp on plant tours, observations of maint & sur- 
voiilanco teating,reviow of LER & periodic rept, operational events & sys waikdowns 
WILLIAMS.JH, UNVILLE,J Region 1. Ofc of the Director, 88/11/30, 15pp 
47704*294-47704 300 

8812120033 Forwards request for addI info re util 880930 Intention to combine omor- 

S ency operations facilities for plants at single Coatsville sve bldg facility Straight 
ne.diroct & driving distances between plants & Coatsville eve bldg requested 
BUTLER, WR Proloct Dirocloralo 1-2 88/12/06 HUNQER.Q A Philadelphia Etociric 
Co. 4pp, 47765 184 47705.187, 

8B12200009 Discusses issue Involving min source range monitor count rate requirement 
for control rod withdrawal specUiecTln Tech Specs Util preparing Tech Specs change 
request 

FOGARTY, EP Philadelphia Electric Co 80/12/13 Document Control Branch (Oocu 
mont Control Desk) 2pp 47864 356 47064 357. 


H. Genera] correspondence 

8812210292 Comments on rev to 10CFR2.App G, "Policy & Procedure for Enforcement 
Action.” Util agrees w/pub revs In that these changes will provide more reasoned 
basis for determining whether enforcement action necessary & appropriate levels 
QALUGHER.J.W Philadelphia Electric Co 80/12/14 CHILK.SJ Office of the Secre- 
tary of the Commission 3pp 47082 060 47802.002 


P. Operating license stage documents & correspondence 

8811280048 Goneric Llr 88-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabllHies Svo list 
end 

CRUTCHFIELD, D Associate Director for Projects (Post 870411), 08/11/23. Consoli- 
dated Edison Co. of New York, Inc 81 pp 47728.303-47729 024. 

8811290350 Responds to Generic Llr 06-11, “NRC Position on Radiation Embrittlement 
of Reactor Vessel Malls & Impact on Plant Operations ” Submittal dales for Tech 
Spec amends & results of fracture toughness analyses for plants stated. 

GALLAGHER, JW Philadelphia Eleclrrc Co. 06/11/23 MURLEY.T. Office ol Nuclear 
Reactor fleoutation. Director (Post 870411) 3pp 47605 276-47665:322 

-8B11290357 Rev 1 to “Impact of Reg Guido 1 99, Rov 2 on Limerick Generating Sta- 
tion Unit 1.” 

PAPANDREA,0 J , CAINE, T A . RANGANATH.S General Electric Co SASR 88 82 
R01 88/10/31. 26pp 47665 298-47665*322 

6811300432 Forwards Rev 0 to “Pump & Valve Insorvice Testing Program, First 10 Yr 
Interval ” 

FOGARTY, E P, Philadelphia Electric Co. 08/1 1 /23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 47674.105-47076 178. 


0812190266 Monthly operating rept for Nov 1988 for Joseph M Farley Unit 1.W/8B1214 
Itf. 

MOHeY,ON, HAIRSTON.W Q. Alabama Power Co 88/11/30 0pp. 47849 046 
47849 054 


-8811300466 Rev 0 to “Pump & Valve Inservlce Testing (1ST) Program.First 10 Yr Inter- 
val” 

* Qilberl/Commonwealth, Inc (formerly Gilbert Associates, Inc) 88/11/18, 200pp 
47674.197-47676*170 



110 DOCKETED ITEMS 


6^12160104 forwards Afrend 12 to License NPF 39 & safety avalualron Amond modi 
lies roaclor end roc/rculeiion sys ft common plant standby gas Iroalnnent sys to 
remove cooldown mocfa of opoiation for charcoal bods 

CLARK, Ft J ProjQCl OiroctoralQ t 2 0B/ia;07 HUNGER, G A Phuadelphra Etecinc Co 
6pp 47034 251-47034 265 

>•8612160105 Amend 12 to Licanso NPF 39,moditying roaclor end recirculaKon sys & 
common plant standby flas troalmoftt sys to remove cooldown mode of operation for 
cbarcoal beds 

BUTLER, WR PfOjact Dweclorale 1-2 68/12/07 7pp 47634 257-47834 263 

-0S1216O1O6 Safety evaluation supporlmg Amend 13 to License NPF-3& 

* Oflica of Nudoar Reactor ReguPahon, Direclor (Post B704I1) 06/12/07 5pp 
47834 264-47634 366 

8612150121 Advises that rrothoddogy dascnbod In Rov 5 to offsite dose calculation 
maniral wilhsn ouidelmos of NUREG 0133 ft acccpigblo EGAG comments end 
CiARK.R J Pfoleci Direcloralo f*3 80/12/00 HUNGER.G A Pbtlodalphia Electric Co 
4pp 47823 004-47023 012 

•>6811260110 Oiscussos evaluation of Rev 5 to otfsile cioso calculation manual for 
plant Methodology considered wilhin guidelinos of NUREG 0133,bu1 listed discrepan 
cles noted 

SIMPSON.FB EG&G Idaho. Inc (suba of EG &G. Inc) SIMPSON.FB Idaho Nalional 
Enginoerina Laboratory 68/07/06 POLK.H E NRC - No Ootaiied Affiiiation Qfvort 
6pp 47623 006 47823 012 

8012200009 Discusses Issue fnvolving min source range monitor count rate requirement 
for control rod withdrawal specifieo in Tech Specs util preparing Tech Specs change 
requGsL 

FOGARTY,E P Philadelphia Electnc Co 08/12/13 Document Control Branch (Oocu- 
meni Control DosH) 2pp 47664 356-47864 357 

6812320056 Application for amend to License NPF 39, consisting of Tech Spec Change 
Request 66-10 re rod sequence control sys ft rod worth mlnimlzer low power 
setpoint Fee paid 

GAlLAGHEFr,J W Phifacfefphfa Electric Co 88/12/14, Document Control Branch 
(Documonl Control Desk) 22pp 47904 001 >47904 036 

-0012220050 Proposed Tech Spocs.including Pogoa 3/4 l-4,3/4 1 11 ft 3/4 1-1 3, re so 
quenco control sys ft rod wor1h minimrzor row powor solpoint, 

• Philadelphia Electric Co 88/12/14 14pp 47804 023 47904 036 

6012270100 Informs of change in address for NRC resident inspectors ofc 
LINVILLE.JC Roflfon 1, Ofc of Iho Director 60/12/14 MCNEILL.CA Phitadefphfa 
Electric Co 2pp 47926 211-47926 212 

0012270165 Foiwards marked up FSAR pages to ctarify areas ol electrical power disiri 
bution sys for common sys, automatic dioset generator start signals ft bypassing of 
diasol flonerator thp signals Clarifications will bo included in future amend 
KEMPERJS Philadelphra Electric Co 80/12/22 Documonl Control Branch (Docu- 
ment Control Desk). 3Dpp 47926,181-47926 210 


O Inspactfon reporte, IE Gulfettna & correspondence 

8011100341 Rev 0 to 'limorich Generating Slalion Unit 1, PRA-Sased Sys Insp Plans " 
FRESCO, A. HIGQINS.J, COPPOLA.A Brookhfivon National Laboratory FfNA-3453 
A-3459.3 67L2> ROD 07/03/3! NRC - No Detailed Affirialion Given 109pp 
47590'O8 1-47598 180 

0011160211 NRC Info Notice 88 090, ‘'Unauthorized Removal of Industrial Nuclear 
Gnufloa ” Svc list end 

CUNNINGHAM, R E Division of lndu*ilriat ft Medical Nuclear Safety (Post 070729) 
08/11/22 Cojisolidated EdisonCo of New York, Inc 99pp 47708 255 47700 257 

8011160467 NRC Info Notice 80 091, "improper Admlnislratlor* & Controt of Paychologl 
cat Tosts " Svc list end 

ROSSI, CE Division of Operaiional Events Assessment (Post 870411) 88/11/22 
Oonsoiidatod Edison Co or Now York, fne lOipp 4/700 042-47 780 142 

8011290230 Advises that NRC will perform ini>p of mafnt program on 880130 0210 & 
requasts aasistanca In accomplishing task Facility should furnish raf mall listed in encl 
to enabla NRC to prepare for Insp ft maxlmiio onsjto trme spent 
GALLO, R Rogion 1. Ofc of the. Diroctor. 88/11/22 MCNEfLL.CA Phiiadolphia Elec- 
tric Co Upp 47604.255 47604*260 

0812130018 Forwards Insp Hep I 50-352/08-20 on 08OB25 1108 ft notico of violalion 
WENZING£R,EC Region 1, Ofc of the Director 80/11/30 MCNEfLL,CA Phlladel 
pWa Electric Co 2pp 47794 291 47704 308 

-0012130020 Notice of violation from insp on 800 92 5-1 lOS.Violation noted remoto shut- 
down method H for safe shutdown of reactor not accomplished, due to Inoperable re 

* Region f, Ofc of the Director 88/1 1/30 ip 47794 203 47794.203 

-8012130021 insp Rept 50-352/86 20 on 080925-1106 Violabons noted Major areas 
insoeclod daytime ft backshiff/holiday Insp on plant to u re, observe lions of malnt ft sur- 
vellianco testing. review of LER A periodic rept, operational events ft sys waikdowns 
WILLtAMSJH, LINVILLFJ Regfoii 1, Ofc of the Director 86/11/30 16pp. 
47794 204-47704.300 

0011290030 NRC Info Notice 80-093, "Telotherapy Events " Svc list end 
CUNNINGHAMcR E, Division of Indoatrial ft Medical Nuclear Safety (Rost 070729) 
68/12/02 Consolidated Edison Co of New York, Inc 112pp 47811,103 47611215 

6811290530 NRC Info Notice 60 094, "Potenlially Undersized Valve Actuators " Svc list 
end 

ROSSI.CE Division of Operational Events Aasessment (Post 870411) 88/12/02. 
Consolidated Edison Co of Now York, Inc 121pp 47708 143 47708 254 

0612829207 NRC Info Notico 86 095, "InadoquQte Procurement Requirements imposed 
by Licensees on Vendors “ Svc fiat end 

ROSSI, C.E CHviaion of Operationet Events Assessment (Post 070411) 68/12/06 
Consolidated Edison Co ofNewYoik, Inc 112pp 47807,191-47807 302 


S Reportable occurrences, LHRs & related correspondence 

8811300520 Forwards Part 21 ropt re breaker trip causing spurious undorvoftago telaf 
trip signal 

RHOADS.EW Brown Boven Corp (subs of Brown Bovori & Co, Ltd) 87/12/23 
RUSSEtL,WT Region 1 , Ofc of the Director ip 47G96 307-47696 310, 

8812050046 LER 60 012 01 on 8B0409,a&luatjon ol roactoT prolocUon sys & ESf 
occurred Caused by reactor operator error Operator cautioned to be conslantly aivare 
of condition which affect core reactivity W/Q8t 128 itr 

KRICKRM, FOGARTY.EP Philadelphia Eleclrtc Co 88/11/26 5pp 47723107 
47723 111 

0812080295 LER 88 033 00 on 081 101,di9coverGd unacceptable electrical isoialitn be 
tween facility Class 1 E Div fl dc power source ft D22 bus dc circuits Caused by pw 
sonnet error All non Class IE circuits removed from Dtv ti dc source V//8S 1201 hr 
GALUGHER,JW Phiiadolphia Electnc Co 88/12/01 7pp 47735 000 47736 016 

8812120080 LER 88 034 00 on 881 106, isolation of reactor end secondary containmcnl 
occurred on (ow differenliat pressure Caused by severed instrument air line somcing 
reactor end exhaust fan blacla pitch positioner B W/081 206 Itr 
KRICH.RM. GALUGHER.J Philadelphia Electric Co 08/12/06 5pp 47780134 
47780 138 

8612210357 LER 88 033-01 on 881 101, connection ol Unit 2 non Class fE circuits (o 
Unit 1 dc source w/o acceptable Isolation found Caused by personnol error AH non 
class iE circuits removed from Div II dc power aourco W/801202 Itr 
KRICH.ft M . FOGARTY.E P Philadelphia Electric Co 08/12/00 fOpp 47882034 
47602043 

8012160090 Speciat rept on 88 1 107, diesel generator D13 manually shutdown ft de- 
clared inoperable Caused by failed component within rectifier A bank 
components Rectifier banks thoroughly tested Cause slili under invesllgalion 
MCCORMICK, MJ PhiJadaiphfs Ereclric Co 88/12/07 Documonl Control Branch 
(Document Control Desk) 4pp 47628 082 47828 066 

0812200195 LER 80 035-00 on 601 109, discovered IB poat-LOCA hydrogen rocombin*f 
inlei valve inoperable Caused by Inadequate communication between oporalions 
personnol Memo written to remind shift personnel of responsibilities W/a01213 itr 
KRICH.RM, FOGARTY.E.P Philadelphia Electric Co 88/12/13 7pp 47862 163 
47662 165, 


V Operator EKamlnaltone 

8812050098 Forwards summary of 081102 meeting re plan ft schedule for limted senior 
reactor operator ticensa exams for fuel handler candidates on 090103 05 
GALLO, FfM Region 1, Ofc of tho Director 80/11/28 MCNEILL.CA Philadelplua 
EieclricCo 39pp 47731,002-47731 130. 


DOCKET 60-963 LIMERICK GENERATING STATION, UNIT 2 


A. Appllcatlon/construotfon atage documente & correspondence 

8011299380 Fonvards, "Llmorfck Gonoraling Station Unit 2 Summary DoscripUon ol QA 
Program” Revised document provides update refiocling organizational name ft kilo 
changes 

KEf^ER,J,S PWladefpWa Electric Go, 08/10/24 BUSSELL, W T Region 1, Ofc ol tha 
Director Ip 47080,050 47600 092 

--801129Q382 "Summary Oeacclptlon o( QA Program " W/ono oversize figure 

* Phiiadolphia Efeclric Co 89/10/06 43pp 47600 051-47680 092 

0011280139 Provides supplemental info re 080506 application for amend to Liconso 
SNM-1077,p6T 0 McCaughy roousat during 691015 teicon 
KOWALSKfej Pfjiladelphla Electric Co 86/10/28 MURLEY.T.E Offico of Nucloai 
Reactor Regulation, Director (Post 870411) 2pp 47652 232-47652 233 

0811280048 Generic Ltr 88-20 to all ficensoes holding OLs & CPs for nuclear power 
reactor facilities re individua) plant exam lor aevero accident vutnerabilitlosSvc list 
end 

CflUTCHFIELD.O Associate Director for Projects (Post 870411), 80/11/23 Consolh 
daled Edison Co of New York. Inc 01 pp 47728 303-47729 024 

0811290350 Responds to Generic Ltr B8-11, "NRC Position on Radiation Embrilllemenl 
of Reactor Vessel Malls ft Impact on Plant Operations ” Submittal dates for Tech 
Spec amends ft results of fracture toughness analyses for plants stated 
GAtLAQHEn.JW. Philadelphia Electric Co 88/11/23 MURLEY.T Olhco ot Nudlear 
Reactor Regulation, Director (Post 870411) 3pp 47665.276-47866 322 

6811300432 Forwards Rev 0 to "Pump ft Valve Inservice Testing Program, Ffrsl 19 Yr 
Interval 

FOGARTY.EP Philadelphia Electric Co, 88/11/23 Document Control Branch (Docu- 
rnemCJonlfOl Desk) 2pp 47674 195 47675 178 

-^811300465 Rev 0 to “Pump & Valve fnaarvice Testing (1ST) Program, First 18 Vr Inisr* 
val.*' 

* Gllbert/CJommonweallh, Inc, (formerly Gilbert Associates, fnc) 80/11/18 200 pp 
47674.107-47076,178. 

0012000143 Forwards S&W 861026 Itr providing summary description of independent 
design const assessment performed for util, per verbal request 
HELWIQ.DR Philadelphia Electric Co 88/11/29, IMBRO.EV NRC - No Detailed At 
filiation Given 3pp 47702 004-47702 000 

0812090219 Requests that facility be allowed to complete SPDS ft omeraency response 
facifity display sys verification during power escension test program ft declare plant 
data sys operable wfthin 30 days of completion of IDO h warranty run 
KEMPER, J.S, Philadelphia Elaclric Co. 88/12/05 MURLEY.TE Office ot Nuclear Re 
actor Ragulalfon, Director (Post 87041 1) 2pp 47785 038 47785.039. 



DOCKETED ITEMS 111 


^6-12050232 Requests exemption from 1 0CFR50 44(c)(3)(i) to extend lime of oporatlon 
w/non inerted containment to accommodate completion of power ascension test 
program Justifications end 

KEMPERJ S Philadelphia Electric Co 88/12/05 MURLEY.T E Office of Nuclear Be 
ector Regulation, Director (Post 870411) 4pp 47735 139 47785 142 

36-12150121 Advises that methodology described In Rev 5 to offsite dose calculation 
maniral within guidelines of NUREG-0133 & acceptable EG&G comments end 
CLARK, Ft J Project Directorate 1-2 83/12/09 HUNGER, G A Philadolphia Electric Co 
4pp 47823 004-47823 012 

-SamaoitS Discusses evaluation of Rev 5 to offsite doao calculation manual for 
plant Methodology considered within guidelines of NUREG 01 33, but listed discropan 
cles noted 

StMPSON^FB EG&G Idaho, Inc (subs of EG&GJnc) SIMP80N.F B Idaho National 
Engineonng Laboratory 80/07/06 POLK, HE NRC - No Detailod Affiliation Given 
6pp 47823 008-47823 012 

3812270 1BD Informs of change m address for NRC resident Inspeulors ofc 
LINVILLe.JO Roglon 1, Ofc of the Director 08/12/14 MCNEILUCA Philadelphia 
EreclncCo 2pp 47926 211-47926 212 

381227016$ fonvards marked up FSAR pages to clarifv areas of electrical power distri 
button sys for common sys, automatic diesel generator start signals & bypassing of 
diesel gone rator trip signals Qarifrcations will be Included In future amend 
KEMPER, J S Philadelphia Eleclric Co 88/12/22 Documonl Control Branch (Oocu- 
menl Control Desk) 30pp 47026 181-47926 210 


P. Security, modlcal, emergency & fire protection plans 

3811920184 forwards public version of rovisod emergency plan Implementing 
procedures, Including Rev 5 to Procedure Ep.211, “Fiold Sun/oy Group" & Rev 4 lo 
tP-g51, "Plant Survey Group *' W/DH Grtmsley release memo 
QALLAGHeR,JW Philadelphia Electric Co 88/10/21 RUSSELL, WT Region 1, Ofc 
of iho Director 3pp 47721.053-47721 -083 

*•8811020187 Revised emergency plan Implomontlng proceduros,includlng Rev 5 to EP- 
211, "Field Survey Group" & Rev 4 EP-251, "Pfunt Survey Group " 

* Philadalphia ElecUic Co 88/10/21 28pp. 47721-056 47721.083 

8812120033 Forwards request for addi info re uh! 000030 Intention to combine omor- 

f jsncy operations facilities for plants at singlo Coatsvillo avc bldg facility Straight 
ino,airoct & driving distances between plants & Coateville svc bkfg requested 
BUTLER.WR Pro]GCl Directorate 1-2 08/12/06 HUNGER, G A Philadelphia Electric 
Co 4pp 47705' 184 47705 107 


0, Inspection reports, IE Bulletins & correspondence 

8311169211 NRG Info Notice 88-000, "Unauthorized Romoval of Industrial Nuclear 
Gauges" Svc list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
08/ 1 1 /22. Consolidated Edison Co of New York, Inc 99pp 47700 256 47700 257 

8311160487 NRC info Notice 08 091, "Improper Administration & Control of PsychotogI 
cal Tests" Svc llsl end 

ROSSI, CE DWsion of Oporallonol Events Assessment (Post 870411) 08/11/22 
Consolidated Edison Co. oi Now York, Inc 101 pp 47700 042-47700 142. 

6312020193 Forwards Insp Ropl 60*353/00 201 on 001003 07 re Implomonlalion of In 
dependent design aasessmont,per util "Program for Indepondont Design & Const As- 
sessment of Plant " 

VARGAS A Division of Reactor Proiecls * I/ll (Post 070411). 08/11/29 
HUNGER, G A Philadelphia Eleclric Co 6pp 47707 240 47707 264 

•^812020196 Insp Ropt 50-353/00-201 on 001003*07 No violations noted Major areas 
tnspeclod Insp ol Independent design assessment Imptemontalion 
PARKHILL,R.W . IMBRO.E V., HAUGHNEY.C J Division of Reactor Inspection & Safe 
guards (Post 070411) B8/11/21 lOpp 47707.254*47707 264. 

8811290030 NRC Info Notice 00*093, "Telethorapy Events " Svc list end. 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
86/ 12/02 Consolidated Edison Co of New York, Ino, 112pp 47011 103 47011 216 

8611290530 NRC Info Nollce 09 004, "Potentially Undersized Valve Actuators " Svc list 
ericl 

ROSSLCE. Division of Operational Events Assessment (Post 070411) 80/12/02 
Consolidated Edison Co of New York, Inc 121pp 47700 143 47708 254. 

6012090137 Responds lo NRC 801103 Itr re violations noted In (nsp Ropl 50*353/88- 
aS.Conrectivo action GE reviewed 3,600 Unit 1 field deviation dlsposllion request fn 
1904 for applicability to Unit 2 

KEMPERJs Philadelphia Electric Co. 60/12/06 WEN2INQER.EC Documonl Con- 
trol Branch (Document Control Desk) 3pp 47784.002-47784 004, 

8012020207 NRC Info Notice O0‘O95, "Inadequate Procurement Roquiromenls Imposed 
by Licensees on Vendors " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post B70411) 80/12/08. 
Consolidated Edison Co of New York, tne, ll2pp 47007 191-47007.302 

B01222O396 Forwards Safely Insp Repl 60 353/08 28 on 801024-1104 No violations 
rxMod 

DURR.J.P. Region 1, Ofc of the Direclor 00/12/15 MCNEILL,CA Philadelphia Elec- 
trw Co 2pp 47003 052-47903 060 

-^012220307 Insp Rept 50 353/80-20 on 801024-1104 No violations noted Major 
areas inspectea preoperational tost program.lncluding review of prooperational test 
program Implementation requirements preoperational lost procedures 
VAN KESSEL.HF. EAPEN.P K. Region 1, Ofc of the Director 80/11/30, 7pp 
47903 054-47903 000. 

8812290126 Requests that licensee provide NRC w/current schedule, including dates & 
topics for self assessment activities 

wiNE.W*F. Region 1, Ofc of the Director 00/12/15 MCNEILL, C A Philadelphia Elec- 
Co 2pp 47946 292-47046 203. 


S. Reportable occurrences, LERs & related correspondence 


8812070044 Final Slgnificanl Deficiency Rept 250-2 ro use of (nsutaled wire by Westing 
house In safety-ieJaled motor starters Initially roporled on 001020 Defective compo 
nanls reworked & corrected Action to prevent recurronco not necessary 
KOWALSKI, SJ Philadelphia Eleclric Co 88/12/02 RUSSELL, WT Document Control 
Branch (Document Control Desk) 3pp 47746 269 47746 271 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


0812020133 Rev 7 to Artificial Island Emergency Plan Station Procedure EPIP-202S, 
"Operations Support Ctr (CSC) Activation & Operations " 

* Public Service Electric & Gas Co of Now Jersey 08/12/02 ?6pp 47722 158- 
47722 103 


0812160264 "ArtHIcial Island Emergor^cy Plan, Annual Exorcise," conducted on 081123- 
1202 

* Public Service Electric & Gas Co of New Jersey 80/12/31 45Qpp 47015 138- 
47616 206 


p. Operating llconae stage documents & correspondence 


8811300537 Accepts util response to Part 2 of Item 2 1 lo Generic Ltr 03-28 ro estab- 
lishing interlace w/ either NSSS or vendors of each of components of util reactor trip 
sys StR end 

RIVENBARK.G Project Direclorale t-2 08/11/22 MILTENBERGEn,S Public Service 
Electric & Gas Co of Now Jersey 3pp 47701 309 47701 313 

-8811300543 Safely Evaluation re Part 2 of Item 2 1 to Generic Ltr 83-28, "Vendor 
Interface Programs - Reactor Trip Sys Componanls " 

* Project OlrGcloralo 1*2 00/11/22 2pp 47701 312 47701 313 

8811280048 Generic Ltr 80-20 to all licensoos holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Svc list 
end 

CRUTCHFIELO,D. Associate Director for Projects (Post 070411) 00/11/23 Consoli- 
dated Edison Co of Now York, Inc. Bipp 47728 303 47720 024 

8011300303 Summary of 8B1116 meeting w/ulll in Rockville, MD re util long range pro- 
grams at plants & f4nc long range efforts 

STONE, J C Project Oiroctorolo 12. 88/11/25 Project Directorate I 2 4pp 47677.132- 
47677 135 

8612010202 Application for amend to license NPF-57,revl8inp Tech Specs Surveillance 
Requirement 4 8 1121 updating ASTM sld ref In spodficalion for diesel fuel oil 
sampling Foe paid 

MILTENBEHGER,S Public Service Electric & Gas Co of Now Jersey 86/11/28. Doc- 
ument Control Branch (Document Control Desk). Cpp 47709 1 94 47709 207 

-8612010296 Rovisod Tech Spec pages ro survoitlanco requirements 
‘ Public Service ElecUlc & Gas Co of New Jersey 80/11/28 Opp 47709.200- 
47700.207. 

8012050041 Forwards response to Generic Ltr 68-11, "Radiation Gmbnltlomonl of Re 
actor Vossol Metis" Utd will submit license amend requests to incorporate now 
heatup & cooldown cun/es In Tech Specs for Salem Units 1 & 2 by Dec 1988. 
MILTENBERGER.S Public Service Electric & Gas Co of New Jersey 80/11/28 Doc- 
ument Control Branch (Document Control Desk) 7pp. 47732 021-47732 027. 

8812120241 Forwards notice of consideration of Issuance of amend to License NPF-57 
& proposed NSHC determination & opportunity for hoaring re 681026 application 
DUTLER.WR. Project Olrectorale 12 80/12/05 MILT^QERGER.S Public Service 
Electric & Gas Co of Now Jer-soy 4pp 47786 201 47786 213 

-8812120242 Notice of consideration of Issuance of amend to License NPF-57 & pro 
posod NSHC determination & opportunity for hearing re 681026 opplicatlon Amend re 
vises spent fuel storage capacity limilatlon in Tech Spec 5 6 3. 

BUTLER.WR Project Directorate 1-2 08/12/05 9pp 47706 205-47706 213 

8812149012 Applicalion for amend to License NPF-57 ,con8lstlng of Rev 1 to Llconso 
Change Request 88 04,rovi8ing Soction 6 of administrative controls by deleting Fig 
uro862 1-1 &6.2.2-1. 

MILTENDERQER.S Public Service Electric & Gas Co of New Jersey 80/12/05 Doc- 
ument Control Branch (Document Control Desk) 7pp 47796.100-47766 130. 

-8012140014 Proposed Tech Specs re adminisbatlvo controls 

* Public Service Electric & Gas Co of New Jersey, 68/ 12/06 16pp 47798 116 
47796 130 

8812160094 Documents agreement between util & J Stone & G Rivonbark of NRC ro 
extending response submittal date for Generic Ltr 88-14 concerning instrument air 
supply sys 

MILTENBERGER.S Public Service Electric & Gas Co. of New Jersey 68/12/06 Doc- 
ument Control Branch (Document Control Desk) 2pp 47635 001-47635 002 

8812190026 Forwards Vols I & II to Rev 0 to PSE 03-103, "Safely Relief Vatve Dis- 
charge Test Hope Creek Gonorating Station," final last ropt Conlainment structures 
deemed adequate for hydrodynamic Toads resulting from valve actuation 
MILTENBERGER.S Public Service Electric & Gas Co of Now Jersey 88/12/00 Doc- 
ument Control Branch (Document Control Desk) 2pp 47838 189 47839 121 

-8812190031 Vots I & II to Rev 0 to "Safety Relief Valve Discharge Test Hope Crook 
Generating Station," final test repL 

MCINNES.I 0 . YOSHIOA.D.K , LEHNERT.R A NUnEC PSE 03-103 ROO 07/09/20 
aOOpp 47638.191-47836 121 



112 DOCKETED ITEMS 


flfl122200SS CeHtfios miflt Hops Creek Generating Station simulation racifity, consisting 
solely of plant ref simulalor as defined In 10CFfl55 4.me0ls Commission 
regulations Ulil Procedures 206,205 & 203 & related info encf 
LAGFIUNA.S Public Service Efectnc & Gas Co of New Jersey QQ/12/U 
MURLEV.TE Office of Nuclear Reactor RegulaUon. Director (Posi 07O411> 14pp 
47334025 47036 333 

-8812220057 Rev 4 to Hope Creek Procedure HCSP 206, "ANS 3-5 Validation " 

‘ Public Service Elfectrfc & Gas Co of New Jersey 88/11/23 1,200pp 47934 034- 
47S36 277 

-88(2220061 Rev 4 lo Hope Creek Simulation Procedure HCSP-ao5, “Hope Creek Sim- 
ulator Configuration Mgt 

• Public Service Efectrfc & Gas Co of New Jersey OB/1 1/29 56pp 47936 278 
47936 333 

-6812220063 Rev 4 to Hope Creek Simulator Procedure HCSP 203, ’'Hope Creek Sim 
ulator Perform a nee Discrepancies " 

* Public Service Efoclnc & Gas Co of New Jersey 68/11/28 450pp 47936 394 
47936 14? 


O. Inspection reports, IE Bultotlns b cort&spondence 

8611160211 NRC Info Notice 88 090. “Unauthorized Removal of fncfusmal Nuclear 
Gauges “ Sve lisl end 

CUNNINGHAM .RE, Division of tnduslrial Medical Nuclear Safety (Post 07Q729) 
96/11/22 Consolidated Edison Co of Now York, Inc 99pp 47708 255 47708 257 

8611160467 NRC Info Notice 08-091, “’Improper Administration & Control of Psychofogi- 
caJ Tests ” Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 68/11/22 
Consolidated Edison Co cl Now York, tnc lOIpp 47706 042-4 7708 142 

8812010302 Advises that 880331 response to NRC Bulfolfn OB OOl, ’’Defects In Wes- 
tinghouso Circuit Sreakara'' salisfactory. Response confirmed that Weslinghouse DS 
senes circuit breakers not used In safaty-reloteol appircations 
RIVENBARK.GW. Project Directorate 12 88/11/22 MILTENBERGER.S Public Serv- 
ice Efectric & Gas Co of Now Jersey 3pp 47703 324-47703 326. 

6812020038 Advises Ibat uN 6B0712 response to NRC Bulieln 86 004, ’’Potential tor 
Safety- Related Pump Loss," fulfills require manis 

RIVENBARK.G ProTocI Directorate 1-2 88/11/22 MJTBNBERGER.S Public Service 
Electric & Gas Co of New Jersey 5pp 47797 156 47767 160 

SS1 1300484 Informs that rocont Insp of records Indicated that util may have purchased 
Class 1E componenle from Planned Malnl Sys, fnaUtil should review records for 
p9TH>d (fCrtti Jan 19B5 to prosanl 

BUTLER, WR Project DirocKirale 1 2 80/11/23 MILTENDERGER,S Public Service 
Efflctric & Gas Co of Now Jersey 6pp. 47676 048-47676 053 

6011290030 NRC Info Notice 68 093, "Tele therapy Events ’’ Sve list end 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safety (Post 670729} 
88/12/02 Consolidalod Edison Co of New York, Inc 112pp. 47811 103 47811 215 

8611290538 NRC Info Notice 86 094, “PolenllaHy Undorsizod Valve Actuators " Sve list 
end 

ROSSI, CE. Dwisfon of Operational Events Assessment (Post 870411} 68/12/02 
Consolidated Edison Co or New York, Inc I21pp 47708 143 47708 254 

6612020287 NRC Info Notice 86 095, ''Inadequate Procurement Requirements Imposed 
by licensees on Vendors *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (PoBf 670411) 08/12/08 
Consolidated Edison Co of New York. Inc 112pp 47607*191 47807 302 


R. Periodic operating reports & related correspondence 

8B 12190396 Monthly operating rapt for Nov 1966 for Hope Creek Generating Station 
Unit 1 W/eai215 Hr. 

JENSEN, H , 0ReNNAN,C , HAGAN.J Public Service EfeeWe & Gas Co of New 
Jersey 68/11/30. iepp, 47851 314-47851329 


S. Reporfabfe occurrences, LERs & related correspondence 

6611290237 Special Flepl 88-000-0(5 on 88082&,VIPCf Injecllon occurred Caused by low 
reactor vessel level signal following reactor scram dosenbed in LER 86 022-00 HPCJ 
Inleclion nozzle usaga factor nol calcuialed 

HAGAN, JJ. Public Service Electric & Gas Co of New Jersey 86/11/21 Docu/nont 
Control Branch (Documoi\t Contiol Desk) Ip 47662 357-47662357. 

8612080047 LER 88-029 00 On 881 lOl.unantIcIpaled turbine generator tnp & reactor 
scram occurred Caused by fefiura of exciter brush collector ring assembly Exciter 
brushes replaced & now procedure to replace weekfy insp Implement od.W/BBI 201 iir. 
MERREU ,A , HAGAN J.J Public Service Etecrdc & Gas Co, of Maw Jersoy 80/12/ 
01. 6pp 47750 114 47750 110 

8812000394 LER 88-030-00 on 801(04 plnfiolo leak observed on recirculation pump B 
discharge valve On 881108, pin hofa leak observed on recirculation pump A suction 
valve drain line cap weld Caused by vibration Induced stress W/881205 Itr 
MERRELUA , HAGAN.J J Public Service Elecirfc & Gas Co of New Jersey 88/12/ 
02 5pp 47762.116-47762119. 

80 12130 176 LER 88 032 00 on 681 1 13, surveillance lest on sve water spray pump not 
performed as required by Tech Specs & Seclion XI of ASME Boiler & Pressure Vessel 
CodeCausad by personnel error Re spK>nsibl II ties re testing reemphasized W/8B1 21 3 
fir 

MERRELL,A.M., HAGAN, J Pubbe Service Electric & Gas Co, of New Jersey. 88/12/ 
08 6pp 47794 356 47794360. 

6612189239 LER 88-031 00, on 681 108 .discovered that isolation of RWCU sys 
occurred Caused by air pockets Induced by steam ffashlr>g In cleanup sys during reac- 
tor cooldown Da si grj change pursued to compensate sub] inslrumentaftonW/eOlgO? 
Ur 

MERRELUA M„ HAGAN.J Public Service Efeciric & Gas Co of New Jersey 98/12/ 
08 6pp. 47798* 135-47708: 1 39 


POCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8812159249 Advises that Uuenso H-1 17 scheduled lo expire on 691 101 Applrcation for 
renewal must be submitted 30 days prior to expiration Guidance for preparing app'ca 
bon lor renewal provided 

AOAMS,A Standardization & Non-Power Reactor Proiccl Direcloraiu 68/12/05 
JONES, a G filinols, Umv of. Urbana, IL 6pp 4/826 298 47626 303 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Appllcallon/constfucilon stage documents & corroopondence 

881120OO4B Generic Ltr 88-20 to dll kcensees holding OLs & CPs for nuclear p 0 rv«r 
reactor facilities re Individual plant exam for severe accident vulnerabilihcs Sve 
end 

CRtiTCHFIELD.D Associate Director for Profeds (Post 870411) 88/11/23 Consol - 
dated Edison Co of New York. Inc Bfpp 47728 303-47729 024 


0. inspection reports, IE Bulletins & correspondence 

8811160211 NRC Info Notico 00 090, "Unaulhonzed Removal of Industrial Nuclear 
Gauges " Sve list onci 

CUNNfNGHAM.R E Division of Industrial & Modical Nuclear Safety trrH 870/79) 
88/11/22 Consolidated Edison Co of New York, Inc 99pp 47700 255 47708 257 

8811180467 NRC Info Notice 98 091, ’’Irnpropor Admfnlstralion & Control of Psychofogi 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/11/22 
Consolidated Edison Co of Now York. Inc 101 pp 47708 042 47700 142 

8811290930 NRC Into NobcQ 08 093. "Teletherapy Events ’’ Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Poil 870729) 
80/12/02 Consolidated Edison Co, of Now York, Inc 112pp 47811 103 47611 216 

8811290538 NRC Info Notice 68 094, "Potentially Undersized Valve AcluatOfs Sve fid 
end 

ROSSI, CE Division of Opofationaf Events Assessment (Post 870411) 80/12/02 
ConsoHdfttod Edvson Co otNovrYoiK, toe 121pp 47705 U3 47706 254 

6612020287 NRC Info NotIco 88 005, "Inadequate Procurenient Requirements, Imposed 
by Licensees on Vendors'' Sve hst end 

ROSSI, CE Division of Operational Events Assessnienl (Post 070411) 80/ 12/08 
Consolidated Edison Co of New York, Inc 1 12pp 47807 191-47007 302 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F< Security, tnodfeal, emergency St fire protection plans 

8811290625 Forwards Insp Ropts 50 206/66-26.50-361/66 27 & 50-362/68-29 on 
881025 26 No deficfencios or viola tions noted 

YUHAS.GP Region 5, Ofc of tho Director 69/11/10, QASKIN.KP Southern CaJifor 
nlaEdteorvCo 2pp 47651 069-47651 099. 

-8811290032 Insp RaptS 50 206/88 26,50 361/86 27 & 60 362/80-20 on 881026 
28 No deticiencios or violations noted Major areas inspocled open items idenliked 
during 1087 exercise & emergency preparedness exorcise & associated critique 
GOOD.QM Region 5 , Ofc of the Director 80/11/10 I0pp 47651 000 47651 090 

8811300057 Provides cfanficalion of info previously submitted re App R compliance ai* 
sessmem repi lor plar^l 

MEDFORD, MO Southern Catdornfa Edison Co 68/11/21 Documonl Control Branch 
(Document Control Desk). 46pp 47670 312 47670 35/ 

8812160133 Forwards SALP Board Repts 60 206/86 25,50 361/06-26 A 50 362/00 26 
for period Oct 1987 - Sept 1980 Need to Improve mgt Involvement in devoloping sell 
cniical altitude at alf levels of util organJzalfon noted 

MARTfNJB Region 5, Ofc of the Director 88/11/26 QASKtN.K P Soulhorn Califor- 
nia Edison Co 3pp 47620 321-47820 360, 

-8812160141 SALP Repts 50-206/60-25.50 361/08-26 & 50-362/86-28 for Oct 1987 - 
1988Ca\60oiy 1 assigned In areas of racHolOQical conlrola & secuniy 
* Region 5, Ofc of tho Director 88/11/25 37pp 47020 324-47820 360 

8812060124 Provides addi Info re App R ffro proteclion audit open Items, per 881017 
audit Requests NRC rellect resolution o( App R audit open Homs in final safely oval 
uatlon lor util Units 2 & 3 fire protection program 

MEDFORD.MO Southern Caiifornia Edison Co 88/12/01 Document Control Branch 
{Docu men! Control Desk) lOpp 47741 204-47741 213 

8812190321 Forwards Insp Reels 50-361/09 22 & 50-362/08 24 on 081017 2f No vio- 
lations noted Concerns noled,induding adequacy of procedures that irnpiement aller 
nale shutdown methodology 

KIRSCH.D F, Region 5, Ofc of the Director. 88/12/06, BASKIN, K P Soulhorn Cali lor 
nfa Edison Co. 3pp 47854.318-47854 348 

-8812190323 fnsp Repts 50-351/08-22 & 50 362/88-24 on 881017-1021 No vrolatjons 
or devlailons noted Major areas Inspected adequacy of mods impiomented to achievo 
compliance w/1 0CFR60.App R 

HAMSEY.C, QUALLS,P Region 5. Ofc of the Director KUBICKI.D Office of Nuclear 
Reactor Reguiatlon, Director (Post 870411) 60/12/06 28pp 47954 321-47854 348 

8812130266 Forwards revised Tech Spec 3 3 3.7, "Fire Detection Instrumentation/' per 
review of updated fire hazards anafysis 

MEDFORD,MO Southern California Edison Co 88/12/07 Documonl ControJ Branch 
(Document Control Desk) 2pp 47794 261 47704 290 
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-8S1213D2&9 PiopDsed Tech Spec 3337, "Fire Detoction Inslrumenlaiion 
' Southern California Edison Co 80712/07 aOpp 47794 263 47794 290 


H General correspondence 

881129001^ Informs that 8Bt108 rectuest for extension of public comment period on 
proposed fitness for duty rule ctonied Ample response time provided 
GRIWES.B K Division of Reactor Inspection & Safeguards {Post 870411) 80/11/16 
GIN IRON. J A Southern California Edison Co Ip 4766B 066 47660 069 

8811300539 Responds 1o 881112 request for Commission to extend public comrnenl 
period on proposed Fitness for Duty rule Comments received after 881121 will bo con- 
sidered If practica! 

GRIMES, BK Division of Reactor Inspection & Safeguards (Post 870411) 08/11/28 
JOKUMATO,J Southern California Edison Co Ip 47660 172 47660 174 

8811300556 Demos 681112 request for Commission to extend public comment period 
on prqpospd Fitness lor Duty Program 

GRIMES, OK Division of Reactor Inspection & Safeguards (Post 070411) 86711/20 
0AR0FE.G L Soiilhern California Edison Co 2pp 47676 155-47676 157 

8811300583 Denies 661112 request for Commission to extend public comments period 
on proposed fitness for duty rule 

GRIMES.Q K Division of Reactor Inspection & Safeguards (Post 670411) 80/11/26 
WATSON.RC Soulhern California Edison Co Ip 47700 069-47709 071 


P. Operating license stage documents & correspondence 

8811230311 Discusses c)ianges made to improve use of accelerated maint processes 
for ulil Requests discussion w/NRC on changes made lo Superintendent accelerated 
maint process during next visit 

MCCARTHY ,C B Soulhern California Edison Co 68/08/20 ZIMMERMAN.R Region 
S. Ofc of the Director 3pp 47632 350-47632 352 

9911830271 Provides prioritized monthly listing of pending licensing actions to assist In 
reviewing mallo/s re plant End idenlifiea priofitizod list of proposed Tech Spec 
changes ra util 1 8 month sun/eillance Interval extension efforts 
MEOFORD,MO Southern California Edison Co 80/11/22 Document Control Branch 
(Document Control Desk) 4pp 47631 340-47631 351 

B61 U&0263 Forwards addi info re design details pertaining to emergency diesel genera 
lor Stan circuitry mods, per 680927 request End inefudos Proposed raciMy Change 2- 
B5 6324.ROV 1 & Design Change Package 2-6324-Oi W/13 oversize drawings 
MEDFORD, MO Southern California Edison Co 80/11/22 Document Control Branch 
(Document Control Desk) 360pp. 47704 0D1-47705 020 

8911290309 Provides addI info on 660606 proposal re diverse scram sys (DSS) & di- 
verse turbine trip {DTT),pQr 660825 request Info clarifies how proposed DS5 & DTI 
hardware divcrstly & other features meet ATWS rule criloria W/iO oversize figures 
MEDFORD, MO. Southern California Edison Co 80/11/22 Document Control Branch 
{Document Control Desk) 39pp 47660 003-47680 112 

6811300233 Informs that review of Change Notice 29 lo Topical Ropt SCE-l-A, "OA 
Program,” Amend 11 will require more than 60 days to complete review & evaluation 
KIRSCH.D F Region 5, Ofc of the Director 80/11/22 BASKIN, K P Southern Califor- 
nia Edison Co Ip 47677 139 47677’130. 

6B 11300270 Discusses extension of mall irradmllon surveillance spedmon test results 
repi fm mediate attention requested on matter 

HICKMAN, DE Project Olroctorato V 88/11/22 BASKIN, K P Southern California 
Edison Co COTTON, QD San Diogo Gas & Electric Co 3pp 47676 209 47676 301 

8B1126004B Generic Ltr 66 20 to all licensees holding OLs & CPs for nuctear power 
reactor fecilhtioa re Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCH FIE LD,D Associate Director for Projects {Post 070411) 08711/23 Consoti 
dated Edison Co of New York, Inc Oipp 47726 303 47729 024 

8612050111 Notification of 661207 meeting w7utll in Rockville, MD to discuss reracking 
of spent fuel poo! at plant 

HIcRmAN.de. Project Directorate V 60/11/29 KNIGHTON,G W. Project Directorate 
V 4pp 47733 353-47733 356 

8612676001 Requests addi info re 601107 proposed change lo Tech Specs, revising 
RCS pro ss\j re-temp limit curves, low temp overpressure protection temps & bases to 
bo efloclive up lo 10 EFPY of operation lo complete review by Mar 1909. 

HICKMAN, 0 6 Project Directorato V 80/11/30 BASKIN,KP Southern California 
Edison Co 3pp 47748 116 47740 110 

SB12D70007 Requests details of event re control etemont assemblies exceeding Tech 
Spec limits, including assemblies In question & calculated drop limes using original & 
revised processing times within 30 days. 

HICKMAN.D.E Project Directorate V 68/11/30, BASKIN, KP Southern California 
Edison Co. COTTON, G.D. San Diego Qas & Electric Co, 4pp 47740 112-47740115 

6612960073 Forwards Amend 116 to License DPR-13 & safely evaluation, Amend qu- 
thiofizes transshipment of spent fuel from Unit 1 spent fuet pool to ^tore in Units 2 & 3 
spent fuel pools 

TRAMMELL.CM, Project Directorato V 60/12/02, BASKIN, K P Southern California 
Edison Co 3pp 47743 120 47743 141 

--8B1 2060074 Amend 116 to License DPR-13,authorizlng transshipment of spent fuel 
from Unit 1 spent fuel pool & w/ Amends 63 & 62 to licenses NPF-10 & NPF- 
IfiTespaclivcly.authorizoB to store Unit 1 spent fuel In Units 2 & 3 spent fuel pools 
KNIGHTON, Q W Project Directorate V 80/12/02 2pp 47743 131-47743 132 

6312150134 Requests response lo Generic Ltr 80-17 fo loss of DHR Industry response 
to Generic Ltr 87-12 deficient In areas of prevention of accident Initiation & mitigation 
of accidents before progressing to core damage 

MURLEY,TE Office or Nuclear Reactor Regulation, Director (Post 870411) 88/12/ 
02 ALLEN, HP. Southern California Edison Co 5pp 47830 104-47O3O‘1Q0. 

661213026B Forwards revised Tech Spec 3.3 3 7, "Fire Detection Instrumentation,” per 
roview of updated fire hazards analysis. 

MEDFORD, M O Soulhern California Edison Co 88/12/07 Document Control Branch 
CDocumonl Control Desk). 2pp. 47794 261-47794 290, 


‘-8812130269 Proposed Tech Spec 3 3 3 7, "Fire Deleclion InsUumenlation " 

* Southern California Edison Co 80/12/07 28pp 47794 263-47794 290 

0612160095 Forwards safety evaluation denying B80811 application for amends lo Li- 
censes NPF 10 & NPF-1 5. changing Tech Specs 6534a&6634qrG review by nu- 
clear safety group of events requiring 24 h written notification to NRC 
HtCKMAN.DE Project Directorate V 68/12/09 BASKIN,K P Soulhern California 
Edison Co COTTON, GD San Diego Gas & Electric Co 3pp 47835134-47035 138 

^6012160100 Safety evaluation denying util 880611 application to amend Licenses 
NPF'10 & NPF-15.dQ!oling Tech Spec Sections 653 4a & 6534n re requlremonl 
that nuclear safety group review events requiring 24 h notification to NRC 

* Office of Nuclear Reaclof Regulalton, Director (Post 870411) 00/12/09 2pp 
47635137 47635 138 

0612190061 Responds to Generic Ltr 88 11 re roovalualton of effects of radiation on 
reactor vessel mails Uti! In process of updating Tech SPecs based on Reg Guide 
1 99.ROV 2 lo be offeclive through 10 EFPY 

MEDFORD, MO Southern Californio Edison Co 68/12/12 Document Control Branch 
(Document Control Desk) 2pp 47640,189 47040 190 

8812210065 Second partial response to FOIA request for records App C documents 
end & available In PDR 

PHILLIPS, J Division of Freedom of Information & Publications Services (Post 
080515) 08/12/14 PARRISH.D Affiliation Not Assigned 2pp 47874 128 47074 190 

-0612210000 Forwards procedures per lelcon w/K Baskin 
MEDFORD, M Southern California Edison Co 08/09/20 ZWOLINSKI.J NRC - No De- 
tailed Affiliation Given 4pp 47874 14? 47874 145 

-00 122 10007 Rev 1 to Site Direclivo NGS D 006, "Alcohol & Drug Use " 

RAY.H B Soulhorn California Edison Co 66/11/14, 9pp 47074 146 47874 154 

-8812210091 Rev 1 to General Admlnislralivo Procedure SO123-XV60, "Fitness for 
Duly” 

* Soulhorn California Edison Co 86/11/14 12pp 47674 165 47074 166 

-8812210096 Tomporary Change Notice TCN 1-2 to Rev 1 to Gonoral Administrative 
Procedure S0123-X\/ 7 0, "Drug Testing Program for Proleclod Area Access '* 

* Soulhorn California Edison Co 86/11/14 lepp 47874 169 47074 190 

-6012210185 Tomporary Change Notice TCN 1-3 lo Rev 1 to Genera) Administrative 
Procedure S0123-XV-7 0, "Drug Testing Program for Protoclod Area Access ” 

' Southern Catlfornia Edison Co 08/08/10 2pp 47074 167-47674 168 

0812210323 Forwards application (or amends lo Licenses NPF-10 & NPF-15, Amends 
revise Tech Specs ro motor operated valve thermal overload protection bypass & con 
lainmonl ponotration conductor overcurronl proloclion devices Fee paid 
BASKIN, KP Soulhorn California Edison Co 88/12/16. Document Control Branch 
(Oocumonl Control Desk) Ip 47875 216 47875 242 

-8812210325 Application for amends lo Licenses NPF-10 & NPF-IS.changing Tech 
Specs re containment penetration conductor overcurronl protection dovico & motor- 
operated valve ttiormal overload protection bypass 

BASKIN.KP Southern California Edison Co 88/12/16 12pp 47875 219-47875 230 

-8012210327 Proposed Tech Specs re containment penetralion conductor overcurronl 
protective device & motor operated valve thermal ovorload protection bypass 

* Soulhorn California Edison Co 88/12/16 12pp 47876 231 47075 242 

8612210216 Requests extension of submittal date of tost rept (or first Unit 2 metis sur 
veillancQ capsule to 001231 

MEDFORD, MO Soulhorn California Edison Go 08/12/19 Document Control Branch 
(Documont Control Desk) Ip 47681 211-47801 211 

6812230044 Forwards Amend Applications 74 & 60 lo Licenses NPF-10 & NPF 
1 5, rospecllvoly Amends would revise Tech Spec re position indication channel shut- 
down & 16-monlh surveillance intervals to support fuel cycle operation Fee paid 
BASKIN.KP Southern California Edison Co 88/12/19 Document Control Branch 
(Documont Control Desk). Ip 47911,123 47911 138 

-B6 12230046 Application tor amends to Licenses NPF-10 & NPF-ie.rovlsing Tech Spec 
re position Indication channel shutdown & 16-month surveillance intervafs to support 
nominal 24-month fuel cycle operation 

* Southern California Edison Co 88/12/19 9pp. 47911 '124-4791 1 132 

-8612230087 Proposed Tech Specs ra position Indicator channel shutdown 

* Soulhern Calilornia Edison CO 88/12/19 5pp 47011'133 47011 130 

8812270112 Forwards application for amends to Licenses NPF-10 & NPF-15. consisting 
of Amend Applications 71 & 57.rQspectivety Amends would revise Tech Spec 3/ 
4 4 5 1 to change 18 month sun/eillance Intervals to refueling Inten/als Foe paid 
BASKIN.KP Soulhern California Edison Co 88/12/19. Document Control Branch 
(Document Control Desk) Ip 4792? 192-47927 207 

-8012270117 Amend Applications 71 & 67 for Licenses NPF-10 & NPF-1B, 
respGCtlvely.rovising Tecli Spec 3/4 4 51 to change ID month surveillance Inten/als to 
refueling intervals to sujjport nominal 24 month fuel cycle operation 
BASKIN.K P, Southern California Edison Co 88/12/10 9pp. 47027.103-47927 201. 

-8812270186 Proposed changes to Tech Spec 3/4 4 5 1 revising 18 month surveillance 
intervals to refueling iniorvals to support nominal 24-month fuel cycle operation 

* Soulhern California Edison Go 08^2/19, 6pp 47927.202-47027 207 


0. Inspecllon reports, IE Bulletins & correspondence 


8B1129002S Forwards Inap Repts 50-206/88 26,60-361/68-27 & 50-362/86-29 on 
881025 28 No deficiencies or violations noted. 

YUHAS.G P Region 5, Ofc of the Director 80/11/10. BASKIN.K P Soulhern Califor- 
nia Edison Co 2pp 47651,006 47651 '009 
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-sat 1290032 /nsp Hopts 50 206/86 26 50 3d 1/88^2 7 a 50 362/08-23 on 001025- 
20 No doficienciss or viofaiions noted Maior areas inspected open items identified 
dunng 1&8? exercise & cmeioenCN piepaiednoas oxeicts© & associated critique 
GOODGM FISH.RF TATUM, JE RegiCn 5. Otc of the Director 66/11/10 lOpp 
47651 090 47651 099 

8311230221 Requests rosufls of C-E Owners Group efforts to address flow require 
merta tq HRC Bullotin 88 004, ‘'Potential Safety Related Pump Loss " 

HfCKMAN.DE Project Directoralo V 80/11/17 BASKIN, KP Southern California 
Edison Co COTTON, G D San Diego Gas a Electric Co 5pp 47622 270 47622 274 

8011160211 NRC Info Notice 89 090. “Unaothonzed Removal of Industrial Nuclear 
Gauges" Svclist encf 

CUNflfNGHAM.R E Division of Induslnai & Medical Nuclear Safety (Post 670729) 
00/1 1/22 Consolidated Edison Co o) New York. Inc 99pp 47708 255 47708 257 

0011160467 NRC Ipfo Notico 88 091, "Improper Administration & Control ot Psychotogi 
cat Tests" SvcTist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/11/22 
Consolidaled Edison Co of New fork, Inc tOlpp 47708842*47788142 

0012150133 Forwards SALP Board Repts 50-206/88-25,50 361/89 28 & 50 362/88 28 
for ponod Oct 1997 * Sept 1996 Neod to improve mg1 involvement in developing self 
cnticaJ attitude at all levela of utii organizabon noted 

MARTIN.JB flogion 5, Ofc of the Director 68/11/25 BASKIN, K P Southern Califor* 
ma Edison Co 3pp 47820321*47820360 


8612210065 Second partial rosponsa lo FOIA request for records Add C 
end & avnHaWo in PDR. ^ ocumefi;i 


PHILLIPS, J Division of Freedom of Information & Publications ServiftAc 
860515) 88/12/14 PARRISH.D Affiliation Not Assigned 2pp 47874 128^874^' 


--8B12210077 Forwards Acosia response lo B0O71B order auspending license & 
renewal duo to drug use Related info, Including press reloaso end W/o resDonsa ^ 
LIEBERMAN.J Ofc of Enforcement (Post 070413) 80/07/11 MIRAGLIA F Arw,,. 
Director lor Projects (Post 870411) 11pp. 47874:131-47874 14l ‘ 


R. Pericdfc operating roporta & related correapondenco 

9012200152 Monthly operating repts for Nov 1088 for San Onofre Nuefear Gsnftfstjv, 
Station Units 2 & 3 W/801215 Jlr 

SIACOR.ER, MORGAN,HG Southern California Edison Co 80/11/30 iw 
47860 340 47660.350 

8612220126 Fonvarda Oct 1988 monthly NPDES rept summary for facilibes Nefwmrf 
violations noted at Unit 3 during reportfnfl period « noperm^ 

MORGAN.HE Soulhern California Edison Co 88/12/12 Document Control 
(Document Control Desk). 3pp 47902 358-47002 360 


S. Reportable occurrences. LERa & related correspondence 


-0812150141 SALP Repts 60-206/09*25, 50*36 1/86 26 & 50 362/88-28 for Oct 1987 
Sepi 1968 Category 1 ass'Qr^ed in areas of radioloQical controls & security 
* Region 5, Ofc of the Director 68/11/25 37pp 47820 324-47620 360 

0012150158 Forwards Meeling Repts 50 206/68-30.50 361/88 31 & 60*3»2/68 33 on 
B0l1O2Pnndpa! areas of current NRC concern emphasized at meeting & 
listerf,mcludina missed opportunities to Identify A correct observed problems 
MARTIN.JQ Region 5. Ofc of the Director 88/11/26 FOGARTY.DJ Soulhern Cali 
forma EdsOn Co 2pp 47033 066 47633072 

-*0012160159 Mgt Moebng Repts 50 200/88*30,50 361/60 31 & 50 362/86*33 on 
681102 Major areas discussed Issues of current interest re plant 
HUEY.F R , JOHNSON, PH Region 5, Ofc of the Director 88/1 1/23 6pp 47633 060* 


6012070021 Requests info explaining how 8 h baitory performance test demonstrates 
that battery can meet two design requiremenls, based on review of uii( 080624 re 
sponse to Insp Repts 50 361/60 10 & 50*382/68 10 

HICKMAN.DE Propel Direciwata V 88/11/29 BASKIN, KP Soulhern CoMornra 
Edison Co COTTON.G 0 San Diego Gas & Electnc Co 4pp 47748 002*47748 085 

0012130142 Discusses component coolmg water ays review re 880502 0610 safety sys 
functionaf msp of actmbes authonzed by NRC Util will compfolo evaluation a submit 
phase Two tleslgn review repi by 681216 

MEDFORD MO Soj^ern California Edison Co. 66/11/30 MARTIN.JB Region 5. 
Ofc of the Director 2pp 47794 158*47794 j59 * u . 

Rspa 30 2<l«/es 27.50 361/06 28 & 50 362/88-30 on 
881031*1 104 No VKjfationa noted NRC encourages util to adopt more corjservative ap 
reportabdity dolorminaborrs.per ea 1 1 02 mol meeling 
ZIMMERMaN.R P pMfon 5. Ofc pf the Director 88/12/01 BASKIN.KP Soulhern 
Caliloffiia Ed‘Son Co 2pp 47864 213 47864 224 

-0812200090 Insp Repts 50 206/88*27.50 361/68 28 A 50-362/88 30 on 801031* 
1111, noted Major areas inspected Muftiplant Action Item A*15,evatua 

r?! nufpM I u® A surveillances A Part 21 repts 

^ Director. 08/12/01 lOpp 


^r/iwSiSrg Au ivle? Tele^erapy Events " Sve list encL 

iTKiustnal & Medical Nuclear Safety (post 870729) 
88/12/02 Consolidafed Edison Co of New York, fnc li2pp 47811 103-47011 215 

^encl^^^ Notice 88-034, "Potentially Undersued Valve Actuators." Sve Us 

n ^ Assessment (Post 870411) 88/12/02 

Consolidated Edison Co of New York, fnc I2lpp 47708 143 47708 254/ 

Requests that lA) notify NRC of date of next boroscopic exam re WKK 
elflnsppl^^*^ analysis NRC withholds comment on acceptability of uW recommend 

“c!J'°3»«1f6\M:r77T5n3 Southern Cal, lo/„l< 

'’<’S^o«ACA to discuss SALP (0 

SSc#?2 rt 989.P«r 881 130 lelcon Notice of meeting enci W/o enef 


8612060290 HO, determined that rodundant safe shutdown cables located in Fim Area 
2-YD30 200 not separated &/or protoclod In accordance w/10CFR50,App R.Secbon 
111 0 Ulil Involved fn expanding use of nonconformance ropt process 
M0RGAN,HE Southern California Edison Co 08/11/15 MARTIN, J.B. Regions Ofc 
of the Director 2pp 47742 359-47742,360 ' ' 


6611380110 LER 88 024*00 on 88 1021, control room Isolation sys Train A 
actuated Possibly caused by unsuitable plastic housing lo lost lack providing inad- 
equate support for iniornal rompononls Detector cablo replaced W/881 121 Itr 
MORGAN.HE Southern Californiti Edison Co 08/11/21 Opp, 47665:354-47655355 


8011300176 PNOV-88 062on 001 110, earthquake occurred 30 miles west of San 
Clemente, CA Earthquake felt by personnel In Unit 1 control room A no seismic instm- 
menlafion alarms rocolvod Licensee found no damage after visual Insp of Unit 1 
JOHNSON, P, HUeY,R. Region 6, Ofc of the Director 88/11/21. Ip 47678 W6* 
47678046 


8812020242 LER 88 027 00 on 80O8O6,doficiency w/invorter 3Y‘006 for fsolailon vaYe 
HV‘9377 Identified Caused by vendor error & ulil preoperational testing program failina 
to fdonhfy deficiency.DesIgn mods will bo evaluated w/081 128 jlr 
MORGAN.HE Southern California Edison Co 08/11/28 7pp 47722 1 23-47722 129 

0812130250 Followup to Oct 1988 RO rept re Inoperable fire doors Fire watches esiab* 
Jished per Tech Spec 3 7.9,Actior) Statement a & will roma/n In elfecl until (foors re- 
stored to operable status 

MORGAN.HE Southern Calilornia Edison Co. 80/11/29 MARTIN, J B Region 5, Ofc 
of the Director 4pp 47799 168-47790 171. 


8812070265 PNS-V-00 DD7.0fi B0ti30,8Onlof resident Informed of possible tampennfl 
events Caused by cleaning person not being able to completety secure associalw 
Enhanced wnikdown performed. 

4774^2Mn49 22?^^^^’^ Director. 80/12/01. 2pp 


Q«j*p<uwr uen oouiiuuuon hand ling machine operated w/ inoperable m 

handling Isolation sys monitors. Caused by ambiguity of Tech Spec acbon 
refnslructed on followup on reportability W/881 202 Hr 
MORGAN.HE Southern California Edison Co. 08/12/02 Opp. 47700 118*47780.123 

8612140055 PNS*y*88 007A'on 88 1201 .actuation alarm received from reactor coolani 
pump lira protection deluge sys at Unit 2 Caused by contract watchman who denied 
cduso damage to plant Two watchman terminated 
SCHUSTER,M D Region 5, Ofc of the Director 80/12/07. 1p, 47800 329 47000329 

0812210146 LER 00 028 00 on 68 1031, determined that plant operated at power slightly 
In ©xcosa of 100% between 880827 A 881021. Caused by apparent dsfouling of few 
followir)g outages Sonslno lines lnspeclod.W/60t212 Itr. 
MORGAN.HE Southern Californra Edison Co. 80/12/12. epp. 47081.353-47681 360, 


V. Operator Examlnattone 

^^aSlIOvJ/o^oncf^*^^ revised agenda for annual operator licensing meeting on 

RATe.R J Region 5. Ofc of the Director 88/12/05. REEDER J. Southern California 
Edison Co Ip 47798149*47796 149. 


S»n®9M to dIacMOs SALP (or 

3W®«7BSO ^ *• «<= O' 'h® ““-wtot 
tM) 12190321 Forwards fnsp Ropis 50 361/60 22 A 60-362/88 24 on flsini? 

-M121W323 Insp Repts 50-361/80 22 A 50-362/88-24 on 801017-1021 

Meniented to achieva 

* Procuraman. Raquaetoanto Iwtaad 


receipt of 881021 Itr re expiration of senior operator license for posj- 
^ plant superintendent Requests identification of individuals A bties at sii 
directing aciwitios of licensed operatora. 

KNIQHTON.G^ Project Directorate V 08/12/08 BASKIN.KP Southern CalifwnJa 
Edraon Co. COTTON.G D San Diego Gas A Electric Co 6pp 47825*056-47825060. 

docket 60.382 SAN ONOFRE NUCLEAR STATION, UNIT 3 

F Security, medical, emergency & fire protection plana 

6O-2O6/80.26.5O-36 1/80-27 A 50-362/60 39 on 
Yi n?ll 28-Ne tie miendes or violations noted 

Aio P' Region 6, Ofc of the Director 88/tl/i0 BASKIN, K.P. Soulhern Califor- 
nia Edison Co 2pp, 47651 088-47651,099 

50-206/00-26.60-361/88-27 A 50-362/68-29 on 65102^ 
i violations noted Malor areas in spec led' open Items idenlified 

Qon?^ r u ejerdse a eiflortgncy preparedness exercise A assorted cntl^qua 
UOOD.GM Region 5, Ofc of the Director 88/11/10. lOpp 47651.090*47651 099 
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fiB1130COS7 Provides clanlication of info previously submHled ro App R compliance as- 
s&ssmenl rept for plant ^ ^ ^ 

WEOFORD.MO Southern California Edison Co 80/11/21 Documanl Control Branch 
{Document OonUol Desk) 46pp 47670 312-47670 357 

6612160133 Forwards SALP Board Repls 50 206/00-25,50 361 /BB 26 & 50 362/88 28 
lor period Oct 1087 - Sept 1908 Need to improve mgl involvement in developing self- 
critical attitude at all levols of util organization noted 

WARTINJ B Region 5, Ofe of the Director. 80/11/25 BASKIN.K P Southern Califor- 
nia Edison Co 3pp. 47820 321-47820 360 

-8812159141 SALP Repts 50 206/60-26,50 301/80-26 & 50 362/88-28 for Oct 1087 * 
Sept 1988 Category t assigned In areas of radiological controls & security 

• Region 5, Ofc of the Director 80/11/25 37pp, 47820 324-47820 300 

6812060124 Provides addi info re App R fire protection audit open items, per 881017 
audit Requests MRC reflect resolution of App R audit open items In final safety eval- 
uation for util Units 2 fire protection program 

MEDFORD.M O Southern California Edison Co 88/12/01. Document Control Branch 
(Document Control Desk) lOpp 47741 204-47741 213 

6812190321 Forwards Insp Roots 50-361/88 22 & 60-362/88-24 on 881017-21 .No vio 
lalions noted Concorns noled.inoluding adequacy of procedures that Implement allor- 
rate shutdown methodology 

WRSCH,DF, Region 5, Ofc of the Director 08/12/06 BASKIN, KP Soulhorn Califor- 
nia Edison Co 3pp 47854 318 47054-348 

-3812100323 Insp Repls 50 361/08-22 & 50 362/88-24 on QB1017-1021.No violations 
or doviatiorxa noted Major areas Inspected adequacy of mods tmplemented to achieve 
compliancQ w/10CFRB0,App R 

RAMSEr,C Region 5, Ofc of the Dlroctor BALL.J , BRADFUTE.J Office of Nuclear 
Reactor Regulation, Director (Post 870411). 00/12/06 26pp 47854 321-47054,348 

8812130266 Forwards revised Tech Spec 3 3 3 7, "Fire Dotoction tnslrumentalion," per 
review of updated fire hazards analysis 

HEDFORD.M O Southern California Edison Co 08/12/07 Document Control Branch 
(Document Control Desk) 2pp 47794.261 47704 200 

-8812130269 Proposed Tech Spec 3 3 3 7, "Fire Dotoclion Instrumentation " 

* Southern California Edison 6 d 80/12/07 2Bpp 47704’263-47794 200 


H. Qeiteral correspondence 

861 129001 a Informs that 881100 request for extension of public comment period on 
proposed fitness for duty rule donieo Ample rosponao timo provided. 

GRIMES, B.K Division of Reactor Inspocllon & Safeguards (Post 670411) 00/11/16. 
CINTRON.JA Soulhorn California Edison Co Ip 47660 068-47666 069 

6611300539 Responds to 881112 request for Commission to extend public comment 
peri^ on proposed Fitness for Duly rulo.Comments received after 801121 wilt bo con- 
sidered if practical. 

GRIMES, B.K^ Division of Reactor Inspection & Safeguards (Post 070411) 60/11/28. 
JOKUMATO,J Southern California Edison Co Ip 47080.172-47600174 


8812050111 Notification of 081207 meeting w/util in Rockville, MD to discuss roracking 
of spent fuel pool at plant 

HICKMAN,DE Project Directorate V 06/11/29 KNIGHTCN.G W Project Directorate 
V 4pp 47733 353 47733 356 

Q812070001 Requests addI info re 881107 proposed change to Tech Specs, revising 
RCS pressure-temp limit curves, low temp overpressure protection temps & bases to 
be effective up to 10 EFPY of operation to complete review by Mar 1909 
HICKMAN.dC Project Directorate V 88/11/30 BASKIN,K P Soulhorn CaMornia 
Edison Co 3pp 47748 116 47748 110 

8812070007 Requests dotaits of event re control otemont assemblies exceeding Tech 
Spec llmils,including assemblies In question & calculated drop times using original & 
revised processing times within 30 days 

HICKMAN,DE Pfojocl Directorate V. 08/11/30 BASKIN,K P Southern California 
Edison Co COTTON, G.D San Oiogo Gas & Electric Co 4pp 47746 112-47748 115 

B812060073 Fonvards Amend 116 to License OPR-13 & safely evaluation Amend au 
thoflzes transshipment of spent fuel from Unit 1 spent fuel pool to store In Units 2 & 3 
spent fuel pools 

TRAMMELL,CM Project Directorate V 00/12/02 BASKIN, K P Southern California 
Edison Co 3pp 47743 126 47743 141 

-8612060074 Amend 116 to License DPR 13, authorizing transshipment of spent fuel 
from Unit 1 spent fuel pool & w/ Amends 63 & 52 to LIcensos NPF-10 & NPF- 
15, respectively, authorizes to store Unit 1 spent fuel in Units 2 & 3 spent fuel pools 
KNIGHTON, G W. Project Dlroctoralo V 08/12/02 2pp. 47743 131-47743 132 

8812150134 Requests response to Generic Ltr 00 17 re loss of DHR Industry response 
to Qonoric Ltr 87-12 deficient In areas of prevention of accident initiation & mitigation 
of accidents before progressing to core damage 

MURLEY.TE Office of Nuclear Reactor Rogulation, Director (Post 070411) 88/12/ 
02 ALLEN, H.P Southern California Edison Co. 5pp 47830-184-47830 188 

8B12130266 Forwards revised Tech Spec 33 37, "Fire Detection Instrumentation," par 
review of updated fire hazards analysis 

MEDFORD, MO Southern California Edison Co 66/12/07 Document Control Branch 
(Document Control Desk) 2pp, 47794 261-47794.290, 

-8812130200 Proposed Tech Spec 3 3 3 7, "Fire Dotoclion Inatrumentation." 

• Southern California Edison Co 88/12/07 28pp 47794 263-47704 290 

8012160096 Forwards safety evaluation dorwing 080011 application for amends to Li 
censes NPF-10 & NPF-1 5, changing Tech Specs 6 5 3 4 a & 6 5.3 4,0 ro review by nu 
clear safety group of events requiring 24 h wntlen notification to NRC 
HICKMAN,d!e, PfOjocl Directorate V 08/ 12/00 0ASKIN,KP Southern California 
Edison Co COTTON, G.D San Oiogo Gas & Eloctric Co 3pp 47835 134-47835 130 

-8812160100 Safety evaluation denying util 0B0811 application to amend Llconsos 
NPF-10 & NPF-1 5, deleting Tech Spoc Soclions 663 4a 8 6534n ro requirement 
that nuclear safety group review events requiring 24 h notification to NRC. 

• Office of Nucloar Reactor Regulation, Director (Post Q70411) 60/12/00 2pp 
47035*137-47835 130, 


8811300556 Denies 801112 request for Commission to extend public comment period 
on proposed Fitness for Duty Program. 

GRIMES, B.K Division of Reactor Inspection & Safeguards (Post 870411). 08/11/26 
BAR0RE,G.L Southern California Edison Co 2pp 47678’155-47076.167 

6811300583 Denies 881112 request for Commission to extend public comments period 
on proposed fitness for duty ruto , ^ ^ 

GRIMfe.fi K. Division of Reactor inspection & Safeguards (Post 670411) 68/11/28. 
WATSON.R C. Southern California Edison Co Ip. 47709 069 47700.071. 


P, Operatlno license etage documents & correspondence 

8811230311 Discusses changes made to improve use of accelerated maint processes 
for util Requests discussion w/NRC on changes made to Superintendent accelerated 
maint proce s s during next visit ^ , 

MCCARTHY.C.B Southern California Edison Co Q8/06/20 ZIMMERMAN.R. Region 
5, Ofc of the Director. 3pp. 47632 350-47632 352 


0812190001 Responds to Generic Ltr 06-11 re reovaluatlon of effects of radiation on 
reactor vessel malls Util In process of updating Tech SPecs based on Reg Guide 
1 09,Rov 2 to be effective through 10 EFPY. 

MEDFORD, M.O Soulhorn California Edison Co 08/12/12 Document Coni ro) Branch 
(Document Control Desk) 2pp 47040189-47640,190 

8812210065 Second partial response to FOIA request for records App C documents 
end & availablo in PDO ^ ^ 

PHILLIPS, J Division of Freedom of Information & Publications Services (Post 
060515) 06/12/14 PARRISH, D Affiliation Not Assigned 2pp 47074-128 47874.100 

-0812210080 Forwards procedures per telcon w/K Baskin 
MEDFORD, M Soulhorn California Edison Co DO/09/20 2WOLINSKI,J NRC - No De 
tailed AfWiallon Given 4pp. 47874*142 47874 145 

-8812210087 Rov 1 to Site Directive NGS D 006, "Alcohol & Drug Uao " 

RAY.HB. Southern California Edison Co 86/11/14 9pp, 47874 146 47674.154. 


8811230271 Provides priorilized monthly listing of ponding licensing actions to assist In 
reviewing matters ro planlEncI Identifies prioritized list of proposed Tech Spoc 
changes ro util 10-montn Burvell lance interval extension efforts 
MEDFORD, M.O Southern California Edison Co 00/11/22 Document Control Branch 
(Document Control Desk). 4pp. 47631.340 47031*351. 

8811290263 Forwards addi Info ro design dotaits pertaining to emergency diesel genera- 
tor start circuitry mods.per 080927 request. End Includes Proposed Facility Change 2* 
85 63 24. Rev 1 & Design Change Package 2-6324 OJ.W/13 oversize drawings 
MEDFORD.M.O. Southern California Edison Co 86/11/22. Document Control Branch 
(Document Control Desk) 3B0pp. 47704.001-47705 020. 


-6012210091 Rev 1 to General Adminlslrative Procedure SOt23-XV6 0, "Fitness for 
Duly " 

* Southern California Edison Co 06/11/14 12pp. 47874 165-47074 166 


-8812210090 Temporary Change Notice TCN 1-2 to Rov 1 to General Administrative 
Procedure S0123 XV-7 0, "Drug Testing Program for Proteclod Area Access." 

• Soulhorn California Edison Co 86/11/14. IBpp 47074*16O-47O74*1OO 


-8812210185 Temporary Change Notice TCN 1-3 to Rev 1 to General Admlnistralivo 
Procedure S0123-XV 7.0, "Drug Testing Program for Protected Aron Access " 

* Southern California Edison Co 80/08/10 2pp 47074 167-47074 160 


8811290369 Provides addi Info on 860606 proposal ro diverse scram sys (DSS) 
verse turbine IrIp (DTD.per 080626 request. Info clarifies how proposed DSS & DTT 
hardware diversity & other features meet ATWS rule criteria W/19 oversize figures. 
MEDFORD, M.O Soulhorn California Edison Co. 06/11/22. Document Control Branch 
(Document Control Desk) 39pp 47680.093 47600 112. 

8811300233 Informs that review of Change Notice 29 to Topical Ropl SCE-1-A, “QA 
Program," Amend 11 will require more than 60 days to complete review & evaluation 
KIRSCH.DF Region 6, Ofc of the Director. 80/11/22. BASKIN.K.P. Southern Califor- 
nia Edison Co. Ip. 47677.139 47677:139, 

8811300270 Discusses extension of mail irradiation surveillance specimen lest results 
rept Immediate attention requested on matter ^ ^ «... 

HICKMAN.D.E Project Directorate V. 00/11/22 BASKIN.KP. Soulhwn Catdorna 
Edison Co GOTTON.G.D. San Diego Gas & Electric Co 3pp 47676.299 47676*301. 

8811260048 Generic Ltr 88-20 to all licensees holding OLa & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnorabllilies.Svc list 
end. 

CRLTTCHFIELD.D Associate Director for Projects (Post 670411) 88/11/23 Consoli- 
dated Edison Co of Now York. Inc 81pp. 47726 303-47729 024. 


8B12210323 Forwards application (or amends to Licenses NPF-10 & NPF-15 Amends 
revise Tech Specs re motor operated valve thermal overload prolocllon bypass & con- 
tainment penetration conductor ovorcurronl prolocllon devices Foe paid. 

BASKIN.KP Southern California Edison Co. 86/12/16 Documonl Control Branch 
(Documont Control Desk) Ip 47875 218 47675*242 

-8612210325 Application for amends to Licenses NPF-10 & NPF-15, changing Tech 
Specs ro containment penotralion conductor overcurront protection device & motor- 
operated valve thermal overload protection bypass 

BASKIN, KP Southern California Edison Co, 80/12/16 12pp. 47075 21 9-47B76 230 

-8812210327 Proposed Tech Specs re containment penetration conductor overcurront 
proloclive device & motor-operated valve thermal overload protection bypass 
• Southern California Edison Co 88/12/16 12pp, 47075 231-47076 242 

8812230044 Forwards Amend Applications 74 & 60 to Licenses NPF-10 & NPF- 
15, respectively .Amends would revise Tech Spec ro position indication channel shut- 
down & 18 monlh surveillance Inlorvala to support fuel cycle operation Feo paid 
BASKIN.KP, Soulhorn California Edison Co 80/12/19. Documont Conlrol Branch 
(Documont Control Desk) 1p 47911:123 47011 130 
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-6817230048 AppfrcJt’OH fOf amends to Ucensrs NPF 10 & NPF-15 fewstnn Tech Spec 
re poSon indjcaucn channel shultlo^n & 10 moftlh surveillance Inlen/als to support 

Sforrva^Ed?^^ 9PP ^7911 174-47911 132 


6612270117 Forwards application for amends to Ucensos NPF 10 A NPF^IS, consrsling 
of Amend Applications 71 & 57, respectivefif Amends would revise Tech giec 3/ 
4 4 5 no chanoe 13 month surveillance intervals to reluelrng intervafs Fee paid 
BASKIN.KP ^thom CaUlorma Edison Co 88/12/19 Oociimecxl Contrat Branch 
iDocomant Control DesM Ip 47927 192-47927 297 


-6812270117 Amend Applications 71 & 57 for Ucensos NPF 10 & NPF 15, 
respectf'ret/.fevtsJng Tech Spec 3/4 4 5 1 to change IB month si/rveinance intervals to 
refueling intervals to support nominal 24 month fuel cycle operation „ 

BASKIN, K P Southern California Edison Co 68/12/19 9pp 47927 193 47927 201 


-6812270166 Proposed changes lo Tech Spec 3/4 4 5 1 revising 18 month surveillance 
taiervafs to refueling intervals to support nominal 24 month fuel cycle operation 
* Southern California EdisonCo 88/12/19 6pp 47927.202-47927 207 


0 Inspection reports, JE Bulletins & correspondence 


8612070071 Bequests that util notify NflC of date of next boroscopic exam ro WKU 
MSIV root cause analysis NBC withholds comment on acceptability of util recommar^ 
ed insp plan 

HfCKMAN.DE Projecl Directorate V 00/12/02 BASKIN, K P Southern Califomj 
Edison Co 3pp 47746 1 1 1 47746 113 ^ 

6812140241 Ack receipt of 081011 response lo violations noloci in Insp Repl 50362/ 
80 22 Correctwa acUoas will be verified during future insp 
PATE.R Region 5, Ofc of the Dwoctov 98/12/02 BASKIN.KP Southern Califoim 
Edison Co ip 47802 219 47602 223 

8812120185 Confirms 601213 mgt meeting w/iitil Jn Rosemead, CA to discuss SALP (« 
Ocl 1087 ‘ Sept 1988.per 601 130 telcon Notice of meetlno end W/o end 
KlflSCH,DF Rogfon 5, Ofc of the Director 88/12/05 BASKfN.K P Southorrr Calilor 
nia Edison Co 2pp 47780,01 5-4778D 016 

8812120186 Notification of 681213 mooting w/uliJ fn Rosemead, CA lo discuss SALP for 
Oct 1987 • Sepl 1988 

KIRSCH.DF Region 5, Ofc of the Director 80/12/05 Region 5, Ofc of the Director 
3pp 47788021-47788 023 

0812190321 Forwards Insp Rents 50 361/80 22 & 50-362/88-24 on 681 D 17 21 No vio- 
lalions noted Concerns noted, Including adequacy of procedures that implement aJler 
nate shutdown molhodofogy 

KIRSCH,OF, Region 5, Ofc of the Director. 08/12/06 BASKIN, KP Soulhern Cafifw 
nia Edison Co 3pp 478S4 318-47654 348 


8611290025 Forwards Insp Repts 50 208/88 26.50 331/88 27 4 50.362/88-29 Oh 
025-26 No deficiencies or vwlaticns noted 

YURAS, GP RM)0n 5. Otc of the Oireclor 68/11/10 BASKIU.KP Southern CaMoi- 
nia Edison Co 2pp A7 651 '088-47651 099 

-6811290032 fnsp Repls 50 206/88 26.50-361/88 27 & 50 362/88-29 on 881025 
28 No dflficiencios or violations noted Major areas inspected open items identified 
during 1987 exercise & emergency preparedr^ess exercise A associated cnliquo 
GOOD.G W . FISH.R F, TATUM JE Region 5, Ofc of the Director 89/11/10 lOpp 
47651 090-47651 099 

6611330221 Requests results of CE Owners Group efforts to address flow require- 
m^ls re NRC BuHetjn 66-004, "Potenhal Safety-Related Pump loss 
HICKMAN.DE Proiect Directorate V 88/11/17 BASKIN, KP Southern Cafifornia 
Edison Co, COTTON.G D San Diego Gas A Electric Co 5pp 47622 270 47622 274 


-8812190323 tnsp Repts 50*361/88 22 A 50 362/88-24 on 6B1017-1021.No violations 
or deviations noted Major areas inspected adequacy of mods implemented lo achieve 
compliance w/IOCFRSO.App R 

RAMS6Y,C . OUALLS.P Region 6, Ofc of tho Director KUBICKI.D Office of Nuclear 
Reactor Regulalion, Director (Post 070411) 88/12/06 20pp 47054 321 47854 348 

6812020287 NRC Info Notice OB-005, ‘Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svo ilsl end 

ROSSf.CE Division of Operational Events Assessment (Post 070411) B6/12/08 
Consolidated Edison Co of Now York, fnc 112pp 47807:191*47807 302 

8812210065 Second partial response to FOIA request for rocords App C documents 
end A available In PDR 

PHILLIPS, 0 Division of Freedom of information A Publications Services (Posl 
680515) 88/12/14 PARRISKD Affiliation Not Assigned. 2pp 47 874 1 28 47874 190 


$611160211 NRC info Nobce 68 090, "Unauthorized Removal of fnduslria) Nuclear 
Gauges " Sve list end 

CUmiNGRAM.R E Division of Industnaf A Medical Nuefear Safety (Post 870729) 
68/11/22 Consolidated Edison Co of New York, (nc 99pp 47708255-47708 257 

6811160467 NRG Info Nobce 68 091, "Improper Administration A Control of Psychologi- 
cal Tests " Sve list encJ 

ROSSI, OE Division of Operational Events Assessment (Post 870411) 60/11/22 
Consolidated Edison Co of New York, Inc lOipp 47708 042-47708.142 


6612150133 Forwards SALP Board Repts 50 208/88 25.50 361/68 26 A 50 362/86-20 
for period Oct 1987 * Sept 1988 Need to improve mgt Involvement In developing self* 
cnbcal altiliKfa at al) levels of util organization noted 

MARTINJB Region 5. Ofc of tho Director 88/11/25 BASKIN.KP Soulherr^ Califor- 
nia Edison Co 3pp 47620 321 47820 360 


-6812150141 SALP Repts 50 206/88 25.50 361/88 26 A 50-382/88 28 for Ocl 1087 - 
S^t 1988 Category 1 assigned in areas of radiological controls A security 
' Region 5, Ofc of the Director 88/11/25 37pp 47820 324 47820 360 

6612150150 Forwards Meeting Repts 50 206/80 30,50-381/88 31 A 60-362/88*33 on 
8011O2Pnncfpal areas of current NRC concern emphasized at meeling A 
lisled.includino missed opportuniiiea to kfentify A correct observed probfoms 
MARTIN. J B flogton 5, Ofc of the Director 88/11/25 FOGARTY.D J. Southern Cali- 
fornia Edison Co 2pp 47833 066-47833 072 


-6812150159 Mgt Meeting Repts 50 206/89 30,50-361/88-31 A 60 362/88-33 on 
881102 Major areas discussed issues of current Interest re plant 
HUEY.F R , JOHNSON, P H Region 5, Ofc of the Director 88/11/23 5pp 47833 068- 


6612070021 Roquosls Info explaining how 6 h battery performance tesl demonstrates 
that battery can meet two design requirements, based on review of util 880624 re- 
sponse to fnsp Repls 50-361/88 10 A 50-362/88-10 

HICKMAN.DB Protect Directorato V 88/11/29 BASKIN.KP Southeert CaMomia 
Edison Co. COTTON.G 0 San Diego Gas A Efectnc Co 4pp 47748,062 47748 085 

6612130142 Discusses component cooling water sys review re 880502-0610 safety avs 
tunctwnaf insp of acUvitias authorized by NRC Util will complete evaluation A subinit 
(wrnponent cooling water ays phase Iwo design review repl by 881216 
MEOFORD.MO Southern California Edison Co 80/11/30 MARTIN.JB Region 5 
Ofc of the Director 2pp 47794 158 47794 169 

8$122000a7 Forwards Insp Repls 50 206/88 27,50-361/88 28 A 50-362/88-30 on 
061031*1104 No violations noted NRC encourages util to adopt more conservative ap- 
proach toward reportabilfty delormlna lion 3,00; 981102 mgt meeting 
ZIMM6RMAN.RP Region 5, Ofc of the Director. 88/12/01 BASKIN.KP Soulhern 
California Edison Co 2pp 47864 213 47864 224 

•*8612200090 Insp Repts 50-206/89 27.60-361/88 20 A 50 362/88-30 on 881031- 
III4N0 violdlions noted Major areas Inspected Muitjpfant Action item A-15,avalua- 
S ^ events, review of QA audits A surveillances A Part 21 repts 

Region 5, Ofc of the Director. 88/12/01 lOpp 

4 ro64 215 4 7864 224 

NRC Info Notice 66-093, "Telotherapy Events " Sve fist end 
CUNNfNGHAM.R E Division of Industrial A Medical Nuclear Saletv fPosl 87072ft\ 
68/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 103 47811 215 

NRC Info Notice 88 094, "Potentialfy Undersized Valve Actuators." Sve bal 

ROSSI.CE Dwislon of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co OiNow York, fnc. 12tpp 47706 14^47708 254 * 


*-8B 12210077 Forwards Acosta response to 060715 order suspending license A denying 
renewal due lo drug use Related info.lnciuding press release one) w/o response 
LIEBERMAN,J Ofc of Enforcement (Post 870413) 80/07/11 MIRAGLIA.F Associate 
Director for Projects (Post 070411) Itpp 47874 131-47074 141 


R. periodic operating reports A related correapondenoe 

8812200152 Monthly operaling repls for Nov 1006 for San Onofro Nuefear Generating 
Station Units 2 A 3 W/8ai2f5 Ur. 

SIACOR.ER, MORGAN, HE Southern California Edison Co. 88/11/30 lipp 
47880 349 47960 359 


S Reportable occurrences, LERa A related correspondence 


8812060290 RD determined that redundant safe shutdown cables located in Fire Area 
2-YO-30 200 not separated A/or protected In accordance w/IOCFRSO.App R, Section 
111 G Util Involved In expanding use of nonconformanca ropt process 
MORGAN, HE Southern California Edison Co 00/11/15. MARTIN.JB Region 5, Otc 
Ol the Director 2pp 47742 359 47742,380 

8811300176 PNO.V6BOB2on 801 1 19, earthquake occurred 30 milos west of San 
Clemente, CA Earthquake fell by personnel fn Unit 1 control room & no seismic insUu 
menlallon alarms received Lfcenseo found no damaae aflor visual Insp of Unil 1. 
JOHNSON,? Region 6, Ofc of the Director 88/11/21. Ip. 47670 046-47678 046 

6812130258 Followup to Oct 1988 flO rept ro Inoperable fire doors Fire watches esiab- 
fished per Tech Spec 3 7.9, Action Statement a A will remain fn effect unifl doors re- 
stored to operable status 

MORQAN.H.E Southern California Edison Co. 88/11/29 MARTIN, J.0 Regloh 5, Otc 
of the Director 4pp 47799.168 47799.171 


8812070285 PNS-V-80 007.on 881 130,senlor resident Informed of possible tampering 
events Caused by cleaning person not being able to compfalely secure associated 
valvfng after work aclivllles Enhanced waikdown performed 
SCHlfeTER.M. Region 6, Ofc of tho Director. 88/12/01. 2pp 47749.228-47749 229 

8812140055 PN$ V-8B 007A on 881 201, actuation alarm received from reactor coolant 
pump fire protection deluge sys at Unil 2 Caused by contract watchman who denied 
ffartiage to plant Two watchman lerminatod ^ _ 

SCHUSTER.MO, Region 5, Ofc of the Director 88/12/07. Ip. 47800 329 47800329 

5812220190 LER 88-010 OO.on 081 11 4, steam generator blowdown liquid composite 
sample lost Caused by personnel error resulting In Inadvertent disposal Administrative 
sample laboiing, storage A segregation enhanced W/fl81 1 14 Hr 
MORQAN.HE Soulhern CaljfornTa Edison Co 08/12/12 2pp 47903‘296 47903 297 


V. Operator Examinations 


revised agenda for annual operator licensing meeting on 
egOliO.W/oasvcl r ^ 

PATE.R J Region 5. Ofc of the Director 88/12/05 REEDER, J Southern California 
tedlaonCo, 1p 47796,149-47796*149. 


8812150227 Ack receipt of 881021 |tr re expiration of senior operator license for posi- 
llon 01 Unit 1 plant superinlendent Requests Identification of Individuals A titles al aW 
'Jirecting activities of licensed operators. „ 

KNIGHTON.GW Project Directorate V. 88/12/08 BASKIN.KP. Southern California 
Edison Co, COrnoN,Q.D, San Diego Gas A Electric Co, 6pp 47825 056-47925.060 
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DOCKET 50-364 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

B&t20S0115 Fowarda General Ofc Emergency Implementing Procedure G0EIP*13Q & 
document transmittal ack form W/o end 

HARRIS, R Alabama Power Co 80/11/21 Region 2, Ole of the Director Ip 
47741 163-47741 163 

3812050236 Forwards insp Repls 50-34D/8Q-29 & 60-364/80 29 on 001011- 11 10 No 
viol aliens or deviations noted 

VERRELLI.DM Region 2. Ofc of tho Director. 08/11/25 IIAIRSTON.WQ Alabama 
Power Co 2pp 47731 251-47731 260 

-8312050290 fnsp Repls 50-340/68 29 & 50-364/80-29 on B01O11-111OND violations 
dovfations noted Major areas Inspected review of operational safety 
venficallon.monililY surveillance observation, info meeting w/officlals & emergency ex- 
ercise 

MAXWEIUG F Region 2. Ofc of the Director 08/11/23 8pp 47731 253 47731 260 

BB1 2120227 Revised emergency plan if^lomenling procedures including Rev 21 to 
FNP-0 EIP’16. “Emergency Equipment Supplies*' & Rev 14 to FNP-0 EPOOO, “Emor- 
gerwy Plan“ W/081207 llr 

HUDSPETH, JQ Alabama Power Co 80/12/07 IBpp 47786 276 47786 293 

3012200033 Rev 0 to Procedure GO-EtP'136, ‘’Procoduro For ROIM Sys Reprogram 
ming" A temporary change review o^roval to Draft I.Rov 5A to Procedure GO EIP- 
118, "Emargency Operations Facility Shift Turnover " W/081214 Itr, 

HAIRSTONAV G Alabama Power Co 88/12/14 t6pp 47858 269 47B5D 204 


H. General correspondence 

8812120050 Comment opposing proposed rule 1QGFR2 re submission & mgl of records 
& documents related to licensing of high level radwasto geologic repository Util sup 
ports EEI comments to he submitted toNRC 

HAIRSTON.WG Alabama Power Co 80/12/05 CHILK.SJ Office of the Secretary of 
the Commission Ip 47708 006 47790 006. 


P. Operating license stage documents & correspondence 

6811200D4B Generic Ltr 60 20 to all licensees holding OLs & CPs for nuclear power 
reactor facllitlos re individual plant exam for severe accident vulrmrabilitlos Sve list 
onci 

CRUTCHFIELD, D Associate Director for Proiocls (Post 070411) 00/11/23 Consoli 
dated Edison Co of Now York, Inc 61 pp 47720 303 47729.024 

6011290103 Advises that new heatup & cooldown curves will bo generalocl after anaty 
sis ol next surveillance capsule data at approx 0 EFPY.por Generic Ltr 00-11 Rof 
temps for all plant reactor vessel metis at end of life are below screening criteria 
HAIRSTON,WG Alabama Power Co 00/11/23. Document Control Dianrh (Docu 
menl Control Desk). 2pp 47649 253-47649:254. 

6612070105 Requests that util addresses concerns noted In Generic Llr 00-17 ro loss of 
DHR during nonpower operation Industry rosponso.as whol0,ha9 not aggressively re- 
sponded to resolve concern following IdenlKlcation in Generic Llr 07-12 
MURLEY,TE Office ol Nuclear Reactor Regulation, Director (Post 870411), 88/12/ 
02 FARLEY,J.M Alabama Power Co. app 47749 230 47749 232. 

8812210033 Application for amends to Licenses NPF-2 A NPF-0, Incorporating provi- 
sions for reactor vessel level Indicating sys, per Generic Llr 82-28 a NUREQ 0737, Item 
II F 2 Fee paid 

HAiflSTON,WG Alabama Power Co 00/12/14 Document Control Branch (Docu 
meat Control Desk) Qpp. 47601 082-47801 000 

-601221OO3B Proposed Tech Specs, Incorporating provisions for reactor vessel level In- 
dicating sysj^of Generic Ltr 82-28 A NUREG-0737,ltem lt.F.2 

• Alabama ^wor Co 80/12/14 16pp 47001 •004-47081 090 

6 B 121 90292 Forwards Rev 0 to FNP-2-M 067, “Second 10-Yr Pump A Valve Inservico 
Testing Program....” Beginning on 800401 .program will bo utilized for completion of 
pump A valve tests performed on Unit 2 during first 10 yr Interval Fee paid 
HAIRSTON.WQ Alabama Power Co. 80/12/16. Document Control Branch (Docu- 
ment Control Desk) 12pp 47670.005-47070.310 

-8812190299 Rev 0 to FNP-2.M-067, '•Second 10-Yr Pump A Valve Inservlce Testing 
Program of JM Farley Unit 2 Nuclear Generating Plant ” 

• Afabama Power Co. 09/03/24 500pp. 47870^17-47870 311. 


Inapectlon reports, IE Bulletins A correspondence 

0811160211 NRC Info Nollce 86-090, “Unauthorized Removal of Industrial Nuclear 
Gauges.” Sve list end. 

CUNNING HAM.R.E Division Of Industrial A Medical Nuclear Safety (Post 070720) 
88/11/22. Consolidated Edison Co of New York, Inc 99pp 47708 255-47708 257 

0011160467 NRC Info Notice 86-091, “Improper Administration A Control of Psychologi- 
cal Tests” Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 80/11/22 
Consolidated Edison Co of New York, Inc. lOlpp 47708 042-47708 142. 

8812060280 Forwards Insp Repts 60 348/88 29 A 50-364/88 20 on 081011- IIIONo 
violations or deviations noted 

VERRELLI,D.M. Region 2, Ofc of the Director 06/11/26 HAIRSTON.WQ Alabama 
Power Co- 2pp 47731 251-47731:260. 

-6812050290 Insp Repts 60-348/80-29 A 50-364/88-29 on 881011-1110 No violations 
or deviations noted.Maior areas inspected ’review of operational safety 
verification, monthly sun/eillance observation.lnlo meeting w/offlcials A emergency ox- 

MAXWELL.Q F., MILLER,WH , DANCE.H C. Region 2, Ofc of the Director 88/11/23 
8pp 47 731. 253-47731 '260. 


0812020241 Fonvards results of evaluations on safely related pumps A justification lor 
continued operation, per NRC Bullelin 88 004, “Polentfal Safety Related Pump Loss" 
Final evaluation wiH not be completed until early 1989 

HAIRSTON.WG Alabama Power Co 8B/1l/i30 Document Control Branch (Docu 
ment Control Desk) 9pp 47722 130 47722 130 

OS 11 290030 NRC Info Nolico 08 093, “Telethorapy Events “ Sve list end 
CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729) 
80/12/02 Consolidated Edison Go of New York. Inc 112pp 47811 103 47011 215 

801129069B NRC Info Nolico 08 094, “Potentially Undersized Valve Actuators “ Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 86/12/02 
Consolidalod Edison Co of New York, Inc 121pp 47708 143 47700 254 

0812020287 NRC Info Notice 80 095, "Inadequole Procurement Requirements Imposed 
by Licenseos on Vendors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/12/08 
Consolidated Edison Co of Now York, Inc 1 12pp 47007 191-47807 302 

6B12200071 Agrees w/881026 interpretation of Tech Spec re snubber visual (nsp 
schedule Noxt snubber visual Insp period Is 18 months as stated In Table 4 7-3 
REEVES.EA Project Directorate 11-1 QB/12/11 HAIRSTON.WG Alabama Power Co 
3pp 47068 304-47060 308 

8B122100S9 Confirms 801219 mgl meeting w/util In Birmingham, AL to discuss nuclear 
plant oversight responsiblliUos.tect^nical support responsibilities A activities of corpo 
rate organization, per 001205 tolcon ro listed Insp repts 

ERNST, ML Region 2. Ofc of tho Director 88/12/13 HAIRSTON.WG Georgia 
Power Co 3pp 47800101-47800103 

8612180138 Forwards Rev 0 to FNP2-M060, "Second 10 Yr Inservico Insp Program 
for ASME Code Class 1.2 A 3 ComponerUs of JM Farley Unit 2 Nuclear Qenoraling 
Plant” A roquesls relief by 890324 

HAIRSTON.WG Alabama Power Co 88/12/16 Document Control Branch (Oocu 
mont Control Desk) 7pp 47033 318 47834 225 

-6B12160139 Rev 0 to FNP-2 M 068 to “Second 10 Yr Inservico Insp Program for 
ASME Code Clasi 1.2 A 3 Componenls of JM Farley Unit ? Nuclear Generating 
Plant “ 

* Alabama Power Co 09/03/24 900pp 47833 325 47834 225 


n. Periodic operating reports A related correBpoiuloncc 

8012190275 Monthly operating repl (or Nov 1900 for JM Farley Nuclear Plant.UnIt 2 W/ 
001214 ltr 

MOREY.DN, HAIRSTON.WG Alabama Power Co 88/11/30 Dpp 47860 007- 
478G0 015 


S Reportable occurrences, LERs A related correspondence 

8B121300S5 LER 60 007-00 on 08t1O4.firo watches not ostablished within 1 h of !nop 
orabllity of fire protection sys Caused by switch iinproporiy repositioned Switch proper- 
ly posltionod to main bank bottles Hold tag placed on aoloctor switch W/ 08 1202 Itr 
MOREY, O.N, HAIRSTON.WG Alabama Power Co 80/12/02 4pp 47790 200 
47708,203 

8012220266 LER 80 008 OO.on 801 118, fire damper 130-118 03 failed to close w/air 
(low New damper will bo installed within noxt yr.thus exceeding Tech Spec 3 7 12 ro- 
quiromont that damper be returned to operable status witliin 30 day3W/68121G (tr 
MOREY.DN. HAIRSTON.WG Alabama Power Co 00/12/16 2pp. 47014-230 
47014 231 


U. CongreeBlonal/Executlve Correspondence 

6812070259 Informs that Ofc of Investigations reviewed all Info developed during Inves- 
tigation ol allegations A concluded that no addi (told work roquired Ropt of investiga 
tions outlining iindings expected In Jon 1989 

ZECH.LW Commlssionora 00/11/20 SHARP, P Heuso of Rep. Energy A Com- 
merce Ip 47739 354-47739 354 


DOCKET 60-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Securlly, medicab emergency A fire proledlon plane 

8812090102 Revised omergoncy plan implomonling procedures .Including Revs 0 to 
63EP-EIP-01 2-OS,63EP ElP-01 0-OS,63EP-EIP-02 1 -OS 63EP EIP 022-OS.63EP-E IP- 

029 OS.63EP-EIP 020 OS. 73EP RAD 005 OS A 63EP EIP-032-OS W/001205 llr 
SUMMER,! Georgia Power Co 00/11/07 4Bpp 47762.020-47762.060 

8812200112 Rev 0 to Emergency Plan Implementing Procedure 63EP EIP-OB7-OS, “Ac- 
llona for All Plant Personnel During Security Alert.” W/081214 ltr 
SUMMER, J. HAIRSTON.W.G Qoorgia Power Co. OB/11/17 3pp 47058 266 
47058.268 

8812120011 Confirms annual emergency preparedness exerciae on 891025 
HAIRSTON.WQ Georgia Power Co 08/12/05 Document Control Branch (Document 
Control Desk) 2pp 47780164-47700.165 


H. General correspondence 

8812120059 Comment opposing proposed rule 10CrR2 re rocords related to licensing 
high level radwasto geologic repository, Util endorses EEI comments to be submitted 
to NRC 

HAIRSTON.W.G Georgia Power Go 88/12/05 CHILK.SJ Office of the Secretary of 
tho Commission 2pp 47708 087-47798 0Q8 
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P aUfte documentB & coffaapoftdence 


Ml 1260309 Responds lo Gsnenc Llr 88 1 1, "NflC PosUion on Radiation embriWemenl 
of Reactor Vessel Mat! A Impact on Plant Operations," per Rev 2 lo Reg Guide 
1 99^ Pressure-tcmp wit be revised by end Ol second reluetiTO outage for 2 
HAlRSTOtiV/G Geofffa Porrer Co 88/11/22 Qocumenl Control Branch (Documant 
Control DosM^ 25pp 47684 159 47664 183 


8811280048 Gencnc Ltr 88 20 to ell licensees holding OLs & CPs for mlear power 
reactor tacAtes fo indwdoa} plant exam lor severe accWonl vulnerftb'f'ties Svc fist 

CRUTCHF/ELO.D Associate Director for Pro|ecls (Post 87041 1| 88/11/23 Consoti 
dated Edison Co of New Yorir. fnc 6lpp 47728 303-47729024 


8811300098 tioU.cat-on of 881201 meeting w/utsl in RocM'e.MO (of ultl presentation 
of evaluation of bent rockbolts observed on Unit 1 Proposed agenda end 
CRXKER.LP Project Directorate tJ 3 88/11/23 MAnHEWS.DB Project Direclor 
ate II 3 4pp 47697 356 47697 359 


8812220032 Forwards safety evaluation re compliance w/ATWS rule (10CFR50 62t Util 
cempljes w/revtuffemenfs except for open Item re testability oi alternate rod Injection 
svs whf’0 at power _ ^ 

CROCKER.LP Project Directorate U 3 88/12/14 HA1RS70N.WG Georgia Power 
Co 4PP 47886286-47886 301 


«88 12220038 Satety evaluation supporting utii actions to comply w/ATWS rule 
(10CFR50 62),5pociricaJly atternate rod injection 6 rectrculalion pump Inp ayaOpan 
Item noted re losiaoilrly of alternate rod Injection sys while at power 
• URC > No Oelailed Affiliation Gtvori 88/12/14 12pp 47608 290 47886 301 


6812200180 PoAva/ds addl into re environ effects attnbutable to transportation of spent 
fuel solid waste outlined in tOCFRSI 52, per Nov 1988 request Into follows utl) 660228 
request to modify OLa to 40 ym from dalo o1 issuance 

KF'PSTON,WG Georgfa Power Co 88/12/15 Oocumanf Control Branch (Qocumont 
Control Desk) 3pp 47660 246 47660 246 

881227D071 Forwards updated fislrng of outstanolng licensing submittals Early NRC ap- 
pfOral TMuosiod fw certain pnon^ llfim3.lncltKling proposed license ox\ensior> to 40 
w3 from OL vice CP 

HAIRSTON. WG Georgia Power Co 88/12/20 Document Control Branch {Ooctmnanl 
Control Desk) 3pp 47627 t22 47927 124 


0 fnepeclton reports, IE Bi/ftetlns & correspohdenco 


6811160211 NRC fnfo Notice 68 090, "Unaulhonzed Romovaf of Jndustnal Nudoar 
Gauges Sve list end 

CUNNINGRAM.R E. Division ol Industnal & Medical Nuclear Safety {Post 870729j 
88/11/22 ConaoMated Edison Co of New York, tne OQpp 47708 255-47708 257 

8611160467 NRC Info Notice 88 091, ‘'Improper Administrelion & Control of PsycholoQi- 
cat Teats " Svcfist end 

RO^l.CE Division ol Opeiayonal Events Assessment (Post 870411) 88/11/22 
ConsQlfdatod Edison Co of New Yortt, IrKj IQlpp 47708 042-47708 142 


6611290030 NRC Info Nobco 88 093, "Tefolherapy Events " Sve list end 
CUNNINGHAM, RE. Division o! tndusWal & Medicft) Nuclear Safety iPosI 070729). 
68/12/02 ConsoWaled Edison Co o! New Yorir, Inc 112pp 47811 103*47811,215 

6611200538 NRC Info Notice 88 094, ‘'Potentially Undersized Valvo Actuators *’ Sve hat 
end 

ROSSl.CE Division ot Operabona) Events Assessment (Post 870411) 88/12/02. 
ConsolKfalod Ed'son Co of Now York, Inc, 121pp 47708 143 47708.254 


6612050063 Advises that uht 86071 1 respo 
CROCKER, LP Project DJreciorate II 3 
Co 4pp 47731 152-47731 156 


nse to NRC Bulletin 68-004, acceptabfd 
80/12/02 HAIRSTON, WG Qeoraia Powor 


8812210059 Confirms 081210 mgt meeting w/util in Birmingham, AL to discuss nuefsp; 
plant overslolit TesponaibSlrtles.tochnlcal support rosponslbllitloa A acuvitlea of corwi 
rate orofliVzatlon.per 881205 lofcon re liatod fngp roots ^ 

ERNST, ML Region 2, Ofc of the Director 88/12/13 J-jAIRSTON,WG Geaici 
Power Co 3pp 47088 101*47000 103 

6612200233 Forwards tnsp Repls 60 321/60-34 & 50*366/66-34 on B8t022-ii25 4 
notice of vtolatlon 

BROWNLEE, VL Redon 2, Ofc of the Director 88/12/14. HAIRSTON,WG Georoa 
Power Co 2pp 47855 210 47055 231 

^8912200238 Notice ot violation from map on 681 022*1 125 Violation noted failure lo 
lake Initial correolwo action w/knowledgs that automatic daprossurteaion sys desjon 
such that loss of ajutomatlc ays operatfon could result from alngta (allura 
BROWNLEE.V.L Region 2, Ofc of Iho Director 88/12/14 2pp 47856 212 47855211 

-8912200242 Insp Repts 50-321/86*34 & 60-366/00 34 on 081022-1125 Violations 
noted Major oroas InspeDled opeiatlonat safety vonfication.mant 
observations ,Buivelilanc© tosllng obsorvatlons.ROa & NRG Qolfetin 66*007 
MENNINGJ E , MUSSER,R A , SINKULE.M V Region 2, Ofc of the Director 88/ 12/ 
16. lapp. 47056 214 47855.231. 

6812200348 Forwards summaiy of 681123 mgt moetlng re mnt controls of welding pro- 
QTam at plant w/emphaah on adequacy of wo Wins on RWOU ay a, per Insp Repts 50 
321/08*31,50 366/88-31, 60 321/80 35,50 366/88-35,50 321/80 38 & 60 366/8836 
ERNST.mL Region 2, Ofc of the Director 80/12/14 HAIRSTON, WG Georgia 
Power Co. epp 47887 264*470e7‘269. 


R. Periodic operahno reports & related correapondonce 

6812190250 Monthly operating ropta (or Nov 1988 tor El Hatch UnHs 1 & 2W/B512U 
llr 

TUCKER, J.E, HAfRSTON.WQ. Georgia Power Co. 00/11/30 I2pp 47850285 
47850 290 


S. Reportable occurrences, LERa & related correspondence 

6012120004 Special Rept 88 005 on 0Q1105,omOfgency light Inoporahle for longer than 
24 h period Caused by deploiod/doad battery Malnt porsonnol replaced dead baileiy 
under MWO-2 88*4363 

HAIRSTON, W.G Gaorgla Power Co. 86/12/02 Documanl Corrtfol Branch (Documenl 
Coalrol Desk) Cpp 47700.113 47789,118 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & (Ire protection plane 

8811280183 Rev 6 to Emergency Plan Implementing Proceduro 100304, “Admlnlslra 
lion & Malnt of Emergency Plan & fmplomonling Procedures *' 

* Arkansas Power AUght Co 88/00/23 6pp. 47654 029 47654 034 

8811300436 Roy 9 to Emergency Plan Implementing Procedure 1003 01, "Organlzalion 
A Use of Emergency Plan (mplemenllng Pfoceduros.'' 

♦ Arkansas Power & Light Co 88/10/27 3pp. 47676,207 47676*209. 

8811300429 Rev 10 lo Emorgoncy Plan Implomontlng Procedure 1903.61, "Turnover of 
Responsibirihf." 

• Arkansaa power A Light Co. 66/10/26 Hod 47fi77 



DOCKETED ITEMS 119 


1312210301 Fofwords Insp Repts 50-013/00 38 & 60 360/08 39 on 081031-1104 No 
violalions or devrations noted 

CAULAN.LJ Region 4, Ofc of the Director fl8/12/t3 CAMf'HCLL.G Arkansas Power 
& Light Co 2pp, 47877.115.47077 120 

-8d122t0304 Insp Repts 50-313/8Q-39 & 50 360/08 39 on 001031 1 104 No viotnlions 
or dovfalions noted Major areas In spec tod physical security prog ram, in dud mg mgt 
suppofl.aocurity program plan & audits & alarm stations & communications 
KELLY. J A Region 4, Ofc of the Director 80/12/OD 4pp 47877 117 47877 120 


P. Operating license stage documents & corrospondenco 

8912190295 Provides addi info re response time testing on plant for ESr sys Ackiat ro 
sponse for three of four containment bldg cooling units measured at approx 27 sec 
or«l3 & consIdercHl slightly greater than safety analysis assumption 
LEVINE, JM. Arkansas Power & Light Co 88/11/03 MARTIN.R D Rogton 4. Ofc of 
theDirecto;. 2pp 47851 -271-47851 272 

9811290182 Discusses NRC position on radiation ombritllement of reactor vosso! matls 
& Inpacl on plant operations ro Qoneric Ltr 88-1 1 

HOWARD.D.R Arkansas Power & Llphl Co 08/11/21 Docurpont Control Branch 
(Document Control Desk). 2pp, 47648 198 47648 109 

6811250049 Gorioiric Ltr 88 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vuin era bill lies Sve list 
end 

CflUTCHFIELD.D Associate Director for Projects (Post 070411) 86/11/23 Consoli 
dated Ediaon Co. of New York. Inc 81 pp 47728 303 47729 024 

8812090229 Requests that util address Generic Ltr 08-17 re loss of DHR during non 
power operation Industry response to Generic Llr 87-12 deficient in areas of preven- 
Uort of accident Initiation & milloalion of accidents 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 00/12/ 
02 MAULDEN,JL Arkansas Power & Light Co 4pp 47762 317.47762 320 

9912160153 Forwards Amends 114 & 80 to License DPR 51 & NPF 6, 
fospoctively Amends modify Paragraphs 2 C(4) & 2D of licenses lo require com pi I 
ar>cD w/re vised physical security plan por 10CFR73 55 Safeguards evaluation ropt 
also end 

HARBUCK.CC. Project Directorate IV 08/12/06 CAMPBEIL.TG Arkansas Power a 
Ughl Co, 4pp 47830.301-47030 31 1 

•^612160155 Amonds 114 & 80 to Licenses DPR-51 & NPF-fl.rospoclivoly, moditylng 
Paragraphs 2.C(4) & 2 D of llconaes to require compliance w/rovisod physical security 
plan per 10CFR73 65. 

CALVO.J A Project Diroctorato IV 08/12/06. 4pp 47830 305 47030 308 

-8B121 60157 Safeguards evaluation repl supporting Amends 114 A 60 to Licemos 
DPR.51 & NPF-6, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 80/12/06 3pp 
47430 30B.47e30'311. 

A6132 10005 Summary of 081013 meeting w/util ro lor\g standing safety issues, In eluding 
Generic Llr 83-20 Items.SPDS.Rog Guido 1 97 safety evaluation open Items & TMI 
Action Item ll.K.2.t6 

HARBUCK.CC Prolocl Directorate IV 80/12/13. CAMPBELL, T G Arkansas Power ft 
Light Co 17pp. 4780D 035 47609.051 


Q. Inspection reports, IE Bulletins & correspondonce 

0611300116 Advises that 001027 request for extension In submittal of response to devi 
ailons noted In Insp Repts 50*313/07-14 & 60 360/07 14 until 081216 acceptable 
CALUN,LJ Region 4, Ofc of the Director 80/11/16 CAMP8ELL.G Arkansas Power 
4 Light Co 2pp, 47673-239 47673.242. 

>^11300119 Requests extension until 001210 to submit revised response to Insp 
Roots 60-313/67.14 & 50-360/07.14 

LEVINE, JM Arkansas Power & Light Co 00/10/27 CALLAN.LJ Region 4, Ofc of 
the Director. 2pp 47673.24 1-47673 242 

69 12010809 Ack receipt of 001026 ltr informing NRC of steps taken to correct violations 
noted in insp Repts 60-313/88.28 & 60 366/80-26. 

CALLAN.lX Region 4, Ofc of the Director. 00/11/17 CAMPBELL.G. Arkansas Power 
a Light Co. 2pp 47709.310.47700-316. 

-^$12010012 Responds to violations noted In Insp Repts 50-313/00-28 & 50 360/80- 
28,CorTecUve actionB.RCS leakage rale dotormination In Procedure 1103 13 will bo re- 
vised to eliminate discrepancy of timing 

LEVINE, J.M Arkansas Power & Light Co 08/10/26 CALLAN.LJ Region 4. Ofc of 
the Director 4pp. 47709-312-47709 315 

Ml 1290021 Forwards response to Safeguards Insp Repts 50 313/86-34 & 50 368/06 
34 End withheld (ref 10CFR73.21) 

LEVIN E,J.M Arkansas Power & Light Co 80/11/18 CALLAN.LJ Region 4, Ofc of 
the Oiractor. 2pp. 47709 001-47700 002 

0011290271 Forwards Insp Repts 50-313/08-32 & 60-368/08 32 on 880916-1023 & 
IK) lice of violalion, 

CALLAN.LJ Region 4. Ofc of the Director 86/11/10 CAMPBELL.G. Arkansas Power 
& Light Co 2pp 47650 035-47650.050 

-0611290270 Insp Repts 50-313/80-32 & 50-360/08 32 on 080016 1023, Violations 
noted.Major areas Inspected.maInt.survoiUance, operational safety venfication.followup 
on LERs 0L events. 

JOHN SON, W.D., HAAQ.RC., CHAMBERLAIN.D Region 4, Ofc of the Director 08/ 
11/15. 13pp. 47650 038-47650 050. 

0011300181 Forwards Insp Ropla 50-313/08-35 & 50 360/88-35 on 081030 t104.Do 
tails of vfolaUon discussed in rept Preparation to discuss all aspects of Item w/Region 
IV at future meeting requested 

CALLAN.LJ. Region 4, Ofc of the Director 88/11/10 CAMPBELL.G Arkansas Power 
0L Light Co. 2pp. 47690 001-47690-007 

-0011300160 lr>8p Repts 50-313/88-35 & 50 366/88 35 on 801030 1104 Violation 
noted.Major areas InspectedUnit 1 containment Integrated leak rate tost 
AZUA.R.V., SEIDLE,WC. Region 4, Ofc of the Director 00/11/17. 5pp 4/GG8 003- 
4769S007 


081 1180211 NRG Info Notice BB 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNING HAM. R E Dwision of Industrial & Medical Nuclear Safety (Pont 870729) 
0B/1 1/22 Consolidated Edison Co of Now York, Inc 99pp 47700 255 47/08 257 

8811160467 NRC Info Notice 00 091, "Improper Administration & Control of Psychologi 
cal Tetilb ’’ Sve list oncl 

ROSSI, CE Division of Operational Events Assossrnem (Post 070411) 88/11/22 
Consolidated Edison Co of New York, Inc 101 pp 47708 04?-4770a 142 

0811300159 Forwards Insp Ropls 60 313/BB 3/ & 50 358/00-37 on 681017-1104 No 
violations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Dfreclor 00/11/22 CAMPBELL.G Arkansas Power 
& Light Co 2pp 47(373 090 4/673 10D 

-8811300160 Insp Roots 50-313/80 37 & 50-360/88 37 on 081017-1 104 No Violaliong 
or dovialiorrs noted Major areas insnartod licensee capability for self assessment & 
compliance w/ respective OL Tech Spec requirements 

TAYLOr.rG BARNES, I Region 4. Ofc of the Director 08/11/22 Opp 476/3100 
47673 too 

0811300264 Forwards Insp Repls 50 313/08 41 & 50*300/80-41 on 881103 04 Viola 
tJons noted Enforcement conference scheduled on 881201 to discuss util understand 
ing of apparent violations, reason for occurrence & corrective actions 
CALLAN.LJ Region 4, Ofc of the Director 80/11/23 CAMPBELL.G Arkansas Power 
& Light Co 2pp 47674.116 47674 125 

-0011300257 Insp Repls 50 313/00 41 & 50 368/88 41 on 681103 04 Violations 
nolod Major areas Insp eel ed o vents surrounding apparent overexposure of one worker 
pertoninlng maint wo/k during refueling outage. 

RICKETSON.LT. MURRAS^B., PEDERSON.R L Region 4. Ofc of the Director 80/ 
11/16 8pp 47674 110 47674-125 

6812020306 Forwards Environ Qualification Insp Repts 50.313/88 29 & 50-368/88-29 
on 880822-26.0912-29 & 1003 13 & nolico of violation 

CALUN.LJ Region 4, Ofc of the Director 00/11/28 CAMPBELL.G Arkansas Power 
aUghlCo 2pp 47710-200 47718.306 

-OBI 2020307 Nolico of violation from insp on 860714-18 & 080220 0610 Violations 
noted equipment qualification files did not adequately address insirumont accuracy & 
maint procedures inadequate In performing maint on cooling unit fan motors 
■ Region 4. Ole of Iho Director 80/11/20 Opp 47/10 292 47710 294 

-8612020309 Insp Rents 50 313/00-29 8 50 368/00 29 on 080822-26,0012 29 & 1003 
13 Violations noted Major areas inspected licensee actions on previously Identified 
items re equipment qualification as documented In listed Insp roots 
JOHNSON.AR. STETKA.TF Region 4. Ofc of tha Director 08/ 11/21 12pp 
47710 295 47710 306 

0011290030 NRC Info Notice 00-093, ‘Talothorapy Events " Sve list end 
CUNN INGHAM, R G Division of Indusuial 8 Medical Nuclear Safety (Post 070720) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47811 1034/811 215 

001129QS38 NRC Info Notice 08-004, "Petontiaily Undersized Valve Actuators *' Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/12/02 
Consolldoled Edison Co of Now York, Inc 121pp 47708 143 47708 254 

0612050305 Informs that Insps 50 313/80 46 & 50 360/06 46 cancelled 0 no Insp repts 
will bo issued for rept numbers 

CALIJ\N,L J Region 4, Ofc of tlie Director 00/12/02 CAMPBELL.G Arkansas Power 
a Ughl Co Ip 47740 055-47740,055 

8612020267 NRC Info Notice 08-095, "Inadequate Procurement Require rnenls Imposed 
by Licensees on Vendors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/12/08 
Consolidated Edison Co. of Now York, Inc 112pp 47007 191-47807 302 

8812150102 Forwards Insp Repts 50 313/00.34 a 50 368/00 34 on 001004 07 a 17- 
21 No violations or deviations noted 

CALLAN.LJ Region 4, Ole of the Director 88/12/00 CAMPBELL.G Arkansas Power 

6 Light Co 2pp 47830 271-47030 281 

-B6121B0109 Insp Repts 50 313/88 34 & 50 360/60 34 on 081004-07 a 17-12 No vio- 
lations Of doviatioris noted Major areas inspected insorvlce Insp activities & welding 
activities associated w/design changes 

MCNEILL.W M , ELLERSHAW.L E .BARNES, I Region 4, Ofc of the Director 08/12/ 

07 9pp 47030 273 47830 281 

8812210301 Forwards Insp Repts 50 313/88 39 & 50 360/88-39 on 061031-1 104 No 
violations or deviations noted 

CALLAN.LJ Region 4. Ofc of Iho Director 88/12/13 CAMPBELL.G Arkansas Power 
& Light Co 2pp 47877 115-47877 120 

-8012210304 Insp Ropls 50-313/00 39 & 60-368/06 39 on 861031-1104 No violations 
or deviations noted Major areas inspected physical security program.including mgl 
support, security program plan & audits A alarm stotlons & communications 
KELLV.J A, EVERETT.n J Region 4, Ofc of the Director 88/12/00 4pp 47877 117- 
47077 120 

8012210346 Forwards Insp Repts 60-313/88 40 & 50 300/80 48 on 881 128.20 Enforce 
mont conference scheduled on 061221 to discuss understanding of apparent viola- 
tions rof in rept & violations in insp Repts 50.313/00 41 & 50-360/00 41 
CALLAN,L J Region 4, 01c of the Director 68/12/14 CAMPBELL.G Arkansas Power 
& Ughl Co 2pp. 47877-109 47677-114 

-6612210347 Insp Repls 50-313/86 46 & 50 308/88 40 on 801126 29 Violations 
noted Major areas inspected. events surrounding apparent overexposure to skin of one 
worker 

BAER.R E . RICKETSON.LT . MURRAY, B Region 4. Ofc of the Director 08/12/13 
4pp 47877.111-47077 114 

8612220010 Advises that Insp Repts 50 313/88 40 & 50 368/80 40 csncellad No rept 
numbors will be issued 

CALLAN.LJ Region 4, Ofc of the Director 00/12/14 CAMPBELL.G Arkansas Power 
& Light Co Ip 47903 038 47003.038 



120 DOCKETED ITEMS 


P«rfadlc operating reports A related correspondence 


P. Operating llcenso atoge documents & correspondence 


8B12190240 Monthly operating repl for Nov 19Bft for Arkansas Nuclear One, Unit 2W/ 

eat2t4 itf 

SCHAUaROECK.D , HOWAFID.DR Arkansas Power & Light Co 88/11/30 6pp 
47849 OfiS 47849 071 


8811300228 Responds to Generic Llr 08 11, “NRC Position on Radiation Embritllcmerit 
of Reactor Vessel Malls & impact on Plant Operations'' Now pressure temp li^Ms 
must bo Implemented on by June 1989 

TUCKER.HB Duka Power Co 88/11/21 Document Control Branch (Documcnl Cou 
trol Desk} 3pp 47696 277 47696 279 


S. Reportable occurrencea« LERs & retatad correspondence 


S81 1290452 PNOilV'68 09l on 681 123, hot parliclG was IdonliPed by portal monitor as 
worker was exiling non radiological work area located on turbine bldg roof Licensee 
conc/ucling invesligfllion' to dotermino ongtn 

MURRAY Region 4, 0/c of the Director 8a/ 1 1725 Ip 47648 gOO 47648 200 

8611300331 Summary of Operating Reactors Events Meeting 89 45 on 881115 Usl of 
attendees & handouts end 

LANNING,W.D Events Assossmonl Branch 80/11/25 ROSSLCE Division of Opor 
atlonal Events Assessment (Post 870411) lepp 47674 14 1 47674 156 

8612210194 Porwards LER 59 368/80 019*00 re corrosion A failure of svc water fmpel* 
ler snap rings Only abstract of LER submitted due to Icfnporary fncreaso In niimber of 
LERTs to bo submilled Full rept to bo submitted by 990228 

LGViNH.J M Arkansas Power & Light Co 80/12/12 DocumonI Contra) Branch fOocu- 
ment Control Dosk) 2pp 47875 353 47875 355 

-8812216281 LER 68 019'00 on 88 1 1 1 1 ,corro8Jon & failure of svc Water pumps Impeller 
snap rings discovered Caused by harsh environ of fake water Pumps ropafred & re* 
turned to svc Evaluotron continuing 

TAYLORLA Arkansas Power & Light Co 89/12/12 Ip 4/875 355 47075 355 

8812230177 Forwards LER 89 010 00 (q drscovery of unsealed fire barrier opening Util 
unable to subn^it all repts to desired love) of cfotall wilhin 30 day time period required 
by 1 (>CFR50,73 Total of sfx rants submitted In abstract form only. 

LbVINE»J M Arkansas Power A Lfghl Co 88 / 12 / 12 , Document Control Branch (Docu 
ment Control Desk) ip 47911 31^701 f 314 

“0012300211 LER 68-018-00 on fl00922ifn8ealod fire ba/rlor opening discoverod which 
results In operation prohibllod by Tocli Specs Caused by Incorrect evaluation of condi- 
tion when inilialfy (dentifiecf Opening sealed W/9912JP Itr 

MICNALK.P, LtYINE.JM Arkansas Power & Light Co 88/12/12 2pp 47911,314 


DOCKET 50*369 WILLIAM B. MCQUIRE NDCIEAR STATION, UNIT 1 


R SecurlIVi niadicnl, omargency & fire protection pjana 


6011230276 Informs that enct revs to otnorusney plan implomonlrho proceduros trana- 
milted on 001 1 07-W/o ends 

LEONARD, R Duke Power Co 80/11/14. Region 2> Ofc of the Direclor Ip 
47652 090-47052 060 


8811300578 Advises that 860909 Rev D A 8Q0926 corroded page to Rev 0 to guard 
training a qualrJicalton plan consistent w/ provisions oT loCFR50,84(p) a 
flccoprnble NRC 881017 ack of receipt o( corrooted page to Rev 9 should be dwre- 
ciarded 

CLtNE.WE Region 2, Ofc of the Director 86/11/16 TUCKER,HB Duke Power Co. 
2pp 47674.120 47674127, 


0012090028 Forwards public version of Rev 28 to "Crisis Mgt Plan " W/ OH Gfimslev 
v»ndat©il release insmo. 

TUCKER, HB Duke Power Co 00/11/2? Oocumont Control Branch (DocumonI Con- 
trol Desk). 4pp 47757 l7t-47767 215 

“60T2MOO34 Public version of Rev 28 to “'Crisis Mgl Plan for Nuclear Stations *’ 

* Duke Power Co 99/12/01 41pp 47757:175 47%r,2 15 

*0 emergency plan Impicmontlng procedures mailed on 

06 11 22 W/o and 

LEONARD, n Duke Powor Co. 08/11/20. Rofllon 2, Ole of Iho Director Ip 
47741.136-47741 135 


Forwards response to NRC 681031 itr ro violations In fnsp Ronts 60'369/ 
^ SO-syo/BO'-ao Rospanso withheld (rgf lOCFR7a,ai) 

TUCKER.H B> Duke Power Co. 88/11/30. Document Control Branch (Document Con- 
trol Oas ki 2pp 4 7 73 1 ,222 4773 1 223 


6612090182 fnfornilng that onci revs mailed to NRC on 8B1129 to update amergencv 
plan Implementing proceduros W/o end 

LEONARD, R Duke Power Co. 89/12/02. Regioci 2, Qlc ol Iho Dtractor tp 
47782 303 47762,303, 


6811280040 Ger>onc Ltr 00 20 to all licfinsoos holding OLs & CPs for nuefoar poi,er 
reactor lacifities re individual plant exam for severe accident vuInoraoiiitieaS/c \il 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 86/11/23 Cortso'i 
dated Edison Co of Nav/ York. Inc 81pp 4772B 303 47729 024 

8811300152 Responds to request for add! Info re util request for extendod oulsge trr-s 
for VC/YC sys mod 

TUCKER, HB Duke Power Co 88/11/23 Docurnant Control Branch (Document Cen 
IroJ Desk) 29pp 47673 069 47673 097 

8812070025 Apphcallon for amends to Licenses NPF-35.NPF-62,NPF 9 & NPF 17, clan 
fring Tech Mec 6 2 3 re safety review group Fee paid 

TUCKER ,H B Duke Power Co 06/11/20 Document Control Grand} (Document Con 
IrolDesk) lipp 4774 6 05 0 4 7746 066 

-9812070027 Proposed Tech Spec 6 2 3 re safety review group 
• Duke Powor Co 00/ 1 1/28 6pp 47746 06T -47746 066 

8012080080 Requests that util address Generic Ltr 00-17 re loss of DHR during non 
power operation Issue of high priority A should be addressed accordingly 
MURLEVJE Office of Nuclear Reactor Regulation, Director (Post 870411) 98/12/ 
02 LEE.WS Duka Power Co 6pp 47753 129 47753 133 

8812120012 Forwards "Emor^ncy Dose Assessment Manual “ 

TUCK£R,H0 Duke Power Co 06/12/07 Document Control Branch (DocumonI Cen 
trol Desk) 3pp, 47780 219 47781 120 

-8012120014 "Duke Power Co Emergency Dose Assessment Manual " 

TUCKeR,N0 Duko Powor Co 80/ 11/21 269pp 47700 222-47701 i2D 


0. fnepeotlon reports, IE Bulletins & correspondence 

8811290204 Provides comments re NRC SALP Rents 50 413/86 24, 50 414/08 
369/00-21 A 50 370/08*21 , 

TUCKER, H 6 Duke Power Co. 80/11/21 Document Control Branch (DocumonI Coe 
trol Desk) 2pp 47650 033 47850 034 

0011160211 NRC Info Nolico 88-090, '‘Unauthorized Removal of Indiistrial Nuclocir 
Gouges " Svc list end 

CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safely (PosI 670729) 
88/11/22 Consolidated Edison Co of New York, Inc 99pp 47700 255 47708 ?5/ 

8811160407 NRC Info Notice 88-091, "ImpTopor Administration & Cwdrol ol PsychelftQ' 
cal Testa " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) oo/tl/?2 
Consolidated Edison Co of New York, Inc fOipp 47700 042-47/06 142 

8812060008 Fonvards 88102/ onforcement conference summary re Insp Ropls 50 369/ 
88 24,50 370/08-24,50 369/00-29 & 60-370/68-20 Issues (o operability of hydrogen 
skimmer sys & Inoperability of safety sys due to inadequate post mod teslina ds 
cus&Qcl 

ERNST.M L. Region 2, Ofc of the Dfroclor 88/11/25 TUCKEail B Duko Power fx) 
62pp 47752 223-47752 203, 

8812020063 Forwards steam generator insp rept lor fifth refueling outage, pof Tcdi 
Specs 44550&c8i892 Lists quantities of generator tubas removed trom svc by 
plugging^ info on F tubes w/locabons & size of degradation, 

TUCkER.H B. Duke Power Co 86/11/29 Document Control Branch (Documanl Con 
IrolDesk) ICpp 47718 296 47710 311, 

0812020300 Revised response to violations noted In Insp Repis 60*369/87 04 & 00 
370/87'04.Corrective flcllons.perfojmanco test procedures changed to require oper 
ations senior reactor operator sign off prior to beginning test 
TUCKER HB Duka Power Co 80/11/29 Document Control Branch (Document Con 
trol Desk) 6pp 47721.007-47721 012 

9012050103 Forwards response to NRC 881031 Hr re violations In Insp Hepts 6D 369/ 
80 29 9 50 370/00-28 Response withheld (ref 10CFR73 21) 

TUCKER, H0, Duko Power Co 80/11/30 Document Control Branch (DocumonI Con 
trol Desk). 2pp. 47731 222-4773T2a3 

8812060072 Advises that use of ASME Code Cases N-401,N-416,N426 & N 427 in In 
service Insp program approvod.per B00302 request 

MATTHEWS.0,8 Project Directorate N-3 88/12/01 TUCKER.H B Duke Power Co 
7pp. 47734.020 47734.026 


0912210300 Forwards revs lo updalo emergency plan implementing procedures W/o 

vJICIb^ 

Powor Co. 89/12/13, Region 2, Ofo of the Director Ip. 
4787S*tai.47ft7?^'tat * 


9812270254 Responds to exercise weakness noted In fnsp Ropl 50 369/08-27 & 50- 
370/e6-27,per 10CFR60»App E.Correctivo actions emphasis will be placed on emar- 
gei^ action levels during senior reactor operator requafificatlon training. 
tucker, H 8 Duka Power Co 69/12/16. Document Control Branch (Document Con- 
trol Ofrsk) 3pp 4T9Z6*3&e 4792&,06O. 


H. aeneral correspondence 

Coa firms meeting w/ulif on 881209 at Region II ofo re reorganization, per 
081121 lelcoh, 

ERNST, M L. RooTon 2, Ofc of the Director. 88/12/01 TUCKER.H, B, Duke Power Co, 
Ip. 47702 231*47782 231 


8812120118 Provides action status update re NRC Bulletin 80-004, "Potenlial Safoty- 
Rejatod Pump Loss ” Mfgs conlaclod ra aniiOpated response time alter 890601 
TUCKER.H 0 Duke Power Co 00/ 12/01 Documenl Control Branch (Document Con 
trol Desk) 2 pp 47791.339-47791.340 

8811290030 NRC Info Notice 89 093, "Telelherapy Events *' Svc (1st end 
CUNNtNGHAM»R E, Division ot Industrial A Medical Nuclear Safety (Post 870729} 
aa/12/02. Consokdated Edison Co ot New '/ork, Inc 1t2pp 47011 103 47811 216 

0811290530 NRC Info Notice OB 094, "Potentially Undersized Valve Actuators " Svc list 
end. 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 0 B/f?/O 2 
Consolidated Edison Co of New York, Inc. 121 pp. 47708 143 4770a 254 

8012120112 Responds to vjofaOon noted in Insp Repts 60 369/80-30 A 60 370/09 
30 Corrective action taken training package for all licensed operators re Interpretation 
of time timits associated w/Tech Spec 3 o,3 Initiated 

TUCKER, HB Duko Power Co, 0a/l2/O5, Document Control Branch (Document Con- 
trol Desk), 5pp 47707 001-47767’^006 
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J812160163 Forwards Insp Ropls 50 36^/80 31 & 50 3/0/00 31 on B81021-1121 & 
oolice of vjolRtion 

BROWNIEE.V L Region 2, Ofc of ifio niroclor 88/12/05 TUCKER, H B Duke Power 
Co 2pp 47032 206*47032 282 

-8012160167 Notice of violation from msp on 881021*1 121 Violation 

nelGdiilljng, draining a purification of rofuolinij cavity improperly implemented & proce 
dures lor performence test of fool oil transfer pump Inadorpjate 
BROWNIEE.VL Region 2. OIc of the Director 88/12/05 4pp 47832 267-47832 270 

-8312160170 fnsp Repts 50 369/80 31 & 50 370/88 31 on 881031-1121 Violations & 
ua resolved items noted Major areas Inspected operations safety 

verification, surveillance testing, malnl aclivitios & Part 21 followup 
VANDOOnN,K. NELSON, D, CROTEAU, R Region 2, Ofc of iho Director 88/12/02 
t2pp 47032 271 47832 282 

3812160162 forwards Insp Repts 50 369/80 3? A 50 370/08*32 on 881114-18 & notice 
of violation 

HEnDT.A R Rogion 2, Ofc of the Direr tor 88/12/06 TUCKER^H D Duke Power Co 
2pp 47030 327-47030 344 

->6612160166 Notice of violation from insp ot> 80 1 1 14*18 Violation noted volumetric 
exam of lower head to shell v/old ns part of proservlce Insp not performed & request 
for relief not submitted to NRC 

HERDT.A R Region 2, Ofc of the Director 08/12/06 4pp 47830 329 47030 332 

-6812160169 Insp Repts 50 369/80 32 & 50 370/88 32 on 881114*18 Violations 
noted Major areas inspected Insorvice msp program 

KLEINSORGE.W P, BLAKE, JJ Region 2, Ofc of Iho Director 80/11/30 12pp 
47030 333-47030 344 

3812020207 NRC tnfo Notice 08 09b, 'Mnadequnto Procurement Requirements Imposed 
b/ Licensees on Vendors '* Sve list onci 

ROSSI,CE Division of Operational Events Assossmonl (Post 870411) 88/12/08 
Ccjnsoliriated Edison Co of Now York, lot 1 12pp 47007 191*47007 302 

B812210257 Forwards summary of 801020 a 21 SAl P presentation meetings List of 
licensees & NRC atlondoos & slides used during presentation also end 
ERNST ,M L Region 2, Ofc of the Director 00/12/14 TUCKER, H B Duke Power Co 
B4pp 47877 162-47077 247 

6012270254 Responds to oxdflibo weakness noted In Insp Ropl 50-3f>0/OD-27 a 50 
370/08 27 ,por 10GFR50,App E Corroctive actions emphasis will bo placed on omer 
goncy aclion levels during senior roador operator roqualificatlon training 
TUCKER, U Q Duke Power Go 88/12/10 Dorumonl Control Brandi (Document Con- 
trol Desk) 3p(> 47925 358*47925 360 


FT Periodic operating reports & related correspondence 

6812200023 Forwards monthly opornlino ropls for Nov 1080 for McQuIro Units 1 & 2 & 
corrodod Jan & Apr 1000 reels for Unils 2 & l .rospeclivoly 

TUCKERJf 0 Cuke Power Co 08/12/15 Document Control Branch (Document Con- 
trol Desk) Ip 47861 059 47881 071 

-8612200148 Monthly onoraling repts for Nov 1008 for McQuIro Units 1 & 2 
WILLIAMS,n A. Duke Power Co 68/11/30 lOpp 47861 060 47861 071 

-8 8 12200 150 Corrodod monthly oporaling rapt for Jan 1908 for McGuire Unit 2 
MEAD,JJ Duko Power Co 08/01/31 Ip 47061070 47861 070 

*-Bfl1220'0190 Corroctod monthly oporaling lopl for Apr 1008 for McQuiro Unit 1 
MEADJ J Duko Power Co 08/04/30 Ip 47861 071 47801 071 

-8612200193 Monthly operating status ropt ro porsonnol oxposviro for Oct 1900 for 
MoGulro Nuclear Station 

^ Duko Power Co 88/10/31 Ip 47861 0/2 47861 072 


S Reportable occurrences, LERs & related corroBpondonce 

6811300431 Special repton 8Q101 /.diosel gonerator 1A started for operability teat & 
subsequonlly tripped Caused by looao wiro on jacket pump discharge pressure 
switch W^ro roterminalod & pressure switch cnlibr 

TUCKER, H 0 Duko Power Co 80/11/16 Documont Control Branch (Document Con 
irol Desk) 3pp 47697 253 47697 255 

8811290669 LSR 88 029 00 on 801 005, Unit 1 & 2 fire barriers broached Caused by mat 
doficiencios Firo/flood harrier poriotralions properly sealed by Bahnson porsonnolW/ 
001118 lir 

LEROY.S E . TUCKER.H B Duko Power Co 88/11/18 lOpp 47650 001-47650 090 

801202(^047 LEFt 80 019 01 on 0807 19, flow roqulroments not mot by some damper 
compartment ftows on VX sys Caused by dofocllvo procedure & design 
doficiency Flow rates re evaluated & mod of sys to achieve sys (low balancing 
planned W/BB 11 26 Itr 

LEROY.S E . TUCKER.H D Duko Power Co 88/11/25 12pp 47711 036 47711 046 

8012929237 Advises that duo to unresolved concerns,0B1120 submittal of LER re 
missed fire watches delayed Subj LER will bo submitted no later than 081220 
TUCKER, H,G Duke Power Co 88/11/20 Documont Control Branch (Document Con- 
trol Desk) 2pp 47711 021*47711 022 

681 2090284 Special repton 801030, Diesel Quncrator IB experienced Invalid tost (allure 
during Start Attempt 602 Applicable procedures for dieso! generator testing reviewed 
A. revised if necessary 

TUCKERJH 0 Duko Power Co 08/11/29 Documont Control Branch (Documont Con- 
trol Desk) 3pp 47734 336 47734 330 

6812090247 LER 08 032-00 on 8B1 01 2, annulus ventilation sys Inoperable duo to door 
seal failure rosulimg In Unit 1 romalnlng in hot standby for over required 7 h Caused 
by personnel error & mgt deficiency Seals on doors repaired W/601130 Ur 
LEROY.S E , TUCKER.H D Duke Powor Co 80/11/30 Gpp 47783 347-47703 355, 

C812120094 Special repton 8O12O5,dl0SOl generator IB experienced Invalid test 
failure Caused by Improper adjuslmont of voltage regulator duo to personnel 
error Operations mgt will cover Incident w/reprosentative from each shift 
TUCKER.H B Duko Power Co 86/12/05 Document Control Branch (Document Con- 
llolDesk) 3pp 47780 350 47786 360 


0812140252 Special repton flSlOIS.valve 1NV-238 (ailed to open Caused hy loss of 
power to control cabinet 6 due to technician error during replacement of backup 
power supply Wiring rerouted to preclude future occurrences 

TUCKER.H B Duke Power Co 88/12/06 Document Control Branch (Document Con 
tfolDesk) 4pp 4764B328 4784B331 

6012220059 Summary of Operating Reactors Events Meeting 80*45 on 081206 Agenda 
& list of attendees end 

LANNING.WD Events Assessment Branch 88/12/07 ROSSI.C E Division of Oper 
aiional Events Assessment (Post 870411) 15pp 47922 001-47922 015 

8812140233 LER 08 033-00 on 80 1031, exhaust gases discovered escaping from cylin 
der 1L exhaust manifold oxapanslon joint of dtesol gonerator IB & on 081 101, exhaust 
manifold failed again Caused by mfg deficiency W/80 1208 Itr 
LEROY.S E . TUCKER.H B Duke Power Co 00/12/00 7pp 47000 234 47800 240 


DOCKET 60-370 WILLIAM P. MCGUIRE NUCLEAR STATION, UNIT 2 


F* Security, medical, emergency & fire protection plans 

6811230276 Informs that end revs to emergency plan Implementing procedures bans* 
milled on GBi 107 W/o ends 

LEONARD, fl Duke Powor Co 08/11/14 Region 2, Ofc of the Director Ip 
47652 090*47652 090 

6811300576 Advlsos that 0B0909 Rov 9 & 080929 corrected page to Rov 9 to guard 
training & qualification plan consistent w/ provisions of 10CFR50 54(p) & 
acceptable NRC 80f017 ack of receipt of corrected page to Rov 9 should be disro 
narded 

CLINE, W.E Region 2, Ofc of the Director 80/11/18 TUCKER.H D Duke Power Co 
2pp 47674 126-47674,127 

0812090029 Forwards public version of Rev 20 to “Crisis Mgt Plan ’* W/ DH Qrimsley 
undated release memo 

TUCKER.H B Duko Power Co, 08/11/22 Document Control Branch (Document Con 
trolDosk) 4pp 47757 171*47757 215 

-8612000034 Public version of Rev 28 to “Crisis Met Plan for Nuclear Stations “ 

* Duke Power Co 88/12/01. 41 pp 47757 175 47767 215 

8812060106 Forwards revs to emergency plan Implementing procedures mailed on 
881 122, W/o end 

LEONARD.R Duko Powor Co 88/11/20 Region 2, Ofc of the Director. Ip 
47741 136 47741 135 

6912050103 Forwards response to NRC 881031 )lr ro violations in Insp Repts 50 360/ 
00-28 & 50-370/08 20 Rosponso Withhold (ref 10CFR7a 21) 

TUCKER.H B Duko Power Co 80/11/30 Documenl Control Branch (Document Con 
trot Desk). 2pp 47731 222*47731 223 

8812090162 Informing that end revs mailed to NRC on 8811 29 to update emergency 
plan Implementing procedures W/o end 

Leonard, n. Duke Power (Do 08/12/02 Rogion 2, Ofc of the Director Ip 

47762 303 47762 303, 

6812210366 Forwards revs to update emergency plan (mplemonling procedures W/o 
ends 

LEONARD.R Duke Power Co 00/12/13, Region 2, Ofc of the Director Ip 

47075- 131 -47875 131 

0812270254 Responds to exercise weakness noted in Insp Ropt 60-369/08-27 & 60 
370/80 27, per 10CFR50,App E Corrective actions emphasis will bo placed on emor 
gency action levels during senior reactor operator re qualification training. 

TUCKER.H B Duko Powor Co 80/12/16 Document Control Branch (Document Con 
trol Desk) 3pp 47925 350-47926 380 


H, General correspondence 

8612000335 Confirms mooting w/utll on 881209 at Region II ofc re re organization, per 
881121 telcon 

ERNST, M L Region 2, Ofc of the Director 88/12/01 TUCKER.H 0. Duke Powor Co 
Ip 47782 231-47782-231, 


P. Operating license stage documents & correspondence 

8611280066 Understands that permanent mod of conlalnment air return & hydrogen 
skimmer sys will bo instaltod by Jul 1989 refueling outage.based on 881131 request 
for relief from aclion statement of Tech Spec 3 6 5 6 

ERNST, M L Region 2, Ofc of the Director. 80/11/10 TUCKER.H B Duke Power Co 
1p 47664- 147-47054 147 

6611300228 Roaponds to Generic Ltr 80*11, “NRC Position on Radiation Embrllllemont 
of Reactor Vessel Mails & Impact on Plant Operations “ Now pressure temp limits 
must be implemented on by June 1989 

TUCKER.H D Duko Powor Co 88/11/21 Documont Control Branch (Documont Con* 
trol Desk) 3pp. 47696 277*47696 279 

6611260048 Generic Ltr 88 20 to alt liconsees holding OLs & CPs for nuclear power 
reactor fadtitlos re Individual plant exam for severe accident vulnerabllitles.Svc list 
end, 

CRUTGHFIELD.D Associate Director for Projects (Post 870411), 08/11/23 Consoli- 
dated Edison Co of New York, Inc Bipp. 47728 303-47729 024. 

6811300152 Responds to request for addi info ro util request for extended outage time 
for VC/YC eys mod 

TUCKER.H B Duke Power Co 88/11/23 Documont Control Branch (Document Con 
Irol Desk). 29pp 47673 069 47673 097 

8612070025 Application for amends to Licenses NPF-35,NPF*52,NPF-9 & NPF-17,clan 
lying Tech Spec 6 2 3 re safely review group Fee paid, 

TU(;KER,H.B Duko Powor Co 80/11/20 Document Control Branch (Document Con- 
trol Desk) 1 1 pp, 47746 050*47746 066 
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--83 120?002? pfoposod Tect) Sp<?c 
• D«Ao Po.»ef Co 8P/1 »/2fl epp 


62 3 re safety revfow group 
47746 061 -47;46 066 


8812MW80 Requests that utii address Generic Llr 08 17 re loss of DHR Putmg non- 
powor opofaUon Issue of pj<ooiy & should he addressed ac^dirgly „ , . « . 
MURLEV.TE Olffflo of Mucleai Reactor Roauialion, Director (Post 87041 1} 88712/ 
02 LEE.WS Duke Power Co Spp 47753 129 47753 133 


3812120012 Porwards “Emergency Dose Assessment Manual " 

TUCKEn.NB Duke Power Co 60/12/07 Document ConUot Branch (Document Con 
Pol Desk) 3pp 47760 21 & 47781 120 

-4312120014 “Duke Power Co Emergency Dose Assessment Manual ” 

TUCKEftHP Duke Power Co 68/11/21, 259pp 47760222 47781 120 


0812020287 NRC Info Notico 68 095, "Inacfoquatfi ProruremorU Requjremsnis 
by Licensees on Vendors “ Sve iibt oiicl 

ROSSI, CE Drv-sion of OpaTational Evionib As'se.smont (Post 070411) 8 B/ 19 ;„j 
C onsolidaled Edison Co or Now York. lr>c t t?pp 4780? ,191-47607 302 

0012210257 forwards summary of 861020 & 21 SALP presenfalfon meotiMs 
licensees & NRC uttondee-s & ^slidos used during presentation also end 
ERNST, ML Region 2, Ole ot the Director 68/12/14 TUCKER.H 0 DukePo^erCA 
B4pp 47877 1 62 47877 24 / ' ^ 

6612270254 Rospoftdb to oxorciso vroftkncstj noted In Insp Rcpl 50 366/88 27 & so. 
370/88 27.par lOCfRSO.App E Correctlvo actfous ompt\asis wi'l do placed on im 
gpney oclion lovols during senior rooclor operator rcqual/ficatron IrainJng 
TUCKER, H D Duka Power Go 08/12/10 Document Control Brsncli (Oocumeni 
IrolDesk) 3pp 479P5 358 47926 300 ^ 


0 fnipacifon reports, IE Bulletins & correspondence 


8811290264 Provides comments re NRC SALP Repb 50 413/88 24, 50 414/88 24,50 
369/88 21 4 50370/88 21 

TUCKER, He OuKo Power Co 68/11/21 Document Control Brarveh (Documer^t Con 
(rot Desk) 2pp 47650033-47850034 

8811160211 NRC Info Notice 88*090. “Unaulhonzed Removal of Industrial Nuclear 

'* |l3| 

CUNnINGHAM.R E Division ot Industnal & Medical Nuclear Safety (Post 870729) 
68/11/22 ConsoWaled Ed.son Co of New York, Inc 99pp 47708 265 47708257 

3811160487 NRC tnfo NoPce 88 091> ’'Improper Administration & Control of Psychotogt- 
cst Tests *' Sve list enci 

ROSSI, CE Division of Operat/onal Events Assessment (Post 870411) 08/11/22 
ConsoTidaled Edison Co of New York. Inc lOipp 47708042-47708 142 

6812060006 Forwards 681027 onfOTcemenl conference summary re Insp Repts 50 369/ 
88 24.50-370/88-24,50 369/88-29 8 50 370/88 29 Issues w operability Of hydrogen 
skimmer sys 8 inoporebiuty of safety sys due to Inadequate post-mod testing dis 
cussed 

ERNST.M L Region 2, Ofc of the Director 88/1 1/25 TUCKER, H B Duke Power Co 
e2pp 47752 223 47752 283 

8612020300 Revised response to vfolatvons noted In Insp Rents 60 369/67-04 & 50 
370/87-04 Corrective actions portormar\ce test procedures changed to reqU'ro oper 
ations senior reactor operator sign off prior (o beglnnina test 
TlICKER.HB Duke Power Co 88/11/20 Document Controt Branch (Document Con* 
Uol Desk) 6pp 47721 007 47721 012, 


6612050103 forwards response to NRC 661031 Hr to VJOlallons in Insp Repls 50 369/ 
68-28 8 60 370/88 28 Response wlhhetd (ref 10CFR73 21) 

TUCKER, H B Duke Power Co 88/11/30 Document Oantrol Branch (Oocument Con 
Pol Desk) 2pp, 47731 222-47731 223 

6612050072 Advises that use of ASME Code Casas N 401, N 416,N 426 & N 427 In In 
service iTtsp prqoram approved, per &B0302 request 

MATTHEWS.DB Ptolkl Owectorals 11*3 68/12/01 TUCKER.HB Duke Power Co 
7pp 47734020-47734 026 


6612120118 Providea action status update re NRC Bulletin BO 004, "Potential Safety- 
Related Pump Loss '* Mfgs oonlactod re anticipated response time after 890601 
TXKER.HB Duke Power Co 88/12/01 Document Control Branch (Document Con 
trolDeakj 2pp 47791 33M7791 '340 


6611290039 NRC Into Notice 88 093, "TeteUierapy Events " Sve list end 
CUNNINGHAM, R E Diviston of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/02 Consoffdated Edison Co of New York, fnc 112pp 47811 103*47811 215 

6611W536 NRC Info Notice 88*094, "Potentially Undersized VaNo Actuators Sve list 
enct 

flOSSi,CE OMsion of Operational Events Assessment (Post 870411) 66/12/02 
ConsorKfated Edison Co of New York, tnc 121pp 47708 143 47708254 

Responds jo vfoJaUon noted In fnsp Ropta 50 369/88-30 A 50 370/88 
uO^Co/TMt^e actwn taken training package for all licensed oparalore ro Interpretation 
el time kmhs associated w/Tech Spw 30 3 iniliated 


8812160163 Forwards Insp Repts 60-369/08 31 & 60 370/88*31 oft 801021-1121 A 
ixroce of violation 

tucker, h e ouko power 


-8612160167 Notwa of vtotatlan (rom insp on 681021-1121 Viol&Hnr 

SSfM ^ ° 1 cavity ^property Implemented A proce* 

SoSJfJ offuel oil transfer pump inadequate 

BROWNLEE, V L Region 2. OfC of the Director B8/12/05 4pp 47832 267-47832 270 

-M12160170 \m Repts 60*369/86 31 A 50-370/88-31 on 881091-1121 Violations 8 
unres^ed ttams notod.Maior aroes (nspected operattons ^ wteh 

testina.mainl activlbes A Part atfoWQwuo 

R'fltonE.OtaonRoD.ecte 88^2/02 


“ 3«9'88-32 & «W70/88-32 on 881H-1.I8 & noOca 
^”°7m327®l7«0 374 ^ TUCKER, H 0 Ouko Powai Co 


vjolnton from Insp on 8Blll4-18,Vlolallon nolod volumoii 
I^IW NRC “ « '"O"® 

HERDT.A.R Ropion 2. Ofc 0( tha Oirectoc 88/12706 4p(> 47630329 47830 - 332 , 

47MMW4W344 Rcsion ^tc of tha Cfootor. 8a7ft/30 12f 


R Peiledtc cperellng repot tft & related correspondert'^e 

8812200023 Forwards moidhly oporatmg rnpts for Nov 1088 for McOuve Oruts i 6 2 i 
corrected Jan A Apr tOdR ropls for Umls 2 A hreapoclivoly 
TUCKER.H B Duko Power Co 00/12/15 DocumnnI Control Branch (Document CQ^ 
trol Deek) Ip 47061 059 47861 071 

■**8812200148 Monthly operating repts lor Nov 1988 lor MrOuiro Units 1 A 2 
WlLUAMS,n A Duke PovtforCo 80 / 11/30 tOpp 4786) ObO 47861 071 

-8812200160 Corrocted morxthly operaUng rapt (or Jan 1900 (or McGuire Unit 2 
MHAD.JJ Duke Power Co 0B/O1/31 Ip 4/001 070 470610/0 

-'8012200103 Monthly operating status ropt to personnel exposure for Ccl 1866 for 
McGuire Nuclear Station 

‘ Duke Power Co 08/ 10/31 1p 4708 1 072 47061 0/2 


5 Roporlahte occurrancoat LERa A related carreapoiidonce 

QQ 12020043 Notifies that duo to untcaolvod concerns, LER re unit antering TechSp*; 
3 0.3 will bo delayed A submitted no later than 081216 
TUCKER, H B Duke Power Co 80/11/25 Document Control Branch (Document Con 
trol Desk) 2pp 47710 336-47710 337 

8812020237 Advises that duo to uniosolvod concmns,B8112B submltlat oi LER f& 
missed lire watches delayed Sub) lER wiit bo submitted no later iharr 681228 
TUCKER .HQ Duke Power Co 06/11/29 DoGumanl Control Branch (Document Cckv 
trol Desk) 2pp 47/11 0?1 47711,022 

8812220050 Summary of Opornfing Roactors Cvenls Meoling 00-48 on 881206 Agenda 
A list of attondooa one) 

LANNiNG.WD Events Assoaamont Branch 88/12/07 ROSSI, CE Orvlsion oi Opel 
BtloftBl Events Assessmont (Post 070411) 15pp 47922 001-47922016 

8812140270 LER 80 012 00 on 081 lOS^operaiions personnel doclerod control area ven 
tilallon A chilled water sys Train A inopumhio for mod A maint workNo cause 
asalgnod On Ofll 108, personnof again focoivod spurioua fllarm,W/8O12O0 Itr 
IER0Y,SE , TUCKER.H B Duke Power Co 00 / 12/00 9pp. 47012 05D 47012058 


DOCKET 50*373 LASALLE COUNTY QTATtON, UNIT t 


F. Security, medical, emergency A fire protection plana 

8812190104 Rev 15 to Emergency Plan Implementing Procedure LZP-1310 1, "Notiliea 
tons W/00 1202 procedure noiiflcalion form 
• Commonwealth Edison Co 09/10/01 iDpp 47053 336-47053 354 

6811300536 Forwards Safeguards Insp Ropt 50 373/6B-26 A 50 374/80*25 otr 801011 
20 No violations noted 

GREGER.LR Region 3, Ofc of the Director. 00/ 11/17 REED.C Commonwealth 
Edison Co 2pp 47676 044 47676 047 

'*6811300542 Partiolly withhold Physical Security Insp Ropts 50 373/B8 28 A 50 374/ 
08-25 on 881011-20 (ret 10CFfl73 21).Mo)or aroaa Inspected mgt support .security pro- 

0 1303 A audits A protected A vital araa physical barriers 

DA.TJ, CHRISTOFFEfl.Q, CREEO,J R Region 3, Ofc o( tlio Director 68/11/ 
1 7 2pp. 47676 046 47676 047 


P. Operating license etaQs documents A correspondence 


8611389046 Generic Llr 88*20 to all liconaees holding Ola A CPa lor nudoar power 
reactor faclklves ra indiv»dual plant warn for severe accident v ulnorabiiities Sve list 
end 

CnUTCHFIELD.D Associate Director for Prolocta (Post 070411). 08/11/23 Consoli 
dated Edison Co of Now York, Inc Oipp 47720 303 47729 024 

8612010305 Provides analysis ot Reg Guide 1 99.Rav 2, "Radiation Embnttlemenl el 
noactOT Vo&set Malls" lor Impact on pressure-temp heatup & cooldown curves corv 
ta!r\6d la Tech %»ob, per Generic Llr 68 1 1 

fllCHTER.M H Commonwealth Edison Co 88/11/20 Oocumont Goatrot Branch (Doc 
ument Control Desk) 2pp 47703 049*47703 OSO 


8612070040 Application for amends to Licenses NPF'11 A NPF-1 8, removing specific 
specdlc dc battery Foe paid 

MORGAN, W.e Commonwealth Edison Co. 86/11/29 OocumeT>1 Control Branch 
(Document Control Desk) 3j>p. 47746.007*47746 01 S 


**M12070042 Proposed Tech Specs, removing specific load profiles for each dc baltery 
Commonwealth Edison Co 80/11/29 6pp 47746 010 47746 015 

6612180101 Requests meeting between NRC A uui to discuss comments on ohemate 
OMrahikty assessment entena for piping sys 

SHEMANSKIJ’C Project Directorate il(-2. 06/12/12. BLfSS.H.E Comtnonwoallli 
Edison Co Ip 47873 360-47073 300 
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Q, Inspection reporiSj IE Bullotins & corresponctonco 

e&l 1300536 Forw-ards Safeguards Insp Ropt 50'373/8B-26 S 50 374/fla 25 on Q01011 
20 No violfitions noted 

GREGERXR Region 3, Ofc of the Diroclor 88/11/17 REED,C Commonwoalth 
Edison Co 2pp 47676 044-47676 047 

-331131)0542 Partially withheld Physical Security Insp Repts 50 373/08-26 & 50-374/ 
68-25 on 80101 1-20 (rof 10CFR73 21) Major areas inspoctod mgt support, security pro 
gram plans & audits & orolecled & vital area physical barriers 
MADEOA.T J, CHRISTOFFER.G , CREED.J R Region 3, Ofc of the Director 00/11/ 
17 2pp 47676 046 47670 047 

6611160211 NRC Info Notice 08 090, ‘'Unauthorized Removal of Induslnal Nuclear 
Gauges " Sve list end 

CUhiNINQHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
08/11/22 Consolidated Edison Co of Now York, Inc OOpp 47700 255 47708 257 

6611160467 NRC (nfo Notice 88 091, "Improper Administration & Control of Psychologi- 
cal Tests ’’ Sve list enci 

ROSSI, CE Division of Oporationnt Events Assossmenl (Post 870411) 08/11/22 
Consolidated Edison Co of New York, Inc tOIpp 47708 042 47700 142, 

SStlSOOOSO NRC Info Notice 80 003, "Telothorapy Events " Sve list end 
CUNNING HAM, R E Division of Industrial & Medical Nuclear Safoty (Post 870720) 
68/12/02 Consolidated Edison Co of Now York, Inc 112pp 47611 103 47011 215 

6&112'90536 NRC Info Notice 88 094, "Potentially Undorsizod Valve Actuators " Sve list 
end 

flOSSI.CE Division of Operational Events Assessment (Post 870411) 08/12/02 
Consolidated Edison Co ot Now York. Inc I21pp 47708 143 4/700 254 

3312130133 Forwards Safety fnsp Roptn 50 373/08-27 & 50 374/08-26 on 881017 24 
6 notice of violation 

MILLER, HJ Region 3, Ofc of the Director 80/12/05 REED.C Commonwealth 
Edison Co 2pp 47797 100 47707 1 15 

-6012130134 Notice of violation from Insp on 801017 24 Violation noted util failed to 
guahly various configurations of Raychern hoot shrunk tubing & Okonito tapes used In 
electrical spileo assomblios for lOCERBO 49 

MILLER, H J Region 3, Ofc of Iho Director 00/12/05 1p 47797*102 47/97 102 

-8312130136 Safely Insp Ropls 50 373/00-27 & 50 374/80 26 on 801017 24 Violation 
noted Major areas inspected plant inalrurnontallon ays for nssesbing plant condilions 
during & lollowlng accident as opodfiod In Reg Guido 1 »7,Rov 2 
GARONER.RN, GAIITAM.A S Region 3, Ofc of Iho Diroclor, 60/11/30 13pp 
47797 103 47797 116 

6612020267 NRC Info Notice 00 005, "Inadequate Procuromont Roqulromonls Imposed 
by Llcensoos on Vendors " Sve list end 

ROSSI, C E. Division of Operational Events Assossment (Post 870411) 88/12/00 
Consolldalod Edison Co of Now York, Inc 112p|> 4780/191 47807 302 


R, Periodic operating reports & related corroapondonco 

8312200049 Monthly operating repts for Nov 1980 for LnSallo Units 1 & 2 W/B0121O Itr 
THUNSTEDT,J,W , IJIEDEFIICH.G J Commonwoalth Edison Co 08/11/30 27pp 
47867 334-47867,360 


& Reportabfo occurrences, LERa 6 refntod oorreupondonco 

36129600211 LER 08 002-01 on 0003 16, Typo Q & Typo C total leakage oxceoded 0 6 La 
during Leak rato testing Caused by oxcoasivo leakages Corroctivo actions include In- 
fitallmenl of now disc listed (n fable 1 W/801 130 Mr 

VRLA.M P , DlEDEfllCH.G J Commonwealth Edison Co 00/11/30 Opp 4/743 004- 
47743 101. 

6312070211 LER 00 025 00 on 001 tOS.spurlous ammonia detector trip duo to failure of 
Chemcassolto tape drive motor Caused by design dolidoncy of cnomcassotlo tape 
mechanism. Drive motor assembly & chemcnssetlo tope replacod W/001201 Ur 
ROUMELIOTIS.Q . DIEDERICH.G J ComrnonwoHllh Edison Co 80/12/02. 5pp 
47747-112-47747,116 

6612070214 LER 80 026 00 on 08l105.&purious ammonia dotocUir trip due to design 
deficiency in Chomcasselte tape mocfmnlam Caused byjammod chomcassollo tapoTn 
detoclor unit Ctiomcassolle tape unbound & fealigned A doloclor reset W/081202 Ur 
ROUMELIOTIS.Q, DIEDERICH.G J Commonweatlh Edison Co 08/12/02 5pp 
47745-363-47745-357 

33122/0237 LER 88 027 00 on 001 120, op orator performing plant daily surveillances re 
ported drywoll circuits energized contrary to Tech Spoca 3 0 31 Caused by personrml 
violating station policy Circuits deenergized & broakers locked W/001 221 Ur 
TENNYSON.M., DIEDERICH.G J Commonwealth Edison Co. 88/12/21 5pp 
47926001 47926 005 


P Operating Ncenao stage documents & correspondonce 


8011200048 Generic Ltr 88 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD.D Associate Oiroctor for Projects (Post 87041 1) 80/11/23 Consoli 
dated Edison Co of New York, Inc 81pp 47728 303 47729 024 

8812010305 Provides analysis of Reg Guido 1 00, Rev 2, "Radiation Embrllllement of 
Reactor Vessel Matls" for impact on pressure temp heatup & cooldown curves con 
tamed In Tech ^ecs.per Generic Ltr 88 1 1 

RICHTER,M H Commonwealth Edison Co 00/11/28 Document Control Branch (Doc- 
ument Control Desk) 2pp 47703 040 4/703 050 

0012070040 Application for amends to Licenses NPF-11 & NPF-IB.removing specific 
load profiles for each specific dc bnltory F oo paid 

MORGAN, WE CommtmwoalUi Edison Co 80/11/20 Oocumont Control Branch 
(Document Control Desk) 3pp 47746 007 47746 015 

-8612070042 Propobod Tech Specs,femovino specific load profiles for each dc battery 

* Commonwealth Edison Co 08/11/29 Opp 4/746 010 4/746 015 

0812070229 Application for amend to License NPE-1 8, revising Table 3 8 32-1 lo roflecl 
now locations of breakers lor Volvo 2E12 F009,RHR shiiUiown cooling suction Isola 
tion valve Significant hazards consideration evaluation end Foe paid 
MORGAN, WE Cornmonweallh Edison Co 80/12/02 Document Control Branch 
(Document Control Desk) 3pp 47747 0/3-4774/080 

-0812070231 Proposed Tech Specs, revising Table 3,8 3 2-1, "Primaiy Conlalnmonl 
Ponotralion Conductor Overcurreiit Protective Devices" to reflect revised breaker 
comparlmont locations of nev^ broaKors & delole mfg part number refs 

• Commonwoalth Edison Co 86/12/02 5pp 47747 076 47747 000 

0012160101 Requests meollny between NRC & ulit to discuss comments on alternate 
opatabilily assossment t rilcria for piping sys 

SHEMANSKI.PC Project Directorate 1112 00/12/12 BLISS.HE Commonwealth 
Edison Co Ip 47073 360 4 /G73 360 


Q. tnapoctlon roporta, IE Bullotino ft corrospondonco 


GQ1 1300536 Forwards Safeguards Insp Ropt 50-3/3/80 26 & 50 374/88 25 on 081011- 
20 No violations noted 

GREGER.LR Region 3, Ofc of ttio Director 88/11/17 REED.C Commonwealth 
Edison Co 2pp 4/6/6 044 4/6/6 04/ 

-8811300542 Partially withheld Phybicol Security Insp Repts 50 373/08-26 & 50 374/ 
on 25 on 881011 20 fref lOCf R73 ?1) Major areas inspoctod mgt support, security pro 
gram plans & audits & protected ft vital area physical barriers 
MAOEDA.T J , CHRIS rOFFER.G . GREED,,! R Region 3. Ofc of the Director 88/11/ 
17 2pp 47676 046 47676 047 

6811100211 NRC Info Notice 88-090, "Unaulhonzcd Removal of Industrial Nuclear 
Gaugo‘i " Sve list end 

CUNNINGHAMTl E Division of Industrial ft Medical Nuclear Safely (Post 070729). 
88/11/22 Consolidatod Edison Co of Nov/ York, Inc 09pp 47700 255 47708.257. 

8811160467 NRC Info Notice 88 091, "Improper Administration ft Control of Psycholog! 
cal Testa " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/11/22 
Consolidated Edison Co of N(‘w York, Inc lOIpp 47708 042 47708 142 

88 11200030 NRC Info Notice 80 093, "Telolherapy Events " Sve list end 
CUNNINGHAM, R E Divlbion of Industrial & Modical Nudoar Safety (Post 870729). 
08/12/02 Consolidated Edison Co of Now York, Inc 112pp 47011 103 47811 216 

8811290533 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators " Sve list 
end 

ROSSI, CE Division of Oparalionat Events Agsossmonl (Post 870411) 00/12/02. 
Consolidated FcliBon Co of Now York. Inc, 1?1pp 47700 143 47700 264 

8012130133 Forwards Safety Insp Ropls 50 373/08 27 ft 50-374/08 26 on 001017-24 
ft notice of violation 

MILLER, HJ Region 3, Ofc of the Diroclor 80/12/05 REED.C Commonwealth 
Edison Co 2pp 47707 180 4/797 115 

-OB12130134 Notice of violation from Insp on 081017-24 Violation noted, util failed to 
qualify various configurations of naychom heat shrunk tubing ft Okonlle tapes used in 
olecirical splice assemblies for lOCFRSO 40 

MILLER.H J Region 3. Ofc of the Director 88/12/05 Ip 4/797,102 47797 102 


DOCKET BO-374 LASALLE COUNTY STATION, UNIT 2 


F. SecurltVi medical, emergency & fire protocllon plane 


-8812130138 Safety Insp Ropls 50 3/3/08 27 ft 50 374/80 26 on 881017-24 Violation 
noted Major areas inspected plant tnstrurnontatton sys for assessing plant conditions 
during ft following accident as specified in Reg Guido 1 97, Rev 2 
GARDNER.RN, GAUTAM.AS Region 3. Ofc of the D.roctor 88/11/30, 13pp. 
47707 103 4779/.115 


6312190194 Rov 16 to Emergency Plan Implomontlng Procedure LZP-1310-1, "Notlfica- 
bona," W/B01 202 procedure notification form 
• Commonwealth tdison Co 08/10/01 lOpp 47053 336 4/053 354 


OB1 1300536 Forwards Safeguards Insp Rept 50 373/00 28 ft 50 374/88-25 on 801011- 
20 No violations noted 

GREGER.LR. Region 3. Ofc of Ifie Director 00/11/17 REED.C Commonwealth 
Edison Co, 2pp. 47676 044-47676 047 


-3011300642 Partially withheld Physical Security Insp Repts 50 373/08 26 ft 50 374/ 
aa-25 on 001011-20 (rof 10CFR73 21) Major areas Inspoctod mgt support, security pro 
gram plans ft audits ft protected ft vital area physical barnora 
WAOEDAJJ Region 3. Ofc ot the Direolor 88/11/17 2pp 47670 046 47676 047 


8012020287 NRC Info Notice 88 095. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/12/08 
Consolidated Edison Co of New York, Inc 1 12pp 47007 101-47007 302 


R. Periodic opomtlng reporta ft related correspondence 


8312200049 Monthly operating ropls for Nov 1988 (or LaSalfo Units 1 ft 2 W/8ai210 Itr 
THUNSTEDT.J W , DIEDERICH.QJ Cornmonweallh Edison Co 80/11/30 ?/pp. 
47807 334 47067 360 
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8, Reportnblo occurr^ocefl, LEfle A rafated correspoodance 

0811300427 Special roplon 801013 & is.firo doors 406 & 303 blocked 
open.fospec lively & imaoe Inoperabfo In excess of 7 days Fira door 400 bfocited open 
to ailovv passage of secuniy cable & door 393 la allow passage of high vollaga cable 
DIEDERICH.GJ Commonwoallh Edison Co 83/11/17 DAVrS.AB Region 3 . Ofc of 
the Director Ip 47701 25$'4770l 258 


DOCKET 50^382 WATEnFORD GENERATING STATION, UNIT 3 


Security, medical, emergency & fire protection plans 

8012070143 Chanas 2 to Rov 11 1o Emergency Plan Implemonling Procodlure EP-1-001, 
'^Recognlllon & C(assillca1;on of Emeraency Conditions ” W/G8iaoi Ur 
CAINS<NS. eURSKI.RF Louisiana Power & Light Co 88/12701 8pp 47746*235- 
47746 302 

0812270234 Responds to eight emergency preparedness program deficiencies ob 
served during 1960 annual exorcise noted In Insp RepI 50 382/6B 24 Lessons learned 
review aasslon conducted w/supervisors by 881212 

BURSKI.R F LouJslona Power 8 Llghi Co 88/12/21 Document Conirof Branch (Doc 
omont Conirof Desk) 1 1pp 47S24 001 47924 01 1 


K. Utility Final Safely Analyela Report (F8AR) & amends 

8812200332 Rov 2 lo updated FSAR for Waterford Steam Eleclrrc Station Unit 3 W/ 
881216 ttr 

DEWEASE.JQ Louisiana Power & Light Co 88/12/31 1,200pp 47865 036- 

47867.237 


P. Operating llconne stage documents A correspondence 

6611260046 Generic Ltr 09-20 lo all licensees holding OLs & CPs lor nuclear power 
reactor fncfllties ro indjvidual plant exem for severe accident vulnerabilities Sve fist 
end 

CRUTCH FIELDED Associato Drrector lor Proiecls (Post 670411) 88/11/23 Consol! 
dated Edison Co of New York. Inc Bipp 4772S 303 47729024 

8612010116 Forwards adcfl Info to support util 860920 request for amend to Ucenso 
NPF-38 dole ling fire prated! on requirements from Tech Spec & adopting sid fire pro- 
tection llconso condition 

BARKHURST.R P Louisiana Power A Light Co 88/1 1/28 Oocumont Control Branch 
(Documonl Control Desk) 4pp 47698 296-47600 343 

-<'8612010119 Rov 0 lo UNT'5-013, '‘Admi/ilslrativo Procedure Fire Proteclfon Program” 

• Louisiana Power A Light Co 6B/11/1B 44pp 47698 300 47098343 

6012090077 Advises that util should address Generic Ltr 8B 17 re loss of DHR during 
nonpower operation Ltr Issued due to potentially sahoud consequences of Inadequacy 
of industry rogponse to Generic Ltr 87 12, 

MURLEY.TE Ofirco of Nuclear Reactor Regulation, Director (J^oat 870411), 89/12/ 
02 CAIN, CL Louisiana Power & tig hi Co 4pp 4776T2Q5 47761 268 

881208016B Forwards Amond 46 to Lfcenae NPF.36 A safety evaluation, Amend 
ebanoea App A Tecfi Spec for reactor coolant llowbw trip to allow operator to 
bypass trip below 0 0001% of rated thermal power. 

WIQQINQTON.D L Project Proctorate IV, 80/12/02 DEWEASE.J Q Louisiana Power 
& Light Co. 4pp 47782 '005.47702 105 

-8812090159 Amend 40 to Uconae NPr-38,rovisfng App A Tech Specs lor reactor 
coolant flow low trip to allow operator to bypass trip below 00001% of rated thermal 
power. 

CALVO.v) A. PfOjecI Directoralo )V. 88/12/02 5pp 47782 099 47762 103 

-8012090180 Safety ovfiluallon sypporting Amerid 46 to License NPF'38 

• Olheo d 1 Nuclear Roftclor RegulaHon, Drrocloi (Post 870411) 88/12/02 2pp 
47702.104-47782105 

8S1212Q105 Application for emend lo License NPF-38,doleting motor operated valve ac- 
tuator Qompartmonl-hoalor circuit breakers from Table 3 8 t.Fee paid 
DEWEASE.JQ, Louisiana Power A Light Co. 86/12/08. Document Conlrol Branch 
(Document Conlrol Desk). 7pp 47707 036 47707.051 

-8012120113 Proposed Tocli Specs.defotfng motor-operated valve actuator compart 
monl-heflior circuil breakers from Table 3, 8-1 

• Leuialana Power A Light Co, 00/12/06. fipp 47707 042 47787 051 

8812220005 Forwards Amend 40 lo License NPF-36 A safely evaluation Amend 
changes Tech Specs on boron dilution by adding Mode 4 requfrom0nts,clarifylng sur- 
veiilanco lo verify sya isolation only when sys to be Isolated 

WIGQINTON.DL Projecl. Diroctorato IV, 66/12/14 OEVVEASE,JG L-ouisjana Power 
A Ughi Co. 4pp 47B02 310-47002 332. 

-8012220060 Amond 48 to License NPF-30, changing Tech Specs on boron dilution by 
adding Mode 4 requiromori Is .clarifying surveillance lo venfy sya (sofatlon only when 
sya to be laolated & rovi&Infl backup orltulon detecUon frequenciaa, 

'"1 JA. Project Directorate IV, 80/12/14. lipp 47902.320-4 7902,330 


-0812220092 Safely evaluation simporting Amend 47 to License NPF-38 
‘ Office of Nuclear Roaclor negulalion, Director (Post 870411) 0B/12/H ?pp 
47092 209*47992 211 


O. Inspection reports, IE Bulfetlna & correspondence 

8B11300210 Forwards fnsp Rept 50 382/80-26 or^ 081024-28 No viofntions or doM 
ations noted 

CALLAN.LJ Region 4. Ofc of the Director 08/11/17 DEWFASEJG Louisiana 
Power a UghlCo 2pp 47701 296 47701 308 

.-8B11300214 Insp Rept 60-302/86 26 on Q81024 26NO violations or deviatiors 
noted Major areas Inspected followup lo previous fnsp ffndings.LERs^stenni gonoia^or 
noise, a replacement of valve In letdown flow sys 

GAGLIARDO,JE Region 4, Ofc of iho Diroctor 00/11/10. 11pp 47701295 
47701 308 

0811300434 Advises of malnt team Insp scheduled for wk*? of 890117 a 30 al 
facility Entrance Interview suggested for 090117 & oxd interview on 890203 
CALUN.LJ Region 4. Ofc of the Director B8/11/21 DEWEASF.JG louiswn=i 
Power a Light Co 3pp 47697 229 47697 231 

8011160211 NRC Info Notice 88 090, '’Unauthorized Removal of IndusUial Niicloax 
Gauges ” Sve fist end 

CUmiNGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 670/29) 
BB/ 11/22 Consolidated Edison Co of Now York, fnc 90pp 47708 255 47700 257 

8011160467 NRC Info Nolico 08 091, ’’Improper Administration a Control of Psyrliologi 
c3l Xosls ** Sve fist ^ncl 

ROSSLCE Division of Operaltonal Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co of New York, fnc tOIpp 47708 042 47708 142 

8811290403 Nalificatlon of SALP mnt meeting on 881201 w/util In Rockville, MD lo dis 
cuss assessment of util for period 670201 0/31 

CALLAN.LJ Redon 4, Ofc of the Oireclof. 08/11/22 Region 4, Ofc of iho Duerlor 
2pp 47657 302 47657303 

8011290474 Fo/warda Equipment Qualification Insp Rept 50-302/86 ?/ on 1181017 27 a 
601101 04 a notice of violation 

CALLAN.LJ Region 4, Ofc of the Director, 80/11/23 DEWEASC.JG Loui'^ma 
Power a Light Co 3pp 47665 112-47665 123 

-8811290476 Notice of violation from Insp on 861017-27 A 681101 04, Viulnrion 
noted JTT Barton, Model 763 A 764 pressure transmitters file did not adeqimlofy ostah 
llsh qualification for sobmergonce during DBA A post-DBA conditions 

* Region 4, 0/c of the Director 66/11/23 2pp 47665 116 47665 116 

-8011290477 Insp Rept bO 382/88 27 on 001017-27 A 681 101 07. Violation a 
noled Major areas Inspected. licensee aciions on previously identified iieins ro oquip 
ment documented In NRC fnsp Rept 50 382/66-32 on 870416 
STETKATFo JOHNSONAR Region 4, Ofc of tlia Director 00/11/2? /pp 
47665117-47665 123 

8812020027 Forwards response to violalion noled In fnsp Rept 50-382/00 2? Mespoivio 
withheld (ref IOCFfi73 21) 

BURSKI.fl F Louisiana Power A Lighl Co 88/ 11/28. Document Conlrol Brncich (Doc 
ument Conlrol Desk) Ip 47721 097 47721 097 

0012020303 Forwards fnsp Rept 50 302/08-25 on 060917-1031 A riolice of vioJiiHun 
CALLAN.LJ Region 4, Ofc of Iho Director 88/11/29 DFWEASE.JG l-oinsiriiui 
Power A Light Co 2pp 47722:130-47722 157 

-8812020304 Notice of violation from insp on 060917-1031 Violation noted SI-2421 
found closed but not focked No documentation allowing deviation from roqulrod btatiis 
nor any procedure In progress requiring valve lo be unlocked, 

* Region 4, Ofc of the Director, 06/11/29 Ip 47722 141-47722 141 

-8812020305 Insp Rept 50*382/08-25 on 860917-1031 Volalions noted Major proas 
Inspected plant staiua.onslle followup of e vents, oporati anal safety vefifrca1lon.niorlhfy 
malnt observation A monthly surveillance observation 

6 MITH.WF. ATAK6RJ.R., CHAMDERLAIN.O Region 4. Ofc of the Dirodor. 06/1 1/ 
17 16pp. 47722 U2-47722 167 

8011290030 NRC Info Notice 08 093, "Telethorapy Events ” Sve list end 
CUNNINGHAM,fl E Division of Iriduslrial A Medfcol Nuclear Safely (Post U70/29) 
08/12/02 Consolidated Edison Co of Nev^ York. Inc 112pp 47011 103 47011 ?f5 

0011290538 NRC Info Notice 80 094, "Potentially Undersized Valve AcUmtors ” S\c list 

ROSSI.C.E Division of Operalionai Evenls Assessment (Post 870411) 80/12/02 
Consolidated Edison Co of New York, Jnc 121 pp 47706 143 47700 254 

8812140216 Ack receipt of 861031 Ilf Informing NRC of steps taken to corrocl violatfons 
noted in fnsp Rept 50 362/88 23 Responsiveness to concerns In nolico of 
violaUon,ba80d on Ur A 861201 lelcon, found 

CALLAN.LJ Region 4, Ofc of the Director 86/12/07 DEWEASE.J G Louisiana 
Power & UqM Co 2pp 47814 057-47814 071. 

0012020287 NRC Info Notice 88 095, "Inadequate procurement Requlremenls Imposerf 
by Licensees on Vendors " Sve list end 

ROSSf.CE Division of Operaljonal Events Assessment (Post 070411) 80/12/00 
Consolidated Edison Co of New York, Inc 112pp 47007.191-47807:302 

6812270294 Responds to eight emergency preparedness program deficiencies ob 
served during 1966 annual exercise noted In Insp Rept 50-382/63-24 Lessons learned 
review session conducted w/supervisors by 881212 

BURSKI.R.F Louisiana Power & Light C?o 88/1 2/2t Document Conlrol Branch (Doc- 
ument Conlrol Desk) 1 1 pp. 47924 OOt-47924 01 1 


R. Periodic operating reports A related correspondence 

8012210148 "Rapt Of Facility Changes, Tests A Experimonts for 198a.per iOCFR50 69/’ 
covenng 870619 8a0616,W/B812l6 fir 

BURSKLaF Louisiana Power A Light Co 88/06/18 86pp 47809 333 47890 056 
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6B 12200053 Monthly oporatirig ropt for Nov 1dBB for Waterford 3 W/031212 Ur 
CENTOLANZI.P . BURSKI.R F Louisiana Power & Light Co 00/11/30 7pp 
*17067 2^14 4 7867 250 


S Reportable occurrencea, LERb & related correspondonce 

6B12010169 LER 00 026 00 on 0701 08, discovered that wrong piping class tubing in 
stalled for boric acid makeup tank level Indicators Caused by personnel Inadequate 
rovie'w of design Supports Inspected & tubing replaced W/QQ1 120 Ur 
DAVIS.GM, CARNS.NS Louisiana Power & Light Co 08/11/26 7pp 47709 230* 
47709 244 

601 2020233 LER 00 027-00 on 081O12,Okonito taped splice configurations declared in 
delerminato status & written operability dotorminalion prepared Caused by const 
design documentation not previously supported by documontaliori W/D0113O Itr 
HOWARD.J E . CARNS.M S Louisiana Power & Light Co 06/1 1/30 app 47717 065 
47717 072 

8812130013 LER 08 020 00 on 801 103,discovorod discrepancy in operating range for 
containment purge isolation radiation monitors Caused by incorrect translation o( 
range from Generic Ltr 02 16 & C-E STS to plant Tech Spoc,W/601205 Ur 
GAINES.CR, CARNS.NS Louisiana Power & Light Co 00/12/05 5pp 47790 130- 
47799 134 

BB121B0035 LER 80 020 00 on 801l09.fuol handling bldg vqnlilalion sample analysis 
not performed Caused by personnel error Radiation monitoring trends reviewed & In- 
dividual involved counseled W/081 21 2 Ur 

LABONTE.WT , CARNS,N S Louisiana Power & Light Co 88/12/12 5pp 47830 235 
47830 239 

6012150039 LER 08 030 00 on 041 21 8, fire barrier discrepancies dating from Initial plant 
const Firo watch patrols established for affected areas & insp of remaining ponetratlon 
seals GWDected to be completed by 001231 W/001212 ltr 

HOLDER L , CARNS.N S Louisiana Power 0 Light Co 80/12/12 lipp 47002 291- 
47002 301 


DOCKET 50-3B7 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


r. Securlly, medloal, emergency A fire protection plans 

0811300066 Revised omorqpncy plan Implementing procedures, including Rev 6 to EP- 
IP 001, ^'Classification of Emorgoncy Condjtions,'’^ Rev 3 to EP-lP-011, “Security Con 
tingoncy & Emergency Access 0 Rev 0 to EP-IP 055 W/B01109 ltr 
K^SER.H IW Pennsylvania Power 0 LIglit Co 08/11/09 39pp 47702 0/0 47702 115 

0011300333 Forwards Safety Insp Ropte 5O-30//OO-17 0 50 380/00-20 on 000910 
1020 Results documented In end root 

WIGGINS, JT Region 1, 0(c of the Director BB/11/14. KEISER.HW Pennsylvania 
Power 0 Light Co 2pp 47673 133-47673 150 

-0011300338 Insp Repts 50 307/00 17 0 50-380/00-20 on 000910 1029 No violations 
noted Major areas Inspected plant operations, physical socurlty.plant 
evenl9,survGiffnnco 0 mamt activities 

BLOUGH,AR Region 1. Ofc of the Director 00/11/14 16pp 476/3 135 47673 150. 

8012120172 Forwards listed nddl Info ro plant fire protection rovlow reptW/IO oversize 
drawings 

KEISER,HW Pennsylvania Power 0 Light Co 08/11/22 BUTLER, WR Project Direc- 
torate 12 36pp 47027 103 47026 053 

”0012120191 Rev 11 to EO-100 009, "Plant Shutdown From Outside Control Room*' 

* Pennsylvania Power 0 Light Co 08/07/07 43pp 47627 223-47028 053 

8612190122 Revised omorgency plan implementing procedures, Including Rev 11 to EP- 
IP-030, "Achvation 0 Functional Operation of Emergency Operations pacillty 0 Trans- 
fer *’ & Rev 10 to EP-lP-007, "Personnot Assembly “ W/681 130 Ur 
TABOR.WF. KEISER.HW Pennsylvania Power 0 Light Co 80/11/30 6Gpp 
47G51 333-47652 040 

B612210364 Forwards Rev 1 1 lo Susquehanna Units 1 0 2 omornoncy plan 
KfcISER.HW Pennsylvania Power 0 Light Co 60/12/15 0UTLER.WR Project Diroc- 
forafo L2 4pp ^99,002-47000.032 

•-6012210366 Rev 11 lo "Susquehanna Steam Electric Station Emorgoncy Plan" W/ 
three oversize drawings 

* Pennsylvania Power 0 Light Co 08/10/31 300pp 47099 096 47900032 


H. Qenerai correBpondonce 

0612O5O1S9 Informs of now mailing address of NRC resirfent Inspectors at plant 
YOUNQ.F Region 1, Ofc of the Director 80/12/01 MCKNIGHT.J Document Control 
Branch (Oocumont Control Desk) 1p 47733 297-47733 207. 


J. InBurantio & Indemnity Information 

0011200375 Forwards Endorsements 1-3 to NELIA Certificate NW-157 0 MAELU Cerliti- 
calo MW '77,respeclivety, Endorsements 7 0 5 lo NELIA Certificates N04 0 N-96 0 
Endorsements 7 0 6 to MAELU Cerllficalos MW-B4 0 MW-OBjospectively Related Into 
end 

KEISER.HW Pennsylvania Power 0 Light Co 88/11/21 SALTZMAN.J NRC - No 
Detailed Affiliation Gwen 4Bpp 47667 094 47667 141. 


p, Operating license stage ducumente & correspondence 

6811200215 Forwards Amends 85 0 52 to Licenses NPF-14 0 NPF-22, respectively 0 
safety evaluation Amends remove organization charts from Tech Specs 0 make some 
changes lo nomenclature of Section 6 6,2, 

BUTLER.WR Project Directorate 1-2 80/11/16. KEISER.HW Pennsylvania Power 0 
Light Co 6pp 47657 029-47657 054 


-0611280217 Amends 85 0 52 10 Licenses NPF-14 0 NPF-22,rGSpeciively, removing 
organization charts from Tech Specs 0 making some changes to nomenclature of 
Section 6 8 2 

BUTLER, WR Project Directorate 1-2 88/11/16 10pp 47657 034-47657 051 

-0011200218 Safety evaluation supporting Amends 85 0 52 to Licenses NPF-14 0 
NPF'22,ro5pectiveiy 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 08/11/16 3pp 
47657 052-47657 054 

8611220341 Comment endorsing NUMABC comments on proposed rule 10CFR26 re fit 
ness for duly rule 

KEISER.HW Pennsylvania Power 0 Light Co 88/11/17 CHILK.S J Office of the 
Secretary of the Commission 3pp 47721 050 47721 052 

8811280048 Generic Llr 80 20 to all licensees bolding OLs 0 CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD.D Associate Director for Projacls (Post 870411) 60/11/23 ConsoU 
dated Edison Co of New York, Inc. 81 pp 47728 303-47729 024 

OQ120902B2 Informs of intent to close Rivorlands hiking trail, por MC ThadanI 
request Closing of hiking trail does not have to be evaluated as unreviowed environ 
question as identified In environ protection plan 

KEISER.H W Pennsylvania Power 0 Light Co 88/12/05 BUTLER, W R Project DJrec 
torato 1-2, Ip 47785 147-47705 148 

0812100232 Forwards application for Proposed Amends 116 0 88 to Licenses NPF-14 
0 NPF-22.rGsp0ctively.modityIn9 Tech Spec 4 8 2 1 d 2 b to decrease load profiles for 
Batteries 1D6tO. 1D620,1 0630,1 D640.2D61 0,20620,20630 0 2D640 Fee paid 
KEISER.HW Pennsylvania Power 0 Light Co 08/12/12 BUTLER.W R Projoct Direc- 
torate t-2 4pp 47048 332 47848'342 

-8812190235 Application tor Proposed Amends 110 0 68 to Licenses NPF-t4 0 NPF- 
22,respoctlvoty,revlsing Tech Spec 4 0 2 1 d 2 b to decrease toad profiles for 125 volt 
dc battery banks 

KEISER.HW Pennsylvania Power 0 Light Co 88/12/12 2pp 47840 336-47040 337 

-8812190237 Proposed Tech Specs, decreasing load profiles for 125 volt dc battery 
banks 

• Pennsylvania Power 0 Light Co 00/12/12 5pp 47848 330 4/040 342 

0612190377 Responds lo Generic Ltr 00-tt ro calculation of pressure- temp curves 
using equations prosonted In Reg Guido 1 OO.Rov 2 Technical evaluation performed 0 
now pfossura-lomp curves dovoloped as result of analysis Technical evaluation end 
KEtSER.H.W Pennsylvania Power 0 Light Co 00/12/12 BUTLER.WR Projoct DIroc- 
torato 1.2 40pp 47049 003 47049 132 


Q Inspection reports, IE Bulletins 0 correspondence 

0011300333 Forwards Safely Insp Repts 50 387/80-17 0 50 308/80 20 on 080910 
1029 Results documented In enct rept. 

WIGGINS, JT Region 1. Ofc of Iho Director 08/11/14 KEISER.H.W Pennsylvania 
Power 0 Light Co 2pp, 47673 133 47673 150 

-8811300338 Insp Repts 50 307/08-17 0 50 360/00-20 on 000910-1029 No violations 
noted Major areas Inspected plant operations, physical security, plant 

Qvoni3.survel1lanco 0 malnt activities 

0LOUQH.AR. Region 1, Ofc of the Director 00/11/14 16pp 47673135 47673150 

0011300307 Forwards Insp Repts 50 307/88 10 0 60-360/08 21 on 08l)9?8 30 0 nolico 
of violation 

DURR.JP Region 1, Ofc of the Director 08/11/17 KEISER.HW Pennsylvania 
Power 0 Light Co 2pp 47676 022 47676033 

-6811300309 Notice of violation from insp on -^OJOao-SO, Violation noted receipt of 
diesel generator fuel w/o evidence of testing for typo 0 quality of fuel furnished for all 
foregoing attributes of ASTM specs 

* Region 1, Ofc of tho Director 80/11/17 Ip 47676 024 47676024 

”8811300312 Insp Rents 60 307/08 10 0 50 3BD/08 21 on 8B092C 30 Violation 0 un- 
resolved item noted Major areas Inspected Unit 2 unplanned ESP actuations in which 
RWCU sys isolated when largo Unit 1 pump slartod 

WOODARD.CH, LARA.J F., ANDERSON.CJ Region 1, Ofc of the Director 80/11/ 
16 Opp 47670025 47676 033 

0811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges ’* Sve list end 

CUNNINGHAM, R E Division of Industrial 0 Medical Nuclear Safety (Post 070729) 
08/11/22 Consolidated Edison Co of Now York, Inc OOpp 47700 255-47708 257. 

801 1100407 NRC Info Nolico 08-001, "Improper Administration 0 Control of Psychologi- 
cal Tests '* Sve list end 

ROSSl.CE Division ol Operational Events Assessment (Post 070411} 80/11/22, 
Consolidated Edison Cg of Now York, Inc tOIpp 47700 042 47708 142 

0812020097 Forwards Info ro qualification of Target Rock solenoid valves, per NRC ro- 
ues! re Insp Repts 50 307/06-25 0 50-300/86-20 Info Includos comment resolutions 
qualification chockllBt notes dating back to 1902 
KEIseR.HW. Pennsylvania Power 0 Light Co OB/ 11/28, RUSSELL.WT Region 1. 
Ofc of the Director 12pp 4/710 330-47716 349. 

0611290030 NRC Info Notice 60 093. "Tototherapy Events " Sve list end 
CUNNINGHAM.R E Division of Industrial 0 Medical Nuclear Safely (Post 870729) 
68/12/02 Consolidated Edison Co of New York. Inc 112pp, 47611,103 47811.215 

8811290538 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators" Sve list 
end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 88/12/02, 
Consolidated Edison Co of New York, Inc 121pp 47700 143-47700 254 

B012O9O2O2 Forwards MC ThadanI Insp Repts T1 2515/93 0 Tl 2515/95 on 801025 
eUTLER.W.R Project Directorate I 2 80/12/06 WIGGINS, JT Region 1, Ofc of the 
Director 5pp, 47786 003-47785 007 
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UghtCo 4pp 47780 146 47700 149 

8812020287 NflC Jnfo Notice 88 095. '■1nade<joat0 Rocuremenl Requirementa Imposed 
hv LKiensees 00 VeodofS " Svc fist end . i nono/na 

ROSSI.CE Dtvisfon of Operational Eveots Assessment (Post 87041 1) BB/12/08 
Consohdated Edison Co ofNfew York, Inc 112pp 4780? 191 47807 302 


R Periodic operating reports A related correapondence 

8811230306 MontN/ operating repis for Oct 1968 for Susquehanna Steam Electric Sta^ 

boo Units t i 2 W788t 1 1 1 Itr n > * i i/ihi rvi fln/in/31 

HIRTJA, KEISEfl.HW Ponnsyfvanra Po«ver & Ught Co 

MCDONALD, W G Office of Administration & Resources Managemenl, uirecior \rOh\ 
870413) 1lpp 47652100 47652119 

88 ! 1300321 "Dischafae Monitoring flept for Oct 1988 ” W/sai 121 Ih" , ^ ^ ^ , 

FIELOSJS Penns^vama Power A Light Co 86/10/31 BREZINSKl.R PPnnsytvanla, 
Oommon wealth of 13pp 47697 2IM?697 226 

8812200196 Monthly operating repts for Nov 1906 for Susquehanna Steam Efoctrlc Sta- 
tion Units 1 A 2 W/fla 121 5 Ur ^ ^ ^ . ..K. 

YOUNG K A hElSER.HW Pennsylvania Power A Light Co B8/11/30 Bpp 
47860 199-47660 207 


S fieporlabie occurrences, L6R» A related correspondence 

8812080205 LER 88-022 00 on 881 104, smote tram sately ws inadverlomiy 
disabled Caused by lack of attenbon to detail on part of operator Oifferentiabon be- 
tween two relay rooms will be enhanced W/80 1205 llr. 

H1RT,J A , BYRAM.R G Penhsylvanra Power A llghl Co 88/12/05 5pp 47758210 
4T756 2U 

8812210008 LER 68-004 01 on 880203.di5covered reactor bldg ventilalion boundary 
door blocked open to permit passage of temporary power cabte Caused by personnel 
error Cable rerPovod.door closed A training provided W/88t214 Itr 
WEHRY.RR, BYRAM.RG PennsyfvanTa Power A light Co 88/12/14 6pp 
47888 11547888 119 


0812130053 LER 68-021-00 on fla0922.discovered nominal versus actual full closed in- 
diction limit switch posibons used In melbodolo^ for determining min MSIV stroke 
bme acceptance critena Caused by use of pomimal saltings W/681208 ftr 
nUSANOWSKV.P P , BYRAM.RG Pennsylvania Power A Light Co 88/12/20 5pp 
47792271-47792 275 


DOCKET 60-308 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 2 


F. Security, medical, emergency A fire protection plana 

881 1300066 Revisod emergency plan implemenlino procedures, including Rev 6 to EP- 
jP-OOt, "Classification of Emergency Conditions, Rov 3 to EP-IPOll, "Security Con 
liOMncy A Emergency Access'’^A Rev 0 to EP-JP 055 W/081109 (tr 
K&SEfl,H W Pennsylvania Power A Light Co 86/11/09. 39pp 47702078 47702 115 

8811300333 FoAvards Safety fnsp Repts 50'3a7/60-l7 A 60 968/06 20 on 860918- 
1029 Resulls documented In one’ -etn 

WIGGINS, JT Region l, Ofc of tr^ Director 68/11/14 KEISER.HW. Pennsylvania 
Power A Ught Co 2pp 47873 133-47673 150 

-8811300338 Insp Repis 50-307/88-17 A 60 988/8620 on 88091 8-1 029, No violations 
noted Ma|or areas inspected plant operations, physical secunty, plant 
Qvents.suiveillanco A mamt adivrties 

BLOUGHAR Region t, Ofc of the Dfrector 88/11/14 16pp 47673.135 47673 150 

8812120172 Forwards listed addi Info re plant fire protection review ropt W/16 oversize 
drawings 

KE»SER,HW Pennsylvania Power A bghl Co 8B/1I/22 BUTLER, WR Project Dlroc- 
torale I 2 36pp 47627 183 47828 053 

-8812120191 Rev 11 to EO-IOOOOO. "Plant Shutdown From Outside Control Rooniv” 
' Pennsylvania Power A Ugh! Co 88/07/07 43pp 47B27 223 47828053 

8812190122 Revised emergency pfan implementing pfocedi/ro8.incfudmg Rev 11 to EP- 
IP-OSO, "Activalion A Functional Operation of Emergency Operations Facility A Trans 
for " A Rev 10 to EP-IP-O07i "Personnof Assembly W/8ai130 tU 
TABOR,WF. KEtSER.HW. Pennsylvania Power A Ught Co Q0/tt/3O 88pp 
47851,333-47852 040 

8812210364 Forwards Rev 11 to Susquehanna Units 1 A 2 omergoncy plan 
KEfSER.HW PonnsyNania Power A Light Co $8/12/15 BUTUER.WR Project Oitoc- 
lOfatej-2 4pp 47899092-47900032 

^12210368 Rev 11 to "Susquehanna Steam Efoctnc Station Emergency Plan" W/ 
three oversae drawings 

* Pennsylvania Power A Ught Co 08/10/31 SOOpp 47899096 47900032 


H. General correspondence 


8812050159 Informs of now mailing address of NRC resident inspectors at plant 
YOUNG. F Region 1, Ofc of Ihe Diractor 80/12/01. MCKNIGHT. J Document Control 
Branch (Document Control Oe^) Ip 47733 287-47733 297 


d, Insurance A Indomnlly Information 


.respectively Related info 

K^SERHW Pennsylvania Power A Light Co 60/11/21 SALTZMAN.J NRC Ijo 
Detailed Affiliation Given 40pp 47667,094 47667 141, 

P Oparatino license stage documents A correspondence 

8811280215 forwards Amends 65 A 62 to Liconses NPF-14 A NPF-22, respectively i 
safety evaluation Amends remove organization cnarts trom Teen Specs A make some 

chances 10 nomenctatufo of Section 6 8 2 ^ ^ 

BUILDER WR Proioct Directorate 1-2 08/11/16 KEISER.H W Pennsylvania Poiver A 
Light Co 6pp 47667 029 47657 054 

-8811200217 Amends 85 A 62 to Licenses NPF-ld A NPF-22. respectively, removing 
organization charts from Tech Specs A making some changes to nomonciature of 

luTeaWR Proleci Droclorate I 2 Bfl/lt/16 1Bpp. 47657 034-47657 051 

-8811200218 Safety evaluation supporting Amaiicls 85 A 52 to Licenses NPF-14 & 

^^OdfS^^of^Nuctoar Reactor Regulatfon. Director (Post 670411) 68/11/16 3pp 
47657 052 47657 054 

0811220341 Comment endorsing NUMARC comments on proposed rule 10CFR26 re fit 

KbIeR.HW' P ennsylvania Power A Light Co 80/11/17 CHILK.SJ Office of the 
Secretary of the Commission 3pp 4772 1 050 4772 f 052 

8611200048 Generic Hr 88-20 to all licensees holding OLs A CPs for nuclear power 
reactor facilities re individual plant exam for eovoro accident vulnerabilities Sve list 

CFIIITCHFIELO.O, Associate Director for Projects (Post 670411) 86/11/23 Consoli 
dated Edison Co of New York, Inc 61pp, 47728 303-47720 024 

8812090202 Informs of intent lo close Rivorlands hiking lrail,per MC Thadani 
request Closing of hiking trail does not have to bo evaluated as un/aviewod environ 
question as Identified in environ protection plan ^ . 

KEISER.H W. Pennsylvania Power A Liglit Co 60/12/05 CUTLER, W R Pfdjsct DJrec- 
loralo 1 2 Ip 47765 147 47/05 146 

8812190232 FoAVards application for Prqposod Amends 116 A 68 lo Licenses NPF-14 

* . , .-..I K-.. . „ n 4 ^ o I. (jocfoaso load profiles for 

t A 2D640 Fee paid 


-8012190235 Applicalion for Proposed Amanda 110 A 66 lo biconsos NPP 14 A NPF 
22, respeclivety, revising Toch Spec 4 0 2 1 d 2 b to decrease load profiles for 125 volt 

KEIsffl,W^P 0 nnsylvania Powe/ A Light Co 06/12/12 2pp 47846 338 47640 337 


-6012190237 Proposed Toch Specs, docroasing load profiles for 125 volt dc battery 
banks 

* Pennsylvania Power A Light Co 80/12/12 6pp 47040 338 47040 342 


8812190377 Resoonda to Gonoitc Ltr 06-1 1 ro calculation ot pressure tamP curves 
using oqualrons presenlod in Rog Guido 1 on nov Tflchnical ovalualion perromiod A 
new pressure temp curves devolopod as 
KEISER.HW Pennsylvania Power A Light 
toratd I 2 40pp 47649 093 47649.132 


41111 of flnrtlv«jis Tochnlcat Bvaiuation enw 


Q. inspecflon reports, IE Bulfeilne A corrospondenco 


8011300333 Forwards Safety Insp Repis 5O3B7/60-17 A 
1029 Results documented In end rept 
WiGGfNS.J.T, Region 1. Ofc of the Director. 60/11/14. 
Power A Ughl Co. 2pp. 47873 139 47073-160 


50-300/06-20 on 880916- 
KEISER.H W Pennsylvania 


-8811300338 Insp Repts 50 307/88-17 A 60-300/08-20 On 600010-1029 NO vipiallpfts 
noted Major areas inspected, plant operations, physical security, plant 
evenls,8urveillance A malm aclivitios _ 

BLOUGKAR Region 1. Ofc of the Director 68/11/14. 16pp 47673 . 135-47673' 150 

8811300307 Forwards Insp Repts 60-367/88-18 A 50 388/08-21 on 080920 30 A notice 
of violation ^ . 

DURR.J.P Region 1, Ofc of the Director 68/11/17. [<EISER,HW. Pennsylvania 
PoworAUgmCo 2pp 47678 022-47676,039 

-0011300309 Notice of violation from insp on 880920-90 Violation noted [ficdpt ff 
diesel generator fuel w/o ovidonco of testing for typo A quality of fuel fumishetJ tor an 
foregoing aUnbutes ot ASTM specs. 

* Region 1. Ofc of the Director. 88/11/17. Ip 47676 024-47676 024. 

-8011300312 insp Repts 60 307/60-18 A 60 380/80-21 on 880920 30. Violation A un 
resolved Item noted Major areas Inspected: Unit 2 unplanned ESF actuations In which 
RWeV) ays Isolated when largo Unit 1 pump started. , ,.1 ^ < 

WOODAtoOH, lARA.J.F, ANDER&N.CJ Region 1, Ofc of Iho Director BSn’lf 
16 flpp. 47678 026-47678 033 


8011180211 NRC Into Notice 80 090, "Unauthorized Removal of Industriai Nuclear 
Gauges.'* Sve list end 

CUNNINGHAM, R.E. Division of industrial A Modicat Nudear Safe^ (Post 870729) 
88/11/22 Consolidated Edison Co of Now York, Inc 99pp 477O0‘266 47708.267. 

0811160467 NRC info Notice 08 091, "Improper Admin is Ira lion A Control of Psychologi- 
cal Testa " Sve itet end 

ROSSI.CE Diviston of Operational Events Assessment (Post 870411) 88/11/22 
ConsoTidatod Edison Co of New York, Inc. 101pp. 47708 042-47706 142. 
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8912020097 Forwards info re qualification of large! Rock solenoid valves, per NRC re 
quest ro Insp Repts S0-387/6b-25 S 50*30B/86>20 Info includes comment rosolulions 
d qualification checklist notes dating back to 19Q2 

KEISER.HW Pennsylvania Power & Ughl Co ti0/1t/28 RUSSELL.WT Region 1, 
Ofc of the Director 12pp 47718 338*47718 349 

8B1 1290030 NRC Info Notice 00 093, “Totolhorapy [Events " Svc list end 
CUNNING HAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
86/12/02 Consolidated Edison Co of Now York, Inc 1l2pp 47811 103 47011 215 

e8112'90538- NRC Info Notice 88 094, "Potontially Uiiderbizod Vnlvo Actuators” Svc list 
end 

ROSSf.CE Division of Operationaf Events Assessment (Post 070411) 06/12/02 
Consolidalod Edison Co of New York, Inc 121pp 47700 143 47708 254 

8812090202 Forwards MC Thadani Insp Repts Tl 2515/93 & Tl 2515/95 on 001025 
0UTLEn,WR Project Diroclorato 1*2 86/t?/0C WIGGINS.J I Region 1, Ofc o1 the 
Director 5pp 47705 003 47785 007 

8812120074 Advises that util 080711 & 1031 responsos to NRC Bulletin 88 004, "Po 
tenlsal Safely Related Pump Loss” acceptable Results of lonfl-lorm evaluations & 
sclnodutos of any resultant changes requested within 30 days of coinplollon 
THADANI,MC Project Directorate t ? 08/12/05 KEISER.HW Pennsylvania Power & 
Light Co 4pp 47780 146 47700 149 

0612020287 NflC Info Notice 80*095, "Inadequate Procuromoiit Roquiromoms Imposed 
by Licensees on Vendors ” Svc list end 

ROSSI.CE Division of Operational Events Assossmonl (Posl 070411) 00/12/00 
Conaolidalod Edison Co of Now York, Inc 112pp 4/807 191-47007 302 


n. Periodic operating reports & related correspondoneo 

0611230306 Monthly operating repts for Oct 1988 lor Subquotmnnq Steam Efoclrlc Sta- 
tson Units 1 &2W/B81111 Ilf 

HIRT,JA, KEISER.HW Pennsylvania Power & Ughl Co 00/10/31 
MCDONALD, W G Office of Administrallon & Resources Managomenl, Director (Post 
070413) lipp 47652 109 47652 110 

6811300321 ''Dischargo Monilorinq Rept for Oct 1988 ” W/801121 Itr 
FIELDS.JS Pennsylvania Power & Ughl Co 80/10/31 BRE^INSKLII Pennsylvania. 
Commonwaallh of 13pp 47697 216 47697 228 

8312200196 Monthly operating repts for Nov 1980 for Susquohar^na Steam Eloctric Sla- 
Uon Units 1 & 2VV/B01215 Ur, 

YOUNG.KA, KEISER.HW Ponnsylvnnla Power & Light Co 08/11/30 Opp 
47860 199 47860 207 


S. Reportable occurrences^ UERa & roiatod correspondoneo 

8012210010 LER 08O16OO.on 881 1 14, applicable Toch Spec action statements not 
taken upon determination that two containment Isolation valves inoporablo Caused by 
Inettentfon to detail by personnel Personnel training planned W/081 21 4 Itr 
RYDER.TS. BYRAM.RG Pennsylvania Power & Light Co 80/12/14 4np 
47876 007*47876 010 


DOCKET 60 389 ST, LUCIE PLANT, UNIT 2 


P. Security, modlealj emergency A fire protection plans 

0812090319 Forwards insp Repls 60 335/08-27 & 50 389/88 27 on 081002* 1105 No 
violations or deviations Identiflod 

WlLSON.BA Region 2, Ofc of the Director 08/12/01 CONWAY,WF Florida Power 
A Light Co 2pp 47/61 060 47761 080 

-8012090322 Insp Repls 50*335/88 27 & 50-389/80-27 on 081002*1105 No violations 
or (Towations Identified Major areas inspected Tech Spec compliance, operator 
performance.QA practicos.siie socunty procedures & radiation control actlvUlos 
CRLENJAK.RV Region 2. Ofc of the Director 08/11/30 lOpp 47701071- 
47781 OBO 

88121.6004S Informs that safeguards regulatory effectiveness roviow scheduled for wk 
of aBl212*16,Rovi0w conducted to ensure that safeguards/oqulrod by NRC 
regulations, provide Intended level of protection w/o compromising safety of opor* 
allons. 

CLINE. W.E Region 2, Ofc of the Director 88/12/02 CONWAY, W F, Florida Power & 
Ught Co Opp 47030 345 47830 347 

6812080149 Forwards response to violations noted In insp Repts 50*336/08-20 & 50 
309/ae 20 Response withhold (ref 10CFR73 21 & 2 790(a)(3)) 

CONWAY ,W F Florida Power & Ught Co 00/12/08 Document Conlrol Branch (Docu- 
ment Control Desk) Ip 47757.101-47757 101 

0812190129 Forwards Rov 10 to physical security plan Rev withhold (rol 10CFn73 21 & 
2 790) 

CONWAY.W F Florida Power & Light Co 88/12/13 Document Control Branch (Docu 
ment Control Desk) 2pp 47063 355-47853 356 


I Financial Information 

8812220136 Forwards financial disclosure in1o,(ncluding 1987 annual 10-K,Sepl 1988 
tO-Q a util statement of internal cash flow excluding retained earnings for 12 months 
ending Sept 1980, per 10CPR140 21 & Reg Guido 9 4 

CONWAY, W F. Florida Power & Light Co 88/12/14 Document Control Branch (Oocu- 
ment Control Desk) 91 pp 47806 195-47806 285 


P. Operating license stage documents & correspond once 

8811280199 Rosubmlls Inadvertently omitted Pages 10 & 19 of 881020 safety analysis 
cl application for amend to Ucenso NPF-16 

CONWAY,W F hlonda Power & Light Co 88/1 1/21 Documont Conti ol Branch (Docu- 
ment Conlrol Desk) 20pp. 47652 285*47652 304. 


6811280048 Generic Ltr 08*20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities ro individual plant exam for sovoro accident vulnorabilitles Svc list 
end 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 68/ 1 1/23 Consoli 
dated Edison Co of New York, Inc 01 pp 47728 303-47729 024 

8811290335 Responds to Generic Ltr 80 01, "NRC Position on Radiation Embrilllemenl 

01 Reactor Vessel Matts & Impact on Plant Operations ” Util determined that neither 
unit will exceed critorla.per Reg Guide 1 99,Rev 2,throunh end of Ilia 

CONWAY ,WF Florida Power & Light Co 08/11/23 Documerit Control Branch (Docu 
mont Conlrol Desk) 3pp 47666 273 47665 275 

0012120137 Requests that util adUrosses Generic Ltr 88 17 re loss of DHR during non- 
power operation Industry has not aggressively responded to resolve concern following 
Idontilicatlon in Generic Ltr 87*12 

MURLEY.TE. Office of Nuclear Reactor Regulation. Diroclor (Post 070411) 00/12/ 

02 HUDIBURG.J J Florida Power A Light Co 3pp 47780 139 47780 141 

8612150042 Informs that new Info re Monument 80 B Installed to replace missing monu 
mont does not ciiarige conclusions of dune suivoy. per enc) 

CONWAY.W F Florida Power & Light Co 80/12/08 Document Conlrol Branch (Docu- 
mont Control Desk) 4pp 47023 015 47023 018 

0612150195 Informs that effective 861 204, JA Norris assinnorf as new project manager 
for facilities 

BERKOW.HN Project Directorate It 2 08/12/13 CONWAY.W F Florida Power A 
Light Co 2pp 47826 293-47826 294 

8812220267 Forwards Amend 36 to License NPF 16 & safety evaluation Amend 
changes value of Pa In Toch Spec 3/4 6 1, "Containment Sya ” 

TOURIGNY.EG Proiecl Directorate 112 86/12/16 CONWAY.W F. Florida Power A 
Light Co 3pp. 47900 1 15*47900.120 

-0612220258 Amend 36 to License NPF*l6,changlng value of Pa in Toch Specs 3/ 
4 61, "Containment Sys ” 

BERKOW.HN Project Directorate 11-2 88 / 12/16 9pp 47900 118-47900126 

-0812220260 Safely evaluation si^porllng Amend 36 to License NPr*i6 

* Office of Nuclear Reactor Regulation, Director (Posl 870411) 00/12/16 3pp 
47900 127-47900 129 

8612200109 Forwards Amend 38 lo License NPF-16 A safety evaluation. In response to 
881020 application Amend changes control olemonl assembly max drop time from 2 7 
8 lo 3 1 3 

TOURIGNY.EG PfO]oct Directorate 11*2 88/12/10 CONWAY.W, F Florida Power A 
Light Co 2pp 47903 351*47003.362 

-80 12200204 Amend 38 to License NPF- 16, changing control element assembly max 
drop lino limo from 2 7 to 3 1 s 

BERKOW,H N Project Olrectoraio II 2 88/12/19 5pp 47903 354 47003 350 

-8812200210 Safely evaluation supporting Amend 36 to Liconso NPF-16 

• Office of Nuclear Reactor llogulalion, Director (Post 070411) 80/12/19 4pp 
47903 350-47903 96? 


Q. Inspection reports, IE Bulletins A correspondence 

8811160211 NRC tnfo Notice 08 090, "Unauthorlrad Removal of Industrial Nuclear 
Gauges ” Svc list end 

CUNNtNGHAM^R E Division of Industrial A Medical Nuclear Sefoty (Post 870729). 
88/11/22 Conselldatod Edisort Co of New York. Inc 99pp 4770D 255 47708 267 

6011168407 NRC Info Notice 88*091, "Improper Admlrtlslration A Conlro) of Psychologi- 
cal Tests ” Svc ffsf end 

ROSSt.CE Division of Oporalional Events Assessment (Post 870411) 80/11/22 
Consolldalod Edison Co of Now York, Inc lOIpp 47700 042 47708 142 

8812050320 Ack receipt of 8B10t7 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts So 335/88-21 A 50-389/86 21 

WllSON,B A Region 2, Ofc ol (ho Director 88/11/22 CONWAY.W F Florida Powor 
A Ught Co ip 47740 100 47740 100. 

8812090310 Forwards Insp Repts 50 335/88 27 A 50*389/88 27 on 881002* 1105 No 
violations or doviatlons Identified 

WlLSON.BA Region 2, Ofc of the Director 08/12/01 CONWAY.W F. Florida Powor 
A Ughl Co 2pp 47761 069*47761 000. 

-8812090322 Insp Roots 50 335/88*27 A 60*389/88-27 on 881002*1105 No violations 
or deviations idontified.Malor areas Inspected Toch Spoc compll a nco, operator 
performanco.OA practices, site security procoduros A radiation control activities 
CRLENJAK,R.V , PAULK.QL, BIB0.HE Region 2, Ofc of the Director 08/11/30 
10pp. 47761 .071*47761 *080. 

8611200030 NRC Info Notice 88 093, "Teletherapy Events ” Svc list end 
CUNNINGHAM, R E Division ol Industrial A Medical Nuclear Safety (Post 870729), 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp. 47811 103*47811.216 

8811290530 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators ” Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708 143*47708 254 

6812090060 Ack receipt of 800022 response A 081220 suppi to deviations noted In 
Insp Repts 50 335/08*08 A 50 389/88 08 Response & suppi Inadequate AddI re 
sponse requested foltowlng planned meeting to discuss emergency operating proce 
dures program 

ERNST, M L Region 2, Ofc of the Director. 88/12/02 CONWAY.W F Florida Powor A 
Ughl Co Ip 47762 307-47762 307 

8812220343 Forwards Exam Ropt 60 335/OL-OQ Ol administered during wks ol 880725 
A 0912 Exam rept findings in conjunction w/lnsp Repts 50 335/88 08 A 50*389/88 08 
findings Indicate weakness in emergency operating procedures 
GIBSON, A r Region 2, Ofc of the Director. 88/12/05 CONWAY.W S, Florida Powor 
A Light Co 2pp 47691 140-47092097 
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12220352 6iram Repl 50-335/OL 53-01 oo 880725 & 0812 Ewm reSuHs fj»/e senior 
reactor operators & 12 reactor operators passed exama & three reactor operators 

taled exams 

CASTOC Region 2, Ofc of Uio Otreclor 68/11/30 228pp 47891 142-47892097, 

8812020287 hRC Info Notice 88 095, Inadequate Procurement Requirements Imposed 
by Ucensees on Vendors ’ Sve Irst end 

ROSSI.CE Otvision of Operational Events Assessment (Post 670411) 68/12/08 
Consolidated Edrson Co of New York, fne 1 12pp 47807 191 47807 302 

8812080149 Fowards response to wofations noted m fnsp Repts 50 336/80 20 4 50 
389/60 20 Response withheld (ref 10CFfl73 21 4 2 790(aK3}) 

CONWAV.WF Florida Power A Ught Co 68/t2/08 Document Control Branch (Docu 
menl Control Desk) tp 47757 10) 47757 101 


R Periodic operating reports A related correspondence 

8812200008 Fowards monthly operating status repls for Nov 1988 for Turkey Point 
Units 3 & 4 4 St Lucie Units 18 2 4 corrected unit shutdown 4 power reductions repl 
for Turkey Point Unit 3 for Oct 1988 

CONWAV,W F F!or>da Power 4 Light Co 88/12/13 Document Control Branch (Docu- 
ment Control Desk) 1p 47868 333 47668 349 

-8812200013 Monthly operating repts for Nov 1908 for Turkey Point Units 3 4 4 4 St 
Lucie Units 1 4 2 

BONETT.DM Flonda Power 4 Light Co 88/11/30 I6pp 47868 334 47868 349 


S Reportable occurrences, LERs A related correspondence 


8812210217 Forwards Rev 1 to corrective action program plan for replacement iiem* 
program (piece parts) at Unit 1 for NRC review 4 concorronce Summary of comm j 
merits also one) 

KINGSLEY, OD Tennessee Valley Aulhofily 00/12/14 Document Conirol Bmnrh 
(Document Control Desk) 2pp 4707b 10547075 202 


-8812210221 Rev 1 to “Walls Bar Nuclear Plant noplacomoni Items Program 
Parts) Corroclivo Action Program Plan “ 

MCKEEHAN,R S , METCALF, P D , LYONS. J R Tennessee Valley Aulhontv 68/12/14 
1 5pp 47875107 47075 202 


8812210297 Forwards Rev 1 to corrective action program plan for vendor info 
of commitments provided in Enel 2 ^ 

KINGSLEY.OD Tennessee Valley Authority 00/12/14 Documonl Control Branch 
(Document Conirof Desk) 3pp 47BG1 122-47001 141 


-8812210302 Rev 1 to ‘’Watts Bar Nuclear Plant Corroclivo Acifon Program 
Plan, Vendor Info " 

LORE.SD, BOYD.LW, CHANOLEY.CA Tennessee Valley Aullionty 88/(2/14 
I7pp 47881 125 47801 141 


8812230012 Forwards Rov 0 to “Walts Bar Nvicloar Plant Cable Issues Correclfto 
Action Program Plan " Review 4 concurrence requested 

KINGSLEY,OD Tennessee Valley Authorllv 00/12/1C Documonl Conlrot Brancti 
(Document Control Doak) 2pp 47914 267 47914 349 


-8812230014 Rev 0 to, “Watts Bar Nuclear Plant Cable Issues Corrective Action Pro 
gram Plan “ 

^ Tennessee Valley Authority 00/12/16 61pp 47914 209 47914‘349 


8812200362 NPOES noncompltance notification on 881021,10,000 gallons of pH 104 
wafer released inlo intake canal Caused by pipe break m vahra pit Plant work order 
Issued (o repair pipe 

CONWAY, W F Ronda Power A light Co 89/11/14 Document Control Branch (Docu- 
ment Control Desk) 3pp 47862 216-47862 216 


V. Operator Examinations 

8812220343 Forwards Exam Rept 50-335/OL-68 01 administered dunng wks of 860725 
A 0912 Exam repl findings m conjunction w/lnsp Repls 50 335/88 06 & 50 389/85-06 
findings indicate weakness in emergency operating (vocedures 
GIBSORAF Region 2, Ofc of ihe Dreefor 88/12/05 CONWAY, WS Ffonda Power 
& Ught Co 2pp 47891 140-47892097 

-8812220352 Exam Rept 60-335/OL 80 01 on 880725 S 0912 Exam results five senior 
reactor operators & 12 reactor operators passed oxams A three reactor operators 
Iftilod exams 

CASTO.C, MUNRO.JF Region 2, 0/c of the Drector 83/11/30 228pp 47891 142 


DOCKET 60-390 WAHS BAR NUCLEAR PUNT. UNIT t 


A. App Ilea tion/con a tr notion atage documents A correspondence 

Ml 1230101 Forwards Rev 0 to corrective action program plan. “HVAC Duct & Duct 
Supports'’ & summary statement of commilmenis 

WHITE, S A Tennessee Valley Authonty 86/11/10 Document Control Branch (Docu- 
ment Control Desk) 2pp 47657 162 47657 179 ^ 

-8811230104 Rev 0 to corrective action program plan, “HVAC Duct A Duel Supports “ 
W/summa/y stalemenl of commitments 

R^DYjL, MCCALL, JK Tennessee Valley Authority 68/11/18. 16pp 47857164- 


8612230196 Forwards *'Q List Dovelopmont Flowchart," inadvortenlly omitted from 
881027 QC fisl for corrective action program 

GRIDLEY.R, Tennessee Valley Authority 00/12/16, Documonl Control Branch (Docu 
mont Control Desk) 3pp 4791 1 001-4791 1 003 


F. Security, medicaf, emergency A fire protection plans 

8611260054 FoAvards Insp Ropt 50 390/08 07 on OB1004 No violations or deviations 
noted 

MCCOY, FR. Ofc of Special Projects 00/11/04 WHJTE,SA Tennessee Vafloy Au 
thonty 2pp 47653 260 47853 272 

-8811280DS7 fnsp Rept 60 390/00 07 on 081004 No violations or deviations 
noted Major areas Inspected protection of fuel atorago facility 
THOMFSON.OH, MCGUIRE, O.R Region 2, Ofc of the Diroclor 88/10/25 3pp 
47653 270 47653 272 

881219D003 Forwards Insp Repts 50-300/88 05 A 6(?-391/00 05 on 080816 0920 No 
violations or deviations noted Three unresolved Homs idonllfiod 
MCCOY, FR Region 2, Ofc of the Direclor 00/12/02 KINGSIEY.O D Tennessee 
Valley Aulhonty, 2pp 47652 164 47852 160 

-0812190005 Insp Repls 50-390/00 05 A 60 301/80 05 on 000016 0920 No violations 
noted Major areas inspected fire prevention A fire protection, testing of pipe supports S 
restraint sys, review of QA manual, aafoty-rolalod piping A wolding 
BARR.K P . MCCOY.F R Ofc of Spociaf Projects WALTON, G A Region 2, Ofc of the 
Director 88/12/02 14pp 47852.156-47052 169 

0612210195 Revised central omergency control ctr omorgoncy plan Implomonting 
procedufes,lncludina Rev 1 to CECC EpIP-1,Rov 2 to C£CC-EPIP'2,R6V 2 to CECC 
EPIP.3,Rev 3 to CECC-EPIP 4, Rev 2 to CECC EPtP-5 & Rev 2 to CECC-EPIP-7 W/ 
801216 lu 

MCANALLY,JL Tennessee Valley Authority 00/12/16 06pp 47906 304-47907 053 


811280048 Genenc Ltr 88 20 (o all licensees holding OLs A CPs for nuclear power 
reaCTDf facnitiea re individual plant exam for severe accident vulnerebilitjes Sve fist 
erx:l 

Associate Director for Projects (Post 070411) 88/11/23 Consoli- 
dated Edison Co of New York, Inc 8fpp, 47728 303-47729024 

H2060086 Advises that Reg Guide 1 99.Rev 2 methodology has no immediate Impact 
on p^ant operations, per end evaluation of plants for Generic Ltr 88 11, "NRC Position 
on Radiation Embrittlement ol Reaclor Vessel Matls A Impact on Plant " 

QRlDLEY.fl Tenness^ee Valley Authonty 88/11/30 Document Control Branch (Docu- 
Tient Control Desk) 20pp 47752 203-47752 222 

12090222 Forwards environ assessment A finding of no aigntol impact le 860629 
compfellon dates of CPs CPPR 91 A CPPfl 92 to 

110701 A 921231, respectively 

KlNGSLeY.OD V,«ey Au- 

LACK.S Ofc of Special Projects 88/12/05 4pp 47786062-47705055 
2120016 Rmuosis util assurance that Generic Ltr 88 17 re loss of DHR durina noiv 

We'Stsf ~EY.OO Tonn^se, 

iW222 pracussos Generic Ur 83 28, "Requirod Actions Based on Generic Implica- 
Moi’ IS Events’ (or bgted plants Reactor trip breaker nvalnl & Uonding 

u®s should be addressed as plant-specific issues 

M7827o73 47ai5"o7^^^^^^^ AULUCK.R Ote ol Special Projects 

140165 Responds to Generic Ltr 88-11 re radiation embnttlemenl of reactor vessel 
iiniiv using melhodofogy m Rev 2 to Guide 1 99 


H, General correapondence 

8812010405 Comments on proposed rule 10CFR26 ro Fitness for Duty Program for nu 
SPerafors Opposes random drug screening of nuclear plant employees 
WHITEHEAD, Q,G. Intornatlonaf Brotherhood of E/ecIrfed Workers 08/1 1/21. Docket- 
ing A Services Brandi 2pp 47679 250 47679-26 1 

Q. Inspection reports, IE Bulletins A correspondence 

8812050303 FOfA request for Ofc of Enforcement 801003 proposal to Commissioners 
recornmending fines for TVA ro S While Inaccurate, written sworn statements to NRC 
ofi un 

POWELSON.R. Scripps Howard Newspapers 08/10/25, GRIMSLEY.D Division of 
of Information A Publications Services (Post B80515) ip 47729 079 

*8 8 Of 9 

0811280054 Forwards fnsp Rept 50-300/00 07 on 881004 No violations or dovlakons 
noted 

MCCOY,FR Ofc of Special Projects 88/11/04. WHITE.SA Tennossoo Valley Au- 
thonly. 2pp 47653',26a-47653 272. 

-8811280057 Insp Rept 50-390/88-07 on 881 004. No violations or deviations 
proloclion of fuel storage facility. 

47^3^0 476W-272 ^^ ^^'*^ ^ Region 2, Ofc of the Direclor, 80/10/25 3pp 

Responds to NRG 881021 notice of violation A Enforcement Action EA-86 
253 Corrective actlons-Procedure 0602 01 revised to establish responsibilities A pro- 
vv/NRC A review A concurrence processs established. 

80/11/21. LIEBERMAN.J Ofc of Enforce- 
mem (Post 870413) Opp 47697.198-4747 205 

80 090, “Unaulhorized Removal of Industrial Nuclear 

Gauges “ Sve fist encL 

tnduslriaf A Medical Nuefoar Safely (Post 870729) 
88/1 1/22 Consolidated Edison Co of Now York. Inc, gopp. 47708:255 47700 257 
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8811160467 NRC Info Notice QB-091, "Improper Administration & Control of Psychologl 
•cal Tests " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 06/11/22 
Consolidated Edison Co of Now York, tnc 101 pp 47700 042'47708 142 

8012010106 Forwards V Slollo 061117 Itf to all util executives re presence of NRC In 
spector at p!anls/ev to enforcomont policy & proposed enforcement actions for opor> 
a lor maltentiveness at Poach Bottom 

BUVCK.se Ofc of Special Projects 88/11/23 KINGSLEY, OD Tonnossoo Valley 
Authority Qpp 47709 250 47709 309 

6012090002 Ack receipt of 000910 ttr informing NRC of steps taken to correct viotalions 
noted In Insp Repts 50 390/06^24 & 50-391/06 24 

MCCOY.FR Ofc of Special Projects 08/11/28 KINGSLEY, O D, Tennosseo Valley 
Auihority 2pp 47783 326 47783 327 

8812090005 Ack receipt of 080025 Ur Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 390/86-24 & 50-391/06 24 No objections noted to packaging 
commitments in 10CFR50 55(o) rept 

MCCOY.FR Ofc of Special Projects 80/11/28 KINGSLEY.OD Tennessee Valley 
Authority 2pp 47703 324-47783 325 

BB12090014 Ack receipt of 800609 & 0023 lUs informing NRC of stops taken to correct 
violations noted in Insp Repts 50-390/88-01 & 50-391/86-01 
MCCOY.FR Ofc of Special Projects 88/11/20 KINGSLEY.OD Tennosseo Valley 
Autheniy 2pp i7762 30^^47762 SOB 

BB1209003 1 Ack receipt of 000029 Ur Informing NRC of steps taken to correct violations 
noted in Insp Repts 50 390/87-11 & 50-391/07-11 

MCCOY.FR Ofc of Special Proects 00/11/28 KINGSLEY.OD. Tennessee Valley 
AulhOrtty Ip 47761,125 47761 125. 

8012090040 Ack receipt ol 080915 Ilf informing NRC of steps token to correct violations 
noted in Insp Repts 50-390/07-05 & 50 391 /07-05 

MC<X)Y,F.R Ofc of Special Projects 68/11/28 KINGSLEY.OD Tennessee Valley 
Authority 2pp 47762 297*47762 208 

6612020255 Forwards ref purchase order numbers & dates for suspected purchases by 
util of Class IE components or sves from Planned Malm Sys.Inc for appropriate 
actioapor NRC Info Nollco 80 019, "Questionable Certification of Class IE 
BLACI^SC Ofc of Special Projects 00/11/29 KINGSLEY.OD Tennosseo Valley 
Authority 5pp 47722 069 47722 073 

BB1 1290030 NRC Into Notice 88 093, "Telolherapy Events " Svc list end 
CUNNINGHAM.n E Division of Industrial & Medical Nuclear Safely (Post 870729) 
66/12/02 Consolidated Edison Co of New York, tnc 112pp 47811,103-47811 216, 

001 1290530 NRC Info Notice 08 094, "Potentially Undersized Valve Actuators " Svc list 
end 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 80/12/02 
Consolidated Edison Co. of Now York, Inc 121 pp 47700 143 47708 254 

0012050306 Final response to FOIA request for records App A document end & avail- 
able in PDR App B documents completely withhold (ref FOIA Exemption 5) 
GRIWSUEY.DH. Division of Freedom of Informalion & Publications Services (Post 
880515) 08/12/02 POWELSON.R Scripps-Howard Newspapers 4pp 47729,080- 
47729 084 

-6612059311 Staff requirements memo on notice of violation & proposed imposition of 
Civil penalties re communication 

CHILK.SJ, Office of the Secretary of the Commission 80/10/20 STELLO.V Ofc of 
the Executive Director for Operations Ip 47729 004-47729.004 

6012190003 Forwards Insp Repts 50-390/08 05 & 50-391/80 05 on 000818 0920 No 
violations or deviations noted Three unresolved items Idontiflod 
MCCOY, F.R Region 2, Ofc of the Director 08/12/02 KINGSLEY, OD Tennessee 
Valloy Authority 2pp 47052-154 47052-189 

-6012190005 Insp Repts 60-390/08 05 & 60-391/80 05 on 880816 0920 No violations 
noted Major areas Insnectod-fire prevention & firo protection.tosting of pipe supports & 
restraint sys, review of QA manual, safely- related piping & welding 
BAHR.K p , MCCOY.F R Ofc of Special Projects WALTON.Q A. Rogion 2. Ofc of the 
Director 00/12/02 14pp 47852 156 47852 169 

661 21 30093 Responds to 801110 Ur requesting Info re Commission enforcement action 
concerning 860320 Itr from util. 

CARR, KM Commissioners, 80/12/06 DINQELL,J House of Rep, Energy & Gom- 
merca tepp 47792 240 47792 270 

-0012130098 Requests that NRC provide Hated info ro Commission dealings w/Hcensee 
060320 Hr concerning compliance w/Commlsston QA requirements. 

DINGELL,J.D. House of Rep, Energy & Commerce 08/11/10 ZECH.LW Commis- 
sioners 5pp 47792.266-47792 270 

0812020267 NRC Info Notice 08 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 80/12/00 
Consolidated Edison Co ot New York, Inc. 112pp 47007-191-47807-302. 


S, Reportable ocourrences, LERs & related correspondence 

8612019042 Deficiency rept re welds for hanger lugs on ASME Code piping Initially re- 
ported on 07O127.Final rept will be submitted by 090227 Correclivo action program 
preparation In progress 

GRIDLEY,R Tennessee Valley Authority, 88/11/28 Document Control Branch (Docu- 
ment Control Desk) 2pp. 47703-076 47703.077 

6612140171 Part 21 & final deficiency rept re potential failure of operator-to valve en- 
gagement of Xomox supplied valves Initially reported on 871204.On 08071 l,Xomox 
provided replacement parts for 24 valves Identified 

GRIDLEY.R Tennessee Valley Authority 00/12/00 Document Control Branch (Docu- 
ment Control Desk) 4pp 47796.146 47796,140. 


U Congresslonal/ExecuMve Correapondcnco 

0011300078 Forwards NRC quarterly status rept covering Third Quarter CYBO in re 
sponse to direction givon in House Rept 97-050 

ZECH.LW Commissioners 08/11/10 BEVILL.T House of Rep, Appropriations 
12pp 47733 001 47733 012 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 

6611230101 Forwards Rev 0 to corrective action program plan, "HVAC Duct & Duct 
Supports" & summary statement of commitments 

WHITE.S.A Tennessee Valley Authority 00/11/18 Document Control Branch (Docu 
mont Control Desk) 2pp 47657 162-47657 179 

-8011230104 Rev 0 to corrective action program plan, "HVAC Duct & Duct Supports" 
W/summary slatemonl of commitments 

RODDY.L, MCCALL.JK Tennessee Valley Authority 08 / 11/18 I6pp 47657164 
47657 179 

8011280040 Generic Llf 80-20 to ail licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam (or severe accident viilnorabililies Svc list 
end 

CRUTCHFIELO.D Associate Director for Projects (Post 070411) 80/11/23 Consoli- 
dated Edison Co of New York. Inc Oipp 47720 303 47729 024 

8812060080 Advises that Reg Guido 1.00, Rev 2 methodology has no immediate impact 
on plant operatfons.por encl ovaluallon of plants for Generic Ltr 06 11, "NRC Position 
on Radiation Embrilllement of Reactor Vessel Mails & Impact on Plant " 

GRIDLEY.R Tennessee Valley Authority 08/11/30 Document Control Branch (Docu 
mont Control Desk) 20pp 47752 203 47752 222 

6012090222 Forwards environ assessment & finding of no significant Impact ro 000629 
request for OKlonsion of const completion dales of CPs CPPR 91 & CPPR 92 to 
010701 & 921231, respectively 

BLACK.S Ofc of Special Projects OB/12/05. KINGSLEY.OD Tonnessoo Valley Au 
Ihorlly 2pp 47705 050 47785 055 

-8012090235 Environ assessment & finding of no significant Impact re extension of 
const completion dates for CPs CPPR 91 & CPPR 92 to 910701 & 921231,rBspoctivo- 

LACK.S Ofc of Special Projects 08/12/05 4pp 47786 052-47705 055 

8812150222 Discusses Goneric Lit 03-26, "Required Actions Based on Generic Implica- 
tions of Salem ATWS Events" for listed plants Reactor trip breaker mainl & trending 
Issues should be addressed as plant-spocffic Issues 

BRADFUTE.JO Project Directorate V 00/ 12/06 AULUCK.R Ofc of Special Projecla 
3pp 47625 073 47825 075 

6012140165 Responds to Goneric Ur &8-11 re radiation embrittlement of reactor vessel 
malls & inipact on plant operations using methodology In Rev 2 to Reg Guido 1 99 
GRIDLEY.R Tennessee Valley Authority 80/12/09 Docu mont Control Branch (Docu 
mont Control Desk) 6pp 47000 206 47600,212. 

8812210217 Forwards Rev 1 to corrective action program plan for replacemonl Itoma 
program (ploce parts) at Unit 1 (or NRC review & concurrence Summary of commit 
monts also end 

KINGSLEY, O.D Tennessee Valley Authority. 66/12/14 Oocumonl Control Branch 
(Document Control Desk) 2pp 47875 1 05 47875 202 

-8B122 10221 Rev 1 to "Watts Bar Nuclear Plant Replacement Items Program (Piece 
Parts) Corroclivo Action Program Plan " 

MCKEEHAN.R S , METCALF.P D , LYONS, J R Tennessee Valley Authority 80/12/14 
15pp 47676 187-47675 202. 

8812210297 Forwards Rev 1 to corrective action program plan for vendor info-Summary 
of commitments provided In Encl 2 

KINGSLEY.OD. Tennessee Valley Authority 88/12/14 Document Control Branch 
(Document Control Desk) 3pp 47081 122 47801 141 

-8812210302 Rev 1 to "Watts Bar Nuclear Plant Corroclive Action Program 
Plan, Vendor Info " 

LOREpSD, BOYD.LW, CHANDLEY.CA Tennessee Valley Authority 80/12/14 
17pp 47801:125-47001 141. 

8612230012 Forwards Rev 0 to "Watts Bar Nuclear Plant Cable Issues Correclivo 
Action Program Plan " Review & concurronce roquasted 

K1NQSLEy,OD Tennessee Valley AuihorlW. 68/12/16 Document Control Branch 
(Document Control Desk) 2pp 47914-207-47914 349 

-8812230014 Rev 0 to, "Watts Bar Nuclear Plant Cable Issues Corrective Action Pro- 
gram Plan," 

’^Tennessee Valley Authority. 06/12/10 61pp 47914.269-47914 349 

6B122301Q0 Forwards "Q-List Development Flowchart," inadvertently omitted from 
661027 QC list (or corrective action program 

GRIDLEY.R Tennessee VoUoy Authority 88/12/16 Document Control Branch (Docu- 
ment Control Desk) 3pp 47011001-47911 003. 


F. Security, medical, emergency k fire protection plane 

8012190003 Foiwards Insp Repts 50-390/88-05 & 60-391/08-05 on 680816 0920, No 
violations or deviations noted Three unresolved Items identified 
MCCOY.F.R Region 2, Ofc of the Director. 88/12/02 KINGSLEY.O D. Tennessee 
Valley Authority 2pp 47652 154 47852 169. 

-8812190005 Insp Repts 50 390/00 05 & 50 391/88-05 on 800010 0920 No violations 
noted Major aroas inspected fire prevention & (ire protection.tosting of pipe supports & 
restraint sys, review of QA manual.safety-rolatod piping & welding 
BARR.KP Ofc o( Special Projects 0O/f2/O2 14pp 47052 156 47852 169 
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BO 122101 05 Roviaed contral emorgcncy cont/ol cU emergoncy plan implementing 
pfoceduras^inclwljng Rev 1 to CECC-E^PIP l,Rov 2 to CECC-EplP'2,Rev 2 to CECv'- 
EPiP^3,Rov 3 to CECC^EPIP-4, Rev 2 to CECC-EPIP5 8 Rev 2 to CECC EPlP-7 W/ 
fiB1210 Itr 

MCANAtLY.JL Tonne^seo Valley Authority 68/12/16 B6pp 47906 304 -17907 053 


H> Qenerat corresponPente 

6812018405 Comments on proposed rule 10CFR26 re Fitness for Duty Program for nu 
oloa: reactor oporatore Opposes random drug screontng ol nuclear plant employees 
WHITEHEAD.GG International Brolherho^ of Electrical Workers 86/1 1 /2f Docket- 
ing & Services Pranch 2pp 47679 250 47679 251 


Q Inapactlon reporla, tE Bullellns & corraspondanca 

8812050303 FOIA request for Ofc of Enforcement 8S1003 proposal to Commissionofs 
rocommending fines for TVA ra S White Inaccurota.wntlen sworn statements to NRC 
on QA 

POWELSOW.R Senpps Howard Newspapers 86/10/25 GRIMSLEYD Division Of 
Freedom of Information 4 Publications Services (Post 8805 IB)- tp 47729 070 
47729 079 

6 S1 1300163 Responds to NRC 861021 -notPca of violation 4 Enforcement Action EA 88- 
253Co/reclivP actions Procedure 0602 01 revised to eslabtish rosponsibilities & pro- 
cedures for doalfnn w7NRC 4 review 4 concurrence processs eslabfished 
nUNYON.M Tennessee Volley Aulhonty 88/11/21 LIEBERWAN.J Ofc ol Enforce- 
rnenl (Post 870413), 8pp 478^7 188 47697 205 

8811160211 NRC Into Notice 88 090, "Unauihorlzed Removal of Industrial Nuclear 
Gauges." Sve lisi end 

COt^iNQHAM.RE Division of Industrial & Medical Nuclear Satety (Posi 670729) 
83/1 1 /22 Consolidated Edison Co of New York, fnc 99pp 47708 256 47708 257 

6611160487 NRC Info Notice 38 091, "Improper Acimlnisiration & Control of P&ycfiologI 
C&t ** Swe 

ROS3l,CE Oivisfon of Operational Events Assessment (Posi 870411) 68/11/22 
Consoltdalotl Eritson Co ol New York, Inc lOIpp 47708 042 47706 U2 

8812010186 Forwards V Stetlo 661117 11/ lo all util exocullvea re prasenco of NRC In- 
spector fl! plants ,rav to enforcoment policy & proposed onforcomont actions for opar- 
atgr matlantiveness at Peach 0Qltom 

BLACK, SC Ofc 01 Special Froiecis 88/11/23 KINGSLEY, OD Tennosseo Valley 
Aulhority app 47700 258 47709 309 

8612090002 Ack receipt of 800910 Itr Informing NRC of stops taken to correct violations 
noted In fn^ Hopta 50-390/66-24 & 50 391/86-24 

MCCOY, FR Ofc of SpecigI Projects 08/11/28 KINGSLEY, OD Tonnessao Valley 
Authority 2pp 47733 320 47763 327 

0812090005 Ack rocfifpt of B80825 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repis 50-390/06-24 & 50-391 /06 24 No OD|ections noted lo packaging 
commitments in l0CFR50 55Cel ropL 

MCCOY, FR Ofc of Special Prolecis 88/11/28 KINQSLEY,OD Tennossea Valley 
Authority 2pp 47783 324-47783 325 

3812090014 Ack rocolpt of 880609 & 0823 lirs fnformlnfl NRC of steps taken to correct 
violations noted in Insp Ropts 50-390/08 01 & 50 301/83 01. 

MCCOY.fr Ofc of Special Proiecls 88/11/20 KINGSLEY, OD Tennessoo Valley 
Aulhc/ity 2pp 47702 304 47762 305. 

6812090031 Actf receipt of 000029 Hr Informing NRC of steps taken lo correct violation a 
notod in Insp Repts 50 390/87-11 8i 50 391/87'1 1 

MCCOY, FR Ofc of Special Projects 83/U/28 KINGS LEY, 00. Tennessee Valfoy 
Authonty Ip 47761 125-47701 125 

8812090040 Ack receipt of 880915 ftr Informing NRC of steps taken lo correct vfotations 
noted fn tnsp flopts 50 390/67-05 & 50-301/07-05 

MDCOY,FR Ofc of Special Proiects 68/11/28 KINGSLEY, 0.0 Tennessee Valley 
Authonty 2pp 47762 207-47762200. 

6312020256 Forwards ref purchaso order numbe/d & dales lor suspecled purchases by 
util of Class 1E compo/tonls or aves trom Planned Maint Sya.lnc for appropriate 
action, per NRC Info Notice 88-019, "Quoationable CondicationofClass IE. " 
BLACK.SC Ofc of Special Projects 88/11/29 KINQSLEY,00 Tonnassae Valley 
Aulhority 5pp 47722.069-47722 073 

68 11290030 NRC Info Notice SB-OOd, "Toletherapy Events " Sve list end 
CUNNINGHAM, RE Division of Industrial & Medical Nuclear Safety (Post 070729) 
38/12/02. Consolidated Edison Co of New York Jnc 112pp 47811 103-47811<215 

3811290538 NRC Info Nolfce 88-094, "Potentially Undersized Valve Actuators'* Sve list 
end 

ROSSLCE Division oi Operational Events Assesament (Post 870411} 68/12/02 
Consolidated Edison Co. of New York, fnc 12ipp. 47708 143 47708.254. 

0612050300 Final response to FOIA request lor records App A document end & avail- 
able In PDR App a documents compleioly withheld (rol FOIA Exemption 5} 
GRIMSLEY.D.H, Division of Freedom ol Information A Publications Semlces (Post 
080515), 68/12/02, POWHIEON.R Son pps Howard Newspapers 4pp. 47729 080 
47729884 

--481205D311 Slalt raqulromenlB memo on nollca of ^rtolalion 3 proposed Imposition of 
cIVil penaftlas re communication 

CHILK,S J Office of the Secratery of the Commlgaion 88/10/20 STELLO.V Ofc of 
the ExacuUvo Director tor Operations. 1p 47729.084 47729,004 

6612190003 Forwards Insp Repts SO 390/68 05 & 50-391/08-05 on 8808ie-0920No 
violationg or deviations noted Three unresofvacf Hams Idonilfiod 
MCCOY, FR. Region 2, Otc of the Director, 88/12/02. WNQSLEYAO. Tennessee 
Valley Authority 2pp 47852.164-47652 1 69 

^12190006 Insp Repts 50-390/88-05 & 50-391/88-05 on 680816-0920 No violations 
notod Major areas Inspecied.flre prevenOon & ffra protectlon.testlng of pipe supports & 
restraint sya, review of OA manuaLaafeiy-relatod piping A welding 
BARR.K P , MCCOY, F R Oto of Speclaf Prelects WAlTON.G A Region 2, Ofc of the 
Director 68/12/02 14pp 47B52 166-47352 169 


6012130003 Responds to 881110 itr requesting info re Commission enforcemeni flcboi 
concerning 660320 Ur from util 

CAfin.KM Commissioners 88/12/06 DINGELL.J House of Rep, Energy A Com 
merce IQpp 47792 248 47792 270 

-8812130095 Requests that NRC provide listed Info ro Commission dealings w/liconsee 
860320 Iff concerr^lng compfianco w/Commisslon QA requirements 
DINGfLLiJ D House of Rep. Energy & Commerce 00/11/10 ZECH.L W Commis- 
sfoners 5pp 47702 266 47792 270 

8812020287 NRC Info Notice 80 095, "Inadequate Procurement Requirements Imposed 
by iteenseos on Vendors " Sve l\s1 oncl 

ROSSI.CE Division of Operational Events Assessmenl (Post 870411). 08/12/03 
Consolidated Edison Co of New York, Inc 1 12pp 47807 191 -47007 302 


S. Reportable occurrences, KERs A related correspondence 


B812010042 Oeficloncy repi re welds for hanger lugs on ASME Code piping Initiate re 
poried on 870127 Final rept wdJ be submitted by 890227 Corrective action program 
preparation in progress 

GRfDLEY.R Tennessee Valley Authority 80/11/28 Document Coni rol Branch (Docu 
ment CJontrnl Dosk) 2pp 47703 076 47703 077 

8812140171 Part 21 A final deficiency rept re potential failure of oporator-to valve en 
gagemenl ol Xomox atsppiied valves Imtialty reported on 071204 On B&071l,Xomox 
provided replacemont parts for 24 valves Identified 

GRIDLEY.R Tennessee Valley Authority 68/12/00 Document Coniro) Branch (Docu 
men I Control Desk) 4pp 47796 145 47786 148 


U. Conoraasfonal/Executlve Correspondence 


8611300076 Forwards NRC qua'lerly status root covering Third Quarter Cy86 In re 
eponse to direction given In House Rept 97*860 

ZECH.LW Commissioners 00/11/10, BEVJLLT House of Rop, Appropriallons 
12pp. 47733001 47733 012 


DOCKET 50-385 ViHQIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plana 

8011300271 Responds to NRC 881101 Ur re violation noted in insp Ropl 50 395/88 
19 Corrective actions util established position of fire protection officer on 880328 
BRADHAM.OS South Carolina Electric A Gas Co 88/11/18 Docomcnl Control 
Branch (Documem Coni rot Desk) 2pp 47677 099 47677 105 

8612060077 Rov 10 to Emergency Plan Implomonilhg Procedure EPP-022, "Venhcalion 
of Communtcatfons Operabllily " W/881130 Ur 

DRADMAM,OS. South Carolina Electric A Gas Co 80/11/30 22pp 47741,136- 
47741 160 


H. General correspondence 


8812010408 Comment supporting proposed rule 10CFR26 re Fitness for Duty 
Program, per NUMARC commenta.w/listed oxceptiana 

BRAOHAUoS South Carolina Electric A Gas Co 08/11/21. Office of the Secrotary 
of the Commission 3pp 47679 252 47679 254 


P. Operating license stage ttocumenle 3 coiraapondence 

8811300448 Fonvards Tech Spec 3/4 8 1 re ac sources making corrections, per 680914 
lolcon w/NRC,No signilicant ha2ard9 determlnallon also Included 
BRADHAM,O.S South Carolina Eleciric A Gas Co 88/11/10. Document Control 
Branch (Document Control Desk) 2pp 47680 145 47680 158. 

•^311900452 Proposed Tech Specs, Identifying Surveillance Requirement 4 8,1 1.2 A 4 
in note on Table 4.8 1. 

• South Caiotina Electric 8, Gas Co. 88/11/18. 12pp, 47e8Cyi47-47e80'.1B8 

8B1126D04B Generic Lir 80-20 lo alf Dconseos holding OLs & CPs lor nuclear power 
reactor facilitieB re Individual plant exam for severe accident vulnerabilities Sve fist 
end 

CRUTCHFIELaO, Associate Director for Proiecls (Post 870411) 88/11/23 Consoli- 
dated Edison Co of New York, Jnc 81pp 4 7 728 -3 03 *4 7 720.024 

8812020316 Advises that replacement of now SPD5 will necessitate complete re review 
when Installed 8 operational NRC should be Informed of new developments 
HAYES,J,J Project Directorate 11-1 80/11/23 BRADHAM.OS South Carolina Efectric 
& Gas Co 2pp 47711 122-47711 123 

8812070166 Requests ulil addreas Generic Llr 68-17 re loss of DHR during nenpowar 
operation duo to industry responding deficiently to Generic Ltr 67-12, "Loss of RHR 
WWto RCS Partially Filled '* 

MUflLEY,TE Office of Nuclear Reactor Reaufalion, Director (PosI 870411) 80/12/ 
02. NICHOLS, TC South Carolina Electric & Gas Co 2pp 47763.079 47753 080 

8812080092 Summary of 081129 meeting w/u1jI In Atlanta, GA re status ol licensing 
Issues for facilfty.Lisi of attendees end & related into end 

HAYES,JJ. Project Directorate lf-1 80/12/05, Project Directorate ll-l. 13pp 
47703 284 47789 296 

8812130124 Forwards fist detailing tubes fn which F* criteria applied subsequent to 
fourth insorvfce eddy currenl exam 

8RADHAM,OS Sowlh Carolina Electric & Gas Co 88/12/06 HAy6S,JJ Office of 
Nuclear Reactor Regulation, Director (Post 870411) 19pp 47792. 134-47792' 162 
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8ai 22 1004-1 Forwards corroctod Amend 75 (o Licenso NPF'12 re VANTAGE 5 Im- 
proved fuel design Pressunzor pressure Umita for Ihreo loop operaiion should road 
drealor than or squat lo 2,200 psia 

HAYES, JJ, ProlGCt Diroclorale 11-1 00/12/14 BRADHAM.O S South Carolina eieclric 
SGasCo 3pp 47890 072-47890 075 

-0012210050 Corrected Amend 75 to License NPF-12 re three loop operation of FtCS & 
prossunzer pressure 

■ NRC - No Detailed Affiliation Given 80/12/14 1p 47690 075-47000 075 


0. Inspection reports, IE Bulletins & correspondence 

381 1300428 Informs that completion ropt scheduled to be provided within 30 days of 
lourlh feluelino outage will be submitted within 60 daya os required by lEB 85 003 
BRADHAM.O a South Carolina Electric & Gas Co 06/11/15 ERNST.ML Region 2, 
Ofc of the Director. Ip 47701 257-47701 257 

8311300271 Responds to NRC 861101 Ur re violation noted In Insp Ropt 50-305/80- 
1 9 Corrective actions util estnbllsl'ied position of fire protection officer on 600328 
BRADHAM.O S. South Carolina Electric & Gas Co 86/11/18 Document Conlrol 
Branch (Document Control Desk) 2pp 47677 099-47677 105 

B812080017 Forwards Insp Ropt 50-395/88-27 on 861031-1104 No violations or clovi 
etions noted 

HERDT,A a R^lon 2, Ofc of the Director 60/11/21 BRADHAM.O S. South Carolina 
Electnc a Gas Co 2pp 47750 106-47750 113 

-8012080020 Insp Repl 50-395/86 27 on a81031-1104.No violations or deviations 
noted Major areas Inspected, refueling activillos, routir^e surveillance of core power dis 
Iribution limits & shutdown margin & reactivity onomaty 

JAPE.r. QURNETT.PT Region 2, Ofc of the Director 86/11/18 Cpp 47760 108- 
47750113 

8811160211 NRC Info Notice 86 090, "Unauthorized Removal of Industrial Nuclear 
Gauges “ Sve list end, 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729). 
88/1 1 /22 Consolidated Edison Co of Now York, Inc 99pp 47708 265 47706 257. 

8811160467 NRC Info Notice 88 091, "Improper Administration & Control of Psychologl 
cal Tests ’* Sve list end 

ROSSl,CE Division of Operational Events Assessment (Post 070411) 80/11/22 
Coi^solldatfld Edison Co. of New York, Inc 101pp. 4770D 042-47708 142 

8812050269 Forwards Insp Ropt 50 395/88 25 on Oct 1006 No violations or deviations 
noted 

VERHELLI.D M Region 2, Die of the Director 80/11/22 BRADHAM.O S South Caro 
llna Electric a Gas Co 2pp. 47794 142-47734*151 

-86 1 SOS-0262 Insp Rept 50 395/00-25 on 681001-31 No violations or deviations 
noted Major areas inspected monthly surveillance observations, monthly malm 
obsarvation.oporatlonal safety verification & onslto followup of events 
PREVATTE.n.L , HOPKINS, P.C, DANCE, H C Region 2, Ofc of tho Director 80/11/ 
22 Cpp 47734*144-47734 151 

8611290030 NRG Info Notice OB 093. "Telothorapy Events " Sve list end 
CUNNINGHAM.R.E Division of Industrial & Medical Nuclear Safety (Post 070729) 
G0/12/O2 Conaotidatod Edison Co of Now York, Inc 112pp 47011.103 47011.21b 

8611290530 NRC Info Notice 00 094, "Potentially Undersized Volvo Actuators" Sve list 
end 

ROSSI, CE. Division ol Operational Events Assosamont (Post 870411). 00/12/02 
Consolidated Edison Co of New York, Inc 12lpp 47700*143 47700 254 

0812099341 Forwards Insp Rept 50-395/00 23 on 601017-21 & notice of violation 
HEROT.A R, Region 2, Ofc of tho Director 08/12/02 BRADHAM.O.S South Carolina 
Eloctrlc & Gas Co 2pp 47703 320 47783 340 

-6612090342 Notice of violation from Insp on 801017-21. Violation noted corrective ac- 
tions taken re potential for mixed grease In Lfmilorque operators required to bo envi- 
ronmen tally qualified, in ad equate 

HERDT.A R Region 2, Ofc of the Director 80/12/02. Ip 47763 330 47783 330 

-6612090343 Insp Ropl 50-305/88 23 on 001 01 7-21. Violation noted Major areas 
Inspected environ quaiificatlon of efectrfcaf equipment, including review of util Impfo 
mentation of program to meet 10CFR50,49 requirements & followup on previous Insp 
CONION.TE , MERRlWEATHEn,N Region 2. Ofc of the Director 00/12/01 14pp 
47783 331 •47703346 

S8121200B4 Advises that Insps during fourth refueling outage have shown no thinning 
occurring & no roplacemonl necessary, per ulit 870901 response to NRC Bullolin 07- 
Ot, "Thinning of Pipe Walls In Nuclear Power Plants " 

BRADHAM.O.S South Carolina Electric & Gas Co 80/12/02, Document Control 
Branch (Document Control Desk) ip 47705.204-47785 204 

8012160170 Ack receipt of util 080016 Itr denying violations noted in Insp Rept SO 395/ 
8 B-1 3, Violation occurred as slated In notice of violation Evaluations & conclusion end 
ERNST, M.L Region 2, Ofc of tho Director 00/12/07, BRADHAM.O S South Carolina 
Eteclric & Gas Co 5pp. 47822 349-47822 353 

6812 190102 Ack receipt of 881 1 18 Itr informing NRC of stops taken to correct violations 
noted In Insp Rept 50 395/80-10. 

REYES.L A Region 2. Ofc of the Director 80/12/07. BRADHAM.O.S South Carolina 
Electric & Gas Co. Ip 47840.165-47049.165. 

6812020267 NRC Info Notice 08 095. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) BO/12/08, 
Consolidated Edison Co of Now York. Inc 112pp 47807 191-47007 302 

66122D0291 Forwards Insp Rept 50-395/88-26 on 601101-1207 No violations or devi 
atlons noted 

VERRELLI.D M. Region 2, Ofc of tho Director 80/12/13 BRADHAM.O S South Caro- 
lina Eteclric & Gas Co. 2pp, 47662.173-47062 182. 


-8812200296 Insp Rept 50-395/66 20 on 661 101-1 207 No violations or deviations 
noted Major areas Inspocled monthly surveillance observalions.monthly mainl 
observation, operational safety verification, ESF sys waikdown & design changes & 
mods, 

PREVATTE.RL, HOPKINS.P.C, DANCE.HC Region 2, Ofc of tho Director 88/12/ 
13 Opp 47862 176 47062 102 

BB12270271 Advises that current minifiow rates & operation of omornancy feedwater 
pumps accaptablo for concerns of NRC Bullolin 88 04 until Insp of pumps can be 
completed during fifth refueling outage Summary of mfg rocommondod minifiow end 
BRADHAM.O S South Carolina Eloctnc & Gas Co 00/12/20 Document Control 
Branch (Document Control Desk) 3pp 4/924 205-47024 207 


n. Periodic operating reports & related correspondence 

6012140026 Monthly operating rept for Nov 1908 for Virgil C Summer Nuclear Station 
Unit t W/881207 fir 

HALTIWANQER,J , BRADHAM.O S Snuth Carolina Eteclric & Gns Co 08/11/30 
BARRY.LW. Document Control Branch (Document Control Desk) 5pp 47/98 356- 
47790 360 


S. Reportable occurrences, LERs & related correspondence 

8812010002 LER 80 011 OO.on 061026,oddy current exam ('omplolod & rosults yielded 
insp Category C-3 dolormlnalion since more than 1% of inspected lubes were 
defective Caused by piimary water stress corrosion cracklnq W/QQ1 123 Itr 
HIQGINS.WR. BRADHAM.O S South Carolina Electric & Gas Co 00/11/23 4pp 
47698 281 47690 284 


V. Operator Examinations 

8812010016 Requosts that util furnish end fist of ref mall for evaluation of requalifica 
lion program & licensed personnel scheduled for Fob/Mar of 1 969 
JULIAN.CA Region 2, Ofc of tho Director 00/11/17. NAUMAN.DA South Carolina 
Efacfnc & Gas Co Opp A77QQ 145*47709 160 


DOCKET 60-396 UN1V. OF VIRGINIA CAVALIER REACTOR 


P. Operating license stage documents & correspondence 

8B12010059 Application for amend to Licenso R-123, adding Tech Spec 4 0, "Sun/oil 
lance Requiramonta " 

MULDER, RU Virginia. Univ of. CharloUosvIllo, VA 08/11/22 Document Conlrol 
Branch (Document Control Desk) Ip 47702 343-47702 344 

-8012010079 Proposed Tech Spec 4 0 "Surveillance Roquiromoiils ’’ 

• Virginia, Unlv of, Charlottesville, VA 80/11/22 Ip. 4/702 344-47702 344 

8012210103 Forv/erds request for addi Info & clsrificatiun re 801122 application for 
amend lo License R 123, consisting of proposed Tech Spec & status of sutvolllanco 
roqulremonta for moving fuel or having partially loadod core 
ADAMS, A Standordizollon & Non Powor Reactor Project Dlreclorato 00/12/14 
MULDER.R U Virginia, Univ of, CharloUosvillo, VA 4pp. 47001 202-47601 285 


DOCKET 60-397 WPP88 NUCLEAR PROJECT, UNIT 2 


F, Security, medical, emergency & fire protection plane 

60 121 30 130 Clarifies min staffing needed for safe shutdown re Insp Ropl 50-307/08-16 
dtd 800725 Util understands that any combination of personnel meeting t0CFR50,App 
R requirements acceptable. 

SORENSEN, G.C. Washington Public Power Supply System 88 / 1 1 /28 MARTIN, J B 
Region 5, Ofc of the Director. 2pp 47797.216-47797 217 

0012130130 Provides status rept update on Tasks 6 & 8 re facility fire proleclion re- 
ovaluation rept W/oxcoption of remaining actions nocossaiy to complete Task 0 sub 
sequent lo NRC approval of Amend 37.improvemonl inlliativos completed 
SORENSEN, G.C. Washington Public Power Supply System 69/11/30 MARTIN, JB 
Region 6, Ofc ol the Director. 2pp 47707,214-47797.216 


J. insurance ft Indemnity Information 

6612010001 Submits guarantee of payment ol deferred promium.per 10CFni40 21 ro- 
qulrements 

50RENSEN,GC Washington Public Power Supply System. 08/11/22. Document 
Conlrol Branch (Document Control Desk). Ip 47703 101-47703'101. 


P, Operating license stage documents & correspondence 

6611230215 Informs that setpoint methodology for GE supplied protection ays instru- 
mentation acceptable on condition that ficensee submits rept re results of reevalue- 
tion 

SAMWORTH.n.B Project Dlrectorole V. 00/11/03 SORENSEN.GC Washington 
Public Power Supply System 4pp 47622 262 47622 258 

-8011230217 Safety evaluation of Instrumentation setpoint methodology for util re 
safety-related instrument measuring sys In sve at plant 
• NRC . No Detailed Affiliation Given. 00/11/03 3pp 47622 2SQ-47622 250 

8B1202009B Requests discretionary enforcement re Tech Spec 3/4 3 3 re ECCS actu- 
ation instrumentation ft applicability Spec 3 0 3 for 24 h period beginning 801121 
POWERS.CM Washington Public Powor Supply System 80/11/21 Documonl Con- 
trol Branch (Documonl Control Desk) 3pp 4/707 235 47707 237 



132 DOCKETED ITEMS 


eatt28Q04a Gencnc LU 8fl 20 to a’l licensees holding OLs 8 CPs for power 

reactor faciNtjos to irKf.v.dual plani e>tam for severe acctdent vulnerabilihes Svc list 

CflUTCHFlELDD Associata 0, rector for Projects (Post 87041 1) 80/11/23 Consoiv- 
daled fdison Co of NCi^ Yor^ fnc 8Ipp 47728 J03 47729024 

8812060120 tntorrra that 681024 app’ca’on amend cannot be rewowed duo to util 
failure to mdcato need for changes, fai’ure to provido safety analysis a failure to pro 

SAMvl/OfUH^n^^Vrojecl Diteclotate V 68/11/30 SQPENSEN.GG Wasftrnqton 
Public Power Supply System 3pp 47734 233 47734 235 


8611300304 Informs that no further action pipnnod on 081121 request for onforcemt 
discfolon TO Tech Spec 3 03 Surveillance toaling of timo delay relays compl^t^ 
ento^coment dis>cfelion no longer roquos<Qd,por telcon w/ulil 
MARTINJB RoQlOn 5, Ofc of tho Dfroctor, 08/11/22 SORENSEN, GC Washiryit- 
Pubifc Power Supply Systom 2pp 47877 097 47677 090 ^ 


8612120001 Forwards fnsp Ropt 60 397/00 24 on 000022 0902 & notice 
violation Overall conclusions listed, including problems not being adoqualely idenljflr 


fll worKSno 

MARTIN J 6 Region 5. Ofc of tho Director 08/11/23 SORENSEN, GC Washmaic 
Public Power Supply System 4pp 47789 150 47769 192 


86 12060120 Forwards SER supportmg tiW responses to Generic Ltr 83-28, Item 2 1 
(Part '‘Equipment Clas£ir<cai'on (Reactor Tnp Sys) “ tiems 2 22 & 4 5 3 remain 

sSSSwORTH.RB Proiecl Directorate V 88/11/30 SORENSEN, GC Washington 
Public Power Supply System 4pp 47756 236 47766 242 

•-8612060121 Safety evaluahorr supporting util response to Generic Ur B3'2B,lleni 21 
(Part 1). "Equipment Classification (Reactor Trip Sys Componenls) ' 

^ NRC No Detailed Affiliation Given 88/11/30 3pp 47756 240 47756242 


-8611170247 ’Conformance to Gcnenc Ltr 63 28, Item 22 1 - Equipment Classlficalton 

for Alt Other Safety Related Components Washmgtor> Nuclear Plani 2 '* ^ , 

VANDER0EEKR EG&G Idaho, fnc (subs of EG&G, fnc) VANDER0EEK.R Idaho 
National Bngneenng Laboratory FIN D6001 E6GNTA 7317 88/04/30 NflC • No 
Detailed AftiT(a1ion Given 16pp 69556 101 69556 116 


8812200165 Ap^/lication for amend to License NPF 21, revising Tech Spec Surveillance 
Requirement 4 8 1 1 2 e 7 so that Tech Specs consistent w/deslgn of automatic 
bwass function of diesel generator trips Fee paid 

SORENSEN^GC Washington Public Power Supply System 88/12/02 Document 
ControJ 0fanch (Document Control Desk) 3pp 47867 270 47887 273 


'’6812200168 Proposed Tech Spec.rovismg Surveillance 48 1 1 2e7 to be consistent 
w/deslgn of automatic bypass function of desel generator trips 
* Washington Public Power Supply System 88/12/02 Ip 47867 273 47667 273 

6012150136 Confirms NRR position on mlerprotation of monthly channel functional lest 
of 4 16 KV emergency bus undervoltage (degraded voltage) protection circuitry (Tech 
Spec 3/4 3 3 ECCS acluaton insUumenlalion Table 4 33 l-t.Uem D2j 
SAMWORTKRB Project Directorate V 88/12/05 SORENSEN.GC Washington 
Public Power Supply System 4pp 47630 132 47830 135 


6612150083 Forwards safety evaluation ro alternate rod injection (API) & recirculation 
pump tnp (APT), per util 870413 & 880624 llrsARI design in compliance w/ATWS 
rule RPT design not in full compliance w/ru’e RPT inilialion logic lo be motJilied 
SAMWOPTH,RO Project Directorate V 88/12/06 SORENSEN.GC Washington 
Public Power Supply System 3pp 47830258 47830 270 


-8612150084 Safety evaluation re compliance w/ATWS rule 10CFR5062 concerning 
atlernaie rod miction (ARI| & recirculation pump trip (RPT) sys ARI design in compli 
ance w/njle RPT Initiation logic design not in full compliance w/rule 
* NRC • No Detailed Afniiabon Given 88/12/06 tOpp 47830 261 47830 270, 

6812150013 Provides descnption of decislor? process used lo determine channel func- 
tional (est boundaries for second level undervoltage protection utilized at facility 
SORENS6N,GC, Washington Public Power Supply System 88/12/07 Document 
Control Branch (Documenl Control Desk) 56pp 47600 261 47800 317 


-•6812120002 Notice of violation from Insp on 060022-0902 Viofations noted changes I 
Surveillance Procedure 7 4 4 3 14 made during diywell sump flow monitor calibr 
procedure rev nol completed 

MARTIN, J B Region 5, Ofc of tho Director 80/1 1/23 Cpp 47789 162 47789 167 


-8812120003 Insp flept 60 397/08 24 On 000022 0902 Violations noted Mafor area 
Inspected mainLonglnoering & QA BclfvJlios re emorgoncy diesel generator sys & m 
clear steam supply shutoff sya 

O'ANQEIOA, TATUMvJ , FlORELLl,G floglon 5, Ofc of tho Director oa/tt/t* 
25pp 47769^166 47769 192, 

8812150001 Forwards Insp Rept 60 397/06 39 on 601006-1 107 Violation' 
noted Violation wtll bo subj oi separalo cotreeponclonco 

KfRSCKOF Region 5, Ofc of the Director 00/11/25 SORENSEN.GC Washingior 
Public Power Supply System 2pp 47030 210 47630 223 


-8812160002 Insp Rept 60 907/06-39 on 681006 07 No violations noted Major areat 
Inspected follow-up on two unresofvod Hems in area of environ quallficalron of eloctri 
cal equipment ^ ^ 

JOHNSON.AD, PATE.R J Region 5, Otc ot the Oireclor 88;n/?5 4pp 47830212 
47030223 


6612020259 Responds to NRC 081027 Hr ro violations & deviations noted in (nsp Rspl 
50-397/68 92 (;orrecliVG actions missing lock wastiors replaced & all hydraulic control 
unit hold down bolls lorqued chocked 

SORENSEN,GC Washington Public Power Supply Syatom 68/11/28 Documart 
Conlfof Branch (Document Control Dosk) lOpp 47717 106 47717 1 16 

8812060207 Ack receipt of 881104 Itf informing NRC of steps takon to coffocl violations 
noted fn Insp Rept 50 397/88 33 Advises that results from 081011 test inconclusive 
& addi test must bo performed 

YUHAS,GP RogloTT 5. 01c o1 «wi QTrector 86/11/28 SORENSON, GC Washington 
Public Power Supply Syatom 2pp 47734 160 47734 17? 

8812139130 Clarifios min staffing needed for safe shutdown ro Insp Ropt 50 397/89 16 
dtd 880725 UN understaads that any conibinatfon of personnel meoling lOCFRSO.App 

SO^NSEN.G C Washington Public Power Supply System 80/ 1 1 /28 MARTIN, J 0 
Region 5. Ole of the Director 2pp 47797 218 47?97’?17 

8812070045 Responds to NRC 881 104 ltr ro violalions noted in Insp Ropt 50 397/88 
36 Corrective action taken posting immediately restored to correct posilion & indeptti 
training on testing to verify fosloration of radiation area posling provided 
SORENSEN.GC Washington Public Power Supply System 08/11/30 Documenl 
Control Branch (Document Control Desk) 3pp 47745 358 47745‘360 


8612210254 Application tor amend to License NPF 21,moditying Tech Spec Table 
3 3 712 1 re radioactivo gas effluent monitoring instrumontalion to allow operation of 
main condenser off dss treatment sys w/o redundant hydrogen monitor Fee paid 
SORENSEN.GC Washington Public Power Supply System 88/12/12 Documenl 
(Donlrol Branch (Document Control Desk) 5pp 47876023 47876 028 

-6612210255 Proposed Tech Spec Table 3,37 12*1, 'Radioaclwe Gaseous EMIuent 
Monrtonng Inslrumentation'* 

• Washington Public Power Supply Systom 86/12/12 Ip 47876 028-47876 028, 


Q Inspection reports, IE BulieUns t correspondsnee 

6812060060 Forwards Exam Rept 50-397/OL’8a 02 of exam administered on 880921- 
22 & 1004 Simufalor continues lo display fidelity problems to extent that comprehert- 
srve NRC operating exams can not be aaministered 

PATE.RJ Region 5, Dfc of the Direclor 08/11/10 OXSEN.L Washington Public 
Power Supply System 2pp 47736 223 47736336 

-6612060062 Exam Rept 50-397/OL-88-02 on 880921-22 & 1004 Exam results, lour 
senior reactor operators passed all exams, 

MEADOWS,! R, EUN,JO Regmn 5, Otc ot the Director 68/11/08 lllpe 
47736 225 47736 335 

-6612060064 Advises that all facility comments resolved during 881004 post exam 
review w/T Meadows No formal comments will be submilted 
SORENSEN.GC Washington Public Power Supply System 88/10/21 MARTIN JB 
Region 5, Ofc of the Direclor Ip 47736336 47736330 

661 1 160260 Forwards risk-based msp guides desenbed in mods to fnsp Manual Chapter 
2515 Wo ends 

LONQ.SM Risk ^plications Branch 08/11/16 LANHAM.D Documenl Control 
Branch {Oocument Control Desk) Ip 47597 114-47601 019 


861 2 150239 Ack receipt of 0BO729 ltr informing NRC of steps fatten to correct vtolalions 
noted In fnsp Ropt 50 397/a7’10 , , 

PATE.RJ Region 6. Ofc of the Director 80/12/01 SORENSEN.GC Washington 
Public Power Supply Systom 2pp 47030 253 47830 267 

8811290030 NRC Info Notice 80 003. "Telelhorapy Events *' Sve list end ^ ^ 
CUNNINGHAM.R E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
08/12/02 Consolidated Edison Co of Now York, Inc, 112pp 47011 103 47811 215 

8811290538 NRC Info Notice 00 004, "Polootialfy Undersized Vnlv© Actuators " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/12/02 
Consolidated Edison Co. of Now York, tnc 121 pp 47700 143 47700 264, 

8612020287 NRC Info Notice 80 095, "Inadequate Procuromenl Roquiromonls Imposed 
by Ucenaeas oi> Vendors " Sve list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/12/08 
Consolidaled Edison Co of Now York, Inc 112pp 47807 101-47807 302 

6B 12220353 Forwards Rev 1 to "Insp Ot ANF Fuol Assemblies 1163 & 1164 After Orr^ 
Cycle of Irradiation at Washington Nuclear Plant 2 Reactor" Inspa diolivated ki part 
by util concerns re crud Induced focalized corrosion Rept withheld (ref 10CFR2 7901 
SORENSEN.GC Washington Public Power Supply System 80/12/08 Document 
Control Branch (Documont CJonUol Dosk) 5pp 479 14 ’225-4791 4.229 

8812210070 Ack receipt of 881130 Hr Informing NRC of steps taken to correct violations 
noted In Insp Ropt 50 397/88-36 , . 

YUHAS.GP. Region 6. Ofc of Iba Director, 80/12/12 SORENSEN.G.C Washington 
Public Power Supply Systom Ip 47077 121-47877*124 


R. Periodic operating reports 6i related corroapondenoe 


8612060288 Forwards executive summary for Impaired function testing of Umitorqi 
gearbox relief valves.pef agreement dunng exit meeting re fnsp Rept 50 397/86-1 
SORENSEN.GC Washington Public Power Supply System 88/11/16, MARTIN J I 
Region 6, Ofc of the Director, 6pp 47762 195-47752 199 


6811160211 NRC Info Notice 88-090, "Unauthorized Removal of fnduslrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM.R E Division of fndustnaf & Medical Nuclear SafeN (Posl 870729) 
86/11/22 Consolidated Edison Co of New York, Inc 99pp. 47708 255 47708 257 


6811160467 NRC Info Notice 88*091, "Improper Administration 6 Control of Psychola 
cal Tests " Sve list end ^ 

ROS8I.CE Division of Operational Events Assessment (Post 8704111, 88/11/2 
Consolldaiad Edison Co of New York, Inc lOIpp 47708042 47700 142 


8S12200086 Monthly operating rept for Nov 1988 for Washington Nuclear Planl'2W/ 
851 205 ltr . 

HUTCHISON.L B , POWERS, CM Washington Public Power Supply System, 08/11/ 
30. 4pp 47071 '054-47071 057. 


S Reportable occurrences, LERs A related correspondence 

6811290552 Requesta atJdl Into lo Special Rept LER 88-024 concerninp temp in 
containment lo excess of Tech Spec limit of 150 F, Including actions taken after 
880720 to reduce temps 

KIRSGH,D.F Region ^ Olo of the CVirecloT 58/11/18 OXQEN.A L, Waaftlnglorr Public 
Power Supply Systom 2pp 47665 036 47665,036 



DOCKETED ITEMS 133 


0811300157 PNG V 88 083 on 081 iai,licenseo doclafed unusual event as result of 
entry inlo Tech Spec 3 0 3 & ponding reactor shutdown Action occurred due to inoper- 
able relays Relay testiry completed & unit returned to power 
JOHNSOiNI.P, BOSTED.C Region 5, Ofc of the Director OB/11 /SI Ip 47676 238 
47676 Z36 

8812000023 PNO'V-88 064 on 881 130, unusual ovont declared & reactor shutdown initi 
a1e<l due to determination that leakano from suppression pool vacuum breaker valve 
CSP-Vfl in excess of Tech Spec timit Valve will bo repaired 

CALDWaLUC, BOSTED.C Roglon 6, Ofc of the Dlroclor 08/12/01 Ip 47703 226- 
47783 228 

0012000124 lER BB 035 00 on QBl 101, determined that control rod block Intermediate 
range monitor quarterly channel callbr surveillances not portormed.Causod by lack of 
review of teslmg required for chanpos in conditions W/B8 1201 Itr 
WASHINGTON.SL . POWERS, C M Washington Public Power Supply System 60/12/ 
01-6pp 47757 090 47757 095 


V. Operator Eyamlnatlona 

6312060060 Forwards Exam Rept 6O-397/OL-80 02 of exam administered on 000921- 
22 & 1 004 Simulator corttinues to display fidelity problems to extent that comprehen 
srve NRC operating exams can not be administered 

PATE.RJ Region 5, Ofc of the Director QB/11/10 OXSEN.L Washington Public 
Power Supply System 2pp 47736 223 47736 336 

-8812060082 Exam Rept 50 307/OL-08 02 on 860921-22 & 1004 Exam results four 
senior reactor operators passed all oxams. 

MEADOWS.TR, ELIN.JO Region 5. Ofc of the Director GB/11/00 ilipp 
47736 225 47736 335 

-•0812060084 Advises that all facility comments resolved during 081004 post exam 
review w/T Meadows No formal comments will bo submitted 
SORENSEN, GC Washington Public Power Supply System. 08/10/21 MARTIN.JB 
Region 5, Ofc of the Director Ip 47736 336 47736 336 

0012140061 Forwards revised agenda for annual operator licensing mooting on 
0901 10 W/o end 

PATE,RJ Region 5, Ofc of the Dtroclor 80/12/05. BARMETTLOR.R Washington 
Public Power Supply System 1p 477fl0‘209 47700.299 


DOCKET 50 400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security^ tnadlcaf, emergency & fire protection plans 

0011300508 Forwards Rev 3 to Emergency Procedure PEP-101, '‘Emergency ClassUica- 
lion & Iniilal Emergency Actions" Rev 14 to emergency plan compfoled Training on 
now emergency action level flow patiia provided to oporators 
WATSON, R A Carolina Power & light Co 08/11/14. Document Control Branch (Doc- 
tmenl Control Desk) Ip 47705 027.47705 036. 

-6811300521 Rev 3 to Emergency Plan Implementing Procedure PEP-101, "Emorgoncy 
Classification & Initial Emergency Actions " W/two ovorsizo ends 
HENNANT.C S Carolina Power & I Ight Co 06/11/03 Opp 47705 026 477O5;036 

0612060267 Forwards Insp Rept 60-400/86-38 on 600921-1020 No violations or dovl- 
allons noted 

VERnELU,D,M Region 2, Ofc of Iho Director 66/11/23. UTLEY, E.E Carolina Power 
& Light Co 2pp 47734 261.47734’272 

-8012060271 Insp Rept 50-400/60 36 on 680921.1020 No violations or deviations 
noted Ma]or areas inspected surveillance ob‘jervallon8,ma1nl observations, radiological 
protection prog ram, physic a I security program a LERs 

BHAOFORD.W.H , SHANNON, M C , FREDRICKSON, P Region 2, Ofc of Iho Director 
60/11/23, lOpp 47734.263 47734 272 

0012050101 Responds to NRC 061031 Hr re violations noted In Insp Rept 60 400/60 
33 Corrective actions fire watch personnel cautioned on seriousness ol not complying 
w/hourty fire watch requirements, 

WATSON, R A Carolina Power a Light Co 86/11/20 Document Control Branch (Doc- 
umonl Conirol Desk). 4pp 47731.131.47731 134. 

8812200092 Advises that 860822 Rev 14 to emorgoncy plan meets planning stds of 
lOCFRSO 47(b) a requirements of /\pp E a acceptable 

DECKER, T.R Region 2, Ofc of the Director 80^2/13 UTLEY, E E Carolina Power a 
Light Co 2pp. 47060 307-47860 308 

6012220276 Approves 630415 requests for approval of use of altornato locations In 
place of backup emergency operations facilities for plants 

tO,R H. Project Directorate 11-1 60/12/16 UTLEY.E E Carolina Power a Light Co 
4pp 47002.288-47002 201 


P. Operating license stage documents & correspondence 

6811290523 Forwards summary of 8B0923 presentation made to NRC ro wall thickness 
of RCS piping at plant 

LOFLIN.LI Carolina Power a Light Co 88/11/10. Document Control Branch (Docu- 
ment Coalrol Desk) 40pp 47662160-47682,199 

8811230048 Generic Llr 88 20 lo all licensees holding OLs a CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vu(norabllitf 0 s.Svc list 
anef 

CRUTCHFIELD, D Associate Director for Projects (Post 670411). 68/11/23 Consoll- 
daled Edison Co of New York, Inc 81pp. 47720 303-47729,024 


Q. Inspection reports, IE Bulletins A correspondence 


8611230015 Forwards Insp Rept 50 400/88 35 on 881011-14 No violations or devl- 
alions noted 

HEnDT,AB Ronion 2, Ofc of the Diroclor 08/11/10 UTLEY, E E Carolina Power a 
Light Co 2pp 47652 081 47652 089 

-6811230019 Insp Rept 50 400/B6-35 on 001011-14 No violations or deviations 
noted Major areas inspected procrilical testing, post-refueling startup tests a beginning 
of cyclo^wer operalion 

BURNETT.PT, JAPE.F Region 2, Ofc ol the Director 88/11/08 7pp 47652 083- 
47652 089 

8811300045 Discusses SALP Rept 50 400/8B 17 a forwards summary of 880916 
mooIfng.BALP presonlation slides a 881028 response 

ERNST.M L Region 2, Ofc of the Director 88/11/21 UTLEY.E E Carolina Power A 
Light Co 57pp 47668 226 47668 205 

6811100211 NRC Info Notico 68 090, "Unauthorized Removal of Industrial Nucloar 
Gauges ’’ Sve list end 

CUNNINGHAM, R E Division of Industrial a Medical Nuclear Safety (Post B70729). 
88/11/22 Consolidated Edison Co ol New York, Inc 9Dpp 47708 255 47700 257. 

8611160467 NRC Info Notico 08 091, "Improper Administration a Control Of Psychologi- 
cal Tests " Sve list end 

ROSSl,CE Division of Operational Events Assessment (Post 870411) 80/11/22 
Consolidated Edison Co of New York, Inc lOIpp 47708 042 47708 142 

8B12080113 Forwards Insp Rept 50 400/88 34 on 880919-23 a 1003 07 a notice of 
violalfon 

ERNST.M L Region 2, Ofc of the Director 80/11/22 UTLEY, E E Carolina Power a 
Light Co 2pp 47757 118 47757 161 

-8812080116 Notice of violation from Insp on 000919 23 a 1003 07. Violation 
noted failure to document that caution tag audit conducted a guideline limits on work 
hours for malnt exceeded w/o required authorization during 080730-0916 
ERNST.M I Region 2. Ofc of Iho Director. 88/11/22 2pp. 47757 120-47757 121 

-8812080116 Insp Repl 50 400/88-34 on 880919-23 a 1 003 07 Violation noted Major 
areas Inspected licensee current level performance in plant operations including 
malnLQA, (raining in supporting safe plant operations a enfllnoering 
SHYMLOCK,M, BRESLAU, B Region 2, Ofc of the Director 88/11/09 40pp 
47757- 122-47757- 161 


6611300410 Responds lo NRC 8B1026 llr ro deviations noted In Insp Rept 50 400/88 
20 Corrective action existing program will bo modified to evaluate a trend devices 
found out of allowable value criteria 

WATSON, R A Carolina Power a Light Co 88/11/23. Document Control Branch (Doc- 
ument Control Desk) 3pp 47673 151 47673 163 

8812060267 Forwards Insp Rept 50 400/68-38 on 88092M020 No violations or devi- 
ations noted 

VERRELLI.D.M Region 2, Ofc of the Director 88/11/23 UTLEY.E E. Carolina Power 
a Light Co 2pp 47734 261 47734 272 


-8812060271 Insp Rept 60 400/06-38 on 86092 1-1020,No violations or deviations 
noted.Mojor areas Inspected surveillance observations, malnt observations, radlologicol 
protection program, physical security program a LERs 

BRADFORD.WH , SfHANNON.M C . FREORICKSON.P. Region 2, Ofc of the Director 
86/11/23 lOpp 47734 263 47734.272 


8612050191 Responds to NRC 8B1031 Itr ro violations noted In Insp Rept 50-400/88- 
33 Corroclivo actions tiro watch personnel cautioned on aeriousnoas of not complying 
w/houfly fire watch requiromonts 

WATSON, R A Carolina Power a Light Co 00/1 1 /20 Document Control Branch (Doc- 
ument Conirol Desk) 4pp, 47731*131-47731,134 

8812050195 Responds lo NRC 081031 Ur re violallons noted fn Insp Rept 60 400/08 
27.CorrocUvo actions t-dralns properly Inataliod In Limllorque valve operator IMS 70 a 
equipment qualihcatlon restored. 

WATSON,R A. Carolina Power a light Co 88/11/29. Document Control Branch (Doc- 
ument Control Desk). 3pp 47731.135 47731 137. 

881 1290030 NRC Info Notice 88 093, ‘Tetolherapy Events " Sve list end 
CUNNINGHAM, R.E Division of Industrial a Medical J^uclear Safety (Post 070729). 
BO/12/02 Consolidated Edison Co of New York, Inc. 112pp 47811*103-47811,215 

8811290538 NRC Info Notico 0B 094, "Potentially Undersized Valve Actuators " Sve list 
encl. 

ROSSI, CE, Division of Operational Events Assessment (Post 670411) 88/12/02. 
Consolidated Edison Co. of New York, Inc. 121pp 47708 143 47708 254 

8812020287 NRC Info Notice 88-095, "Inadequate Procuromonl Requirements Imposed 
by Licensees on Vendors " Sve list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 88/12/08 
Consolidated Edison Co, of New York, Inc. 112pp 47807 191-47007 302. 

8612210021 Ack receipt of 001112 Itr Informing NRC of steps taken lo correct violations 
noted in Insp Rept 60-400/66-28 NRC records changed to assign Severity Level V to 
Violation C.ln consideration of fnfo provided in response 

COLLINS.D.M. Region 2, Ofc of the Director. 00/f2/09. UTLEY,E.E Carolina Power a 
Light Co Ip 47800.180-47880160 


0B1 2070132 Requests that util address Generic Ltr 88 17 re loss of DHR during non- 
power op ereU on Industry response to Generic Ltr 87-12 deficient In areas of preven* 
Loti of accident Initiation a mitigation of accidents 

MURLEY.T.E Oifico of Nuclear Reactor Regulation. Director (Post 070411) 88/12/ 
02. SMITHS H. Carolina Power a Light Co 3pp 47749 263 47740 265. 

0012140082 Advises that listed project managers reassigned to plants, effective on 
861 205 

ADENSAM,EG Project Directorate 11-1 0B/12/OB, UTLEY, E.E Carolina Power a 
Light Co 3pp 47799 240 47799*242 


8B12210016 Ack receipt of 881120 Itr informing NRC of steps taken to correct violations 
noted In Insp Rept 60 400/80-33. 

VERRELLLDM. Region 2. Ofc of the Director 88/12/16. UTLEY,E.E. Carolina Power 
a Light Co. 1p 47081 108 47881 106 

B812270134 Responds to NRC 881122 llr re Violation B noted In Insp Rept 60 400/88- 
34 Corroclivo actions methods by which audits scheduled a documented made a 
copies of completed audit forms retained until original received by document sves 
WATSON, R A Carolina Power a Light Go, 00/12/19, Document Control Branch (Doc- 
ument Control Desk). 3pp 47926.175 47026*177. 



134 DOCKETED ITEMS 


FI. Pcrlotflc operating reports & related correspondence 

es 1 2069254 Forwards quarterly repl changes to procedures A plant mods described 

In FSAfl for Third Quarter 1088 

WATSON.R A Carolma Power & Ught Co 88/11/28 Oocumenl Control Branch (Doc 
ument Conirol Desk) 25pp 47731 067*47731 091 

8012200117 Wonihiv operating repl for Nov 1908 for Hams Nuclear Power Plant Unit 
I W/e81215(tr 

HALE.M W. WATSON.RA Carolina Power & Ufiht Co 08/11/30. 6pp 47661 053 
47861 057 


S Ftaporlable occurrences, LERa & related correspondence 

8812010216 LER 68 031 00 on 880614-21 & 072d'26,wide range gas monitor Inoper- 
able & compensatory actiona not taken or documonted as being taken as required 
due to personnel error Caused by (aJlure to Install EC4X as required W/881 f 28 Ur 
SCHWABENBAUER, WATSOH.RA Caiolina Power & Light Co 66/11/28 4pp 
47703 211^47703 214 

8812050217 LER 86-032-00 on 881 030, manual reactor irip upon loss of main feedwater 
MCtirradCausod by t/lp of heater drain pumps attributed to plywood cover left Inside 
Fcodwalor Healer aA following maint Plywood cover removed W/881 129 Hr. 
JOHNSON.JR, WATSON.RA Carolina Power 8 Ught Co 88/11/29 8pp 
47730 297-47730 302 


DOCKET 50*409 U CROSSE BOIMNQ WATER REACTOR 


F. Security, radical, emergency & fire protection plans 

6811290006 Forwards Physical Securily Insp Rept 50 409/88*09 on 801021-26 & 
1101 No violations noted 

GR6G6R.LR Region 3, 0(c of the Director 88/11/10 TAYLOR, JW Doiryland 
Power Cooporativa 2pp 47688 100 47686 102 

-8811290008 Partially withheld physical socunly Insp Repl 50 409/88 09 on 881021*26 
A 1 101 Ctef 10CFR2 790(d} Major areas Insp implomeniation of nowly approved physi 
cal secunty plan for SNM ‘‘possession onf/' site 

FUNK.DF, CRgED.dR Region 3, Ofc of the Director 80/11/16 Ip 47668,102 
47668 102 

8812060144 Advises that 061101 Rev 4 to socurity plan 8 guard training & qualification 
plan moats 10CFR50 54(p) & acceptable 

QREQFR.LR Region 3, Otc Of the Director 08/11/30 TAYiOR.JW Dairyland 
Power Cooperative 2pp 47740 324 47740325 

S812060160 Advises that 881115 Rev 8 to QA program consistent w/ provisions of 
IOCFfl50,App □ A acceptable Rev Involves organization changos.lncluding fire prolec 
Ion responsiDilily now assigned to (achnical support englneor 
WRKGHT.QC Region 3. Ofc of the Director 88/12/05 TAYLOR, J.W Dairyland 
Power Cooperative Ip 47754 1 44 47754 144 


J. Insurance & Indemnity Inform allon 

8611290429 Forwards temporary oxomption from IOCFR5054(w)(5){i) scheduler re* 
quiremonts of property insurance rulo ro Insurance policies that prlorlUzo insurance 
proceods for stabilization A decontamination after Occident, 

ERICKSON.PB Standardization A Non Power Roactor Project Diroctorale 80/11/18 
TAYLOR ,J W. Oalryland Power Cooperative 4pp, 47685 001 47665 015 

-8811290433 Temporary exemption from 10CFR60 54(w)(6)(i) re Increase in amount of 
omslto property damage Insurance required by power reactor licensees A Insurance 
that prioritize insurance proceeds for stabilization A deconlaminatlon after accident 
HOLAHAN,GM Division of Reactor Prolecls * fJljV.V A Special Projects (Post 
878411), 98/11/te. Dairyland Power Cooperative 4pp 47665 0£)5*47665*016 


P, Operating ncensa stage documents & correspondence 

6811280048 Generic Ltr 86-20 to all licensees holding OLs & CPs for nuctear power 
raactor facilities re Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD.D. Associate Director for Projects (Post 870411), 08/11/23 Consoli 
dated Edison Co of New York, (nc, 81 pp 47726.303*47729 024, 

6312080 ISO Advises tfiat 881115 Rev 6 to QA program consistent w/ provisions of 
1(X]FR50,App S A acceptable Rev Involves organization changes, Including fire protec- 
tion responsibility now assigned to tochnlcai support engineer. 

WflfGHT.Qa Region 3. Ofc of the Director 60/12/05 TAYLOR, JW Dairyland 
Power Cooperative 1p, 47764:144-47754 144 

8812140162 Responds to Genenc Ltr 68 14, ‘'Instrument Air Supply Problema Affecting 
Safety 'Related Equipment " Emergency procedures for loss oi control air revTsed in 
Feb 1086 to reflect cumenl slatus ot plant 

TAYLOR, J.W Dairyland Power Cooperative 88/12/06 Document Control Branch 
(Document Cofttrot Desk) 2pp 47800 1 58*47800 1 69 


Q, Inspection reports^ IE BuHstinB & correspondence 

8811290008 Forwards Physical Security Insp Rept 60-409/68 09 on 881021*26 A 
1 101, No violations noted, 

QREGER.LR. Region 3, Ofc of the Director 88/11/18 TAYLOR.J.W Dairyland 
Power Cooperative 2pp 47668*100 47668:102, 

■-8811290<)03 Partially withheld physical aecunty fnsp Repl 50 409/88-09 on 861021-26 
A 1101 (ref lOCFR2.790|'d) Major aroas Insp Impfejnentation of newly approved physi- 
cal security plan for SNM possession only site, 

FUNK,DF, CREED, JR. Region 3, Ofc of the Director 86/11/16, Ip 47668 1 02- 
47666.192, 


8011160211 NHC info Notice 09 090, “Unauthorized Removal of Industnal Muclear 
Gauges “ Sve list end 

CUNNINGHAM.R E Division of Industrial A Medicaf Nuclear Safety (Post 870729) 
B8/11/22 Consolidated Edison Co of Now York, Inc 99pp 47708 265 4770825? 

8611160467 NRC info Notice 88*091, "Improper Administration A Conirol ot Ps-ychoiogi 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 88/11/22 
Consolidated Edison Co of Now York, Inc lOIpp 47708 042-47708 142 

3811290030 NRC Info Notice 6B 093, “Telelherapy Events ‘’ Sve list end, 
CUNNINGHAM.R E, Division of industnal A Medical Nuclear Safety (Post &7072M 
88/12/02, Consolidated Edison Co of New York, Inc 112pp 47811.103-47811 216 

8311290538 NRC Info Notice 06*094, “Potentially Undersized Valve Actuators" Svciisl 
end 

BOSSf.CE Division of Operational Events Assessment (Post 870411) 09/12/OZ 
Consolidated Edison Co of New York, Inc 121pp 47708 143-47708 254 

8812020287 NRC Info Notice 08-005, “Inadequate Procurement Requirements Impos-ed 
by Licensees on Vendors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/08 
Consolidated Edison Co of New York, fnc 112pp 47807 191-47807 302 


DOCKET 50*410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 

8811290504 Forwards Insp Repls 5O-22O/80'3O A 50-410/08-29 on 880926-30 No vio- 
lations noted 

EBNETER,SD Region 1, Ofc of the Director 89/11/18 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 476S2 238 47662 249 

-8811290510 Insp Repls 50 220/08 30 A 50 410/80 29 on 980926-30 No violate 
noted Major areas Inspected security plan A procedure s,mgl 

organization.eudits.records A repts, testing A maint, barrier a, security power supply A as- 
sessment aids 

TCBlN.W J. Region 1, Ofc of the Director 89/11/16 lOpp 47662 240 47662 249 

8812090292 Advises that 860524 Rev 6 to physical security plan consistent w/provi 
slons of 1OCFR50.64(p) A acceptable 

BELLAMY.RR Region 1, Ofc of the Director, 80/11/29 MANQAN.CV Niagara 
Mohawk Power Corp 4pp 47784 346 47784 349 


P. Operating llconae stage documents A correspondence 

881128004B Generic Ltr 00*20 to all licensees holding OLs A CPs for nuclear power 
reactor fadlitroe re Individual plant exam for severe accident vutnerabllllies Svo li&l 
end 

CRUTCHFIELD, D. Associate Director for Projects (Post 870411) 80/11/23 Consolj 
doled Edison Co of New York. Inc 81 pp 47726 303 47720 024 

8812020296 Provides summary of rosulls of technical analyses In response to Generic 
Ltr 68-11, did 88071 2.Prossure/temp limits need to bo updated A schadulo proposed 
for updating Tech Specs 

TERRY.CtJ Niagara Mohawk Power Corp, 80/11/20 Document Conirol Branch 
(Document CkJntrol Desk) 3pp 47710 263 47718 265 

6812210332 Forwards application for amend to License NPF 60 Amend revises Tech 
Spec Sections 4 3 4,4 A 48 4 5 re reactor protection sys (RPS) electric power moni 
torinn (RP8 logic) A (scram solenoids), respectively Foe paid 
TERhY.CD Niagara Mohawk Power Corp 68/12/15 Document Conirol Branch 
(Document Conirol Desk) ip. 47890 050 47890.071, 

-8812210335 Application for amend to License NPF-69, changing Tech Specs to revise 
surveillance frequency for performance of channel functional tests on reactor pretec 
tion sys etect/icat protection assemblies 

TEftRY,C0. Niagara Mohawk Power Corp 88/12/15 2pp 47090.060 47690,061 

-8812210336 Proposed Tech Specs ro reactor protection sys afoctric power monitoring 
(RPS logic) A electfio power monllorfng (scram solenoids) 

* Niagara Mohawk Power Corp. 88/12/16 lOpp 47890062-47690.071 


Q. Inspection reports, IE Bulletins A correspondence 

88112M604 Forwards Insp Repls 50-220/68 30 A 50-410/88*29 on 860926 30.No vio- 
lations noted. 

EBNETER.SD Region 1, 01c of the Director 88/11/18, MANGAN.CV Niagara 
Mohawk Power Corp, 2pp. 47662 238 47662 249. 

-*811280510 insp Repls 60*220/88-30 A 50-410/88-20 on B80926*30.No violations 
noled.MaJOf areas Inspected secunty plan A procedures.mgt 
organIzation.BUdits.records A repts, testing A mainl,barrjers,securlty power supply A as 
s&ssnidnl Qld$ 

TOBIN.WJ, CAMERON,DF.. KEIMIG.R R, Region 1, Ofc of the Director 88/11/16 
10pp. 47662 240 47662.249, 

8811160211 NRC Info Notice 88 090, “Unauthorized Removal of Industdat Nuclaar 
Gauges Sve list end 

CUNNINGHAM, R E Division of Industnal A Medical Nuclear Safety (Post 670729} 
88/1 1/22. Consofidated Edison Co of Now York, Inc 09pp. 47706*255-47708 257. 

8811160467 NRC Info Notice 86-091 , “Improper Administration A Control of Psychologi- 
cal Tests" Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co. of New York, Inc 101pp. 47708 042-47708.142. 

8811290036 NRC Info Notice 88*093, "Taletherapy Events," Sve list end 
CUNNINGHAM.R.E Division of Industnal A Medical Nuclear Safety (Post 870729) 
BS/12/02 Consolidated Edison Co of New York, Inc, tl2pp 47B11 103 47811 215 



«B1129053B NRC ln(o Notice 00-09^1, '‘Potenlially UndorsizetJ Valve Actuators " Svc list 
6f\CL 

ROSSI, ce Division of Operational Events Assossmont (Post 870411) 80/12/02 
Consoletfatsd Edison Co of New York. Inc 121pp 47708 143-47708 254 

6812090303 Responds to NRC 800915 Itr ro violations noted In Insp Ropts 50-220/OB- 
17 & 50 410/60-17 Corrective actions util hired (ndepondont consultant to review QA 
program & doficloncy documents reviewed to assure that each adequately addressed. 
BilRKHAROT.L Niagara Mohawk Power Corp 86/12/02 Document Control Branch 
(Dwuimenl Control Desk) 13pp 47761 157-47761 169 

6812090314 Responds to violations noted In Insp Rept 50 410/08-18 Corrective 
acbons temporary change notice to Procedure N2-1SP RMC 101 issued which placed 
recording of required data in proper sequence 

BIIRKHARDT.L Niagara Mohawk Power Corp 86/12/02 Document Control Branch 
(Document Control Desk) 4pp 47785 143-47705 146 

6812020287 NRC Info Notice 68 095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors *’ Svc list end 

ROSSLCE Division of Oporational Events Assossmont (Post 870411) 68/12/08 
Consolidated Edison Co of New York. Inc 1 12pp 47807 191-47807 302 

8612270160 Forwards Insp Rents 50-220/88 19 & 60 410/88-19 on 801004-1117 ResI 
deni Inspectors will bo closely monitoring trend in porsonnot orrora Inspectors should 
be Informed of root cause of recirculation foop discharge valve binding 
KANE.WF Reolon 1, Qfc of the Director 08/12/16 BURKHARDT.L Niagara 
Mohawk Power Corp 3pp 47927 097-47927 121 

-8912270162 Insp Repts 50 220/80-19 & 50 410/80-19 on 881004-1117 Concerns 
noted Major areas inspected operaliontt.action on previously Identified items.plant 
toura, safety sya waIkdowns.lER reviews, Part 21 rept review & ollegatlons 
JOHNSON,JR Region 1, Ofc of the Director. 88/12/15 22pp 47927100 47927 121 


R. Periodic operating reporte & related correspondence 

6812190410 Monthly operating rept for Nov 1908 for Nine Milo Point Unit 2W/88120B 
Itr. 

TOMLINSON.E. WILLIS.JL Niagara Mohawk Power Corp 08/11/30 ?5pp 
47852 114*47852130 


S. Reportable occurrences. LERa & related correspondence 

8911290547 Part 21 rept ro defect in design of control circuits for Cooper Energy Sves 
Div I & II emergency diesel goneretors, Non Category IE componente disconnected 
from aenaralor start circuits Plant mod planned 

TER^.CD Niagara Mohawk Power Corp 88/10/05 RUSSELL, W.T, Region 1, Otc 
of Iho Director 3pp 47802 318-47002 320 

88112302GB Part 21 rept re defect in design of component mfg by Cooper Energy 
Svestnitlaily reported on 681 115 Util became aware of problem on 881 103 Div I omor- 
gency diesel generator declared Inoperable & valve reclassified 
TERRY.CA Niagara Mohawk Power Corp 08/11/21 RUSSELL, WT Region 1, Ofc 
of the Director. 3pp 47652.063 47652 065 

6811300497 LER 68 058 00 on 881007,APRM surveillance performed late duo to pro- 
prammalic deficiency Caused by personnel error Station general order will bo issued 
to featricl use of Tech Spec surveillance max allowable extensions W/681121 Ur 
K1NSLEY,JR., WILLIS,J L. Niagara Mohawk Power Corp. 88/11/21 6pp 47676.180- 
47676 194 

8912011)064 Special rept on 801 109, main stack & radwaste/reactor bldg vent gaseous 
effluent monitoring sys declared Inoperable Caused by equipment 
malfurKilionTroublesnootlng of sys involved underway but equipment not yet roiurnod 
to 6VC 

WIIUS,J.L Niagara Mohawk Power Corp 00/11/23 Document Control Branch (Doc- 
ument Control tJesk) 2pp 47702.316 47702 317 

98 1 2016183 LER 68 059-00. on 881025,ESr actuation occurred Caused by accidental 
contact of heat sink plates of power source w/flox conduit Lessons learned transmittal 
Ifisued to appropriate dopts & warning will bo emplaced W/8D1123 Itr 
LAGOE.LJ, WILLIS, J.L Niagara Mohawk Power Corp 86/11/23. 5pp 47703.102- 
47703-106 

8812010199 Part 21 rept ro delect in GE Typo 1B0 Indicating type meters Initially report 
ed on 881027 NSSS,lnc idenliflod as firm supplying component Meters wilt not be au- 
thonzed for use in safe^-related applications pending resolution 
BURKHARDT.L Niagara Mohawk Power Corp 80/11/23 RUSSELL,WT Region 1, 
Ofc of Ihe Director. 3pp 47707.146-47707.148. 

8912060254 LER 86-060 00 on OOlOIO.Tech Specs noncompliance duo to missed sur- 
veillance on radiation monitor 2SWP*RE146B Caused by programmatic 
deficiency Monitor declared Inoperable & surveillance tests taken W/861 128 Itr. 
VOLZA,P., WILLIS. JL Niagara Mohawk Power Corp 08/11/28. 5pp 47742,252- 
4 7 742 250 

8812060234 LER 88 061 00 on 801 030, facility experienced ESF actuation white reactor 
mode switch In shutdown Caused by equipmont malfunction Work slopped on gas 
traalment sys & verification that no actual nigh radiation signals rioted W/8B1 129 itr 
LAQOE,LJ., WILLIS, J.L Niagara Mohawk Power CJorp 88/11/29, 5pp. 47762 190- 
47762.103 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


r Security, medical, emergency & fire protection plans 

D0 12090192 Advises that 080427 Rev 4 to physical security plan conbistent w/provi- 
gfons of tOCFflSO 64(pJ S. acceptabfe 

BELLAMY,R R Region 1, Ofc of the Director 08/12/01 SIEBER.J D Ququesno Light 
Co 3pp 47785 033-47785 035 

8012090272 Fonvards Revs 6 to Issue 4 to physical security plan Rev withheld (rel 
tOCFR2 70O(d}& 7321/ 

SIEQER.J D Duquesne Light Co 80/12/06 Document Control Branch (Document 
Control Desk) 2pp 47705 001-47705 002 

8812160006 Forv/ards Safety Insp Repts 50-334/00 20 & 50 412/66 22 on 8R1001 
1115 & notice of violation 

WIGGINS.JT Region 1. Ofc of the Director 88/12/07 SIEBER.JD Duquesne Light 
Co 2pp 47823.019 47823 044 

-8012150011 Insp Repts 50-334/86 20 & 60 412/80 22 on 681001-1115 Violations 
noted Major areas Inspected plant operations, security, radiological controls, plant 
housekeeping ^ frre profectfon.mafnf & survoiffanco fesfmg 
TRIPP, LE Region 1. Ofc of the Director 00/12/06 23pp 47823 022 47823 044 


H Ooneral correspondence 


8B12010421 Comment opposing proposed rule 100FR26 re random drug testing provl 
slon in Fitness for Duly Program Local 142 members can accept & work under PilnoBS 
for Duty Program that contains only just cause drug toslinn provision 
SPEAKMAN.R J International Brotherhood of Electrical Workers 80/ 1 1 /26 Docket 
ing & Services Branch Ip, 47679 291 47679 201 

8812020030 Comment opposing proposed rule 10CFn26 re random losllno provision of 
Fitness for Duly Program Members of Local 142 at plant can accept & work under 
Fitness for Duty Program that contains only just cause drug testing provision 
MINSINGER.VVJ. International Brotherhood of Electrical Workers 88/11/26 Docket- 
ing & Services Branch Ip 47680.019 47680 019 

8812020077 Comment on proposed nilo 10CFn26 re Fitness for Duly Program Loco) 
142 members opposed to proposed random drug testing Supports just cause drug 
testing provision 

NOWAK, JM International Brotherhood of Electrical Workers 88/11/28, Docketing A 
Sorvicos Branch Ip 476G0 026 47680 026. 


p. Operating license stage documents & corraepondence 

88112300D3 Forwards foe lor 081027 application for primary component support snub 
bor elimination 

VASSELLO.JV Duquesne Light Co 08/11/10 NRC - No Dolailod Affiliation Given 
Ip 47652 032-47652032 

B81 1230291 Forwards response to NRC 880020 reeuest for addi info to support Pro 
posed License Change IS ro spent fuel pool Util intends to use neulron absorber sur 
VQlllance program to detect degraded boraflox specimens 

SIEBER.J.D Duquesne Light Co 88/11/10 Document Control Branch (Document 
Control Desk) 4pp. 47652.103 47652 106 

6B12160099 Forwards "DCRDR Second Supp! Summary Rept." per staled 
revlew.conduclod to ensure satisfaction w/NUREG 0737, published by Gononc Ltr 82 
33. 

SIEBER.JD Duquesne Light Co 00/11/15 Documonl Control Branch (Document 
Ckrntrol Desk) 2pp 47031 010-47831 244 

-8812160113 "DCRDR Second SuppI Summoiy Rept," 

* Duquesne Light Co 88/11/15 200pp 47831 012-47831 244 

8811280048 Generic Ltr 08 20 to all licensees holding OLs & CPs for nuclear power 
reactor facititfes re fndivfduaf plant exam for severe accident vufnorabititios.Svc fist 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 870411), 88/11/23 Consoli 
dated Edison Co of New York. Inc 81pp 47728 303 47720 024 

6812010021 Responds to Generic Ltr 88 11, "NRC Position on Radiation Embritlloment 
of Reactor Vessel Malls & Impact on Plant Operations " Util currently evaluating new 
heatup & cooldown curves Tocfmtcaf anafysfs oncf 

SIEBER.JD Duquesne Light Co 80/11/23. Document Control Branch (Documonl 
Control Desk) 29pp 47/02 345-47703 013. 

8812090103 Forwards environ assossmont & finding oi no significant Impact re 000622 
request to exclude all containment Isolation weight- & spring-loaded check valves not 
subj to Type 0 testing from lilt test requirements of Spec 4 6 3 1 
TAm.PS. Project Dlroctorale 1-4. 60/12/01 SIEBERJ D Duquesne Light Co 2pp 
47765 178 47756'103. 

-6812060107 Environ assessment & finding of no significant impact supporting amend 
application changing Tech Spec 4,6 3 1 which would exclude containment Isolation 
spring-loaded & weight loaded check valves from Ml test requirements 
8T0LZ,J F Project Directorate I-4. 00/12/01 4pp. 47755 180-47755.103 


eaiSmaiG LER SBOes-OOon oenos.facillty experienced actuation of 
ESF,8peciflcally, Isolation signal to MSIV Caused by procedural deficiency Isolation 
reset & surveillance procedure revlsed,wM01201 Ur 

LAGOE.LJ., WILLIS.JL Niagara Mohawk Power Corp 68/12/01 6pp 47752.168- 
47752.163 

6612140243 LER 88 064 00<on 681 104 .Tech Spec 3 8 4.2 violated Caused by Installa- 
tion deficiency by contractor Work requests Issued to replace 100 amp breakers w/30 
amp breaksrs.Afiecled drawings will be revised W/681 206 Itr 
MAZZAFERROA, WILLISJL Niagara Mohawk Power Corp 88/12/05 Spp 
47800.352-47800-356 


8812060109 Roquesls that Util address Generic Ltr 00-17 ro loss ol DHR during non- 
power operation accordingly Believes that Industry did not aggressively respond to 
Generic Ur 67-12 

MURLEY.TE Office of Nuclear Reactor Rogulalion, Director (Post 870411) 80/12/ 
02 VON SCHACK.W Duquesne Light Co Spp 47754 221 47754 223 

6812220268 Forwards Amends 133 & 9 to Llconses DPR-60 & NPr-73, rospeefivoty & 
safety evaluation Amends exclude all containment Isolation weight a spring loaded 
chock valves not subj to Typo C testing from Tech ^ec 4 6 3 1 
TAM, PS Project Directorate 14 88/12/13 SIEBER.JD Duquesne Light Co 3pp 
47901 093-47901 115 
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n, Porfodlc opfiratlino reporie A r&ljoted correfipondence 

£8 12060254 Forwards quarlerfy rapt of changos to procoduros & plant mods described 
In FSAfl fOT Third Quarter 198a 

WATSON A Carolina Powers Light Co 88/11/28 Document Conirol Branch (Doc* 
umont Cor^tral OoskJ 25pp 47731 067-47731 091 

8612200117 Monthf/ oporaling rapt (or Nov 1989 for Harris (Nuclear Power Plant Unit 
1 W/flB121511; 

HALE.MW, WATSON.BA Carol mo Power A Light Co 83/1 1/30 6pp 47861 053- 
47861.05? 


S RsporiabJe ocDurrancoa, LtRa & related corraapondence 

8612010216 lER 60-031 00 on 8&0B14 21 & 0723 *26, wide range gas monitor inoper- 
able & compensatory actions not taken or documented as being taken as required 
duo 1o personnel error Caused by failure to inslall EC4 X as required W/8B1 12fl Hr 
SCHWABENBAUER, WATSON.R A Carolina Power & Ligbl Co. 88/11/28 4pp 
47703211-47703 214 

6812050217 LER 68-032-00 on 681030,manual reactor trip upon loss of main feedwater 
occurred Caused by trip of healer cfrafn pumps attributed to plywood cover left inside 
Feodwalor Heater 3A following malnl Plywood cover removed W/a8t 129 Hr 
JOHNSON.Jfl, WATSON. R A Carolina Power A Light Co 89/11/29 epp 
47730 297-47730 302 


6811160211 NRC fnfo Notice 00 090, ‘’Unaulhorizcd Removal of Induslnsl Nuclear 
Gauges " Sve list end 

CUNNINGHAM, R E Division of Industnal & Medical Nuclear Safety {Post 979729) 
86/11/22 Consolidated Edison Co Of Now York Jnc 99pp 4 7 708 '265 47708257 

8B111604B7 NRC Into Notice 88-091, “Improper Administration & Conirol o1 PaychoJogi- 
cal Tests Sve fist enef 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/11/22 
Consolidated Edison Co of Now York, tne 101 pp 47708 042-47700142. 

8B1 1290030 NRC Info Notice 80 093. “Teletherapy Events.’* Sve list end. 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safoly (Posi 07O72i9) 
88/12/02 Consolidated Edison Co of New York, Inc. 112pp 47811 103 4781 1 215 

8811290536 NRC Info Notice fla-094» "Potenlially L/ndersized Valve Actuators ” Sve list 
end 

ROSSI, CE Divisfon of Operational Events Assessment (Post 070411) 88/12/02 
Consolidated Edison Co of Now York. Inc 121pp 47708 143-47708 264 

6912020287 NRC Info Moltce 88-095. “Inadequate Procurement Requirements ImpO’sed 
by Licensees on Vendors ” Sve list end 

ROSSI, CE Division of Operational Events Assossmom (Post 070411) 69/12/03 
Consolidated Edison Co of Now York, Inc, 1 12pp. 47807 1 91-47807 302 


DOCKET 50-410 NIWE MILE POINT NUCLEAR STATION, UNIT 2 


DOCKET 50*409 LA CFOSSE flOlUNO WATER REACTOR 


F. Security, medical, emergency A ffre protection plans 


F. Security^ medical emergency & ffre protection plana 

8811290006 Forwards Physical Security Insp Ropt 50 409/60-09 on 861021-26 A 
1101 No violations noted 

GREQER.LR Region 3» Ofc of the Director. 88/11/19 TAYLORJW Dairy/and 
Power Cooperalivo 2pp 47668 100 47668 102 

•'6811290008 ParlialN withheld physical security Insp Rept 50 409/98 09 on 881021-26 
& 1 101 (ref lOCFBz 790 fd) Mfllor areas Insp finple mentation of newly approved physl 
cal security plan for SNM “possosslon only ’ silo 

FUNK.DF. CREED, JR Region 3. Ofc of the Director 60/11/16. Ip 47660.102 
47668:102. 

6612060144 Advisos that 0Q11O1 Rev 4 (o secunty plan & guard training A qualification 
plan meets 10CFR50 54(p) & acceptable 

QREGER^LR Region 3. Ofc of lha Director 90/11/30, TAYLOR. JW Dairyland 
Power Cooperative Spp 47740 324 47740 325 

$012060160 Advisos that 861115 Rev 6 to QA program consistent w/ provisions of 
10CFR50,App B & acceptable Rov involves organization changes, Including fire prolec' 
lion responsibility now assFgnod to icchnical support engineer 
WRIGHT.Q C Region 3. Ofc of the Director 86/12/05 TAYLOR, J W Dalryland 
Powor Cooperative Ip 47754 144 47754 144 


J, Insurance & Indemnity Information 

6611299429 Forwards temporary exemption fronn tOCFR50.64(w){6)(i) scJiedular re 
quirementa of property Insurance rule ro Insurance policies that priontixo insurenco 
proceeds for filabifizatlon & deco n tern In ption after accident 
tRiiCKSON.P B. SlsndardizaUon & Non'Powor Reactor Project Dlreclorato. 88/11/18 
TAYLORJ W. Dairyland Power Cooperative 4pp. 47695 001-47665 016 

-681 12 M4 53 Temporary exemption from 10CFR60 54(w)(5)()) re Increase In amount of 
onsite property damage insurance required by power reactor licensees & insurance 
that prlorJIire Insurance proceeds for stablElzatlon & decontamination after accident. 
HOLAHAN.GM Division of Reactor Projects • IfUV.V & Special Projects (Post 
679411). 80/ It /to Dairyfand Power Cooperative 4pp 47665.005-47665 016 


P. Operating iicenBe stage documenta A correepondenco 


8611200046 Genercc Ltr 66-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe acckJonl vulnerabilities Sve list 
end 

CflUTCHFIELD,D. Aasocialo Director for Projects (Post 670411) 98/11/23. Consol! 
dated Edison Co of NawYork, Inc.BIpp 47726.303-47729 024 


$612060160 Advises that 0S1115 Rev 6 to QA program consistent w/ provisions of 
10CFR5O,App B &. ecceplabla Rov involves organization changes. Including fire protec- 
tion responsiWilty now assigned to technical support engineer. 

WflIGHT.GC, Region 3, Ofc of the Director 90/12/05. TAYLOR,J.W Dairyfand 
Power Cooperative Ip 47764.144 47754' 144 


6612140162 flosponds to Generic Ltr 86-14, "Instrument A)r Supply Problems Affecting 
Safety Related Equipment." Emergency procedures for loss of coritrol air revised In 
Fab 1980 to reflect ourronl status of plant 

TAYLOR, J.W. Dairyland Power Cooperative 86/12/06 Document Conirol Branch 
(Document Donlrof Desk). 2pp 47000 15B-470OO 1B9. 


Q. Inspection reports, IE Buiietlne & correspondence 


0B 11290604 Forwards Ingp Repls 50 220/88 30 & 60 410/00-29 on 880926-30 No vie- 
I at tons noted 

EBNETER.SD Region 1, Ofc of the Director 88/11/18 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 47662 238 47602 249 

-8611290510 Insp Rapts 60 220/80-30 & 60-410/88 29 on 880926-30 No violations 
noted Major areas inspected security plan & proceduras.mgt 
organlzalion.audils.rocords & repts, testing & maint.barriors,securlty power supply & as 
sessment aids 

TOBIN, WJ Region. 1,Oic of the Director 80/11/16 lOpp 47662 240-4 7C 6 2 249 

6B1 2090292 Advises lhal 860524 Rov 6 to physical security plan consisloni w/provi- 
slons of 1QCrR60.S4(p) & acceptable 

BELLAMY.RR Region 1. Ofc of (he Director. 86/11/29 MANGAN.CV Niagara 
Mohawk Power Corp 4pp 47784.316 477e4'349 


P. Operating license stage documents & oorrospondonce 

9811200848 Generic Ltr 00 20 to all Ifcenaees holding OLs & CPs for nuclear power 
reactor faclljbes re Individual piani eKsm for severe accident vulnorabililies Sve list 
end 

CRUrCHFlELD.D Assoclato Director for Projects (Post 070411). 00/11/23 Consol^ 
dated Edison Co of New York, Inc 81pp 47726 303-47720 024 

■8812020206 Provides summary of results of technical analyses In rosponse to Gone no 
Ltr 88-11,dld 860712 Pressuro/tomp limits nood to be updated & schedule proposed 
for updallno Tech Specs 

TfiRRY.CO. Niagara Mohawk Power Corp. 80/11/28 Document Control Branch 
(Document Conirol Desk). 3pp 47718 263 47718-266 

8812210332 Forwards application for amend to Liconsa NPF G9 Amend revises Toch 
Spec Sections 4.8 4.4 & 4 8 4 6 re reactor protection sya (RPS) ofoclrlo power moni 
toNng (RPS logic) $ (scram solenoids), respectively Fee paid 
TERRY, CD Niagara Mohawk Power Corp 80/12/16. Document Control Branch 
(Document Conirol Dosk) 1p 47B90 059 47690.071 

-881 2210335 Application for amend to License NPF 69, changing Toch Specs to roviso 
survelllanca frequency for performance of channel funclIonaP tests on reactor proloc- 
(Ion sys electrical protection assemblies 

TERRY.CD Niagara Mohawk Power Corp 80/12/16 2pp 47090 060-47890.061. 

-8812210336 Proposed Tech Specs ro reactor protection sya electric power monitoring 
(RPS logic) & electric power monitoring (scram solenoids). 

^ Niagara Mohawk Power Corp 8B/12/1B. lOpp 47090 062-47690 071. 


0. Inspection reports, IE Bulletins & correspondence 

$811290504 Forwards Insp Repts 60-220/88-30 & 50 410/68-29 on 080926-30.No vio- 
lations noted 

EeNETER,SD Region 1, Ofc of the Director 88/11/16 MANQAN.CV Niagara 
Mohawk Power Corp 2pp 47662 238-47662 249. 

--$811290610 fnsp Repts 50-220/a6-30 & 60-410/86-29 on 080926-30 No violation s 
noted Major areas inspected security plan & procedure s,rngt 
organize lion.audlts .records & repts Jesting & maint»barriers,socurity power supply & as 
&6s9m0nt fliefs 

TOSIN.W.J. CAMERON,DFi KEIMIG.RR. Region 1. Ofc of the Director 89/11/18 
tOpp 47662 240 47662.249. 

$811160211 NRC Info Notice 80 090. "Unauthorfzfid Removal of Industrial Nuclear 
Gauges," Sve list end 

CUNNINGHAM, P.E Drvislon of lf>du8tnDJ $ Medical Nuclear Safely (Post 670729) 
98/11/22 Consolidated Edison Co of New York, Inc 99pp. 47706 266-47708 257. 

8011160487 NRC jnlo Notice 86-091 , "Improper Administration S Control of Psychologi- 
cal Tests " Sve list end 

ROSSI, CE Division oi Operational Events Assessmonl (Post 670411) 68/11/22 
Consolidated Edison Co. of New York, Inc 101 pp 47709 042-47708-142 

$$11290050 NRC Info Notice 88-093. "Tetelherapy Events " Sve list end. 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
86/12/02 Consolidated Edison Co of New York, Inc 112pp 47611 103 47811 216 
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&dt12^536S NRG Info Notice 88 094, "Potentially Undersized Valve Actuators " Svc list 

ROSSJ.CE. Dtvlsion of Operational Events Assessment (Post 670411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121 pp 47708 143 47708 264 

8612090303 Responds to NRC 680916 Itr re violations noted In Insp Ropis 50 220/08* 
17 fii 60-410/88-17 Corrective actions util hired Independent consultant to review OA 

a ram & deficiency documents reviewed to assure titat each adequately addressed 
KHARDT.L Niagara Mohawk Power Gorp 80/12/02 Document Control Branch 
tOocumeni Control Desk) tOpp 47761 157'4776l 169 

8812090314 Responds to violations noted in Insp Repl 50-410/88 10 Corrective 
actions temporary change notice to Procedure N2-ISP RMC-lOl issued which placed 
recording of required data In proper sequence 

BURKHARDT.L Niagara Mohawk Power Gorp 08/12/02 Document Control Branch 
(Documanl Control Desk) 4pp 47/85 143 47705 146 

681202026? NRC Info Notice 00 095, "Inadequate Procurement Requirements Imposed 
by licensees on Vendors,*’ Svc list end 

ROSSICE Division of Operational Events AssossmonI (Post 070411) 80/12/00 
Consolidated Edison Co of New York, Inc 112pp 47807 101-47807.302 

8812270160 Forwards Insp Rapts 50-220/08 10 & 50 410/00 19 on 061004-1117 Rosi 
dent inspectors will bo closely monitoring trend In personnel errors Inspoctora should 
ba Informed of root cause of recirculation loop dlschargo valve birtding 
KAME.WF Reoion 1, Ofc of the Director 00/12/16 QURKH/\RDT.L Niagara 
Mohawk Power Gorp 3pp 47927 097-47927 121 

-8812270162 Insp Repls 50 220/00*19 & 50 410/00-19 on 081004-1117 Concerns 
noTod Major areas inspected oparations,actlon on previously identified items, plant 
tours, safety sys walkdowns,LER revlews^Parl 21 repl review & allegaltons 
JOHNSON. J R Region 1, Ofc of the Director 86/12/15 22pp 47927 100 47927 121 


R. Pflrtodlc operating reports & related correspondence 

86^12190410 Monthly operating ropt for Nov 1900 for Nino Mile Point Unit 2W/0B120B 

TOMLINSON, E, WILUS.JL Niagara Mohawk Power Gorp 80/11/30 25pp 
47652 114-47852 130 


S Reportablo occurrences, LERs & related correspondence 

B&1 1290547 Part 21 ropt re defect in design of control circuits for Cooper Energy Svcs 
Drv I & It emergency diesel aenerators Non Category IE components disconnected 
from generator start circuits Plant mod planned 

TERfiV.CD Niagara Mohawk Power Gorp 08/10/05 RUSSELl.WT Region 1, Ofc 
of the Director 3pp 47002 310-47802 320 

9B1 1230288 Part 21 repl re dafoct In design of component mtg by Cooper Energy 
Svcs Initially reported on 6811 15. Util bocamo aware of problem on OB1 103 Dlv I emer- 
goncy dleael generator declared inoperable & valve racfassUiod 
TERRY, C.D. Niagara Mohawk Power Corp 00/11/21 RUSSELL.WT Region 1, Ofc 
of Iho Director 3pp 47662 063-47652 065 

881130C497 LER 06-050 00 on 8B1007,APRM survolllanco performed late duo lo pro- 
prammatic deficmncy Caused by personnel error Station general order will be Issued 
to restrict use of Tech Spec surveillance max allowable oxtenslons.W/ool 121 Ur 
KINSLEY,J R , WILLIS. JL Niagara Mohawk Power Corp 86/11/21 5pp 47676 180 

47678*184 r 

9812010964 Special ropt on 001l09,maln alack & radwaste/ reactor bldg vent gaseous 
efiluent monitoring sys declared Inoperable Caused by equipment 
m a1 function TroubI ©snooting of sys Involved underway but equipment not yet roturned 
lOSVC- 

WILLIS JL Niagara Mohawk Power Corn 88/11/23 Document Control Qronch (Doc- 
ument ^nlrol Desk) 2pp 47702 316 47702 317 

6913010163 LER 80-059 00 on 8D1025,ESF actuation occurred Caused by accidental 
contact of heat sink plates of power source w/flex conduit Lessons learned transmittal 
issued to appropriate dopts & warning will bo omplaced.W/881123 Ilf 
LAGOE,LJ., WILLIS.JL Niagara Mohawk Power Corp 88/11/23. 5pp 47703102- 

47703106. K KK 

S&12010109 Pari 21 rept re defect in GE Type 180 indicating type meters Initially report- 
ed on e81027.NSSS,lnc Identified os firm supplying component Meters will not be au 
thOfi2ed for use In safety related applications ponding resolution 
BURKHARDT.L Niagara Mohawk Power Corp 66/11/23. RUSSELL.WT. Region 1. 
Ofc of the Director 3pp 47707,146 47707 148 

6612066254 LER 88 060 00 on OOlOIO.Tech Specs noncompliance due to missed sur- 
vetllance on radiation monitor 2SWP*RE1460 Caused by programmatic 
deflclen^ Monitor declared Inoperable & surveillance tests taken W/681i28 Ur 
VOIJZA,P, WILU8,JL Niagara Mohawk Power Corp 86/11/28. 5pp 47742 262- 
47742:256 

6612060234 LER 88 081-00 on 68 1030 .facility experienced ESF actuation while reactor 
mode switch In shutdown Caused by equipment malfunction Work stopped on gas 
treatment sys & verification that no actual high radiation signals noted.W/QBl 129 (tr 
LAGOE.LJ., WILLIS.JL Niagara Mohawk Power Corp. 66/11/29. 5pp 47752 109 


861206031B LER 86 063-00 on 881 103 .facility experienced actualion of 

CSF, specifically, isolation signal to MSIV Caused by procedural deficlency.laolatlon 
reset & surveillance procedure revised W/881201 Ur 

LAQOE,LJ.. WILLIS.J.L Niagara Mohawk Power Corp 86/12/01 6pp 47752 16B- 
47752,163 

6612140243 LER 08-O64-OOon 681 104, Tech Spec 384 2 violated Caused by Installs 
Won dalle fency by contractor Work requests Issued to replace 100 amp breakers w/30 
Oimp braakera.Aflected drawings will be revised W/68I265 Ur 
MAZ2AFERR0,P., WILLIS.JL Niagara Mohawk Power Corp 88/12/05 5pp 
47800.352-47800 356 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


8812000102 Advises that 860427 Rev 4 to physical security plan coni^istont w/provi 
slons of 10CFR50 64tp) & accepfabfo 

BELLAMY.R R Region 1, Ofc Of the Director 80/12/01 SIEBER.J D Duquosno Light 
Co 3pp 47765 033-47765 035 

6012090272 Forwards Revs 6 to Issue 4 to physical socunty plan Rev withhold (rol 
10CFR2 700(dl & 73 21) 

SIEBER.J D Duquesno Light Co 60/12/06 Document Control Brandt (Document 
Control Cask) 2pp 47705*00 (-4 7785 002 

0812160006 Forv/arda Safety Insp Repts 50 334/08 28 & 50 412/08 22 on 801001 
1 115 & notico of violation 

WIGGINS.JT Region 1, Ofc of tho Director 80/12/07 SIEBER.J D Duquoatio Light 
Co, 2pp 47823 019 47623 044 

-8012150011 Insp Repls 50 334/88 28 & 50 412/00 22 on OOlOOt 1115 Violations 
noted Major areas inspected, plant operationa, sacurlty, radiological controls.plonl 
housokeepfng & ffre profecfron.mafnf surveiJIarrce fesfino 
TRIPP.LE Region 1. Ofc of the Director 00/ 12/06 23pp 47823 022 47023 044 


H General correspondance 


8812010421 Comment opposing proposed rule 10CFn26 re random drug tosting provi- 
sion In Fitness for Duty Program Local 142 members can accept & work under Fitness 
for Duly Program that contains only just cause drug testing provision 
SPEAKMAN.R J International Brotherhood of Electrical Workers 00/11/26 Docket 
Ing & Services Branch Ip 47679 201-476/9 291 

8B12020030 Comment opposing proposed rule 10CFR26 re random to^ilina provision of 
Fitness for Duly Program Members of Local 1 42 at plant can accept & work undor 
Fitness for Duty Program that contains only just cause drug tostinn provision 
MINSINGER.WJ International Brotherhood of Electrical Workers 88/11/20 Docket 
Ing & Sorvicos Branch Ip 47680 019 47680 010 

8812020077 Comment on proposed rule 10CFR26 re Fitness for Duly Prograni Local 
142 mombofs opposed to proposed random drug testing Supports just cause drug 
testing provision 

NOWAK.JM International Brotherhood of Electrical Workers 88/1 1/2 Q Dockoling & 
Sorvicos Branch Ip 47600 026 47600 026 


P. Operating llcanaa stage documents & corroepondenca 


80112300B3 Forwards foe for 661027 application for primary component support snub- 
ber allminatlon 

VASSELLO.JV Ouquosne Light Co 88/11/10, NRC - No Detailed Affiliation Given 
Ip 47652 032 4 7652 032 

8011230291 Forwards rosoonso to NRC 000920 request lor addi Info to support Pro 
posed Liconso Change 16 re spent fuel pool Util Intends to use neutron ab'iorbor sur 
voitfanco program (0 dotoct degraded boraffox specimens 

SIEBER.J 0 Duquosno Light Co 60/11/10 Document Control Branch (Oocumont 
Control OoaH). 4pp. 47652 103 47652 106 

6812160099 Forwards "OCRDR Second SuppI Summary Ftopt," per alated 
roview.conductod to ensure satisfaction w/NUREG 0737. published by Generic Ltr 82- 
33 

SlEBERJ.O Duqufisna Light Co 00/11/15 Document Control Branch (Document 
Control Desk) 2pp 47031 010 47831 244 

-6B 121601 13 "OCRDR Second Suppl Summary Repl," 

* Duquosno Light Co 08/11/16 200pp 47031.012 47631 244 

8811260048 Generic Ltr 68-20 to oK licensees holding OU & CPs for nuclear powor 
reactor facihlles re individual plant exam for severe accident vutnerabilltios Svc list 

CRUTCHriELO.D Associate Director for Projects (Post 670411) OB/11/23 C^nsoll- 
dated Edison Co of New York, Inc 81 pp 477P0 303 47720 024 

6812010021 Responds to Generic Ltr 80-11, "NRC Position on Radiation Embrlltlomont 
of Reactor Vessel Mails & Impact on Plant Operations " Util curronlly evaluating now 
heatup & cooldown curves Toctmical analysis end 

SIEBERJD. Duquesno Light Co 88/11/23 Document Control Branch (Documonl 
Control Desk) 20pp 4/702 345-47703 013 

8812080103 Forwards environ assessment & finding of no significant Impact ro BD0628 
request to exclude all containment Isolation weight- & spring loaded check velvos not 
sub) to Type C testing from lift test requirements of Spec 4 6 31 
TAM, PS Project Directorate 1-4. 88/12/01 SIEBERJD Duquosno Light Co 2pp 
47755176-47755183 

*-8812080107 Environ assessment & finding of no significant impact supporting amend 
application changing Tech Spec 4 63 1 which would exclude containment isolation 
spring loaded & wolgtit loaded check valves from lilt tost requirements 
STOLZJ F, Project Diroctorato I 4 88/12/01. 4pp 47755 180 47765.1 B3 

8812080109 Bequests that util address Generic Ltr 06 17 ro toss of DHR during non- 
power operation accordingly Believes that industry did not aggressively respond to 
Generic ltr 87-12 

MURLEY.TE Office Of Nuclear Reactor Regulation, Director (Post 670411) 06/12/ 
02 VONSCHACK.W Duquosno Light Co 3pp 47754.221 47754 223 

8612220260 Forwards Amends 133 8 9 to Licensos DPR-66 & NPr-73, respectively & 

S evaluation Amends exclude all containment isolation weight & spring loadod 
valves not subj to Type C testing from Tech ^oc 4 6 31 
TAM.PS Project Directorate 1-4 08/12/13 SIEBERJD Duquesno Light Co 3pp 
47901,093 47901.116. 
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-C8 12220272 Amends 133 & 9 io Licenses DPR-66 A NPF-73,fespeclively, excluding all 
containment Isolation weight & spring loaded check valves not sub| to Type C testing 
from Tech Spec 4 6 3 1 requirements 

STOLZ.JF Meet Directorate N4 0B/12/13 l5pp 47901 09S 47901 110 

-0012220273 Safety evaluation supporting Amends 133 & 9 1o Licenses DPflOG & 
NPF-73, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/ 12/13 3pp 
47901 111-47901-113 

-0812220278 Noirco of issuance of Amends 133 8 9 lo licenses DPR 66 & NPF- 
73, respecliveiy Amends eicdudo all containmenl isolalion weight &. spring loaded 
clieck valves not subj to Type C testing from Tech Spec 4 6 3 1 requirements 
TAM.PS Project Djroctorato 14 8B/12713 2pp 47901 114-47001 115 

0812220199 Forwards Amends 134 & 11 to Licensos DPfl 66 & NPF-73, respectively A 
safely evalual ion Amanda clarity several actiorn statements re reactor trip breakers in 
Table 3 3 1 of Tech Specs 

TAMPS Project Directorate 14 00/12/19 SIFBER.JD Duquosne Light Co 3pp 
47092 166 47892 100 

-0812220202 Amends 134 A fl to Licanse DPR'66 A NPF'73, respectively, clarifying 
Bcvpral action statomants ra reactor fnp breakers (n Table 3 3 1 of Tech Specs 
ST0L2.JF Project Diracto rata 14 80/12/19 lOpp 47692 169-47892 178 

-0812220204 Sflfoty evaluation supporting Amends 134 & 11 to Licences DPR 66 A 
N PF* 73 .rospectivaly 

“ Office of Njciear Roaclor Regulation. Director (Post 870411) 08/12/19 2pp 
47892 179 47092 180 


0. Inspection reports, [E BulleElns A correapon dance 

0811160211 NRC Info NoUca 88 090, "Unauthorized Removal of Industrial Nuefeer 
Gauges “ Sve hat onef 

CUWINGMAM.R E Division of Industrial A Medical Nuclear Safety (Post 070729) 
88/11/22 Consolidated Edison Co of New York Inc 99pp 47700 255 47700 267 

8811100407 NRC Info Noheo 88 091, "Improper Administration A Control of Psychologi- 
cal Tesla *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Posi 070411) 88/11/22 
Consolidated Edison Co of Now York, (nc lOIpp 47708042-47700 142 

0812OSDO45 Forwards supplemental response to NRC Bulletin 88 000, "Thermal 
Stresses tn Plp^^ng Connecled to RCS " 

SI6BER,JD Duquesne Light Co 08/11/23 Document Control Branch (Document 
Control Desk) Spp 47732 340-47732 344 

6812060023 Forwards Insp Repts 50-334/88 27 A 50 412/88 21 on 681017- 21 No vio- 
lations noted 

6ELLAMy,RR Region 1, Ofe of the Director 60/11/20 SIE0ER,JO Duquesno Light 
Co 2pp 47743 020-47743 040, 

-8012060027 fnsp Repta 50-334/88-27 A 50-412/88 21 on a61017*21.No violations 
noted Major areas inspected licensee radioactive effluent conlrols.radwaste A trans- 
portation A radiological environ mom tonne programs 

PASCIAK,W^, DAVIDSON,BS, KOTTAN,JJ Region 1. Ofc of the Director. 80/11/ 
28 llpp 47743 030 47743 040. 

8011290030 NRC Info Notice 88 893, "Tolethorapy Events Sve list and 
CUNNINGKAM.R E Division of induslnal A Medical Nuclear Safety (Post 070729) 
80/12/02. Consolidated Edison Co of New York. Inc 112pp 47811 103 47811 215 

8011290530 NRC Info Nolico 80 094, "Potentialiy Undersized Valve Actuators” Sve list 
end 

ROSSLCE Division of Opo/alional Events Assessment (Post 670411) 88/12/02, 
Consolidalod Edison Co of Now York. Inc 121pp 4770D 143 47706 264, 

0012180000 Forwards Safety Insp Repts 50-334/88*20 A 50-412/68 22 on 881001- 
1 1 15 A notice of vlofahon 

WiQGiNS.JT Region 1, Ofc of the Director. 88/12/07, SfEBER.JD Duquesno Light 
Co 2pp 47 OaO-OlO 47823044, 

-081216DQO9 Notice of violation from insp on 80(001-11 15 Viofatlons noted licensee 
correcUva actions In response to insp findings found Inadequate to preclude repetition 
In that Inaccurate Info shown on control room status prints 
• Region 1, Ofc of the Director 88/12/07. Ip 47823 021-47623 021 

-8812150011 Insp Roots 56-334/88-26 A 60 412/68 22 on 881001-1115 Violaifons 
noted Major areas Inspected plant operations, socunty.radiological conlrols.ptar^t 
housoKeepfng A bro prolecliori^maint A surveiilaince testing 
TR^PP*L£ Roglen 1, Ofc of the Director. 08/12/06. 23pp 47823jO22-47023 044 

8012020207 NRC fnfo Notice 86-005, "fnadequaio Procurement Requirements Imposed 
by Lfeenseos on Vendors ” Sve list end 

RQASLC.E Division of Operallonal Events Assessment (Post 070411) 88/12/08, 
Consolidalod Edison Co of New York. Inc 112pp 47007.191-47807.302 


R. Periodic operating reports A related correspondence 


0812050300 LER 88 017-00 on 08 1005, benchboard position indication lighls for FORI/ 
showed dual Indication Caused by degraded wiring A gasKots Gaskets replaced w/m 
proved model PORVs returned to operobio status W/OB 1201 Itr 
NOONAN, TP Duquosne Lfght Co 06/12/01 7pp 47740 243 47740 249 

8812200194 LER 80-016-00 on BQ1 1 15, inadvertent actuation of chemical Inioctfon pump 
occurred Caused by operator error Chemical injection pump immediatofy shutdown I 
licensed operator involved counseled W/0Q1215 Ur 
NOONAN.TP Duquosne Light Co 80/12/15 5pp 47862 140 47862 144 


DOCKET 60-413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Security, medical, emergoncy A fire protection plans 


8012099029 Forwards public version of Rev 28 to "Crisis Mgl P/an " W/ DW Gnmaley 
undated release memo 

TUCKER, H 8 Duka Power Co 08/11/22 Document Control Branch (Document Con 
trofOesk) 4pp 47757 171-47767 215 

-8B12090034 Public version of Rev 28 to "Crisis Mgt Plan for Nuclear Stations " 
‘Duke Power Co 08/12/01 41pp 47757.175-47757.215 


H, General correspondence 


8012090336 Confirms mealing w/ulif on 881209 at Region II ofc re reorganizalron.pef 
801121 teicon 

ERNST, M L Region 2, Ofc of Ihe Director 08/12/01 TUCKER.H B Duke Power Co 
Ip 47762 231-47782 231 


P. Operating license stage documents A correspondence 


BB 12020039 Forwards response to request for add) into re direct generation response 
spectra, per 801104 Itr 

TUCKER.H B Duke Power Co 00/11/21. Document Control Branch (Document Con 
irol Desk) 22pp 47717 219 47717 240 

8811200048 Oenonc Ltf 69 20 to ail licensees holding OLs A CPs for nuclear power 
reactor facililfes ro individual plant exam for severe Occident vulnerabililles Sve list 
end 

CRUTCHFIELD, D Associate Director tor Protects (Post 870411) 88/1 V23 Consol^ 
dated Edison Co of Now York, Inc, 01pp 47720 303-47720 024 

BB120 10223 Notificallon of 081205 meeting w/util in Rockville, MD to discuss util direct 
generation response spectra A snubber reduction program for Units 1 A 2 Agenda 
end 

JABBOUR.KN Project Directorate 113 00/11/28 MATTHEWS.DB, Project Director 
atelf-3 4pp 47703 019 47703.022. 

6012020026 Responds to Generic Ltf 00 II, “NRC Position on Radiation Embrilllomanil 
of Reactor Vessel Mails A Impact on Plant Operations " Changes to healup S cool 
down llmils needed for conservative oporalion up to 10 EFPr.por Reg Guido 1 09 
TUCKER.H B Duke Power Co 08/ 1 1 /28 Document Control Branch (Document Con 
IrolDesk) 2pp 47711-136 47711 137 

6812070026 Application for amends to Licenses NPF-35,NPF-52.NPF-9 A NPF-17.clBrl. 
fying Tech Mec 6 2 3 re safety review group Fee paid 

TUCKER, NB. Duke Power Co 80/11/28 Document Control Branch (Document Con 
Irof Desk) 1 1pp 47746 050 47746.066 

-8812070027 Proposed Tech Spec 6 2 3 re safety review group 
* Duke Power Co 88/11/20. 6pp 47746-061 -4^46.066 

001 2050079 informs that NRC staff plans to provide guidance on snubbers by issuance 
of approved Tech Specs in fatter part of 1969 NRC positions on several 
malle/8,lr>ciuding proposed Changes 3 & 4 will be addressed. 

MATTHEWS, D 8 Project Directorate 11-3 88/11/29 TUCKER, HB Duke Power Co 
3pp 47731.214-47781 216 

B01 2050125 Submits addl clanilcatlon for 880526 response to Generic Ltr 06-03 lor 
pfanl 

TUCKER.H B. Duke Power Co 88/1 1/29 Document Control Branch (Document Con 
trolDesk) 2pp. 47732 291-47732 292. 

8812050066 Advises that ulif 680526 & 1129 rosponsos to Generic Ltr 88 09, "Steam 
Binding of Auxlfiary Feedwater Pumps,” satisfactory 

JABBOUR.KN Project Directorate 11-3 08/12/02 TUCKER.H B Duke Power Co. 
3pp 47731 217-47731 219 

0012080089 Requests thal utif address Geneno Ltr 86-17 re loss of DHR during non- 
power operalion.l89ue of high priority A should bo addressed accordingly 
HURLEY, T.E Office of Nuclear Reactor Reguialion, Director (Post 070411) 08/12/ 
02 LEE.WS Duke Power Co. 6pp 47753 129 47753 133. 


8811300599 Discharge monitoring rept for Oct 1088 for Beaver Valley Units I A 2 W/ 
0B1122 ltr 

DflUGA.R J Duquesne LIghI Co, 88/10/31. 21pp 47680.262-47600,282 

0012140267 Monthly operating repta for Nov 1988 for Beaver Valley Units 1 A 2W/ 
881207 Hr 

WINGER, S)E6ER.J.D Duquesno light Co 88711/30 llpp 47012 069-47012 079. 


3. Repartabio occurroncea, LERa A related correspondence 

8612010197 Part 21 Repi 88 018-00 ra binding problems w/Telemecanlque Gould MCC 
Aa2l A A822 linos tarterah [daily reported on 0ai12aEfevon finestartors repaired A re- 
maining llnestartera will be fnspocled during first refueling outage. 

NOONANTP. Duquesno Light Co 88/11/28 Document Control Branch (Document 
Control Desk) 4pp, 47709 245-47709-249, 


8012140227 Application for amends to Licenses NPF'35 A NPF-52, re vising Survol fiance 
Roqmremonl 4 7.1 2 la 4 to apply to CA discharge flow path A substitute facility spe- 
cific wording in place of STS wording 

TifCKER.HB duke Power Co, 08/12/05. Document Control Brerich (Document Con- 
trol Desk) 2pp 47013 322 47813 330 

*-8612140226 Proposed Tech Specs, clarifying intent of Surveillance Requirement 
4.7.1218 4 

• Duke Power Co. 00/12705, 7pp 47813-324-47813-330. 

0612120012 Forwards "Emergency Dose Assessment Manual " 

TUCKER.H 0 Duke Power Co 08/12/07 Document Control Branch (Document Con 
tral Desk). 3pp 47700 219 47781-120 

-8812120014 -"Duke Power Co Emergency Dose Assessment Manual " 

TUCKER.H.B Duka Power Co, 08/11/21 259pp 47700-222-47781 120. 
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&$ia 160068 Informs that romova! of RTD bypass manifolds & replocoment w/fasi re 
sponse thermowoll mounted RTDs completed lor unit RosuUs using unit load steady 
state procedure end 

TUCKER.H B Duke Power Co 08/12/07 Document Control Branch (Documont Con 
bol DfJSk) 2pp 47073 224 47B73 225 

6612160089 Summary of 881205 moating \v/util & JD Stovanson & Assoc ro direct gan 
eraiion fesponsa spactra & snubber roduction program Util committed to provido listed 
into discussad consistent w/schodula tor snubber removal W/allondance list 
JABBOUR.KN Pfoiect Directorate 113 68/12/13 Projocl Directorate 113 7pp 
47632 338 47832 344 

8912270307 Atlvises that author will respond to NRC 881018 request for nddi info re 
performance testing of relief 8 safety valves prior to 890224 Response delayed In 
order to obtain necessary vendor info 

TUCKER.H B Duko Power Co 08/12/13 Document Control Branch (Documont Con- 
trol Desk) ip 47925 304-47925 304 


O Irtspection roportSi IE Bulletins & correspondence 

Gai1290l>3G Forwards Insp Repts 50 413/88 34 & 50 414/08-34 on 080926 1025 & 
no He a of violation 

BRtOWNUE.VL Region 2, Ofc of the Director 80/11/16 TUCKER.H B Duko Power 
Co 2pp 47667 030-47667 050 

~B8 11290043 Notice of viotaiion from insp on 800926 1025 Violations noted two inslru 
merl & elaclrical technicians working w/o procedures & Procedufos AP 0 A-5500 34 

6 OMP 2 29 Inadequate 

BROWNLEE, V L Region 2, Ofc of the Director 68/11/16 3pp 476G7 032 47667 034 

-8311290049 Insp Repls 50 413/88-34 & 50 414/68-34 on B0092B 1025 Violations 
noted Maior areas Inspected plant operations, surveillance observatfon.malnl observa- 
tion 81 review of licensee nonroutme ovont ropts 

ORDERS.W T, LESSER.M S . PEEBLES.! A Region 2, Ofc of the Director 86/11/15 
1 6pp 47667 035-47667 050 

8311280216 Ack receipt o1 881020 Ur informing NRC of stops taken to correct violations 
rioted In Insp Repts 50 413/68 27 8 50 414/08 27 

ERNST.ML Region 2, Ofc of the Director 88/11/10 TUCKER.H Q Duke Power Co 
Ip 47655 342 47655 342 

8811290264 Provides comments ro NRC SALP Ropts 50 413/88 24, 50 414/80-24.50 
359/88 21 & 50-370/88-21 

TUCKER.H B Duke Power Co 80/11/21 Document Control Branch (Documont Con 
trol Desk), 2pp 47650 033 47650 034 

6811160211 NRG Info Nolico 80-000. "Unauthorized Removal of Indusliial Nuclear 
Qairgea " Sve list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
80/11/22 Consolidated Edison Co of New York, Inc 09pp 47700 255-47708 257. 

8811160467 NRC Info Notice 08 091, "Improper Administration & Control of Psychologl 
cel Tests " Sve list end 

ROSSI.CE Division of Operational Events Assossmon! (Post 070411) 00/11/22 
Consolidated Edison Co of Now York, Inc 101 pp 47700 042 47706 142 

8B1 2050032 Responds to NRC 881024 Itr ro violations noted In Insp Ropts 50 413/08 

07 & 50-414/00 07 Corrective action reslstanco temp doloclors replaced 0 gualilied 
lormination seal installed Fee paid 

TUCKER, H Q Duke Power Co 80/11/23 Document Control Branch (Document Con 
trol Desk) 7pp 47732 062-47732 050 

asi 2050972 Advises that use of ASME Code Cases N 401,N-416.N-426 & N 427 In in 
service msp program approved.por 860302 request 

MATTHEWS.DB Project Directorate 11-3 80^2/01 TUCKER.H B Duke Power Co 
7pp 47734,020 47734 028 

3312129113 Provides action status update re NRC Bullolm 08 004, "Potential Safoly 
Related Pump Loss " Migs contacted re anticipated response time after 090601. 
TUCKER.H B Duke Power Co 80/12/01 Document Control Branch (Documont Con 
trol Desk) 2pp 47791 339 47791 340 

0311290030 NRC Info Notice 08 093, "Teletherapy Events" Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
88/12/02 Consolidated Edison Co of Now York, Inc 112pp 47011 103-47011 216 

681 1290638 NRC Info Nolice 88-094, "Potentially Undersized Valve Actuators " Sve list 
ond 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/12/02 
Consolidated Edison Co of New York. Inc 121 pp 47708 143-47700 254 

6B IS 120274 Ack receipt of payment lor civil penalty imposed by NRC on 001024 In 
amount of $50,000 

LIEQERMAN.J Ofc of Enforcement (Post 070413) 80/12/06 TUCKER.H B Duke 
Power Co Ip 47789 203-47709 203 

08121901 10 Ack receipt of 001 1 16 Itr informing NRC of steps taken to correct violations 
noted In Insp Repls GO 413/08-33 & 50-414/08 33 

BROWNLEE, VL Region 2, Ofc of the Director 08/12/07 TUCKER.H B Duke Power 
Co Ip 47849150-47049 158 

0612020267 NRC Info Notice 80-095, "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI, CE Division o1 Operational Events Assessment (Post 670411) 88/12/OB 
Consolidated Edison Co of Now York, Inc 112pp, 47007 191-47007 302 

8612200269 Forwards Insp Repts 50 413/88-35 & 50-414/00-35 on 881026- 1125 & 
notice of violation 

BROWNLEE, VL Region 2. Ofc of the Director 88/12/09 TUCKER.H B Duke Power 
Co. 2pp 47864 341-47064 353 

-0B122OO271 Notice of violation from insp on 001026-1126 Violations noted instrument 
& electrical technicians observed using inaccurate.out of date copy of Westinghouse 
Technicali Manual Process Instrumentation & Control CNM 1399 03-252. 

BROWNLEE, V L Region 2. Ofc of the Director. 00/12/00 2pp 47064 343-47864 344 


-0812200273 Insp Ropts 50-413/08 35 & 50 414/08 35 on 001026 1125 Violations 
noted Major areas inspected plant operalions, surveillance & maint 
observations, licensee nonroutme event repls & followup of previously identified items 
ORDERS.W T , LESSER.M S . PEEBLES, T A Region 2, Ofc o1 the Director 08/12/09 
9pp 47664 345-47864 353 

8812210257 Forwards summary of 661020 & 21 SALP presentation meetings List of 
licensees & NRC attendees & slides used during presentation also end 
ERNST, M L Region 2. Ole of the Director 88/12/14 TUCKER.H B Duke Power Co 
a4pp 47877 162-47077 247 


R Periodic operating reports & related correspondence 

8812200217 Forwards monthly operating repts for Nov 1968 for Catawba Units 1 & 2 & 
corrected rents for Auq & Oct 1968 for Units 1 & 2,respocllvely 
TUCKER.H 0 Duko Power Co 08/12/15 Document Control Branch (Documont Con 
trot Desk) Ip 47061 202 47861 216 

-0612200277 Monthly operating rdpts for Nov 1960 for Catawba Units 1 & 2 
WILIIAMS.RA Duke Power Co 08/11/30 lOpp 47061:203 47061 212 

-8812200279 Monthly operating repl (or Aug 1986 for Catawba Unit 1 
MEAO.JJ Duke Power Co 00/08/31 2pp 47061'213 47061 214 

-0012200283 Monthly operating rept for Oct 1980 for Catawba Unit 2 
MEAD.JJ Duko Power Co Ofl/lO/31 2pp 47861 216 47061 216 


S- Reportable occurrencoa, LERs & related correspondence 

0012010361 LER 08 023 00 on 881026Jrains A & 0 control room ventilation 
Inoperable Caused by functional design deficiency of cooling water flow control 
valve Flow to lube oil cooler increased by adjusting valve W/881 123 Ur 
TORRE. J G , TUCKER.H B. Duke Power Co 06/11/23 5pp 47702 252-47702.266 

8S12020035 Special repl on 861025, Diesel Generator (DG) IB Invalid failure 
occurred Caused by loft front turbo lube oil sensor 1LDPT5240 venting 
continuously Failed sensor replaced & mods to delete DG pneumatic trip instrumenla 
Iron p'annod 

TUCKER.H 0 Duke Power Co 08/11/23 Documont Control Branch (Documont Con- 
trol Desk) 5pp 47707-149 47707 153 

BD12070023 LER 00 024 00 on 801010,addlllons made to waste gas storage tank w/o 
Tecti Spec required analysis duo to mgl doddency Change to correct & clarify waste 
gas operational procedure written W/881 130 Itr 

TORITE.J G . TLICKER.H 0 Diiko Power Co. 80/11/30 6pp 47749 315 47749 320 

8812270305 LER 08 025 00 on 0811 13,one auxiliary bldg ventilation sys train Inoperable 
for grooter than 7 day period, contrary to Tech Spec 3 7 7 Caused by personnel errors 
& design deficiency W/8&1 21 5 Itr 

TORRE,J G . TUCKER.H B Duko Power Co 08/12/15 7pp 47926 351-47Q25.357 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & lire protection plans 

88 12090029 Forwards public version of Rev 20 to "Crisis Mgt Plan " W/ DH Grimsioy 
undated release memo 

TUCKER.H B Duke Power Co 88/11/22 Documont Control Branch (Document Con- 
trol Desk) 4pp 47767 171-47757.215 

-8812090034 Public version of Rev 28 to "Crisis Mgt Plan for Nuclear Stations " 

‘Duke Power Co OQ/12/01 41pp 47757.175 47757-215 


H. General corroapondence 

8812090335 Confirms meeting w/util on 881209 at Region II ofc re reorganization .per 
881121 telcon 

ERNST.M L Region 2, Ofc of the Director 80/12/01. TUCKER.H B. Duke Power Co, 
Ip 47782 231-47702 231 


P. Operating llcanse stage documents & correspondence 

8812020039 Forwards response to request (or nddi Info re direct generation response 
spoctra^er 6B1 1D4 Itr 

TUCKER, H.B Duke Power Co, 00/11/21 Document Control Branch (Document Con- 
trol Desk) a2pp 47717 210-47717.240 

8611280048 Generic Llr 88-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Sve Hat 
end, 

CRUTCHFIELO.D, Associate Director for Projects (Post 070411) 00/11/23 Consoll- 
dated Edison Co of New York, Inc 81 pp 47720 3 03 -477 29 -024, 

0812010223 Notification of 001205 meeting w/util In Rockville, MD to discuss util direct 
generation response spectra & snubber reduction program (or Units 1 & 2 Agenda 
end 

JABBOUR.KN Project Directorate 11-3. 88/11/28, MATTHEWS.DB, Prolecl Dlreclor- 
atGll-3 4pp 47703 019 47703-022 

8812020028 Responds to Generic Ltr 00-11, "NRG Position on Radiation Embriltlomeni 
of Reactor Vessel Matts & Impact on Plant Operations " Chances to heatup & coot 
down limits needed for conservalivo operation up to 10 EFPy,per Reg Guide 1 99 
TUCKER.H B Duke Power Co 88/11/28 Document Control Branch (Document Con 
trol Desk) 2pp, 47711 136 47711 137 

8812070025 Application for amends to Licenses NPF-35,NPF-62,NPF-9 & NPF-I7,clarl 
fying Tech ^ec 6 2 3 re safety review group.Foo paid 

TU(!;KER,H,B Duke Power Co, 88/11/20 Documont Control Branch (Document Con 
trot Desk) 1 1pp 47746 050 47746 066 
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*•6012070027 Proposed Tech Spec 6 2 3 re safotv review group 
* Duka Power Co 06/11/20 6pp 4774Q061 47746066 

B6 12050076 Informs (hat NRC slaff plana to provide guidance on snubbers by issuance 
ol approved Toch Specs In fatter pari of 1909 NRC positions on several 
matters, Including proposed Changes 3 £; 4 wiPf be addressed 
MATTHEWS, DB Projoct Directorate JI-3 68/11/29 TUCKEaH B Duke Power Co 
3pp 47731*2t4'4773l 216 

8S12050125 Submits addl danflcatiori for 060526 response to Generic Ur 66 03 for 
plant 

TUCKER. H,B Duke Power Co BS/1 1/29 Documonl Controf Broncli (DocumonI Con- 
trol Dosk) 2pp 47732 201-47732 292 

8012950066 Advises Ihat util 860526 & 1120 responses to Gonenc Ltr 6B»09, "Stuam 
Binding of Auxiliary FeedwaCor Pumps,” aatisfactory 

JABBOUR.KN Project Dfroctorate 11-3. 80/12/02 TUCKEn.HB Duko Power Co 
3pp 47731-217-47731 216 

6612069080 Requests Ihat util address Genorio Ltr 80 17 re loss of DHR during non- 
power opera lion fs suo of high priority & should bo addressed accordingly 
WURLEYje Office of Nucfear Reactor Regulation, Dirociof (Post 870411) 08/12/ 
02, LEE.W S Duke Power Co fipp 47753 129 47753 133 

6612140227 AppJfcallon for amends to Ucensos NPF-35 & NPF-52, revising Surveillanco 
Requirement 4 7 1 2 1 a 4 to apply (o CA discharge flow potb & substitute facility spe- 
cific wordlnn In place of STS wording. 

TUCKER, H 6 Duke Power Co 60/12/05 Document Controf Branch (Document Con 
trol Desk) 2pp 47813,322-47813 330 

-8612140220 Proposed Toch Spocs^clarifylnp Intoni of Survetllanco Roquiremenl 
471 21e4 

•Duko Power Co 80/12/05 7pp 47B13'324 47QI3330 

0612120012 Forwards "Emergency Ooso Assessment Manual ” 

TUCKERH B Duko Power co 60/12/07 Document Control Branch (Documonl Con- 
trot Desk) 3pp 47780.210 47781120 

*•6612120014 "Duke Power Co Fnnoroency Doso Assossmont Manuaf " 

TUCKeR>HB Duke Power Co. 66/11/21 256pp 47780 222-47761 '120 

66T2169086 Informs (hat removal of RTD bypass manifolds & ropfacemeni w/foBl re- 
sponse thermowell mounted RTDs completed lor unit Results using unit toad stoady 
state prooeduro end 

TUCKER, HB. Duko Power Co. 80/12/07. Document Control Branch (Oocumom Con- 
trol Desk). 2pp. 47073 224 47073.226 

6612168969 Summary of 681205 rnecting w/util -& JD Stevenson & Assoc ro direct gen- 
eration response spectra 8 snubber reduction program Util committed to provide llatod 
Info discussed consistent w/schedulo for snubber romoval W/altencfanco list 
JABBOUR.KN Prelect Dirodaralo 113 60/12/13. Projoct Dlroctorato 1)3 7pp, 
47032 330 47832344 

8612270307 Advises that author will respond (o NRC 861010 request for addl info ro 
periormonco losting of relief & safoty valves prior to 800224 Rosponso dolayod in 
order to obtain necessary vendor Info 

TUCKER.H B. Duka Power Co 68/12/13 Documonl Control Brandt (Documonl Con 
trol Desk) Ip 47825.304-47925 004. 


Q, Intpactlon roportSj IE Bulletlna & corrospondence 

9611260036 Forwards Insp Ropts 60 413/88 34 & 60-414/60 34 on 680926- 1025 & 
nolica of viofallon. 

BROWNLEE, V L. Rogiort 2. Ofo of the Director. 06/ 1 1/16. TUCKER.H 0. Duke Power 
Co. 2pp 47667.030-47607.050 

-*6611290043 Notice of violation from Inap on 000926-1026. VIolaDons notod.two fnslru- 
mqnt & ofeclrlcaf tedmlrlftn® procoduras & Procoduras AP-0 A 5500-34 


8812120110 Provides action status update ro NRC Bulletin 00 004, "Polondal Safety 
Relalorf Pump Loss '* Mffls contacted ro anlicipatod response time after 0SO6O1 
TUCKER.H 0 Duko Power Co 80/12/01 Document Control Brnnrh fOocument Con- 
trot Desk) 2pp 47791 339 47701 340 

8911260030 NRC Info Notice 08 093, "Tolethc^^npy Events ” Sve list end 
CUNNINGHAM.R E. Division of fndustrlal 6, Modicaf Nuclear Safety (Post 070729) 
60/12/02. Consolidated Edison Co of Now York, fnc I12pp 47611 103 47811 215 

8811290538 NRC Info Notice B8 094, ''Potentially Undersized Valve Actuators ” Svcliil 
onci, 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/12/02 
Consolidated Edison Co or New York, Inc 121pp 47706 143-47708 254 

8812120274 Ack receipt of payment for civil penally Imposed by NRC on 801024 ii 
amount of $50,000 

LIEBERMAN.J Ofc of Enforcement (Post 670413), 80/12/06 TUCKER.H D Duke 
Power Co Ip 47789 203-47789 203 

8812190110 Ack receipt of 681116 Hr informing NRC of stops taken to correct viofations 
noted In Insp Repts 50-413/86 33 & 50 414/68-33 

BROWNLEE, VL Region 2, Ofc of the Director 80/12/07 TUCKER.H B Duke Pov« 
Co Ip 47840 158 47849 150. 

8012020287 NRC Info Notice 00 095. "tnadequalo Procurement Requirements Imdwsod 
by Licensees on Vendors " Sve list oneJ. 

ROSSLCE. Division of Operational Events Assessment (Post 070411) 80/12/(16 
Consolidated Edison Co or New York. Inc 1 t2pp 47807 101-47007 302 

8812290289 Forwards Insp Repts 50 413/88 35 & 50-414/68-35 on 081026 1125 & 
notico of violation 

BROWNLEE, VL Region 2, Ofc of the Director 08/12/09 TUCKER.H B Duke Pover 
Co 2pp 47864 34147064 353 

-8012200271 Notice of vfofation from Insp on 801026 1128 Violations noted Instrument 
& oloctficflt technicians observed using Inaccurate, out of date copy of Wostinghouse 
Technical Manual Process instrumentation & Control CNM 1 390 03-252 
BROWNLEF.VL Region 2, Ofc of the Director 08/12/09 2pp 47864.343-47864 344 

-8612200273 fnsp Ropts 60-413/80 35 & 50 414/80 35 on 801026-1125 Violations 
noted Major areas Inspected plant operations, surveillance & maial 
observations, licensee nonroutlrio event repts & followup of previously Identified itoms 
ORDERS, W.T , LESSER.M.S . PEEBLES,! A Region 2, Ofc of the Director 88/12/(39 
9pp 47864 345 47804 363 

8912210257 Forwards summary of 881020 & 21 BALP presentation mootings List of 
llcon&eos & NRC atteodeos & elides used during presentation also end 
ERNST.M L Region 2, Ofc of the Director 80/12/14 TUCKER.H B Duko Power Co 
04pp 47877-162-47077.247 


R. Periodic operating roporte & related correapondonce 

6812209217 Forwards monthly operating ropts for Nov 1080 for Catawba Units 1 & 2 $ 
corrected rents for Aug & Oct 1900 for Units f & 2,respeQlivoty 
TUCKER.H 8 Duke Power Co 88/12/16. Document Control Branch (Documonl Con 
trot Desk). Ip. 47861 202-47861 216 

**6312290277 Monthly operating ropts for Nov 1988 for Catawba Units 1 & 2 
WfLLIAMS.RA Duke Power Co. 00/11/30 lOpp 47061.203 47061 212. 

-0612200263 Monthly operating ropt for Oct 1908 for Catawba Unit 2 
MEAO.JJ. Duko Power Co BB/10/31. 2pp. 47861 •216-47861.21 6 


S. Reportable ocourrencea, LERs & related correapondonce 

6612140256 LER 80 020 OO.on 66 1025, both trains of containmont Isolation valve Injoc 
lion water sys inoperable Train B Inoperable duo to being Isolated from assured 
makeup supply for HX cleaning & Train A due to depressurizing surge chamber W/ 
861123 ltr. 

TORRE. J Q , TUCKER.H.B. Duke Power Co 80/11 /23 6pp 47614 036 47014 040 

6612200318 Advises of Bubmissfon of LER 414/86 30 ro inoperability of power range 
neutron flux irtstmmentaClon on 861 1 1 1 Delay allows for complete evaluation 
TUCKER, H.B Duko Power (3o 88/12/09 Document Control Branch (Ooci/ment Con 
trol Peak). Ip 47864 102-47064.192. 


DOCKET 50 416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. SecurKy, medical, emergency A fire protection plans 

6611150217 Forwards Insp Ropt 50 416/88-22 on 880910-23.No violabons or devi- 
ations noted, 

DECKER.! a Roglon 2. Ofc of the Director 68/11/03. CLONINGCF.TH System 
Energy Resources, Inc 2pp 47802 321-47002-320. 

-6611150221 Insp Rept 50-416/68-22 on 880910-23 No violations or deviations 
noted Major areas lnspec(ed,enriergency prepare dness, Including omergoncy plan & im 
plementing procedures, emergency faclllllesjtralning & revlows/audits 
KREH.J L, DECKER.! R. Region 2, Ofc of the Director. 88/10/31. 6pp 47802 323 
470O2-320 

6B12060126 Confirms 801207 enforcement conference In Roglon II ofc to discuss 
recent security event, per 681118 tetcon. 

ERNST, ML Roglon 2. Ofc of the Director. 80/11/23 COTTLE, WT System Energy 
Resources, Inc 3pp 47741:228-47741.230. 

86120B0104 Fotwarda Rev 3 to updated F5AR for Grand Gulf Nuclear Station Unit 1 
(30TTLE,W,T. System Energy Resources, Inc 08/12/01. Document Control Branch 
(Document Control Desk) 5pp 47771:054-47776.089 
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6812090166 Rev 17 to Emergency Plan Procedure 10 5 01-6, “Nollftcalion of Offsite 
Agencies & Plant On Call Emergency Personnel ” W/081206 Mr 
HURLEY, J, COTTON ,S R , CESARE.JG System Energy Resourcos, tnc 68/12/06 
26pp 47757 216 47757 241 

6612220041 Forv/ards summary of 881207 enforcement conference re Insp Root 50- 
416/6&'24 & discovery of two pistols introduced undetected into proiecled 
area Meeting handouts also end 

ERNST, ML Region 2. Ofc of the Director 08/12/16 COTTLE.WJ. System Energy 
Resources. Inc 16pp 47914 048-47914 063 


1. Financial Information 


8012020008 Forwards Amend 50 to license NPF 29 & safety evaluation Amend revises 
Tech Spec 3/4 1 3,3, "Control Rod Scram Accumulators " 

KINTNER.LL Project Directorate 11-1 80/11/30 COTTLE, WT System Energy Re 
sources, Inc 3pp 47716 024 47716 036 

*-8812020009 Amend 50 to License NPF 29, revising Tech Spec 3/4 13 3 ro control rod 
scram accumulators 

ADENSAM,EG Prolecl Directorate IM 06/11/30 6pp 47718 027 47718 032 

-8812020010 Safety evaluation supporting Amend 50 to License NPF-20, revising Tech 
Spec 3/4 1 3 3 re control rod scram accumulators 

* Olfico of Nuclear Reactor Regulation, Director (Post 870411} 86/11/30 4pp 
47716 033 47718036 


6812130295 Requests that end new Paragraph 2B(7) re sale & leaseback transaction 
of undivided interest be added to 061010 amend eppllcallon 
CLONINGERJH System Energy Resources, Inc 86/12/07 Document Control 
Branch (Document Conlrol Desk) 6pp 47796 242-47796 247 

3612200026 Provides general info, per 1 0CFR50 33(a) (d) ro corporation, Texlron.lnc 
that may purchase interest in facility, per ulil 861019 proposed amend to License NPF- 
2(},corc6rninn^sale & leaseback transaction Textron annual repl end 
CLONINGERTTH System Energy Resources, Inc 06/12/14 Document Conlrol 
Brar^ch (Documenl Conlrol Desk). 29pp 47671 102-47871 271 

■“6812208041 "Textron Financial Corp 1067 Annual Repl" 

DAViS,S J Textron. Inc 87/12/31 140pp 47071 124 47071 271 


K. dllRty Final Safety Analyela Report (FSAR) & amende 

6012080104 Forwards Rev 3 to updated FSAR for Grand Gulf Nuclear Slatton Unit 1 
COTTLE. W.T System Energy Resources, Inc 88/12/01 Document Control Branch 
(Document Control Desk) 5pp 47771 054-47775 080 

-8612886106 Rev 3 to updated FSAR for Grand Gulf Nuclear Station Unit 1 
* System Energy Resources, Inc 88/12/31 l,471pp 47771 059-47776 069 


P, Operating license stage documents & correspondence 

66 11290339 Forwards Rev 1 to current cydo safely analysis providing Info on current 
(usi cycle oporations 6 contains analyses supporting operatlons.procedural 
Cham 09 .Tech Spec changes & current fuel reload 

COTTLE, WJ. Syslom Energy Resources, Inc 08/11/21 Documenl Conlrol Branch 
(Documenl Conlrol Desk), 17pp 47649 293 47650 028, 

8811399283 Forwards response to NRC 801100 request lor adcil Info ro Boraflox mall 
contained in racks & associated Boraflox monitoring program 
CESARE.J.G System Energy Resources, Inc 08/11/21, Document Conlrol Branch 
(Document Conlrol Desk), 5pp 47690 010-47690 020 

8611289049 Generic Ltr 06-20 to all licensees holding OLs & CPs for nuclear power 
reactor fadlilies re individual plant exam for severe accident vulnerabllillos Sve list 
end 

CRUTCHFlELD.D Assoclale Director for Projects (Post 070411) 08/11/23 Consok 
doted Edison Co of New York, Inc, 61 pp 47728,303 47729 024 

681 2010297 Forwards nolico of environ assossmont & finding of no significant Impact re 
util 871216 & 880603 amend requests to update quallficotfon roquiromonts of training 
clr inatruclors & unit oporations personnel, per 10CFR55 

KINTNER.LL Project Directorate 11-1 00/11/23 COTTLE.WT, System Energy Ro- 
wurcos, Inc 2pp 47703 315-47703 320 

-6612010301 Environ assessment & finding of no significant impact ro util 871216 & 
889603 applications for amend to update quallficalion requirements of training ctr In 
atmetors & unit qperalora personnel, per lOCjFRBS 

ADENSAM,E.G. Project Directorate 1^1 88/11/23. 4pp 47703-317-47703 320 

6811290438 Submits info re Tech Spec position stalements.in response to 800928 
mcotiitg & 661006 & 20 toloons, 

CESARE,JQ. System Energy Resources, Inc, 06/11/25 Document Control Branch 
(Oocumonl Conlrol Desk) 16pp. 47649 226 47649 242. 

8611300240 Requests addi Info ro 680619 & 1109 requests for changes to Tech Specs 
3 0 & 4 O.per Generic Ltr 07-09, 

KINTNER.LL Project Directorate lt-1 68/11/26 COTTLE.WT. System Energy Re- 
sources, Inc 4pp 47660.121-47080*124, 

6611300416 Requests addI info re 661027 request for review of criticality analysis lor 
proposed storage of C^clo 4 fuel (n spent fuel storage racks of facility 
KINTNER.LL Projocl Directorate 11-1 68/11/25 COTTLE, W.T System Energy Re- 
sources, Inc. 3pp. 47600 113 47680.116 

8012019261 Forwards notice of environ assessment & findings of no significant Impact 
ro surveillance of emergency diesel generators for plant, per request did 880720 
KINTNER.LL Project Directorate 11-1. 68/1 1/20 COTTLE.WT System Energy Re- 
sources, Inc, 2pp 47707 099-47707.104 

-8812010267 Environ assessment & finding of no significant impact re proposed amend 
to Tech Specs separating 24 h survolllanco test of emergency diesel gonorators from 
surveillance test simulating loss of offsite power In conjuclion w/EOCS. 

ADEN SAM, E Q Project Directorate jl-1 80/1 1/20 4pp. 47707.101-47707 104 

OB12010216 Forwards environ assessment & finding of no significant Impact re util 
6B07(>1 amend request to change schedule for implementing recommendations of 
Reg Guide 1 97 for monitoring neutron flux in reactor following accider^t 
KINTNER.LL. Project Directorate 11-1 00/11/29 COTTLE, W.T System Energy Re- 
sources, Inc. 3pp. 47001.126 47901.132. 

*-8812010220 Environ assessment & finding of no significant impact re 880701 amend 
eppIlCBlion.chaning schedule for implementing recommendations of Reg Guide 1 07 
for monitoring neutron flux In reactor following accident, 

VERRELLI.O^,. ADENSAM.E.Q Project Directorate 11-1 80/11/20 4pp. 47001:129 
47901:132 


0612050281 Forwards response to 881125 request for addi info ro impact of gaps In 
boraflex on criticality analysis of Cycle 4 fuel to stored in facility spent fuel pool stor 
ago rocks 

CESARE.JG System Energy Resources, Inc 86/11/30 Document Control Branch 
(Document Conlrol Dosk) 4pp 47731 186 47731 189 

8612070017 Application for amend to Llconse NPF-26, revising surveillance requirements 
for fuel handling platform to accomodate addition of now auxiliary hoist Fee paid 
COTTLE.WT System Energy Rosourcos, Inc 88/12/02 Document C3ontrol Branch 
(Document Control Dosk) 6pp 47746 098-47746 106 

“8812070018 Proposed Tech Specs ro surveillance roqulremonls for fuel handling plal 
form 

* System Energy Rosources, Inc 88/12/02 Ip 47746 106 47746 106 

0612060313 Summaiy ot 861116 moeling w/ulil lo brief reviewers re request for Tech 
Spec changes per Generic Ltr 07 09 

KINTNER.LL Project Directorato ll-l 86/12/05, Project Dlroctorale 11-1. 17pp 
47742 229 47742 246 

8612070157 Forwards Amend 51 to llconse NPF 29 & safety evaluation Amend de- 
letes OL Condition 2C(30) ro qualifications of training ctr Instructors & changes Tech 
Specs to (ncorporato ctianges In unit operations personnel qual If lea lions. 

KINTNER.LL Project Directorate 111 88/12/05 COTTLE.WT. Syslom Energy Ro 
sources, Inc 2pp 47740 311 47748 322 

“8812070160 Amend 51 to License NPF-29,dQlotmg OL Condition 2C(30) re qualilica- 
tlons of training Instructors & changing Tech Specs to Incorporalo changes in unit op 
eralions porsonnol qualifications & training requiromenls 
ADENSAM.EQ Projocl Directorato 11-1 80/12/05 4pp 47748 313 47748-316 

“8012070161 Safety evaluation aypporting Amend 51 to LIconso NPF 29 

* Office ol Nuclear Reactor Rogulalion, Director (Post 070411) 08/12/05. 3pp 
47746 317-47748 310 


“8012070162 Notice of issuance of Amend 61 to License NPF-20, changing license & 
Tech ^oc8 to Incorporate changes resulting from 070526 rev lo 10CFR55 
AOENSAM.E.G Project Olroctoialo tl 1 08/12/05 3pp 47748 320 47740.322 

68120D0346 Advises that results of analysis will be submitted w/ description & schodulo 
for Boraflox surveillance program on 890228 

CESAREiJ Q , CRAWFORD.M L System Energy Resources, Inc 86/12/05. Document 
Conlrol Branch (Oocumonl Control Dosk) 2pp. 47775 359 47776-360. 

0612160047 Discusses r oncorns ro 060626 Rev 7 to Operational QA Manual MPL-TOP 
1A (or facility Based on clarification of concerns ro Policies 3428252 QA program 
continues to meet requirements of 10CFR50,App B & occeptablo 
JULIAN.CA. Region 2, Ofc ol the Dlreclor 80/12/05 COTTLE, W.T System Energy 
Rosourcos, Inc, 2pp 47634 269 47034.270 

6612090204 Forwards response to NRC 660809 request for addi Info re long-term con 
tainmeni purge criteda & marked up version of containmenl purge sys Tech Specs 
GESARE,J.G Syslom Energy Resources, Inc 60/12/06 Documont Control Branch 
(Document Conlrol Desk) 13pp 47761-266 47761-278 

6612120127 Application (or amend to Llconse NPF-20, revising Tech Spec lo support 
Cycle 4 reload for faclllw Foe paid Repts ro reload forwarded ANF B8-103(P) withhold 
COTTLE.WT. System energy Rosourcos, Inc, 06/12/06 Document Control Branch 
(Documont Control Desk) 12pp. 477D7 2OO-4770O 000. 

“0612120131 Proposed Tech Specs rev to support Cycle 4 reload for facility 

* System Energy Resources, Inc 86/12/06 21pp 47767 212 47787 232. 

“8812120130 "Grand Gulf Nuclear Station Unit 1 Cycio 4 Reload Summary Ropt " 

* Syatom Energy Rosourcos, Inc. 86/11/30. 31 pp 47787.233 47767 263 

“6612120140 "Grand Gulf Nuclear Slatlon Unit 1 Cycle 4 Proposed Startup Physics 
Tests " 

* System Energy Resources, Inc, 86/11/30 3pp 47707-2e4 47787.266 

“6812120145 "Grand Gulf Unit 1 C^clo 4 Roload Analysis " 

REYNOLDS, R.8 , GRUMMER.R.Q Advanced Nuclear Fuels Corp (formerly Exxon 
NuclearCo.Inc), ANF-88-149 88/11/11 45pp 47767.267-47787 311. 


“8812120147 "Grand Gulf Unit 1 Cycle 4 Plant Transient Analysis" 

REYNOLDS, H 8 Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co , Inc ) 
ANF-08-160 80/11/11 40pp 47787-312-47787 351. 


“8812120151 "Grand Gulf Nuclear Slatlon Unit 1 Revised Flow Dependent Thermal 


UIIIIIIO. 

NlR.f , SMITH.F.H,, TEMPLE.T L MSU Sysloms Services, Inc NESDQ-03-003 ROO 
88/11/07, 17pp 47787,362-47706006 


8812130145 Requests that 670706 application for amend to License NPF 29 re isolation 
Instrumentation be withdrawn 

CESARE.J.G System Energy Resources, Inc. 06/12/06 Document Control Branch 
(Document Control Desk) 2pp 47797 218 47797 219 


BB12130226 Forwards Amend 53 to License NPF-29 & safety evaluation Amend revises 
Allachmenl 1 lo OL by extending Implement aiion date tor moeling Reg Guido 1 97 
recommendations for noulron flux monlloring instrumenlation until Aug 1990 
KINTNER.LL Project Directorate 11-1. 86/12/06 COTTLE.WT Syslom Energy Re- 
sources, Inc 3pp. 47763 079 47793 000 
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-3812130226 Amojid 53 to License NPF>2 9, changing Allachmenl 1 taOL to oxtond Im 
pJemonlalion dale for meotlng Reg Guide 1 97 recommendaliona for neutron flux 
morrtlormo instrumenlatvcn unlT fourm tofuelrg outage in Aug 1990 
ADENSAM,EG Project Diroctora to If* 1 09/12/06 4pp 47793 082*47703 085 


8811160467 NRC Info Notice 08 091. "Improper Admfnistratfon & Controf of Psjclwlodi 
cat Tests " Svc list end 

ROSSI, CE Division of Oporallonal Events Assessment (Post 670411) 36/11/22 
Consolidated Edison Co of New York, Jnc lOIpp 47708 042 47700 142 


--8312130230 Safety evaluation supporting Amend 53 to License NPF-29 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/12/06 3pp 
47793 086*47793 088. 

“3812130232 Notice of Issuance & availability of Amend 62 to License NPF-29 Amend 
cliangcs Attachment 1 to OL to extend Implemgntallon date for meeting Reg Guide 
1 97 rocommendations for neutron flux moniionng InstrurrenlatJon 
ADENSAM.EG Projecl Directorate 11-1 86/12/06 2pp 47703089 47793 090 


8612060128 Confirms 881207 enforcement conference in Region II ofc to discuss 
reconi security event, per D81 1 18 tolcon 

EflNST.ML Region 2, Ofc of the Director 88/11/23 COTTLE. WT System Energy 
Resources, Inc 3pp 47741 228*47741 230 

8B1 1290030 NRC Info Nollco 88 093. "Toletherapy Events " Svc list end 
CUNNINGHAM.ft E Division of Incfuslrlaf & Medical Nuclear Safely (Post fl70729j 
88/12/02 Consolidated Edison Co of New York, Inc 1l2pp 47811 103-4701 1 215 


8812130237 Forwards Amend 52 lo License NPF 29 S safely evaluation Amend revises 
Tech Specs re surveillance tost of emergency diesel generators 
KINTNER.LL Project Directorate 111 86/12/06- COTTLE.WT System Energy Re- 
source 3 Jnc 3pp 47797 243-47797 256 


8811290538 NRC fnfo Notice 86 004« "Potentially Undersized Valve Actuators" Svc li&l 
oncl 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/12/02 
Consolidated Edison Co of New York, Inc 121 pp 47700 143 47708 264 


-8012130240 Amend 52 to License NPF 29, changes Tech Specs separating 24 h sur 
veiHance lest of emergency rfiosol conefBlors from surveillance lest simulating loss of 
offsile power in conjunction w/ECCS actuation signal 
ADENSAM.EG Praject Ojreclorale II 1 63/12/06 5pp 47797246 47797 250 

-661213024 1 Salely evaluation supporting Amend 52 to License NPF 29 Proposed 
Tech Spec change would separate loss of offsite power lest from 24 h losi 
* Pfojecl DirectOiiata tl-l 38/12/Q6 3pp 47707 251 47797 253 



0812130295 Requests that end row Paragraph 2 8(7) re sale & leaseback transaclton 
of undivided interest be added to 681019 amend application 
CLONINGER.TH System Energy Resources, Inc 86/12/07. Document Control 
Branch (Documont Control Desk) 6pp 47796 242*47796 247 

8812130213 Requests add I Info re design supports for licensee proposed allernalo OHB 
sys (ADHRS) Response roquesfed by 881223 Informs of NRC plani visit on 890105 
06 to assess ADHRS supports adequacy per 881205 telcon w/uill representatives 
KINTNER.LL Project Directorate I1 1 60/12/08. COTTLE.WT System Energy Re- 
sources, Inc 4pp 47792 331-47792 334 


8812160131 Forwards Insp Rept 50 416/08*25 on 081021*1 1 10 No violations or dtH.T 
allons noted 

VERRELLI.DM Region 2, Ofc of the Dlroclor 00/12/05 COTTLE.WT System 
Energy Resources, Irrc 2pp 47834 236-47&34 250 

“8612160136 Insp Rept 50 416/88*26 Oh 8B1021-1 1 18 No violations or deviations 
noted Major areas inspected operational safety vonficalion.ina'nt 
obsefvalion,survell1ance obsorvatioft.ESF sys walkdown & aclion on previous lasp 
findings 

CHRISTENSEN.H , MATHIS.JL, DANCE, H C Region 2. Ofc of Ihe Director 08/12/ 
02 lipp 47834 240 47S34 250 

0812160052 Forwards Jnsp Rept 60 416/80-26 on 861 1 14-17 & notice of violalion Ends 
withheld (ref 10CFR2 790(d) & 73 21) 

CLINE, WE Region 2, Ofc of Ihe Director 88/12/06 COTTLE.WT System Enoigy 
Resources, Inc, 2pp 47869 333-47060 334 

0812820267 NRC Info Notice 00 005, "Inadequate Prociiremont Requlromenis Inuposed 
by Licensees on Vendors *' Svc list and 

ROSSLCE Division of Oporallonal Events Assessment (Post 870411) 88/12A?d 
Consolidated Edison Co of New York, Inc 1 t2pp 47807 191*47007 302 


8812190157 Forwards safety evaluation re fool cnrlchmonl increase Short term storage 
of Cycle 4 QsB reload fuel assemblies A 9x9 lead lest fuel assemblies In spent fuel 
storage racks would result In staled k*alfoclivo & acceptable 
KINTNER-LL Project Directorate II-1 68/12/12 COTTLE.WT System Energy Ro 
sources, tnc 2pp 47855 046 47B55 060, 

-6812190162 Safety evaluation accepting fuel er^richfrenl Increase, 

* Oflico of Nuclear Reactor Regulation. Director (Post 8/0411) 80/12/12 3pp 
47865 048*47855 050 


0812220041 Forwards summary of 881207 enforcamont conforonco ro fnsp Repl 50 
410/80-24 i discovery of two pistols introduced undQteclod Into pfoloctcd 
area Meeting handouts also encf 

ERNST.ML Region 2, Ofc of the Director 88/12/16 COTTLE.WT System Energy 
Resources, Inc 16pp 47914 040 47014 063 


H. Perfodfc operating reports & related correspondence 


8012200190 Notification of 601228 mooting w/ulil In Rockville, MD to discuss potential 
changea to Tech Specs 

KINTNER.LL Project Directorate I1 1. 88/12/14 ADENSAM.EG Project Directorate 
li-1 2pp 47808 354*47868355 

0012200380 Resubmits ^plication for amend to LIcenso NPF-29 to provide addi info re 
Tech Spec 3 0 4, per NRC 801 126 request 

COTTLE.WT System Energy Resources, inc 86/12/14 Document Control Branch 
(Documeni Control Desk) 114pp 47861 314 47862 139 

-0812200361 Proposod Tech Specs, retaining Tech Spec 3 0 4, per Generic Hr 87 09 

* System Energy Resources, Inc 88/12/14 72pp 47662 060 47862.139 

8612210261 Responds lo NRC 681025 regulatory ofloctiveness review results 
COTTLE.WT Syslem Energy Resources, Inc 68/12/15 Document Control Branch 
(Document Control DosK) 0pp 47875:177 47875 184 

6812220232 Forwards Amend 64 to LIcenso NPF'29 & safety evaluation Amond adds 
license condilron authorizing sale & leaseback of portion of 90% ownership Interest in 
facility by Sys Energy Resources, Inc 

KINTNER.L L Project Direcloralo JM, 88/12/19 COTTLE.WT. System Energy Re- 
sources, Inc 3pp 47900 315 47900 323 

-6012220235 Amend 64 to LIcenso NPF-29, adding license condition aulhonzing sale & 
leaseback of portion of 90% ownership interest In facility by Sys Energy 
Resources, Inc 

VARGA.SA Division of Reactor Projects • l/JI (Post 87041 1J, 88/12/19 2pp 
47900 318*47900,319 

-6S12220236 Safety evalualioh si^portirig Amend 64 lo License NPF‘29 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/12/19 4pp 
47900 320 47900 323 

8812220355 Advises that changes to Amend 54 to License NPF-29, authorizing sale & 
leaseback by Sys Energy Resources, Inc of portion of ownership interest In 
facility.unnecossary since amend & evaluation did not describe potential investors. 
KfNTNER.LL Project Directorate 111 85/12/20 CXDnLE.WT System Energy Re 
sources, fnc. 4pp, 47092'252 47892 255 


8612020299 Summary of chango8.tosla & oxporlmonts for Jan-May 1906 Attachment 11 
contains brief description of evaluations performed under 10CFR50 69 lhal support 
Rev 3 to updated FSAR 

CESARE.JG. System Energy Resources, Inc 08/11/29 Document Conlfol Branch 
(Document Control Desk) 82pp 47711 138 47711 223 

8812200231 Monthly operating repl for Nov 1008 for Grand Gulf Nuclear Stalron Unit 
1 W/681215flr 

EDGE.W E , CESARE.J G System Energy Resources, Inc 88/11/30 4pp 47068165 
47868.166 


S, Reportable occurrences, LERe & related correspondence 

8011290849 Corrcclod Special Repl 08 006 on 801 021, Inoperability of accidonl range 
radiation monitor discovered Caused by damaged cable assembly Cable assomoly re 
placed 

CESARE,JG System Energy Resources, fnc 88/11/04 Document Control Branch 
(Document Control Doak) 2pp 47648 210-47648 219 

8611280107 LER 87-002*01 on 870203,8purious control room Isolation & standby fresh 
air unit start occurred Caused by apparent spurious Inp from chlorine detoclian 
sys.possibly triggered by radio transmission Mod will be impfamonted W/881 125 Hr 
BYRD.R W,. CESARE.JG, System Energy Resources, fnc 08/1 1/25 5pp 47662 209 
47662.303 

8812060017 LER 08*012 01 on 8800 15, plant Iripped on APRM & several APRMs mo- 
mentarily spiked high duo to eloctricai grounding of sys which transmitled voltage 
spike s.Caused by location of grounding straps W/fl61 1 30 Itr, 

DIFFERENT.P M , CESAREJq Syslem Energy Resources. Inc 88/11/30 6pp 
47746 133 47746 137 

6612090332 PNO lf*88 069 on 881 129, spurious actuation of 19 out of 30 alert & notifi 
cation sfrons occurred Preliminary info frrdicated lhal spurious false activation caused 
by oW acbvabon sys dQcommlaslontKl later on same day 
OANCE.H Region 2, Ofc of the Director 88/11/30 Ip 47762 069 47762 069 


Q. Inspection reportsi IE Bulletins & correspondence 

8011150217 Forwards Insp Repl 50 416/86*22 on 880919 23 No violations or devi 
ations noted 

DECKER, TR Region 2, Ofc of fha Director 86/11/03, CLONINGER.TH. Syslem 
Energy Resources, Inc 2pp 47802 321*47802 328. 

-6B11150221 Insp Rept 50-416/88 22 on 860919-23 No violations or deviations 
noted Major areas Inspected emergency pfeparednogs,inc(udmg emergency plarr & Im 
plomanling procedure a, emergency fad lilies, training & reviews/audits 
KREH,JL, DECKER, TR Region 2. Ofc of Ihe Director 88/10/31 6pp 47802 323* 
47S02 326 

9811150211 NRC Info Notice 06 090, “Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end 

CONnINQHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
0B/11/22 Consolidated Edison Co of New York. Inc 09pp 47708 255 47708 267. 


V, Operator Examinations 

8812160013 Forwards NRC Forms 396 & 390 requesting license renewal for EK Hall as 
reactor operator & CA Bollemiller S CD Stafford as senior reactor operators W/o enci 
CESARE.J,Q Syslem Energy Resources, Inc 88/12/02 ERNST, M L Region 2. Ole 

nf thf» Hirft/vliNr Atone ^ AC ^ - 
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“aft12<)701&1 Safety evaluation Bi^porting Amend 51 to License NPF*29 

* Office of Nuclear Reactor Regulation, Director (Post B70411) 80/12/05. 3pp 
47748 317*47748 319. 

-8812070162 Notice of Issuance of Amend 51 to License NPF*29, changing license & 
Tech Specs to Incorporate changes resulting from 870526 rev to 10CFR55 
ADENSAM.EG Project Directorate 11*1 08/12/05 3pp 47748 320-47748 322 


DOCKET 5M17 GRAND GULF NUCLEAR STATION, UNIT 2 


A. AppKcatlon/conBtmctton stege documents & correspondence 

6ei12fl(H)48 Generic Ltr 80*20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Svc list 
end 

CRUTCHFIELD, 0 Associate Director (or Projects (Post 870411) 88/11/23 Consoli- 
dated Edison Co of Now York, Inc. 81pp 4772a'3O3.47720.O24 


Q Inspection reports, IE Bulletins & correspondence 

8811180211 NRC Info Notice 80-090, ^'Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end. 

CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 670729) 
86/11/22. Consolidated Edison Co of Now York. Inc 99pp 4770B 265-47708 257 

8811160407 NRC Info Notice 68 091. "Improper Administration & Control of Paychologi 
cal Teals " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/11/22. 
Consolidated Edison Co ofNow York, Inc lOIpp 47700 042-47708.142 

8811290030 NRC Info Notice 80 093, "Totolherapy Events " Svc list end 
CUNNINQHAM.R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
BO/12/02 Consolidated Edison Co of Now York, Inc 112pp. 47811 103 4781 1-21 6 

8811290638 NRC Info Notice 88-094. "Potentially Undersized Valve Actuators" Svc list 
ctnci 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/12/02 
Consolidated Edison Co of Now York, Inc 121 pp 47708.143-47708*264. 

8812020287 NRC Info Notice 88 095, "Inadequate Procurement Requirements Imposed 
kjy LIconsoos on Vendors " Svc list end. 

ROSSI ,C.E Division of Operational Events Assessment (Post 870411) 00/12/08. 
Consolidated Edison Co of Now York. Inc 112pp 47807:191-47607.302 


DOCKET 50*423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


P. Security, medical, emergency & fire protection plans 

88 11 300296 Forwards Safeguards Insp Ropts 50 21 3/66-2 1,50-246/68*22, 50-336/88* 
25 & 50 423/86-21 on 881017-21 .No violations noted 

BELLAMY, R.R Region 1, Ofo of the Director. 88/11 /IB, MROC2KA.EJ. Norlhoasl 
Nuclear Energy Co. (subs of Northeast Utilities). 2pp. 47678 019-47678 024 

-aoit30029B Physical Security Insp Ropts 50 213/88 21,50 245/88 22, 60-336/08-26 
A 60-423/88 21 on 88101 7-21. No noncompliance noted Major areas 
Inspocled safeguards Jnfo program - corporate ofcs. 

LANCASTER, W.K Region 1, Ofc of the Director. 86/11/16 4pp 47676.021- 
47678024. 

Ml 1280068 "Millstone Nuclear Power Station Emergency Response Exercise, Nov 
1938. ' 

• Northeast Nuclear Energy Co (subs of Northeast Utilities). 80/11/30. 305pp. 
47658.052-47659.056 

M 12070176 Rev 13 to Emergency Plan Implementing Procedure EPIP-4304, "Emergen- 
cy Re^nse Facilities Operating Instructions " 

SCACE.SE. Northeast Nuclear Energy Co (subs of Northeast Utilities). 68/12/01. 
35pp 47745-298-47745:332. 


H, Gensral corrsspondsnce 

M 120 1005 S Comment supporting proposed rule 10CFR26 re filness-for duty program 
MROCZKA,E.J. Northeast Utikties 68/11/21. GHILK,SJ Office of the Secretary of 
the Commission. 9pp. 4767 9:04 6-47670 '054. 


P, Operating license aiage documents & correspondence 

6011280043 Generic Ltr 68-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Svo list 
or>cl. 

CRUTCHFIELD, D. Associate Director for Projects (Post 070411). 88/11/23. Consoli- 
dated Edison Co. of Now York, Inc. 8lpp 47728 303-47729*024. 

0612080069 Requests that ull) address Generic Ltr 68-17 re loss of DHR during non- 
power operation. 1 88U0 of high priority & should be addressed accordingly. 
MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411). 88/12/ 
02 ELLIS.W.B. Northeast UlHilies. 3pp 47767‘008-47757’010 

6812120214 Forwards Rev 1 to "Radlologicot Effluent Monitoring & Offsite Dose Calcu 
latlon Manual & Process Control Program " Attachment 1 provides detailed Hat of pro- 
posed changes for NRC approval.Fee paid 

MROCZKA,E,J , SEARS,C F, Northeast Nuclear Energy Co. (subs of Northeast Utill 
lies). MRCX:ZKA,E,J. Northoaal Utilities. 88/12/09 Document Control Branch (Oocu- 
menl Control Desk) 11pp. 47788 120*47708.167 

*-0812 120260 Rev 1 to, "Radiological Effluent Monitoring & Offsite Dose Calculation 
Manual & Process Control Program " 

* Northaast Nuclear Energy Co (subs, of Northeast Utilities) 89/01/31, 37pp 
47786 131-47708.167 


Q. Inspection reports, IE Bulletins & correspondence 

8811290027 Ctariflos schedule for completion of Items b,c & d of IE Buibtin 85-003 & 
submission of final repts (Item f),par discussions w/NRC 

MROCZKA.EJ Connecticut Yankee Atomic Power Co 87/12/30 RUSSELL, WT 
Region 1, Ofc Ol the D}rQCi<x 5pp 47667 198*47887 20 J 

6612010034 Advises that volumetric exam ol feedwater nozzle-to-plpo welds.feedwater 
piping welds to first support & feedwater llne-to cor^talnment ponotralion welds per- 
formed as required by (t Bulletin 79-13.ln8p summary rapt expected by 880506 
MRCX^ZKA.E.J. Northeast Nuclear Energy Co. (subs of Northeast Utilities) 
MROCZKA.E J . SEARS.C.F Northeast Utilities 88/03/21 RUSSELL, W T Region 1. 
Ofc of the Director 2pp 47703 163 47703 184 

0811100354 Draft "PRA Applications Program for bsp at Millstone, Unit 3 " 
QREGQ,R,E., WRIGHT.R E. EG&G Idaho, Inc (subs of EG&G, Inc ) GREGG.R E 
Idaho National Engineering Laboratory EGG-SSRE-D016 DRFT 88/03/31 NRC - No 
Detailed Affiliation Given 64pp 47698.358-47599 040 

0811300290 Forwards Safeguards Insp Ropts 50 213/88*21,50 245/88*22, 50 336/88- 
26 & 60 423/88-21 on 88 101 7-21, No violations noted 

BELIAMY.RR Region 1. Ofc of the Director. 88/11/15 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs, of Northeast Utilities) 2pp 47678 019-47676 024 

-8811300298 Physical Security Insp Repls 60-213/80-21,50-245/08-22. 60 336/88*25 
& 60*423/88-21 on 681017-21 No noncompllance noted Major areas 

inspected safeguards Info program - corporate ofcs 

LANCASTER.W.K Region 1. Ofc of the Director 08/11/15 4pp 4767B021- 
47678.024 

8811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Svo list end 

CUNNINGHAM, R E Division of Industrial S Medical Nuclear Safety (Post 870729) 
8B/11/22. Consolidated Edison Co of Now York, Inc 09pp 47708 255-47708 257 

6011160467 NRC bfo Notice 80 091, "Improper Administration & Control of Paychologi 
cal Tests." Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 00/11/22. 
Consolidated Edison Co of Now York. Inc lOIpp 47708 042-47708 1 42 

8612050325 Forwards (let of nozzles in steam generators & pressurizor subj to thermal 
fatigue mechanlsms.por util 881019 addi Info re first 10-yr inservice Insp program. 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Nortnoasl Utilities). 
MRCOZKA.EJ Northeast Utilillos 88/12/01 Document Control Branch (Document 
Control Desk). 4pp 47734.163-47734.166 

0611290030 NRC Info Notice 88 093. 'Telotherapy Events " Svc list end 
CUNNINGHAM, R E Division of industrial & Medical Nuclear Safety (Post Q70729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47811.103 47611.215 

8811290538 NRC Info Notice 00 094, "Potentially Undersized Volvo Actuators " Svc list 
end 

ROSSI, CE Division of Oporallonal Events Assossmont (Post 870411) 08/12/02 
Consolidated Edison Co. of Now York, Inc 121pp. 47708 143-47708 254 

8812120178 Provides status of implementation plan ro corrective actions planned to 
prevent recurrence of ovonf,por fnsp Repf 50-423/88 03. 

MflOCZKA,E,J , ROMBERG, W D. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA,EJ. Northeast Ulllilios. 80/12/06 RUSSELL, WT Region 1. Ofc 
of the Director. 2pp 47786 214-47786 216. 

8812020287 NRC Info Notice 88 095, "Inadequate Procurement Boqulremonts Imposed 
by Licensees on Vendors." Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 09/12/08 
f^nsolidaled Edison Co. of New York, Inc 112pp 47807* 191 -47007.3 02 

0B1221OOS4 Responds to NRC 880708 Hr re violations noted In Insp Ropt 50-423/08 
04 Corrective actlons'EloctrIcal Installalion Spec 076 & Procedure MP-3780AH will be 
revised by next refueling outage to properly reflect bend radius criterion 
MRCX^ZKA,E.J Northeast Nuclear Energy Co (subs, of Northeast Utilities) 
MROCZKA,E J Nertheast Utilities 80/12/08. RUSSELL.WT Region 1, Ofc of the Dl 
rector. 3pp 47888 096 47808 090. 

8612270277 Forwards Safely Insp Repl 60-423/88 18 on 880927-11 10 No violations 
noted.Utll attention directed to Detail 6 of rept ro post trip cooldowns for facility which 
have been larger than expected 

QETTENHAUSEN.L. Region 1, Ofo of the Director 00/12/16 MROCZKA.EJ North 
east Nuclear Energy Co (subs, of Northeast Utilities) 2pp. 47025 279 47925 290. 

-8812270278 Onsite Resident Insp Rept 50-423/66-13 on 8B0927-1 1 10 No unaccept- 
able conditions, violations or deviations Identified Major areas inspected plant 
operations, previous Insp findings & tritium levels Inside containment 
MCCABE.EC. Region 1, Ofc of the Director. 88/12/15. 27pp 47925. 272- 4 7 925* 208 


R. Periodic operating raporla & related correspondence 

80121$OOO7 Monthly operating rept for Nov 1989 for Millstone Unit 3. W/081209 ltr. 
ELMS,A.L , SCACE,^E Northeast Utilities SCACE.S E Northeast Nuclear Energy Co. 
(subs, of Northeast UUlides) 89/11/30 6pp 47873' 32 9-47873. 333 


8. Reportable occurrences, LERs & related correspondence 

691 1280150 LER 88 024*00'on 881022, manual reactor trip due to Imminent turbine Irip 
due to low condenser vacuum Caused by environ conditions Mods to travelling screen 
sya trash trough to Increase debris removal capability lmplementQd.W/881 121 ltr. 
NICHOLS, 0.W., SCACE.S E, Northeast Nuclear Energy Co (subs of Northeast Utitl- 
tiea) SCACE.S E. Northeast Utilities 88/11/21. 4pp 47652.235 47652 238. 

8812210083 Special rept.on 881106 & 07, area temp monitoring data of main steam 
valve bl^ (MSVB) not In actual area temp Caused by procedural 
deficlenqy.f^ocMural guidance on MSVB ventilation wilt be atrengthonod by 890131, 
SCACE,S E. Northeast Nuclear Energy Co. (subs of Northeast UlllltiesL SCACE.S E 
Northeast Utilities 88/12/07, Document Control Branch (Document Control De9k). 
3 dP. 47888.005 4780a'O87. 
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^812200133 LEH 07-042 Oi on 871 117,in1ernnedial0 rango/pow&f ranga surveiJIanc© not 
poifo^med dga to procodural inadequacy AppficaWe surveiflancos satisfactorily 
performed.W/aeiSlS Itf 

LYONS J, SCACB.SE Nontneast Ulilittos LYONS.! Northeast Nuclear Ene/gy Co 
(subs of Northeast Utilities) 88/12/15 8pp 47860 240 47860 246 

0812200287 LEfl 86 025-00 on 0011 17, hourly firo watch no1 established In Train A 
4,160 volt ac switchgear room after fire celecliort degraded Caused by personnel 
error Fire protection zone moofule switch relumed to position W/601216 Itr 
FREEWAN.P A , SCACE.S E Northeast Nuclear Energy Co (sobs of Northeast Ulili 
lies) SCACE,SE Northeast Utilities 08/12/16 4pp 478BD335-47BB0 336 


DOCKET 60-424 ALVIN W. VOOTLE NUCLEAR PLANT, UNIT 1 


Fr Security, medical, emergency & lire protection pfans 

6811280056 Confirms data of 680726 to conduct 1989 annual emergency preparend 
ress exercise at plant 

HAIRSTON.WG Georgia Power Co 86/11/16 Documoni Control Branch (Document 
Con-trol Desk) Ip 47654.154 47654 154 

6811300571 Forwards fnsp Flop Is 50 424/80 38 & 50 425/88 42 on 8B0B15-16 & notice 
of vf of a lion 

COLLINS, DM Region 2, Ofc of the Director 88/11/16 HAIRSTON, WG Georgia 
Power Co 3pp 47673 154-47673.194. 

-8811300573 Notice of yiofation from fnsp -on 680815 IS Violation noted site emergen 
cy preparedness supervisor failed to submit 1o plant general manager written ropt In- 
cluding comments & coiroctwa 6ctlon& 

COILINS.DM Region 2, 0#c of tho DJrector 68/11/18 3pp 47673 157-47673 1 60 

-8011300574 Insp Repts 50 424/06 30 & 50 425/80 42 on a&0d15-(9 Violations 
noted Major areas Inspected site & corporate emergency preparedness programs & 
Identjfjcation of program malic differences &/or changes specific to Unit 2 
CUNNINQHAM,A L . DECKERJR Region 2. Ofc of the Director 88/11/16 30pp 
47873 161-47673 1 94 

8611230241 Forwards revs to physical security & contingency plan, per NRC 860920 
llr.Revs withheld (ref 10CFR73 21 A 2 790) 

HAIRSTON, W G Georgia Power Co 68/11/21. Document Conlrol Branch (Document 
Control Desk) 2pp 47e57 300 47657'301 

081 1260 106 Forwards Amiend 13 to LicensQ NPF-68 & safeguards evaluation Amend 
modifies Paragraph 2 E to requfro compliance w/ amended physical security plan 
HOPKINSpJB Project Directorate II 3 88/11/21 HAIRSTON, WG Qoorgia Rower Co 
7pp 47654 283-47654 296, 

-8811260109 Amend 13 to License NPF-6B, modifying Paragraph 2 E to require compH 
an CO w/amended physical eecunty plan 

MATTHEWS.DB Meet Directorate lf-3 88/11/21 3pp 47654-29047664’292 

-6311260113 Saleguards ovatuaDon icpi supporting Amend 13 to License HPF-6ft, 

• Project Diroclorale lf-3 OB/11/21. 4pp 47654 203 47654 296. 

0811 260026 Forwards corrected changes to securily plan, Including properly mar)(ad-up 
Pages £1-2,4 1,6-3 & Insert to Page 6 3 End Withheld. 

HAIRSTON, WQ. Georgia Power Co 88/11/22 Document Conlrol Branch (Document 
Control Desk) 2pp. 47701 250 47701 251 

8911260144 Forwards revised response to violations noted (n (nap Rept 50 424/68- 
29.Encl Withheld (ref 10CFR73 21 & 2 700), 

HAIRSTON, W.Q Georgia Power Co 80/11/23. Document Conlrol Branch (Document 
Control Desk) 2pp 47654 035 47654 036 

8612050250 Forwards fnsp Repls 50 424/68 46 & 50 425/68 59 on 881017-20 No vio 
Jatlons or deviations noted Attention Invited to Identified unresolved Item 
HERDT,AR Region 2. Ofc of tho Dirocfof 86/11/25. HAIRSTON W.Q Georgia 
Power Co 2pp. ^7730 267 47730 206, 

-361 2050255 Insp Bepts 50 424/88 49 & SO 425/68 59 on 06101 7-20.No violations or 
deviations notea Major areas fnspocled lira protection & liconsee actions to implemen- 
tation of plant safe shutdown guidancG provided In SRP 9 5-1 , 

WISEMAN, G , CONLOKT Region 2. Ofc of the Director 68/11/22 20pp. 47730 269 
47730'296 

6812060299 Forwards FEMA offsite exercise rapt for plant on 860624 Resolution of 
identitied items should bo completed prior to next lull scale emergency preparedness 
exorcise 

DECKER J.R Region 2, Ofc of the Director 86/11/25 HAIRSTON.W.Q. Georgia 
Power Co. 2p 47762 120 47762 168 

6612000001 Forwards Insp Rept 60-424/86-44 on 651001 28 & notice of violatjon 
BROWNLEE, V.L Region 2, Ofc of the Direclor 88/11/26 HAIRSTON.WQ. Georgia 
Power Co 2pp. 4T753.1 62-47763 260 

-8612060009 Insp Rep! 60 424/68 44 on G8 1001 26. Vlof aliens noted Major areas 
inspected plant ope ration s.radiofogica I controls, mam Lsurveillance, lire 

protoction,80curity,outago,quaiily programs & administrative controls affecting quality 
ROGGE,J F. 8CHEPENS,FIJ.. BURGER.C W Region 2, Ofc of Ihe Director. 08/11/ 
28 I6pp 47763 186-47753^200 

6812160141 Forward Insp Repls 50 424/60 47 & 60 425/08 62 on 881031-1 104.No 
violations or deviations fdenfified. 

DECKER.TR. Region 2, Ofc of tho Drroctor, 88/12/02 HAIRSTON.WQ. Gooraia 
Power Co. 2pp 4 7032 -283 -47832-29 5 

-8012160144 Preoperalfonal fnsp Repls 60-424/68 47 & 60 425/80-62 on 801031- 
1104.No violations or devialions noted Weakness noted Major areas 
lnspected.radlatlon prolecllon organization & training & external exposure control 
GLOERSEN.W.B . NOSEY ,CM Region 2, Ofc of Ihe Director 88/12/02 lipp 
47832 286-47832.296. 

0612220112 Forwards SALP Repls 50-424/06-41 & 50 425/60 53 for Oct 1987 - Sept 
ig08.Mgl control needed to reduce problams in field Ffufd sys loaka continue to be 
problem 

ERNST.ML Region 2, Ole of Ihe Director 88/12/05 HAIRSTON.WG Goorola 
Power Co. 3pp 47000 263 47900,314. 


-8812220120 SALP Repls 50-424/80-41 & 50 426/88-53 for Oct 1907 - SopI \m 
• Region 2, Ofc of the Director 00/12/05 69pp 47900 256 47900 314 

0612160117 Forwards revs to physical securily &■ conlingoncy plan Revs withheld ith* 
10CFR73 21 a 2 790). 

HAIRSTON,WG Georgia Power Co, 00/12/14 Document Control Branch (boctirrrent 
ConirolDQSk) Ppp 47Q52 174-47852 175 


H. General correspondence 

8812120050 Commonl opoosfng proposed rule 10CFR2 re records related to Picon 
high level radwasto geologic repository Util endorses EEI commenls to be Bubrmtto-l 
to NRC 

HAIRSTON.W.Q Georgia Power Co 80/12/05 CHILK.S J Office gf ihu Secretary 
Ihe Commission 2pp 47708 087-47798 08Q 


K. Utility Final Safety Analysis Report (FSAR) & amonda 

6612010103 Amend 39 to FSAH for Vogllo Units t & 2 W/eoi 123 ftr 
RICE,PD Georgia Power Co 80/11/30 1,699pp 47712 001 47716 259 


P> Operating license stage documents & correspondence 

0011290556 Forwards proposed revs to final draft of combined Tech Specs rosuling 
from NRC 801114-15 moolings w/llcensoo Meeting summary also end Complouon cS 
Action 20 re action statement for Tech Spec 3.7 6 among NRC concerns 
BAILEY, J A Georgia Power Co 80/11/18 Document Control Branch (Document Con- 
trol Desk). Iiepp 47668032-47665 147 

8611280108 Forwards Amend 13 to Lfeense NPF-60 $l safeguards evaluation. Amend 
modifies Paragraph 2 E to requlra compllanco w/ amended pfiysical socuntypl^rt- 
HOPKINS, J.B Project Diroctoralo 11-3 80/11/21 HAIRSTON.W G. Georgia Power Co 
7pp 47654*2O3-47664;206 

-6811260109 Amend 13 to License NPF-68,modifying Paragraph 2E to require wrph- 
anco w/amended physical security plan 

MAHHEWS.D B Proioct Directorate it-3 08/11/21 3pp. 47654 290 47654 292 

-6811260113 Safeguards evaluation ropt supporting Amend 13 to Licenso NPF 60 
‘ Project Dlreclorate II 3, 88/11/21 4pp 47654.293-47654 206 

6011290302 Informs that 881011 Hr re plant License Condition 2C(9) corcominfl alter- 
nale radwaste ventilation exhaust mod reviewed. 

HOPKINS, JB Project Directorate II 3, 08/11/21 HAIRSTON.W.Q Georgia Power Co 
3pp. 47685 Q37 476Q5 039. 

6011300128 Forwards supplemental safety evafuallon occopling SPDS w/comnulmoni 
lo compfelo 1000 h availability lost & submit results License Condlllon 2 C 7fb) cfcscij 
HOPKINS.J B. Pfo ocl Directorate 11-3 00/11/22 HAIRSTON, W.G Georgia Power Co 
3pp 47677,035 47677.047. 

-0811300129 Suppremental safety evaluation concluding that commllment & ecbodulo 
re 14 open iloms concomfng SPDS acceptable Commitment to co(Ty>lo!o 10W h 
avaflability lesi by 801231 accopiablo Requirements of License Condition 2C7(b> 
met 

* NRC - No Detailed Affifialion Given. 08/11/22 lOpp 47677.038 47677 047, 

8011200040 Generic Ur 68-20 to all licensees holding OLs & CPs for nuclear powev 
reactor facilities re Individual plant exam for sevoro acerdeni vufnorebilillDs Sve 
end 

CRUTCHFIELD, D. Associate Director for Projects (Post 870411) 88/11/23. ConsoO- 
dated Edison Co, of New York, Inc 01 pp 47720 303-47729.024 

6612010350 Forwards comparison of ref nil ducliiily transition temp values cefcula!^ 
ulillzlng Reg Guide 1.09, Rev 2 V8 values provided in util 000902 llr.per Qonoric Ltr 65 

HAIRSTON.WQ. Goorgla Power Co 88/11/28 Document Control Branch (DocumenI 
Control Desk). 3pp 4 7710.094*47710 096 

0612020266 Application for amend to Liconso NPF- 68. changing Tocfi Specs rovl^o uv 
airumonl numbers provided for containment pressure monitoring Foe paid. 
HAIR5T0N.WQ Georgia Power Co 68/11/20. Document Control Branch tOocLirvenl 
Control Desk). 6pp. 47930 274-47930 280 

-6812020266 Proposed Tech Spec changes revising Instrument numbers provkfod for 
containment pressure monitonng 

* Georgia Power Co 88/11/28. Ip. 47930 280-47030:200. 

6612020216 Forwards fifth auppi to summary rept of plant alartup test program Syppl 
addresses remaining startup tosts Incomplete as of last submittal. 

HAIRSTON.WQ Georgia Power Co 80/11/30 Document Control Branch (Document 
Control Desk). 3pp. 47722 104-47722:186. 

6812060101 Application for amend lo Liconso NPF-424, revising 861107 amend requos^t 
to include inaovorlGnlly omitted Tech Spec 3/ 4 3 62. 

HAIRSTON.W.Q Georgia Power Co. 80/12/01 Document Conlrol Branch (Document 
Control Desk) 2pp 47/43.112-47743.114. 

-8012060104 Proposed Tech Specs 3/4 3-62,rG-numberlng Acllon 31 rofs to Aclx>n 
31a or Action dib 

* Georgia Power Co. 08/12/01. Ip 47743 1 14 47743 1 14 

6612060111 Requests that util addresse Generic Ltr 88-17 re loss of DHR dunng non- 
power operation 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (PosI 070411) 68/12/ 
02. SCHERER.R. Georgia Power Co 2pp 47/83 247-47783 248 

6612090163 Forwards Amend 14 to License NPF-60 Amend revises Tech Specs to clar- 
ify that RHR cold log Injection valves may be closed In Mode 3 during chec)< varve 

HOPKINS, 9*0 project Directorate 11-3 Bfl/12/05 HAIRSTON.W.G Georgia Pow or Co 
3pp 4/782.200 47702*213 
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M 12090154 Amend 14 to Ucensa NPF eB.modifymo Tech Spofs to clarity that RHR 
cold leg IrEoction valves may ha closed in Mode 3 during check valve leak testing 
MATTlftwS.DB PfOjoct Directorate 11-3 08/12/05 fipp 47782 203-47782 210 

0812090156 Satoty evaluation si^portmg Amend 14 to Llconso NPF-6B 
■ Olfce ot Nuclear Reactor Rogulalion, Director (Post 070411) 00/12/05 3pp 
47702 211 47782 213 

912120264 Application for amend to License NPF 68, revising Tech Spec requirements 
for conUol room emergGf^cy fillration sys & associated actuation instrumentnlton to re 
fleet control room configuration for two unit operation foo paid 
HAIRSTON, W.G Georgia Power Co 80/12/06 Document Control Branch (Document 
Control Desk) 2pp 47011 216 47811 260 

B812 120265 Proposed Tech Specs revising requirements for control room emergency 
fillraton sys & associated actuation instfumentation to rollecl control room confTgurn- 
t»on for two unit operation Fee paid 
^ Georgia Power Co 08/12/06 52pp 47811 21 B 47811 268 

G 12210046 Application for amend to License NPF*6B,revislng Tech Spec 4 D 1 1 2 to 
raise min voltage for tests not requiring circuit breaker closure to ensure diesel gener- 
ator rea^ to load condition mat Fee paid 

HAIRSTON, WG Georgia Power Co 00/12/06 Docuinonl Control Branch (Oocumonl 
Cortlrol Desk) 6pp, 47060 025 47089 034 

$612210049 Proposed Tech Specs re surveillance requirements & limiting condition (or 
operation diesel generator voltage 

• Georgia Power Co 88/12/06 4pp 47889 031-47809 034 

$12130366 Forwards analysis of chemistry DC chock snmptos 
HAIRSTON, WG Georgia Power Co 08/12/09 Region 2, Ofc of the Director 3pp 
47797 007-47797 099 

812130296 Forwards notice of consideration of Issuance of amend to License NPF 00 
& proposed NSHC dotarminatlon & opportunity for hearing on B0 1206 request re rals 
lr>g mh voltage for tests not requiring circuit breaker closure 
HOPKINS, JB Pfolocl Dlreclorato 113 88/12/09 HAIBSTON.WG Georgia Power Co 
3pp 47796 207-47796 218 

-3612130298 Notice of consideration of issuance ot amend to License NPF-68 6 pro 
posed NSHC determination & opportunity lor hearing on 801208 request Amend 
changes Tech Specs to raise leal min vollano of diosol gonerators during survelllanco 
HOPKINS, JB Project Direcloraie 11-3 80/12/00 9pp 47796 210-47796 216, 

1312220124 Forwards notice of considoratlon of Issuance of amend to License NPF-00 
& proposed NSHC determination & opportunity for tiearing on 061206 request to 
fovise Tech Spocs for control room omergoncy filtration sys & inslrumonlallon 
HOPKINS,JB Project Directorate 11-3 80/12/00 HAinSTON»WG Georgia Power Co 
33pp 47802.213 47892 226 

H9B 12226127 Notice of consideration of issuance of amend to I Iconso NPF 66 & pro- 
posed NSHC determination & opportunity for hearing Amend rovtsos Toch Specs for 
control room emergent fillration sys 6 associated actuation instrumonlaHon 
HOPKINS. J B. Project Directoraio II 3 08/12/09 1 tpp 47892 216 4/002 2?6 

^612190116 Application for amond to License NPF 66, replacing Tech Spocs w/com 
blnad Unit 1 & 2 Tech Specs Dosenption & basis (or change end Fee paid 
HAIRSTON, W.G GoofgfQ Power Co 68/12/12 Documant Control Branch (Document 
Control Desk). 3pp 47035 174*47036 319 

'-33121901 13 Proposed Tech Spocs, re placing unit Toch Specs w/combinod Unit 1 & 2 
Tech Specs. 

• Georgia Power Co. 60/12/12 6t7pp 47835 177 47036 319 

3612200110 Forwards updated listings ol outstanding licensing roquoots for plant, for 
NRC review & appro val.Including Generic Ur 03-28 itams & NUREG 0737, Item 
H) 0.1,1 

HAIRSTON.WQ Georgia Powor Co 80/12/14 Document Control Branch (Document 
Control: Desk). 6pp 47971 046 47671 053 

8612200227 Forwards radial peaking factor limit ropt for Cycle 2 operation of plant & 
graph pf elevation-dependent peaking factor vs core height figure 
HAIRSTON, WG Georgia Powor Co 08/12/16 Document Control Branch (Documant 
ConUol Desk). 3pp. 47803 047-47883.049 


Q. InapeoUon reports^ IE Bulletins & correspondence 

6312070097 Forwards response to 880324 request for addi info re util 870904 response 
to NRC Bulletin 65 003 Water hammer due to valve closure not initially considered In 
determination of differential pressures performed, per bulletin 
MCDONALDiR.P Georgia Power Co 08/04/25 Document Control Branch (Document 
Control Desk). Itpp 47745.246-47745 266 

0811300571 Forwards Insp Repts 5O-424/G0-38 & 50-425/00-42 on 08081 5-19 & notice 
of violation 

COLLINS, D.M Region 2, Ofc of the Director, 80/11/18 HAIRSTON.W.G Georgia 
Powor Co. 3pp. 47673’ 164-47673 194, 

—0611300573 Notice of violation from Insp on 860015 19 Violation noted’ site emergen 
'ey preparedness supervisor failed to submit to plant general manager written rept In 
eluding comments & correctivo actions 

OOLLINSeD.M Region 2, Ofc of the Director 88/11/18 3pp 47673157 47673.160 

-6011300574 Insp Ropts 50-424/66-30 & 50-425/00 42 on 880815-19 Violations 
noted Mator areas Inspected 'site & corporote emergency preparedness programs & 
Identification of programmatic differences &/or changes specific to Unit 2 
CUNNINGHAM.AL, DECKER,! R Region 2. Ofc of the Director. 88/11/16 30pp. 
47673 161-47673-194. 

0611 160211 NRC Info Notice 88 090, ‘"Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list end. 

CUNNIMQHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
68/11/22 Consolidated Edison Co of New York, Inc Q0pp 47708 255-4770B‘257, 

0011160467 NRC Info Notice 86 091, “Improper Administration & Control of Fsychotogi 
cal Tests.'' Svo list end 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411) 66/ 11/22 
Consolidated Edison Co of New York, Inc lOIpp 4770B 042-4770B 142 


8812080010 Forwards Insp Bept 50-424/00 45 on 881017-21 No Violations or devi 
ations noted AUeniton Invited to unresolved item 

HERDT.AR Region 2, Ofc of the Director 88/11/22 HAIRSTON.WQ Georgia 
Power Co 2pp 47754 029 47754 046 

-8812060012 Insp Rept 50 424/80 45 on 831017-21 No violalions or deviations 
noted Major areas inspocted mservico msp. including review of (nservico insp 
program.plan for outage & review of NDE procedures 

NEWSOME.RW, BLAKE.J J Region 2, Ofc of the Director 88/11/15 1Cpp 
47754 031-47764 046 

8811280144 Fonvards revised rosponso to violations netoii in Insp Ropt 50 424 /BO 
29 End withhold (rof 10CFn73 21 & 2 790) 

HAIRSTON.WQ Georgia Power Co 88/11/23 Document Control Branch (Document 
Control Desk) 2pp 47654 035 47654 036 

8612050250 Forwards Insp Repts 50 424/88-49 & 50 425/8B 59 on 881017-20 No vio 
latiorYS or deviations noted Attention invited to Identified unresolved Item 
HERDT,AR Region 2, Ofc of Ihe Director 88/11/25 HAIRSTON WQ Georgia 
Powor Co 2pp 47730 267 47730 206 

-0812050255 Insp Repts 50 424/QB 49 & 50 425/00 59 on 881017-20 No violations or 
de,«iations noted Major areas Inspected fire protection & licensee actions ro implomen 
latlon of plant safe shutdown guidance provided in SRP 9 5 i 
WISEMAN, G , CONLON.T Region 2, Ofc of the Director 68/11/22 2flpp 47730 269- 
47730 206 

BQ12090134 Forwards Exam Repts 60 424/OL-68 02 & 50 425/OL 06 02 adminislored 
on 880010-22 

JULIAN, C A Region 2, Ofc of the Director 08/11/25 HAIRSTON.WQ Georgia 
Power Co 2pp 47762 394-47763 347. 

-8612090142 Exam Ropls 50-424/OL 80 02 & 50 425/OL 88 02 on 600919-22 Exam 
rosults all candidates passed 

ARILOSEN.J. MUNRO.JF Rogfon 2. Ofc of the Diroclor 80/11/16 274pp 
47762336-47763249 

'-8812090145 Forwards comments compiled by training dopt ro reactor operator & 
senior reactor operator writlon exams conducted ai plant on 660910 
BOCKHOLD.G Georgia Powor Co 88/09/21 MUNRO,J Region 2, Ofc of the Direc- 
tor OOpp 47763,250 47763 347 

0812090283 Forwards Insp Repts 60 424/86-40 & 50 425/08 61 on 881017-21 No vio- 
lations noted 

DECKER,! n Region 2, Ofc ol the Director 80/11/25 HAIRSTON.WQ Georgia 
Powor Co 2pp 47784 950 47764 359 

-0812090268 Insp Repts 50 424/88-46 & 50-425/00 61 On 881017 21 .No violations 
noted Major areas inspected radiological effluents & plant chemistry. 

KAHLE,J0 , HUGHEV.CA Regron 2, Ofc of tho Oifoctor 88/ 11/25 Bpp 47761 352* 
47704 359 

8612080001 Forwards Insp Ropt 50-424/88-44 on 861001-28 & notice of violation. 
BROWNLEE, VL Region 2. Ofc of the Director. 68/11/20 HAIRSTON.W.G Georgia 
Powor Co 2pp, 47753 162-47753 200 

-'SB 12080006 Notice of violation from Insp on 881001 28 Violation noted improper log 
keeping & inadequate corrective action re dieao) ganerator fuel llltor differential pres 
sure 

BROWNLEE,V.L Region 2, Ofc ol the Director. 66/11/26 2pp 47753 184-47763’! 85 

-8612080009 Insp Rept 50-424/88 44 on 081001-28 Violations noted, Major areas 
inspoctad plant operations, radiological controls, malnl,5urvQlllanco,fife 

protection.securlty.outage.quatity programs & administrativo controls affecting quality 
nOGGE.JF, SCHGPENS.RJ . BURGER, CW Region 2, Ofc of the Director 88/11/ 
26. 16pp 47753 186 47753 200 

8812130205 Ack receipt of 681123 Hr informing NRC of stops taken to correct violations 
noted in Insp Ropt 50 424/88 20 

CLINE.W E Region 2, Ofc of Iho Diroclor 88/11/30 HAIRSTON.W.G Georgia Power 
Co 2pp 47795 359 47795 360 

6611290030 NRC Info Notice 68 093, “Totetherapy Events ” Sve list end. 
CUNNINGHAM.R E. Division of Industrial & Medical Nuclear Safety (Post 070729) 
08/12/02. Consolidated Edison Co of Now York. Inc. 112pp 4781 1.103-47611 ’215 

6811290536 NRC Info Notice 08-004, “Potentially Undersized Valve Actuators “ Sve list 
end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708,143-47708 264 

8812100141 Forward Insp Ropts 50 424/88 47 & 50 425/68-62 on 881031-1104 No 
violations or deviations identified 

DECKER,! R Region 2, Ofc of the Director, 80/12/02 HAIRSTON,W G Georgia 
Power Co 2pp 47832 263 47832 205 

-8612160144 Freoperalional Insp Repts 60-424/08-47 & 50 425/80-62 on 861031 
1104, No violations or davlallona noted Weakness noted Major areas 

Inspected.radlatlon protection organization & training & external exposure control 
GLOERSEN,WB, HOSEY.CM Boglon 2, Ofc of the Director. 88/12/02. Ilpp 
47B32 206 47632 295 

8812190006 Forwards Insp Repts 60 424/06-50 & SO 426/68-84 on 081024- 26 No vio- 
(ations or deviations noted 

BROWNLEE, VL Region 2, Ofc of the Director. 88/12/05 HAIRSTON.WQ Georgia 
Power Co 2pp 47050 330 47850.341 

-BB121 90009 Insp Repts 50-424/88-50 & 50-425/88 64 on 861024-28 No violations or 
deviations noted Major areas inspected quality concerns program (QCP),includlng 
open concerns.task force review of QCP & root cause & review of concerns 
DEMIRANDA.0 , PAHERSON.C A., SINKULE.M V Region 2, Ofc ol the Diroclor 88/ 
12/02 lOpp 47G50’332-47850 341 
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8312220112 Forwards SALP 50-424/B8 41 & 50-425/83-53 fo/ Ocl 1907 - Sepi 

l&asWgl control needed to reduce problems in field Fluid sys leahs conifnue to be 
p rob Jem 

HFINST.ML Region 2, Ole of Ihe Direclor 88/12/05 HAIRSTON.WQ Georgia 
Power Co 3pp 47900 253 47900 3 U 

-8312220120 SALP Repis 50 424/88 41 & 5O^425/08'53 for Ocl 1987 - Sept 1938. 

• Region 2, Ofc of the Pireclor 38/12/05 59pp 47900 256 47900 314 

8312190257 Forwards Insp Repis SO 424/08-54 a 50 425/68 70 on 8S11 14* 10 No vio* 
falions or deviations noted 

DECKER,! R Region 2. Ofc of the Director 83/12/06 HAIRSTON.WQ Georgia 
Power Co. ?pp 47853 323*47853 334 

-8812 19 0258 Insp Repis 50*424/88*54 & 50-425/88-70 on 891 114-18 No vioPations or 
davlaions noted Major areas inspecled Core .Module 84750 Insp at tinil 1 & preopora* 
lional insps of Unit 2 in areas of Piquid A gaseous radwaslepfocossfng 
STODDART.PG, KAHLE,JB Region 2, Ofc of the Director 08/12/01 18pp 
47853 325 47853 334 

8812090254 Responds to NRC QuIJelin 86 003 requesting that insps be aorfonned for 
all GE latching type HFA relays in Class IE applications Fourteen GE 12HFA54E187H 
relays inspected on aBHOB for Unit I A on 880606 for Unit 2 
HAIRSTON.W G Georgia Power Co 88/12/07 Document Control Branch (Document 
Conirol Desk) 3pp 47762 1 12 47762.114 

3312090261 Responds to NRC Bulletin 88 009 re thimble tube Insps Thimble tube 
Insps performea for plant revealing wall loss Indications on 20 of 50 thimble tubes 
HAIRSTON, WG Goorgla Powor Co 99/12/07 Documon I Conirol Branch (Document 
ConUof Desk) 2pp 47782 093 47762 094, 

881216OT06 Forwards Insp Repts 60-424/88-51 & 60 425/36 66 on 001031*1104 & 07- 
10 No violations or deviations noted 

HERDT,AR Region 2, Ofc of the Director 86/12/07 HAIRSTON, W.Q Georgia 
Power Co 2pp 47832307-47832 326 

-6812160115 Insp flopis 50 424/86 51 & 50 425/88-66 on 681031-1104 & 07- 
10 Weaknesses identified Major araas inspected Unit 1 JE BuNotin 85-003 program & 
complex surveillance & Unit 2 preoporallonal lostind procedure review 
DESALB, SZCZEPANlEaA, TINGeN,S Region 2. Otc of the Director 68/12/07. 
17pp 47832 3Q9 47832325. 

8612190045 Forwards Insp Ropt 50-424/68-46 on 881023 20 & rioticoof violation 
COLLINS.DM Region 2. Ofc of fhe Director 88/12/07 HAIRSTON.WG Georgia 
Power Co 2pp 47040 147 47840.167 

-8812190050 Notice of violation from Insp on 801023 23 Violation noled, procedures 
not followed when Irdividual performed work in containment 
COLLI NS, D M Region 2, Ofc Of I ha Director 86/12/07 4pp 4764DJ 14 9 47040*152 

-8812190053 Insp Rept 50424/86 48 on 681023 26 Vmlallona nofed Major areas 
inspected or gan]2otion & mgt contro1s,1raining & qua riflcatfons, external exposure 
con1rol,rnternal exposure control & assessment & conirol of radioaciive metis 
SHORTHIDGE.R B , LAUER,MT . HOSEV,CM Region 2. Ofc of the Director 88/12/ 
06 15pp 47840 153-47040 167 

8812020207 NRC Into Notice 83 095, "Inadaquate Procurement Requirements Imposed 
by Licensees on Vendors” Sve II si enc) 

ROSSI, Ce Division of Operational Events Assessment (Post 670411) 88/12/03. 
ConsoMated Edison Co of New York, Inc, 112pp 47807.191 47807 302 

0812190249 Forwards Insp Repts so 424/90 42 A 50-426/60-54 on 080909 12 A 1112- 
16 No violations or deviations noted 

HERDTiAR Region 2, Ofc of the Director 96/12/OS HAIRSTON, WG Georgia 
Power Co. 2pp 47653 300 47863.317 

-3812190251 fnsp Repts 50 424/06 42 A 50-425/86 54 on 880909-12 A 1112-16NO 
>^ofa1tons or deviations noted Major areas inspected Unil 2 piping thermal expansion A 
vibralion (eating & Unit 1 snubber survoilfarico program 

LENAHAN.T J„ JAPE.F, Region 2, Ofc of the DireclOf. 03/12/06. 8pp 47853:310- 
47853 317 

3012140269 Responds to NRC ftr re violation noted In fnsp Repts 50*424/09 36 A 50- 
425/06-42.Corrective actions site emergency preparedness supervisor counseled re 
vioiallon A retrained on Procedure 01602-C requlremenls 

HAiRSTON,W G Georgia Power Co 68/12/09 Document Control Branch (Document 
ControJ Desk) 3pp 47612 060 47312 032 

8312210059 Confirms 661219 mgl meeting w/util fn BIrmInghamAL to discuss nuclear 
plant overs Ipht r 65 ponslbIlilfes,t 0 Ghnlcal support responsimllties 3 aclivihes of corpo- 
rate organ iza don, per 681205 ielcon re I Is tee insp repis. 

ERN5T,ML Regfan 2, Ofc of the Director 88/12/13, HAIRSTON.WG Qeorda 
PoworCo 3pp 47086, 101-47088“ 103. 

861 2i'1 0249 Provides Info necessary (o complete util response to NRC Bulletfn 63 004 
re potential safety- re fated pump loss 

MC3D0NALD,R.P. Georgia Power Co 38/12/15 Document Control Branch (Document 
Control DesJ<), 3pp. 47876 004-47876 006 

9312270217 Responds to violations noted fn Insp Rapt 50-424/86 44 on 881001- 
29 Corrective actions Procedure 1 185-C revised to Inciuao commont aecUon for noting 
abnormaf conditions A actions taken A lookoeplng requiromenla reemphasized 
HAIRSTON.W.G Georgia Power Co 88/12/20 Document Control Branch (Document 
Control Desk) 3pp 47924.209 4 7924 *2 13 


R. Periodic operating reports A related correspondence 


8812200001 Monthly operating rept for Nov 1908 for Voglle Unil 1 W/ 881213 Itr 
D/LWORTH.S C , HAIRSTOHWG Georgia Power Co. 66/11/30 7pp 47d7T095- 
47671*101. 


S. Reportable occurrences, LERs A related correspondence 

6611290572 LER 08-020 01 on 880629, redundant overload proleclion not pro'.idC-J ly 
magnetic-only breakers violating Tech Spec 384 1 requiromonls Causod 
equate functional ios ting Thermal magnetic breakers Installed W/661 1 18 Itr 
SWARTZWELDER.J , NAIRSTON.WG Georgia Power Co 06/1 W 16 iff 
47657 351-47657 356 

8311290575 LER 88-025 01 on 800731, lightning struck containment bldg causing 
tor trip a Isolation of main feedwater sys Causod by Iighlning strike wfilchrcsu'i'c-J ri 
electrical surge Circuit board replaced W/601 1 16 ftr 

SWAnT2WELDEB,J , HAIRSTON, WG Georgia Power Co 08/11/18 Epp 

47051 201-47651 203 

0811290292 LER 86-016 01 on 0QO6O3,amoko from oloctric duct healer actualod smc*s 
detection alarms A caused water leakage Into conlrof room from ceiling Causo^f th 
inadequate design of controf room colling Permanent seal installed W/fl01 122 Itr 
SWARTZWELOER.J , HAfRSTON.WG Georgia Power Co 39/11/22 &rp 

47665 040*47665 048 

6811290072 Special Rept 68 006 on 681026, dre&ol generator Train B did not r&ach 
rsLted voltage A frquency within required timo.per Reg Guide 1 l08Sc<tion 
C 2 E 2 Causod by lack of fuel fn line upon diesel start due to personnel error 
HAIRSTON, W G, Georgia Power Co 88/11/23 Document Control Branch (Docu-Ttcv.t 
Control Desk). 2pp 47649 251 47649 252 

5912010344 LER 88-031-00 on 881030, protection sys Train A trouble aniiunciAtor ob- 
served lit A Input error Inhibit switch on solid state protection sys logic tost psrx-l was 
in inhibit position, Causod by Inadequefe procedures W/BOl 120 tlr 
SWARTZWELDER.J . HAIRSTON, WG Georgia Power Co 00/11/26 ipp 

47707.137-47707*140 

8812020115 LER 83-030-00 on 88 1027 .discovered that plant compulor dos^nn 
far monitoring deviations between digital rod indication sys & demand position Ind-ca 
lion ays not Impiemenled within computer software W/801 126 Itr 
SWARTZWELOER.J., HAfRSTON.WG Georgia Power Co 66/11/28 
47710 001-47719 005. 

8612060273 LER 80-031 01 on OBIOSO.core aftorations auspondetl while Train A bss ol 
offsite power tost conducted bfockinn actuation of Train A ESFTost procedure wil t-a 
corrected W/081201 )ir. 

SWARTZWELDER.J, HAIRSTON.WG Georgia Power Co 60/11/26 

47741 050 47741 051 

0012120133 LER 08-032-00 on 801026, values Inserted Into monKors, rosulting In Uip 
setpoints in excess of Tech Spec limits Caused by personnel error Dopl mflaagev 
counseled on importance of ensuring procedural compliance W/881205 Hr 
SWABTZWELDe^.J, HAIRSTON.WG Georgia Power Co 08/12/05 4pp 47/06O47. 
47788050 

0812140120 LER 80*033 00 on 001 100, conlrof room isolation dampers 
open Caused by personnel error Dampors placed fn correct posHlon Field shill suporvv 
sof counseled W/00 1209 Hr. 

SWART2WELDER,J . HAIRSTON.WG Georgia Power Co 88/12/07. 

47002.229 47002 232 

6812140062 LER 80-034-00 on 00t1t2,Rl(R Train B HX Inlet valve found locked 
closed Ceused by personnel error, Valve positioned to correct position A (ndividua^i 
counseled re importenco of proper communications A valve nlignmonl W/00IZOS t\t 
SWARTZWELOER.J , HAIRSTON.WG Georgia Power Co 06/12/09 

47802 233 47002,237. 

0012200269 LER 80-029 00 on 881020, power supply disturbance fed to computer 
memory loss fn refueling machine which caused fuel bundle problDms as 
staled Pfocedural A hardware changes will be Impfomented W/881214 Ilf. 
SWARTZWELOER,J . HAIRSTOf^W.G Georgia Power Co 86/12/12 4pp- 

47064.302 47064 305 

8812220081 LER 88-035 00. on 881 11 3, conlrof room isolation occurred dunng survoil* 
lance testing Cause under investigation Static transfer switch which would have p'O* 
vented momentary loss of power to bo installed during refueling outage W/e612l3 Hr 
SWARTZWELOER.J . HAIRSTON.WG. Georgia Power Co 80/t2/18 4RP 

47903 045 47903.048. 

8612220079 LER OB 036-00 on 0811 16,Improper cable splice found on wirina load fronii 
Channel 2 pressurizer pressure (ransmittor. Causod by Improper inslallaijon 06jr3r>g 
pfant const Splice connection properly completod.W/O0t215 Hr 
SWARTZWELOER.J, HAIRSTON.W.G. Georgia Power Co 08/12/15 

47900.100 47900 201. 

8812200213 LER 88-037-00 on 801 1 le.O-rlngs found missing from 4 CONAX T-Bhcad 
lunction boxes Caused by O nngs not being installed during initial inslallalion Juncuons 
boxes will be sealed A main! procedures updated W/081 216 Itr, 

SWARTZWeLDER.J., HAIRSTON.WG Georgia Power Co. 08/12/16 Jpp 

47871:319 47871 323. 

8812200219 LER 80 030-00.on 061 116, during review of deficiency card, discoveied ^1 
Indicators had been giving erroneous readings since software change In ud 
1987, Caused by failure to delect error prior to Implementation W/0B1216 Ur 
SWARTZWELDER,J , HAIRSTOKW.G. Georgia Power Co 00/12/16 4pp 

47059351-47859-354 

6812200236 LER 88-040 00 On 881 121 .containment ventilation Isolation signal Initiated 
during Tech Spec surveillance callbrs Caused by personnel error.Personnel inyoired 
counse led re Importance of compliance w/procedure W/oa 1 21 6 Itr 
SWARTZWELOERJ., HAfRSTON.W.G Georgia Power Co. 80/12/16 4pp 

47860 204-47860:207. 

6812200249 LER 88-030-00 On 061 121, fuel handling bldg Isolation occurred due to rno- 
mentary loss of power to radiation monitor Supply A exhaust units restarted & post 
accident filtration units secured A reset Cause unknown,W/861216 itr 
SWARrzWELDER.J., HAIRSTON.W.G Georgia Power Co 00/12/16 

47900*251-47860.264. 



DOCKETED ITEMS 145 


Operator Examinations 


181 2030134 Pofv/ards Exam Ropts 60-424 /OL-BB 02 & 50 425/OL-8B 02 admlnlslored 
on 000919 22 

JULfAN.CA Region 2, Ofc of Ihe Director. 88/11/25. HAIRSTON.W.G Georgia 
PowDr Co 2pp. 47762 334-47763 347, 

-8812090142 Exam Repls 50-424/OL-8B.02 & 50.425/01-00-02 on 060919-22 Exam 
results dll cand}dald$ passed. 

ARILDSENJ, MUNRO.jp Region 2. Ofc of the Director. 00/11/16 274pp 
47762 330.47763 249. 

-8812090145 Forwards comments compiled by training dept re reactor operator & 
senior reactor operator writton exams conducted at plant on 080919 
BOCKHOID.G. Georgia Power Co 80/09/21 MUNRO.J. Region 2, Ofc of the Direc- 
tor 00pp 47763 260 47763 347 


DOCKET 60-425 ALVIN W. VOOTLC NUCLEAR PLANT, UNIT 2 


A. Application/ construction stage documents A correspondence 

6811290556 Forwards proposed revs to final draft of combined Tech Specs resulting 
from NRG 681114-15 meotinga w/llcenaoe Mooting summary also end Complollon ol 
Action 20 re action statement for Tech Spec 3 7.0 among NRC concerns 
BAILEY.J A. Georgia Power Co. 08/11/10 Documonl Control Branch (Document Con- 
trol Desk). 116pp. 47666 032-47666.147 

8811300126 Forwards supplemental aofety evaluation accepting 5PDS w/commltmanl 
to complolo 1000 h availability tost & submit results License Condition 2 C 7(b) closed, 
HOPKINS.J.B Project Dlrectorote II-3. 60/11/22 HAIRSTON, WQ. Georgia Power Co 
3pp 47677 035-47677 047 

6611260046 Generic Llr 80-20 to all llcenseos holding OLs & CPs for nuclear power 
reactor facilities ro (ndlvldual plant exam for severe accident vulnerabilities Svc list 
end 

CRUTCH FIELD, D. Associate Director for Projocts (Post 070411). 08/11/23 Consoli 
dated Edison Co of New York. Ino 81pp. 47720 303 47729 024. 

6612010359 Forwards comparison of ref nll-ductillly transition temp values calculated 
utilizing Reg Guide 1,99,Rev 2 vs values provided in util 8B0902 1tr,por Generic Llr 06 

HaIirstoN.WQ Georgia Power Co 08/11/28, Document Control Branch (Document 
Control Desk) 3pp 47710 094-47710.006 

8812920207 Forwards environ assessment & finding of no significant impact ro axomp- 
Uon from 10CFR50,App J, relaxing requirement for airlock leakage testing before enter- 
Ine Mode 4 each time that airlock has been opened In Modes 6 or 6. 
HOPKINS.je.Pfdecl Directorate 11-3 08/11/30 HAIRSTON.W.G Georgia Power Co 
Ip 47711.015-47711.020, 

--8B12020211 Environ assessment & finding ol no significant impact re exemption from 
requirements of Paragraph III.D.2 of App J to 10CFR50. 

MATTHEWS, 0.0 Project Directorate lT-3. 80/11/30. 6pp. 47711.010-47711 020 

8B1 2050091 Forwards Rev 4 to ISI-0 010, "Preservlce Insp Program Vogllo Electric 
Generating Plant Unit 2." 

BAILEY J.A Georgia Power Co. 80/11/30 Document Control Branch (Document Con- 
trol Desk) ip. 47732 346-47732:345 


6012200119 Forwards updated listings of outstanding licensing requests lor plant,tor 
NRC review & opprova), including Generic Llr 03 28 items & NUREG.0737.ltem 
HID 1.1 

HAIRSTON.WG Georgia Power Co 08/12/14. Document Control Branch (Document 
Control Desk) 6pp 47071 048 47071 053 

6812220047 Forwards proposed changes to FSAR Table 16 3-5, "Conlalnmenl Ponelra 
tion Conductor Overcurrent ProtectTve Devices & Isolation Devices for Class 1E to 
Non Class IE Feeds " Changes reflect incorporation of Unit 2 protection devices 
BAILEY ,J A, Georgia Power Co 68/12/14 Document Control Branch (Document Con 
trol Desk) 34 pp 47914 125-47914 168 

8012230077 Forwards marked up FSAR pages to Incorporate rev re elastomer diephram 
storage life Changes reflect longer storage life allowance 

DAILEY, J A. Georgia Power Co 08/12/15, Document Control Branch (Document Con 
(folDesk) 4pp 47914 350 47014 359 

0012230097 Forwards FSAR page marked up to relloct delolion of fire detection instru* 
meats from facility fire detection Zone 26 

BAILEY.J.A Georgia Power Co 88/12/15 Document Control Branch (Document Con 
trol Desk) Rpp, 47916 360 47016 361 

6012230101 Forwards listing of rooms that require area temp monitormg for 
facitily Rooms should be added to Table 3 7-3 of final draft Tech Specs 
0AILtY,J A Georgia Power Co DO/ 12/ 19 Document Control Branch (Document Con- 
trol Desk). 3pp 47911,004-47911 006 


F. Security, medical, emorgoncy ft fire protoollon plans 


8811280056 Confirms date of 890726 to conduct 1009 annual emergency preparond 
ness exercise at plant 

HAIRSTON.WG. Georgia Power Co 00/11/16 Document Control Branch (Document 
Cor«rol Desk) Ip. 47854 154 47654 154 

8011300571 Forwards Insp Ropts SO 424/80-38 & 50 425/B8-42 on 880815-19 a notice 
of Violation 

COLUNS.DM Region 2. Ofc of Ihe Director 88/ 11 /1 8 HAIRSTON.WG Georgia 
Power Co 3pp 47673' 164-47673.194 

-8811300574 Insp Repls 50 424/88 38 & 50 425/68 42 on 880016 10. Violations 
noted Major areas Inspected site & corporate emergency preparedness programs & 
Identification ol programmatic differences &/or changes specific to Unit 2 
CUNNINGHAM,A l. Region 2, Ofc of Iho Director 00/11/16 30pp 47673 161- 
47673' 104. 

8811230241 Fonvards revs to physical security & contingency ptan.por NRC DB0920 
Itr.nevs withhold (ref 10CFR73 21 & 2.790) 

HAIRSTON.W.G Georgia Power Co 68/11/21 Documonl Control Branch (Documenl 
Control Desk) 2pp 47657 300-47657.301 

BB1 1280028 Forwards corrected changes to security plan, Including properly marked up 
Panes El -2.4-1, 6-3 & Insert to Page § 3 Enel wilhnoid 

HAIRSTON, W.Q Georgia Power Co, 88/11/22 Document Control Branch (Documenl 
Conlrol Desk) 2pp, 47701 260 47701,251, 

8812000138 Forwards Insp Rept 60 425/08 58 on 881024-27, No violations or devL 
ations noted End partially withheld (ref 10CFR2 790 & 73 21) 

CLINE, W E Region 2, Ofc of the Director. 80/11/22 HAIRSTON, W G. Georgia Power 
Co 2pp 47782 001-47762 003 


-4812050083 Rev 4 to ISI-P-010, *'Pro8ervice Insp Program Vogllo Etectric Gerterating 
Plant Unit 2” 

* Georgia Power Co 88/11/11. lepp. 47732.346-47732 381 

8812050128 Informs that seismic separation program fully Implemented for Unit 2 & fer- 
tilization programs FP-7 4 FP-14 waikdowns completed 

BAILEY.J.A. Georgia Power Co. 80/11/30 Document Conlrol Branch (Document Con 
trot Desk) Ip 4773 3 ‘296-47 73 3- 2 98. 


8812O80O28 Confirms that Preoperalional Test 2-3BB-05 completed Ulil considers Con- 
fkmatow Itam 28 resolved 

BAILEY\J.A Georgia Power Co 88/11/30. Document Control Branch (Documenl Con- 
lrol Desk) Ip. 47734*238-4773^.238 


8612080111 Requests that util addrosse Generic Ltr 88-17 re loss ol DHR during non- 
power operation. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411) 88/12/ 
02. SCHERER, R. Georgia Power Co 2pp 47 783 -247- 47703. 240. 


8912100272 Forwards summary of 881116-17 mgt meelings at plant re unit const 
8 talus, LI St of aUonde6S,aganda,handouts & meeting summary end. 

ERNST.M.L, Region 2, Dfo Of the Director. 88/12/07, HAIRSTON.WG. Georgia 
Power Co 74pp. 47050.134-47850.207 


8612100365 Advisos tlmt reactor vessel level In^m^ntatlon sys testing should be per- 
formed prior to fuel load to develop required conditions In RCS, Schedule for Unit 1 
llsteni. 

BAILEY J.A. Georgia Power Co. 88/12/08, Documenl Control Branch (Document Con- 
trol Desk) 2pp. 4705O‘a28-4706O 329. 


0812100370 Requests lernporory exemption from scheduler requirements of 
10CFRB0.33(k)(i) Financial planning responsive for rule Initiated & util Intends to 
submit funding repls on 900727. 

BAILEY, J A. Georgia Power Co. 60/12/13, Document Control Branch (Document Con- 
trol Desk). 4pp 47051 ■262-47851:265. 


8812200202 Forwards results of spent fuel racks muitj-rack analysi3,per commitment at 
801004-06 audit 

BAILEY ,J.A. Georgia Power Co, 68/12/13. Document Control Branch (Document Con- 
lrol Desk). 1p. 47084' 199-47004.21 2 


-5012200249 *'Mu1tl Rack Analysis for Vogtie West Pool.*' 

SOLER.AI Holtec International, HI-80316 88/12/01, 13pp, 47864*200.47864*212. 


-8812090140 Pertlolly withheld Insp Rept 60 425/8B 58 on 081024 27 (rel 10CFR2 790 
& 73.21) No violations noted Major areas inspected, physical security plan & Imple 
monting procedures, security orQQnlzallon,tosling & malnt & physical barriers 
TILLMAN.A. MCGUIRE, D.R Region 2, Ofc of the Director 88/11/16. 1p 47782 003- 
47782 003. 

8812050009 Forwards update to Module 23 ol facility readiness review program End 
withheld (ref 10CFR73 21 & 2 790) 

RICE.P.D, Georgia Power Co 88/11/23. Document Control Branch (Document Con- 
lrol Desk). 2pp. 47730 335-47730 336. 

8812050260 Forwards Insp Reals 60-424/88-49 & 60 426/88-59 on 061O17'2O.No vio- 
lations or deviations noted Attontlon Invited to Identified unresolved Hem 
HERDT.AR. Region 2, Ofc of the Director. 06/11/25, HAIRSTON.WG Georgia 
Power Co. 2pp. 47730.267-47730 296. 

-5812050255 Insp Repts 60-424/88 49 & 50-425/88-59 on e81017-20.No violations or 
deviations noteo.Major areas Inspected; (ire protection & licensee actions re implemen 
tatlon of plant safe shutdown guidance provided in SRP 9.5-1 
WISEMAN.Q Region 2. Ofc of the Director. 88/11/22 28pp. 47730,269-47730 296 

5812090209 Forwards FEMA offsite exercise rept for plant on 0B0524. Resolution of 
identified Items should be completed prior to next full scale emergency preparedness 
Gxorciso^ 

DECKER, T.R Region 2, Ofc ol the Director. 88/11/26 HAIRSTON.W.G. Georgia 
Power Co 2 p. 47762.1 20-47762‘1 60 . 

5812160141 Forward Insp Repls 50 424/88 47 & 60-426/88 62 on 881031-1104 No 
violations or deviations Identified 

DECKER, T.R Region 2, Ofo of the Director. 88/12/02. HAIRSTON.WG. Georgia 
Power Co. 2pp. 47e32.2Ba-47832‘295. 

-8612160144 Preoperalional Insp Repts 50-424/88 47 & 50 425/88-62 on 861031> 
1104 No vlolatfons or deviations noted Weakness noted Major ^eas 
Inspected radiation protection organization & training & oxternal exposure control 
GLOERSEN.WB, Region 2, Ofc ol the Director. 06/12/02 11pp. 47832 285- 
47032.205. 

5812220112 Forwards SALP Repls 60 424/80-41 & 60-425/88-53 for Oct 1987 • Sept 
1988.Mgt control needed to reduce problems In field Fluid sys leaks continue to bo 
problem. 

ERNST.M.L Region 2. Ofc of the Director. 88/12/05. HAIRSTON.W.G. Georgia 
Power Co 3pp 47900.263-47900.314. 
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-*0812220120 SALP Ropts 50*424/08 41 S 50 425/8B 53 for Ocl 1987 Sopl lOflfl 
• Region 2. Ofc o( tho Direclor 88/12/05 59 pp 47900256 47900 314, 

8812160117 Forwards rovs fo physical socirrity A contingency plan Revs wilhheld (ref 
10CFR73 21 A 2 790) 

HAIRSTON.W G Georrtfa Power Co 68/12/14 Document Conlro) Branch (Documeni 
Control Desk) 2pp 47052 174*47852 175 

8612210142 Forwards add) Info In response to 881117 & 30 tefcone re oversized 
seals, embedded conduits A fire hazaros analysis Proposed FSAR page changes also 
end Proposed changes will bo fncorporaled Into future amend to FsAR 
DAILEY, J A Georgia Power Co 86/12/1 1 Documeni Control Branch fDocumenl Con- 
trol Dee K) 65pp 47588 206-47888 362 


HI General correspondence 

6812120059 Comment opposing proposed rulo 10CFR2 re records rofatod to Nconslng 
high level radwasla geologic repository Util endorses EEI comments to bo submitted 
10 NRC 

HAIRSTOHWG Georgia Po wo; Co 88/12/05 CHILK.SJ Office of tho Secretary of 
Ihe Commission 2pp 47798 087*47708 088 


K. Litfllty Final Safety Analysis Report (FSAR) & amends 

8812010103 Amend 39 to FSAR for Voglls Linds 1 A 2 W/ 601 123 Ifr 
RICE.PO Georgia Power Co 88/11/30 1.699pp 47712 001-47716 259 


P, Operating Keen a a slag a documents A corrosponderxee 

3812230273 Confirms complolod roquiromenfs of Genodc Ltr 68 03, "Steam Binding of 
Auxiliary Feedwater Pumps" f^rocedure 11802-2 requires rhecking auxiliary feedwater 
puirips suction A pipirtg temps A 13610 2 describes valve backfeakage symptoms, 
RlCfc.P D Geoiolft Power Co Bftf12/ia, Document Control Branch tOocumsnl Con 
IrolDesk) 2pp 47916 141*47016 142. 


0. Inapect/on reports, IE DulletMs A correspondence 

6311230238 Responds to violations noted In Insp Rept 60 425/88 46 re failure to prop- 
erly tighten tiexible conduit in conlatnmenl 

fliCE.P D Georgia Power Co 08/1 1 /07 Documeni Conlfo) Branch {Document Con 
irol Desk) 2pp 47622-248 47622 249 

8811230244 Responds to violallons noted in fnsp Rent 60 425/06 49 re faifuro to pro 
teci Installed equipment Corrective actions broken riexibte conduit & bent tnsiruinont 
fine condilfon llstod for repair on room turnover punchlist 

RICE.PD Georgia Power Co 08/11/07. Document Control Branch (Document Con- 
bolDesk) 2pp 47652133^47652134 

8611300571 Forwards Insp Repta 50 424/88*38 A 50 425/88-42 on 600815*19 A notice 
of violation 

COLUNS.DM Region 2, Ofc ot the Dlroctof. 0G/11/1B HAIRSTORWG Georgia 
Power Co 3pp 47673164*47673194 

-0811300574 Insp flepts 50 424/08 30 A 50*425/68 42 on 880016*19 Viofallons 
noted Major areas Inspected silo & corporate emergency preparedness programs A 
identiricatlon of programmatic differences A/or changes specific to Unit 2 
CUNN1NGHAM,AL, DECKER JR Region 2, Ofc of (he Director 88/11/16 30pp 
47673161*47673194 

8611180211 NRC Info Notice 68-090, ''Unauthorized Removal of Industrial Nuclear 
Oaviflos *’ Sve lisl enci 

CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729) 
88/11/22 Consolidated Edison Co of New York. Inc 09pp 4770B255 477OB257 

6811160467 NRC Info Notice 88 091, "Improper Admfnlslraffon A Control of Psychologi- 
cal Testa " Sve list ancl 

ROSSI.CE Division of Oporational Events Assossmont {Post 870411) 88/11/22 
Consofidalod Edison Co of New York, fne 101 pp 47706.042 47708 142 

$612008138 Forwards Insp Rept 50*425/86 58 on 661024*27 No violations or devi 
ations noted End parllally withheld (ref 10CFR2J90 A 73 21) 

CLINE, W.E. nepion 2, Ofc of the Dfraclor 86/11/22 HAIRSTON, W.G. Georgia Power 
Co 2pp 47782 001.47792 003. 

•-6812090140 Partially withhold fnap Rept 60-426/80-68 on 681024*27 frof 10CFR2 7G0 
A 73 21) No vlofallona noted. Major aroas Inspected physical eecurliy plan A Imple- 
menting procedures, secunty organization, testing A maint A physlcei barners 
TILLMAN,A. MCGUIRE, O.R Region 2, Ofc of the Direclor. 88/11/16 Ip 47782003 
47782 003 

8012090263 Forwards Insp Rapt 60*425/68 57 on 681003 07 A 11-14 No violallons or 
deviations noted, 

HERDT.AB Redon 2, Ofc of Iho Director 86/11/22 HAIRSTON, WG, Georgia 
Power Co 2pp. 47782 220-47762.230 

-8012090268 fnsp Rapt 60*425/88*57 on 881003 07 A 11-14 No violations or devi- 
ations noted Major areas inspoctodpreeperabcunal A hoi functional test 
witness Ing.preoperatlonal lest procedure review A licensee action on previous fnsp 
findings 

JAPE]h„ SZCZEPANIECA ZEILEfl.J. Region 2, Ofc of the Direclor 98/11/17. Opp, 
47782-222*47702.230 

8812050241 Forwards fnsp Rept 50 425/88 67 on 861031*1 103.No vfofations or devf 
ations noted 

HERDT,AR Region 2. Ofc of the Dfrector. 98/11/25. HAIRSTON, WG. Georgia 
Power Co. 2pp. 47731,041-47731.054 

—0612050245 Insp Rept 50-426/86 67 on 881 031*1 l03.No vfolatlona or devfahons 
noted Major areas lr>spectod closeout of Readiness Review Modules 6,12,17/19 A 20 
findirigs 

HUNf.M.D , CONLON.T E Region 2, Ofc of Ihe Direclor 06/1 1/23, 12pp 47731:043- 
47731.054. 


6812050250 Forwards fnsp Ropts 50 424/66 49 A 50 425/68-59 on 88fOlT-20Nb vio- 
lations or deviations noted Attention Invited to Identified unresolved Item, 

HERDT.AR Region 2, Ofc of the Director SB/ 11/25 HAinSTONWQ, Geora^ 
Power Co 2pp 47730 267-47730 296 

-86120S0265 fnsp Ropts 50-424/00-49 A 50 425/08*59 On 001017-20 No vfohtionj Cf 
cfovralions noted Major areas inspected hre projection A llcensoa actions re Im^enwrv 
talion of plant safe shutdown guidance provided In SBP Q 5 1 
W/SEMAN.G , CONLONJ Region 2, Ofc of the Director, 80/11/22 20pp 47730269* 
47730 290 

6812000134 Forwards Exam Ropts 50-424/01*80 02 A 60 425/OLOa 02 edmir\isievc<P 
on 080919 22 

JULIAN.CA Region 2, Ofc of Iho Director 80/11/25 HAIRSTON.VV.Q QoergfJ 
Power Co 2pp 47762 334-47763 347 

-8812090142 Exam F^opts 50 424/OL 00 02 A 50 425/OL 80 02 On 800019*22 Eira/n 
results, all candidates passed 

ARILDSEN.J Region 2, Ofc of the Dirortor 80/11/10 274pp 47762330 47763 249 

-S812000145 forwards comments compiled by training dept re reactor oporaior A 
senior reactor operator written oxama conducted at plant on 88091 0 
OOCKHOLD.Q Georgia Power Co 80/09/21 MUNRO.J Region 2, Ofc of the Ovoc- 
lor 08pp 47763 250 47769 347 

6012090283 Forwards Insp Ropts 50 424/00-46 A 50-425/88-61 on 881017 21 No 
latlons noted 

DECKER,! R Region 2, Otr ot the Direclor 08/11/25 HAiRSTON.W.Q. Ooore^ 
Power Co 2pp 47704 350 47704 359 

-0812090268 Insp Ropts 50 424/00-46 A 50-426/08 61 on 881017*21 No vfelfltwfil 
noted Major areas Inspected radiological effluents A plant rhemlatry 
KAHLE.J B . HUGHEY.C A Region 2. Ofc of Ihe Director 88/11/25 6pp 477(M352- 
477B4 359 

0012050146 Forwards response to NRC Bullelin 08 005 re safoty-rolatod fillings A 
flanges supplied by West Jersey Mfg A Piping Supplies, Inc Rept of design evsluabon 
of subi fittings A Bang os erwf 

BAILEY.J A Georgia Power Co 00/11/30 Document Control Branch (Documeni Con- 
trol Desk) 3pp 47732 090-47732 290 

“8812060222 "Response to NRC Bullelin 08 005 for Plant Voglle” Response 
of records review, testFng results, onalysos A conclusions from program for dolormJfilng 
whothor ref safety* related fittings A flanges consistent w/ASME oritorfa 

• Georgia Power Co 88/11/30 146pp 47732 101 -47732'246 

-8012050224 "Design Evaluation of West Jersey Mfg/PIping Supplies, Ino Flltlngs A 
Flanges w/EslImated Strength Below 66 KSI for Plant VogtloXlnil 2." 

• Georgia Power Co 08/11/30 44pp 47732 247-47732-20O 

8812060202 Forwards Rov 0 to IS) P-014, "fnservico Insp Proqrem," tcx 
review Attachment A ksis differences between Rov 0 of Unit 2 program A Rov 2 ol 
Urul 1 progrftin 

BAILEY, J A Georgia Power Co BAILEY, J A Southern Company Services, Irvc 00/11/ 
30 Document Control Branch fOocumenl Control Desk) 2pp. 47736’337 >47737 317 

-8812060207 Rev 0 to JSI P 014, "fnservico Insp Program " 

• Soulhorn Company Services, Inc 00/10/25 339pp, 47736:339 47737;9f7. 

8012090323 forwards fnsp Rept 60*425/00 05 on 081024*20 No violations Of devi* 
abons nerted. 

HERDT.AR Region 2, Ofc of the Director. 88/12/01 HAIRSTON,WG GWfpla 
Power Co. 2pp 47761,140 47761,149, 

-6812090327 fnsp Ropl 50 426/00*65 on 881024*28 No violations or deviations 
noted Major areas Inspoctod conialnmonl focal leak rate prooporailonaf tost pfogram 
review A reactor protection sys preoperational lest procedure review 
WHiTENER.H, 2EILER,J, JAPE.J Region 2, Otc o) mo Direclor. 8eni/30 8p|> 
47761 14247761 149. 

8811290030 NRC Info Notice 80 093, "Telalhernpy Evenls." Sve list end. 
CUNNINGHAM.R E. Division of fndustrlal A Medical Nuclear Safety (Post 070729) 
68/12/02. ConsolidatocI Edison Co ot New York, Inc 112pp 47B1 1.1 034781 121 a. 

6811290538 NRG Info Notice 80 094, "Potontlally Undersized Valve Actuators " Sve list 
end 

ROSSj,C.E Division of Operalional Events Assossmont (Post 870411). 86/12/02 
Consofidated Edison of Now York, fne 121pp. 47708 143*47700 264 

0012160141 Forward Insp Rents 60-424/80-47 A 50*425/00 62 on 8810314 104 No 
vfofations or deviations Jdentifiod 

DECKEfi.TR Region 2. Ofc ol the Director 00/12/02. HAIRSTON.W.Q. GeofBla 
Power Co 2pp 47832 283.47632 205. 

-8812160144 Preoperational Insp Ropts 60-424/00 47 A 60-425/68 62 on 88 193!- 
1104 No vlolatJona or deviations noted Weakness notod Major areas 

inspected radiation protection organization A training A external exposure controt 
GLOERSEN.W0, HOSEY.C.M Region 2. Ofc of the Director. 86/12/02 lipp 
47032 205-47832*295 

8012190006 Forwards Insp Repts 50 424/80*50 A 50 425/00-64 on 801024* 28, No vfcF 
fations or deviations noiad _ 

BROWNLEE, V.l Region 2. Ofc of the Direclor 88/12/05. HAIRSTON.WQ, Georflla 
Power Co. 2pp 47850 330 47850-341 

-8812190009 fnsp Repts 50-424/06*50 A 60-425/06-64 on 08lO24-28.No vfolattons W 
deviations noted Major areas (nspected quality concerns program (OCDJncluding 
open concernsjask force review of OCP A root cause A review of concerns 
DEMIRANDA.0 , PATTERSON.C A , SiNKULE.M.V Region 2, Ofc of Ihe Direcio-r, BBf 
12/02 lOpp 47850 332*47850 341 

8812220112 Forwards SALP Repts 60 424/80-41 A 50-425/88-53 for Ocl 1987 * S^t 
1980 Mgt control needed lo reduce problems In fiofd.Fiuld sya leaks continue to be 
roblem 

RNST.ML Region 2, Ofc of (he Director. 08/12/05 HAIRSTON, WQ. Georgia 
Power Co. 3pp ^900- 263-47S00 314 
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-8612220120 SALP Repta 60^424/88-41 & 50 425/80-53 Cor Oci 1907 - Sept 1988 
* Region 2, Ofc of the DifOClor 08/12/05. 59pp 47900 26Q-47900 314. 

8B121902S7 Pofwards Insp Hepts 50'424/86*54 & 60-425/88-70 on 681114- 10 No viO' 
latlons or dovialions noled 

OECKERJR Region 2. Ofc of Ihe Director 88/12/06 HAIRSTON.W.G Georgia 
Power Co 2pp 47853-323.47853 394 

-B61 2 190268 Insp Repts 60*424/88 54 ^ 50 425/88-70 on e81114>10 No violations or 
deviations noteo.MaJor areas Inspected Core Modulo 64760 Insp at Unit 1 & preopera* 
Uonal Insps of Unit 2 in areas of liquid & gaseous rad waste processing 
STODDART,PG. KAHLE.J.B. Region 2, Ofc Of the c5lrector 00/12/01 lOpp 
47853-325-47853.334 

6612190277 Discusses NRC evaluation of facility readiness review of initial test 

K ipraoperational test phase Module 03A, Phase 2, submitted on 680324 

,M Region 2, Ofc of the Director 88/12/06 HAIRSTON.WG Georgia Power 
Co 2pp. 47860 113-47860.114. 

6612090254 Responds to NRC Bulletin 86-003 requesting that Insps be performed for 
all QE lalching-type HFA relays In Class IE applications Fourteen GE 12HFA54E1&7H 
relays Inspected on 881108 for Unit 1 & on 880606 for Unit 2 
HAIRSTON, W.Q Georgia Power Co. 80/12/07 Document Control Branch (Document 
Control Desk) 3pp 47762.112-47762.114 

6612160106 Forwards Insp Repts 60-424/88 51 & 60*425/88 66 on 881031-1 104 & 07* 
to Mo vfofatfons or dev/atlons noted 

HERDT.AR. Region 2, Ofc of Ihe Director 88/12/07 HAIRSTON.WG Georgia 
Power Co 2pp. 47832 307-47832.325. 

-6612180116 Insp Repts 60-424/88-61 & 60-425/88-66 on BG1031-1104 & 07- 
lO.Weakeosses Identified. M^or areas Inspected; Unit 1 IE Bulletin 85-003 program & 
complex surveilfance 6 Unit 2 preoperational testing procedure review 
DESA1.B,, SZCZEPANIEOA, TINQEN.S Region 2, Ofc of the Director 08/12/07 
17pp. 47832 309-47832-326. 

8612820287 NRC Info Notice 08-095, "Inadequate Procurement Requlroments Imposed 
by Ucensoes on Vendors '' Svc list end 

ROSSI, CE Dh/lslon of Operational Events Assessment (Post 870411). 00/12/0D 
Consolidated Edison Co. of Now York, Inc 112pp 47807.101-47807-302 

6812190249 Forwards Insp Repts 60-424/88-42 & 60-425/88-54 on 880000-12 6 1112* 
16 No violations or deviations noted 

HEROT/R Region 2, Ofc of the Director. 08/12/08 HAIRSTON.WG. Georgia 
Power Co 2pp. 47863-308.47853-31 7, 

“6812190261 Insp Repts 60*424/80 42 6 60*425/60*54 on 080909*12 & 1112*16No 
violations or deviations noted.Mojor areas inspected Unit 2 piping thermal expansion & 
vibraiton testing & Unit 1 snubber surveillance program. 

LENAHAN.TJ, JAPE.F. Region 2, Ofc of the Director 08/12/00 0pp 47853 310* 
47853 317 

6612140269 Responds to NRG Itr re violation noted in Insp Repts 60 424/08*30 & 50* 
425/88 42.Corrective aGtlDns.sito emergency preparedness supervisor counseled re 
violation & retrained on Procedure 91602 C requirements. 

HA1RSTONW G Georgia Power Co 88/12/09. Document Control Branch (Document 
Control Desk). 3pp 4781 2.080-47012.062 

6912150148 Advises that util response to IE Bulletin 08*005 end In JA Bailey 881130 

RlbE,P.D. Georgia Power Co 88/12/12. Document Control Branch (Document Con 
trolDesk), 2pp 47822.146*47822:336. 

6912200284 Ack receipt of 881 107 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts &0-425/Ba*48 & 50*425/68 49 

HERDT.AR. Region 2. Ofo of the Director 80/12/13. HAIRSTON, W.Q Georgia 
Power Co. 2pp 47860.330 47860:340 

6612210059 Confirms BB1210 mgt meeting w/util In Blrmingham,AL to discuss nuclear 
plant oversight responsibilities, technical support responsibilities & activities of coq)o 
rate organize lion, per 881 205 telcon re listed Insp repts 

ERNSf.ML Region 2. Ofc of the Director. 88/12/13. HAIRSTON.WG. Georgia 
Power Co. 3pp. 47888:1 01 .47888: 103. 

BS12210154 Submits supplemental response to NRC Bulletin 08*005 Reedy Associates 
repl, "Repl on ASME Reply to Georgia Power Co inquiry" end to explain util poslllon 
re code compliance of piping ays w/WJM/PSI mall. 

BAILEY, J A. Georgia Power Co 80/12/16. Document Control Branch (Document Con* 
Uol Desk) 2pp. 47078.294*47878:300. 

“9812210155 "Repl on ASME Reply to Georgia Power Co Inquiry " 

‘ Reedy Associates, Ino 86/12/14. 11pp. 47878.296*47870*306, 

6612210249 Provides info necessary to complete util response to NRC Bulletin 66-004 
rejxjtentlal safety-related pump loss. 

MCDONALD, R.P Georgia Power Co 88/12/16 Document Control Branch (Document 
Conlrol Desk). 3pp. 4 7 ff76;004 *47876:006. 


S, Reportable occurrences, UERs & related correspondence 

6811900686 Deficiency rept re misapplication of Raychem criteria In selection of some 
matl used in electrical cable field splice kite Initially reported on B80920.lnve9tlgat1on 
Is Inprocess.Rnal r^t will be submitted by 881222. 

RICE, P.D Georgia Power Co 68/11/21 Document Control Branch (Document Con- 
trol Desk). Ip. 47674:128-47674:128 

9S122 10191 Deficiency rept re ASME Class 1 tees forged.Caused by forged tees w/ 
structural discontinuities being used In ASME Class \ piping sys All ASME Class 1 
forged tees reconciled Into ppng sys stress analyses. 

RICE, P.D. Georgia Power Co. 88/ 1 2/1 6. Document Control Branch (Document Con- 
trol Desk). 4pp. 47074-3O7-47874.31O. 


V. Operator Examlnatfons 

8S12090134 Forwards Exam Repts 60 424/OL-aB 02 & 50 425/CL-88 02 administered 
on 880919*22 

JULIAN.CA Region 2. Ofc of the Director 88/11/25 HAIRSTON.WG Georgia 
Power Co 2pp 47762 334-47763 347, 

-8812090142 Exam Repts 60 424/OL QQ 02 & 50-425/OL-8B 02 on 8B091D-22 Exam 
results.atl candidates passed 

ARILDSEN.X, MUNRO.J F Region 2. Ofc of the Director. 68/11/16 274pp 
47762 336-47763 249 

-6B1 2090 146 Forwards comments compiled by training dept re reactor operator & 
senior reactor operator written exams conducted at plant on 800919 
BOCKHOLD.Q Georgia Power Co 88/09/21 MUNROJ Region 2, Ofc of the Direc- 
tor 90pp 47763 250 47763 347 
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A Appilcatlon/constructlon stage documents & correspondence 

6611200048 Generic Ltr 88*20 to all licensees holding Ols & CPs for nuclear power 
reactor faclfilles re Individual plant exam for severe accident vulnerabilities Svc fist 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 80/11/23 Consol! 
dated Edison Co o1 New York, Ino 81 pp 47720-303 47729 024 


O. Inspection reports, IE Bultelins & correspondence 

8811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end 

CUNNINGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 870729) 
00/11/22 Consolidatod Edison Co of New York, Inc 09pp. 47708 255*47708 257 

6511160467 NRC Info Nolle© 80 091, "Improper Administration & Control of Psychologi- 
cal Teats ** Svc list end 

ROSSI.C.E. Division of Operational Evonls Assessment (Post 870411) 88/11/22 
Consolidated Edison Co of Now York, fnc. lOIpp 47708 042-47708 142 

0811290030 NRC Info Notice 88 093, "Telothorapy Evonls " Svc list end. 
CUNNINGHAM, R E Division of Industrial S Medical Nuclear Safety (Post 670729) 
80/12/02. Consolidatod Edison Co of Now York, Inc 112pp 47811-103.47811 215 

8811290538 NRC Info Notice 06 094, "Potentially Undersized Valve Actuators " Svc list 
onci 

ROSSl.CE Division of Operational Events Assessment (Post 870411} 08/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708.143 4770B-254. 

6812020287 NRC Info Notice 88 095, "Inadequate procurement Requirements Imposed 
by Liconseos on Vendors " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411). 88/12/08 
Consolidated Edison Co of New York. Inc. 1 12pp 47807 191*47007 302 


DOCKET 60*438 DELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appilcatlon/constructlon stage documents & correspondence 

8611260046 Generic Ltr 88*20 to all licensees holding OLs & CPs for nuclear power 
reactor facilllles re individual plant exam for severe accident vulnerabilities Svc list 
end 

CRUTCHFIELD, 0 Associate Director for Projects (Post 070411), 88/11/23 Consoli- 
dated Edison Co. of New York, Inc 81pp. 47728.303-47729 024 

8812150222 Discusses Generic Ltr 83-28, "Required Actions Based on Generic Implica- 
tions of Salem ATWS Events" for listed plants Reactor trip breaker maint & trending 
Issues should be addressed as ptartt specific Issues 

BRADFUTE,J.O. Project Dlroclomle V. 88/12/06 AULUCK,fl Ofc of Special Prolocts. 
3pp 47825 073 47025.076 


F, Security, medical, emergency & tire protection plane 

8812210195 Revised central emergency control ctr emergency plan implementing 
procodures.including Rev t lo GECC-EPIP-1,Rov 2 to CECC EPIP-2,Rev 2 to CECC- 
EPIP-3,Rev 3 to C&C-EPIP 4, Rev 2 to CECC-EPIP-5 & Rev 2 lo CECC EPIP-7.W/ 
881216 ltr. 

MCANALLY,J.L Tennessee Valley Authority 08/12/16. B6pp 47906 304 47907.053. 


Q. Inspection reports, IE Bulletins & correspondence 

6811280042 Forwards Insp Rept 60 438/88-05 on QB10Q5NO violations or deviations 
noted, 

MCCOY, F.R. Ofo of Special Projects 88/11/04 WHITE, S. A. Tennessee Valley Au- 
thOTily. 2pp. 47655,344-47655 347 

“8611260046 Insp Rept 50 438/80 05 on 881005 No violations or deviations 
noted Major areas Inspeclediproteclion of fuel storage facility 
THOMPSON, D., MCGUIRE, OR Region 2, Ofc of the Director 08/11/03. 2pp. 
47655:346 47655.347 

8811160211 NRC Info Notice 8B090, "Unauthorized Removal of Industrial Nuclear 
Qaugea.'* Svc list end 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
88/11/22. Consolidated Edison Co. of Now York, Inc. 99pp 47708 255-47708 267 

8811160467 NRC Info Notice OO'OOl, "Improper Administration A Control of Psychologi- 
cal Tests," Svc list end. 

ROSSl.CE Division Of Operational Events Assessment (Post 870411) 06/11/22 
Consolidated Edison Co of New York, Inc. lOIpp 47708 042-47700.142 



148 DOCKETED JTEMS 


aat2010«6 Forwards V Slello Bail 17 Itf to all util execulives re presence of NflC in 
speclor ai plants, rev to enforcement policy & proposed enforcemorit actions for oper- 
ator tnattentUeness at Peach Bottom 

QLACK.se Ofc of Special Projects fi6/ 11/23 KINGSLEY, OD Tennessee Valley 
Authority. 3pp 47709 258-47709 309 

8811290030 NRC Info Notice 89-093, "Telatherapy Events " Sve list end 
CUNNINGHAM,R E Division of Industrial & Medical Nucloar Safety (Post 870720) 
68/12/02 Consolidated Edison Co of New York, Inc 112pp 47611 103-47811 215 

8811290538 NRC Info Nonce B8 094, "Potentially Undersized Vafve Actuators" Sve list 
encL 

ROSSI, CE Division of Operational Events Assossmertt (Post 870411) 88/12/02 
Consolidated Edison Co of New York. Inc 121 pp 47708 143 47708 254 

8812028287 NRC fnfo Notice 09-095, “fnadequale Procurement Requirements Imposed 
by Licensees on Vendors'* Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/12/08 
Consolidated Edison Co of New York, Inc I12pp 47807 191 47807 302 


DOCKET 50-439 BHLLEFCNTE NUCUAR PLANT, UNIT 2 


A. Appricfitidn/conatrucllan stage documents A correspondence 

8811280048 Generic Ltr 98 20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vurnorabllitiesSvc list 
end 

CRUTCHFIELD.D Associate Director far Projects (Post 870411) 88/11/23 Consoli 
dated Edison Co of New York, Inc 81 pp 47728 303 47729 024 

881 2150222 Discusses Generic Ltr 83-26, "Required Actions Based on Generic Implica- 
tions of Salem ATWS Events" for listed plants Reactor tnp breaker malnl & trending 
Issues should bo addressed as plant-specific Issues 

BRAOFUTE.JO ProjocI Director ata V 89/12/08 AULUCK.R Ofc of Spodal Projects 
3pp 47825 073 47825076 


P. Security, medicef, emergency & lire protection plane 

8812210195 Ro\i^sed central Bmoroency control ctr emergency plan implementing 
procedures, Including Rov 1 to CECCEPIP I.Rev 2 to CECC-EPIP-2.Rev 2 to CECXJ- 
EPIP-3.Rev 3 to CECC-EPIP-4, Rev 2 to CECC-EPIP-5 & Rov 2 to CECC EPIP 7 W/ 
081216 (tr. 

MCANALLY,J L Tennessee Valley Authority 88/12/18 88pp 47006304-47907*053 


Q, tnepeetton reporta, IE BuJIetlna & correspondence 

6B1 1160211 NRC Info Notice 69 090. "Unauthorized Removal of fnduBtrlal Nuclear 
Sve list Of^C I 

CUNNINGHAM.R E Division of fndusinal & Medical Nuclear Safety (Poal 870729). 
08/11 /22 Consolidaied Edison Co of New York. Inc 09pp. 47708 265 47708 257, 

6B1 1180487 NRC Info Notice 8B-091, "Improper Adminlslration & Control of Paychologj 
cal Tost B " Sve fist one I 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/11/22 
Consolidated Edison Co. of New York, Inc 101pp. 47708 042-47708.142 

8812010163 Forwarda V Stello 8911 17 ltr (o all util executives re presence of NRC in 
apactor at plants, rov fo enforcement policy & proposed enforcement actions for opor- 
ator Inaltentivoness at Peach Bottom 

BLACK, $C. Ofc of Special Projects. 88 / 11/23 KINQSiey.OO Tonnessoe Valley 
Avjthonty, 3pp 47 709. 258- 47709. 309 

8811290030 NRC Info Notice 88 093, "TeleJherapy Events/* Sve list end 
CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Posi 870729). 
06/12/02 Consolidated Edison Co. of New York, Inc 112pp. 47811 ♦103-47811 216 

881 1290538 NRC Info Notice 08 004, "Polenflally Undersized Valve Actuators " Sve lis! 
end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 68/12/02 
Consolidated Edison Co of New York, Inc 121 pp 47708 143-47708-254 

8612020287 NRC Info Notice 88 095, "Inadequate Procure moni Requiromenis Imposed 
by Licensees on Vendors " Sve list end 

ROSSLCE. Division of Operational Events Assessment (Post 870411). 88/12/08 
Consolfdatod Edison Co of Now York, Ino 112pp 47807-191 47807*302 


DOCKET 50-440 PERRY NUCLEAR POWER PUNT, UNIT 1 


r. Securliy, madlcal, amergancy A fire prolecilon plans 

8811290163 Forwards final rapt of 880504 full participation exercise of offsite radiologl- 
car emergency response plans No deflclonclos observed & eight areas requiring cor- 
rective action rdenfiffad 

KRIMM,R.W Federal Emeraency Management Agency. 88/11/02 CONGEL^FJ, Divi- 
sion of Radiation Protection A Emoroency Preparedness (Post 670411) in 
47664 071-47664 168 ^ r k 

-8811290191 "Final Repl of 860504 Perry Nuclear Power Plant Joint Exorcise " 

* Federal Emergency Management Agency 86/10/20 0app 47664:072 47664 158 

8812050292 Revised "Emergency Public Info Organization fmplementlng Instructions 
Manual " W/661 201 ltr 

HEFFNER, G., KAPLAN .A Cleveland Electric Itlumlnatlng Co, 88/11/07 144pp. 
47723*220 47724 009, 

8812080049 Rev 9 to "Emergency Plan for Pony Nuclear Power Plant" W/ 081130 Jif, 
ANDERSON, J D., KAPLAn;A. Cleveland EleeWe Illuminating Co 88/11/29 644pp 
47735.037-47736 220 


8812090108 Forwards FEMA 001102 Hr re findings for offsite emergency preparedness 
aspects ot plant exercise conducted on B&0504 FEMA identiriod no iieflcloncies an 
performances of offsite agencies during exercise 

GREGER.LR Region 3. Ofc of the Director 88/12/05 KAPLAN, A Clove land Elec [rc 
Illuminating Co 2pp 47761 290 47762 019 

8012140189 Advises util to take listed corrocliva actions re evacuation instructions ^ 
accordance w/FEMA recommendations during next annua) update of omorgcncy trfo 
handbook Commitment to making corrections roquostod wiltiln 30 days 
HANNON. JN Project Directorate IIJ-3 88/12/06 KAPLAN. A Cleveland Electric I ihj- 
mlnallng Co 3pp 47821,004 47821 043 


Q. Adjudicatory correspondence 

8812020147 Porwarda final Director’s Decision on Issues contained In 890725 supple- 
mental petition re public Info on plant Petition denied based on consideratiorB rajod 
in 080725 suppi 

MURLEY.TE Office of Nucloar Reactor Renulatlon, Director (Post 8704111 88/11/ 
29 KLINE.C, QURLING.T., O'CONNELL.R Affiliation Not Assigned 3pp 40092333- 
48092 334 

-8B120201S0 Final Direcior’s Decision DD-88 19 granting pelitlonars request m ifTi>- 
provements (n emergency preparedness program 

MURLEY.T.B Office of Nuclear Reactor Regulation, Director (Post 070411) 80/11/ 
20 14pp. 48002 340-48092 353. 

-6812020154 Notice of issuance of final Director's Decision re 070922 potillon for uU lo 
correct alleged deficiencies In public info handbook on emergency planning for plant 
MURLEY.Tt Office of Nuclear Roaclor Regulation, Director (Post 870411) 88/11/ 
n, 2pp 40002 354-40092 355 


H. General correspondence 


8812010266 Comment on proposed rule 10CFR26 re fitness for duty program LftH In- 
agreement vr/majority of comments submitted by NUMARC & Nuclear UtirQaclilitUig 
& Reform Group 

KAPLAN, A Clovoland Electric illuminating Co 60/11/10 Docketing & Sorvicei 
Branch Opp 47670 131-47679 130 


P, Operating llcenao stage documents & correspondence 

8812050013 Provides discussion re Issue of seismic margin evaluation for facilily UN an- 
ticipato finalizing entoda & commencing preparalory work by first refueling.connploliig 
preparatory work & waikdowns bv third refueling 

KAPLAN, A. Cleveland Electric fllumlnaling Co 00/07/21. Document Conlrol OrarKh 
(Document Control Desk) 4pp 47723 140 47723* 162 

0811280046 Generic Ltr 80-20 to all licensees holding OLs & CPs for nuclear poi^vr 
reactor facilities re Individual plant exam for severe accident vulnerabilities Sve r&t 
end. 

CRUTCHFIELD.D. Associate Director for Projects (Post 870411). 88/11/23 Consoa 
dated Edison Co of Now York, Inc Oipp 47728 303 47729,024 

8612050169 Application for amend to LIconso NPF 5G,ro vising Tach Specs 
2 1 2,3 2 1.3 2 2 & 3 2.3 re safety limit mfn critical power ratio & associated power ds- 
inbulion limits for fuel to be loaded Into core for second cycle Foe pafd 
KAPLAN, A Cleveland Electric Illuminating Co 88/11/28 Document Control flraach 
(Document Control Desk) lipp 47723 033 47723 102 

-8012060170 Proposed Tech Spoe Sections 2 1 2 , 3.2 1,3.2 2 & 3,2 3 re safely llmil min 
critical power ratio & associated power diatribulion limits for fuel 

* Cleveland Electric lllumirraling Co 86/11/28 34pp 47723.045 47723 080. 

-6012060172 "Supplemental Reload Licensing Submittal for Perry Nucloar Power Pran.t 
Unit LRefoad I.CycIo 2." 

CHARNLEYJ.S, PLOTYGIA.G.D . MARRIOTT, P.W Gonoral Electric Co. 23A5948 
R01, 08/11/30 22pp, 47723.081-47723*102. 

8812090091 FoAvards safety ovafuatlon In response to util rosponso lo Part 1 of Item 
2 2 to Generic Ltr 03-28, ''Equipment Classification for All Other Safety Rolated Com^ 
ponenls " 

COLBURN.T.G Project Dlreclorata JIf 3. 88/12/06 KAPLAN.A Cleveland Etoctrte lilu 
mlnating Co 2pp 47706.305 47786.326 

-6612090093 Safety evaluation documenting NRC review Of Jicenseo response te Go- 
neric Ltr 03v20 Evaltialfon concludes that licensee adequately meals provisions of Pad 
1 of Horn 2 2 (0 Generic Ltr 83-20 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 86/12/06 3pp. 
47760*307-47706 326, 

6812130294 Summary of 881207 meeting w/ulils & DEVONRUE ro use of HPCS dSoscT 
generator as alternate ac power source to satisfy 10CFR50 63 for QWR/6 plants 
TAM,P,S Project Directorate 1-4 68/12/07 Project Directorate 1-4. IBpp 47766017 
47706 034. 

8812090270 Forwards Amend 10 to License NPF-60 & safety ©valuation Amend allows- 
one time extanston re disassembly & fnsp of turbine control, turbine slop, low pressure 
turbine fnlefceet & low pressure turbine Intermediate stop valves 
COLBURN, r.Q, Project Oiroctorate III-3 80/12/05. KAPLAN, A. Cleveland EfoctrioUfu- 
mlnating Co. 2pp 47762.193 47762 202. 

-8BI2090271 Amend 18 to License NPF-5Q,a I lowing one time extension for disassem 
bly & fnsp of turbine control, turbine stop, low pressure turbine intercept & low prossure 
turbine Intermediate stop valve until first refueling outage 
HANNON, J N. Project Directorate 111-3 08/12/08. 6pp. 47782.195-47762 109. 

-8612090275 Safety evaluation simporling Amend 18 to License NPF-6B 

* Office of Nuclear Reactor Regufallon, Director (Post 870411), 88/12/08 9pp 
47762 200 47762*262 
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6412160072 Confirms plans to conduct monthly status meBting at facility on 001220 ro 
roluoling outage workscope/pr^aratlon for outago.liconseo tnltlahva to elimlnato 
missed Rad Chem survolilanceg & roview of recent plant sys status rept 
GREENMAN.EG. Region 3, Ofc of the Director 00/12/00 KAPLAN, A Cleveland 
ElecLic Illuminating Co 2pp 47073 220 47073 220 

S 61 2270074 Confirms 081210 significant license© meeting in ChicagoJL & 001220 site 
meoting to discuss recent plant porformance 

GREENMAN^EG Region 3, Ole of the Director 80/12/10 KAPI-AN,A. Cleveland 
Electric riumlnaling Co 2pp 47916 162 47916 163 

B8 12290266 Final response to FOIA request for documents Forwards App B & C 
documents App A A B available In PDR App C & D partially & lotalty 
withheld, respectively (ref FOIA Exemptions 6 & 5, respectively) 

QRIMSLEY,bH Division of Freedom of Information 4 Publications Services (Post 
800515}, 88/12/20 HIATT, S Ohio Citizens for Responsible Energy 0pp 47902 186’ 
47062 356> 


HB645038&07 Forwards SER denying OCRE 2 200 petition for Immediate action to rO’ 
Ifeva undue risk posed by Inadequate eolsmic design of plant Suspension of license 
^ndln-g addi studies (geological & geophysical) & engineering review unwarranted 
BAGCHl.Q Structuralli Qoosclencoa Branch 80/04/28 PErKINS,K E Proloct Direc- 
(orate 1II’3 5pp 47 962. 320 -47 962 324 

•>6806310056 Forwards “Earthquakes, Inloclion Wells & Perry Nuclear Power 
P1ant,C6oveland,OH,'* which appeared In Aug 1080 Geology magazine Article conclu* 
sfons w/o basis & merely used to attract attention. 

REITER, L Structural 6 Geosciences Branch. 08/08/29, BAGCHl.G , 
RICHAROSON.J . SHAO,L NRC - No Detailed Affiliation Given Ip. 47062 354’ 
47962358 

•>8800310128 “ Earthquake s, I n|octi on Wells & Porry Nuclear Power Plant, 
Gavel and, OH," reprinted from Aug 1080 Geology magazine. 

AHMAD.M U Ohio Unlv., Athens, OH 08/08/31 4pp. 47902 355 47962 350. 

•*8612300014 Forwards corrected copy of 000622 forwarding Ur of Director Decision 
0D-66*1 0 to replace incorrect distribution copy of subj Itr. 

PERKINS.KE Project Directorate 1113, 80/06/29 MURLEYJ. SNtEZEK,J, 
WinAOLlA.7 NRC * No Detailed Affiliation Given. 1p. 47962 325 47962 341. 

-e8123a(>022 Forwards per 080701 telcon request, Director Decision DDOBHO ro aU 
leged seismic Inadequacies at plant 

HOEFLINQ,R.K Office of the General Counsel 80/07/06 SILDERG*J E Shaw, Pitt* 
msn, Potts & Trowbridge 12pp 47902.342*47O82'353 


Q. Inspection reporla, IE Bulletins & correapondence 

8811360265 Forwards relief request ro Insorvice insp program, per NRC 660209 Ur, Fee 
paid. 

KAPLAN, A Cleveland Electric illuminating Co 88/11/18 Document Control Branch 
(Document Control Desk) 40pp. 47eQ0'34 1*47601 .020. 

8811230277 Responds to NRG 881021 Ur ro violations noted In Insp Rept 50 440/08* 
14.Corroctlv0 actions plant Admlnlatrallve Procedure PAP-0512 re radiation work per* 
mils will bo modified & radiological controls training onimncod 
KAPLAN, A, Cleveland Electric Illuminating Co 08/11/21. Document Control Branch 
(Document Control Desk), 2pp. 47852.120 47052'121 

8611160211 NRC Info Notice 88 090, “Unauthorized Removal of Industrial Nuclear 
Gouges " Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 070720) 
88/11/22. Consolidated Edison Co of New York, Inc 99pp. 47708-265 47708-267 

8811180467 NRC Info Notice 88 001, “Improper Administration & Control of Paychologi 
cal Tests." Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 86/11/22 
Consolidated Edison Co of New York. Inc 101pp. 47700 042-47708-142 

8811290060 Forwards supplemental response to violation noted In Insp Rept 50’440/ 
66*00 681025 request Failures to use &/or adhere to procedures required by 
10CFR5Q,App B not result of lack of knowledge that procedures must bo lollowaa 
KAPLAN, A Cleveland Electric Illuminating Co 88/11/23 Document Control Branch 
(Document Control Desk) 2pp 47662.358*47662 359 

8811290030 NRC Info Notice 88 093. “Telethorepy Events “ Sve list end. 
CUNNINGHAMiR.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
88/12/02 Consolidated ^dison Co. of Now York, Inc. 112pp. 4781 1:103-47811 -2 16 

8811290536 NRC Info Notice 0O’O94, “Potentially Undersized Valve Actuators" Sve Hat 
end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 88/12/02 
Consolidated Edison Co of New York, Inc 121pp. 47708.1 43-47708-264 

8812060280 Informs that utff Immediately enacting (feted interim operation changes 
based on agreements reached at 681 122 meeting. 

KAPLAN, A. Cleveland Electrio illuminating Co 68/12/02. Document Control Branch 
(Document Control Desk). Ip 47741:226*47741:226, 

8812020267 NRC Into Notice 88*065, “Inadequate Procurement Requirements Imposed 
by licensees on Vendors." Sve list end, 

ROSSI.O.E. Division of Operational Events Assessment (Post 870411). 08/12/08, 
Consolidated Edison Co. of New York, Inc. 112pp. 47807:191*47607:302 

8012090270 Forwards Amend 18 to License NPF’58 & safety evaluation Amend allows 
one-time extension re disassembly & insp of turbine control, turbine stop, low pressure 
turbine Intercept & low pressure turbine Intermediate stop valves 
COLBURN, T.G. Project Directorate lll*3. 86/12/08 KAF^N,A Cleveland Electric Illu- 
minating Co. 2pp. 47762-1 93-47762-202. 

•>8812090271 Amend 1B to License NPF-SB, allowing one-lime extension for dlsassom* 
b(y d Insp of turbine conirol.furblne stop, low pressure turbine intercept & low pressure 
turbine intermediate atop valve until first refueling outage 
HANNON, J.N. Project Directorate 111-3 88/12/00. 6pp 47762*1 95*4776211 99. 

•*8812090276 Safety evaluation supporting Amend 1«i Ucenso NPF-56, 

* Otflco of Nuclear Reactor Regi-i'diun, Director (Post 870411) 00/12/06. 3pp 
47762:200*47782:202. 


8812200062 Responds to violations noted in Insp Ropl 50 ’ 440 /Q 6’16 Corrocltva 
action Feedwater pump B placed In master level control , ^ 

KAPLAN. A Cleveland Electric Illuminating Co 06/12/09 Oocumenl Control Branch 
(Document Control Desk) 3pp 47860 237-47860 239 

8B 12270 123 Forwards Safety Insp Rept 50 440/88 10 on 801 107-10 & notice of viola 
tiorr, 

GREGER,L.R Region 3, Ole of the Dlreclor 80/12/15 KAPLAN, A, Ctovoland Electric 
l/lumfnaifngco Spp 47927.064-17927 075 

>■8812270127 Notice of violation from in^ on 801107-10 Violation noted ConducllvUy 
Recorder IP33 R1 97, Dissolved Oxygon Recorder 1P33-R1 9B & Sodium Recorder IP33- 
R09fl found Inoperafafe for periods of time ranging from 2.5 (o 6 months 
QREGEH.L R Region 3, oFc of the DIroclor 00/12/15 Ip 47027 066 4 7 927.060. 

-8B12270131 Insp Rept 50 440/08*10 on 881107-10 Violation noted, Major aroos 
Inspected chemistry program, Including procedures, organization & 1ralnlng,rGattor sys 
water QC programs, QA/QC programs in lab & nonradtologlcat confirmatory rneasuro- 
ments 

HOUSE.JE, SCHUMACHER.M C Region 3. Ofc of the Director 06/12/14. 9pp 
47927 007-47927 075 


n. Periodic operating reports & related correspondenco 


8812060249 Forwards “Eighth Quarterly Rept CE1 Seismic Monllorlng Network for Jul* 
Sept 1980," for CEI operated Micro rtol, monitoring area In vicinity of two waste Injoc- 
lion wells about 3 miles south of plant site 

KAPLAN, A Cleveland Electric Illuminating Co 88/11/28 Document Control Branch 
(Document Control Desk) 2pp 47742 257-47742 277 

-B812060251 “Eight Quarterly RqptCEl Seismic Monitorina Network Jut-Sop 19B0 " 

* Weston Geophysical 80/09/30 Cleveland Eloclrlc lllumlnaling Co. 19pp 
47742 259*47742 277 

8612200167 Monthly operating rept for Nov 1000 for Porry Nuclear Power Plant Unit 
f W/8ai2t6 Ifr 

OUNN.QA, KAPUN,A Cleveland Electric Illuminating Co 00/ 11/30 7pp. 
47659'344-47e59 350. 

8612290266 Final response to FOIA request (or documents Forwards App B & C 
documents App A & B available In PDR App C & D paitinlly & totally 
wUhheld.resMclively (ref FOIA Exemptions 0 & 5, respocllvoly) 

QRIMSLEY.D.H Division of Freedom of Information & Publications Services (Post 
880515) 66/12/20 HIATT,S. Ohio Citizens for Responsible Energy flpp 47962 186 
47002 227 

-87Q3110292 Forwards "Quarterly Progress Root Cl ov of and Electric lUiiminoting Snls 
mlc Monllorlng Program for Northeastern Ohio 061015 9701 16," por roquoal 
REITER,L Risk AflellabilUy Assessment Branch 87/03/09 AHMAD^t. Ohio Unlv., 
Athens, OH. Ip. 47962-263-47962,263. 


S. Reportable occurrences, LEBe & related correspondenoo 

8812050060 Forwards LERs 88-042*00 & 86-037-01 
KAPLAN, A. Cleveland Electric lllumlnaling Co. 8D/11/10. Documont Conlrol Brar^ch 
(Document Control Desk) Ip. 47605,320*47695-331 

-8811220208 LER 88*042*00 on 661021, reactor protection aya actuation occurrod duo 
to APRM channel exceeding neutron flux-high sotdown trip soipolnt Caueod by local 
power range monitor failure rollod channel removod from sve 
DUNN.G A. Cleveland Electric Illuminating Co. 80/11/21. Ppp 47695-327*47096 32Q 

-8812050067 LER 88*037*01. on B0O0 18, automatic shift of control room HVAC aye to 
emergency recirculation mode occurred due to high toxic gaa alarms from two of lour 
©Ihy/ene oxfde dofectore Caused by exhausi fumes (rom auxWfary boKor 
DUNN,Q.A Cleveland Electric llluminallng Co DB/11/ib. 3pp. 47695,320-476Q5 331, 

6811290107 LER 60*043 00 on 801 030,HPCS pump room cooler Iriiadvorlenlly started 
during performance of breaker retest Caused by procedural doficloncy Rotost guido* 
lines will be added to generic oleclrlcal instructlona for malnt.W/Qail2o Itr. 

OUNN,Q.A, KAPLAN,A Clevofand Electric lllunnlnatlna Co B9/ 11/26 3oi> 
47687 202-47667*204 * ' 

881 2270057 Forwards LERs 86 044*00 & 08*045 00 
KAPLAN,A Cleveland Electric Illuminating Co. 88/12/16. Document Control Branch 
(Document Conlrol Desk). Ip 47024*190-47924-190 

—6612190356 LER 88 044 OO.on 6811 16,12 Inches ol lire wrap on cable Irays In control 
complex discovered mIssing.Caused by Inadequate design. Fire watch 
established Cable iray wrap extended to Interface w/frre seal. 

DUNN, Q A. Cleveland Electric lllumlnaling Co 08/12/16. 3pp 47924:101-47024.103 

>41812270062 LER 80 045 00 on 001 121, both trains of standby liquid control sys 
became Inoperable when concantrallon of sodium pentaborate solution oxceodod 
Tech Spec requirements Caused by program deficiency .Quldellnos added to ofoco* 
dure 

DUNN, Q. A Cleveland Electric Illuminating Co. 00/12/ie. 3pp. 47024:194*47924 10G 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A, Appllcation/constructlon stage documents & correspondence 

8611260046 Generic Ltr 08*20 to all llcenseas holding OLs A CPs for nuclear f>owor 
reactor facilities re Individual plant exam for severe accidenl vuJnorabHilios Sv© Ha 
end. 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) BBni/23 ConsolJ, 
dated Edison Co, of New York, Inc 01pp 47728,303-47729-024 
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8B 12090091 Forwards sa^G^Y evaiuatjon in response to ulil response to Par] 1 of Item 
2 2 to G&ncnc Ltr 83-20, 'Eijttpment CfasarficatJon for All Other Safely flelalea Com 

^TaUFIN.TG Projecl Direclorefe tri-3 00/12/06 KAPUN,A ClBvalandEfectrlcIliu* 
minaiingCo 2pp 47786305 47766 326 


6812290266 Final response to FOIA requosi for documonls Forwards App 0 & C 
tfocumanta App A 5 B available in PDRApp C & D partially & totally 
withhe Id jespeo lively (ref FOIA Exemptions 6 & 5. respeclivelyf 
GRIMSLEy.DH Dtvisjon of Freedom of Information & Publfcalions Services (Post 
880515) 06/ 12/20 HIATT, S Ohco Citizens for Responsible Energy 8pp 47962166- 
47962 358 


-asosoaoso? Forwards SEfl denying OCRE 2 206 petition for fmmodiate action to ro 
Jieve undue nsK, posed by inadequate seismic design of plant Suspension of ticense 
pending add! stuaias (geological & geophysical) 8 engineering review unwarranted 
BAGCHKG Structural & Geosciences Branch 88/04/28 PERKINS,KE Project Direc* 
torate III 3 5pp 47962 320-47962 324 

-8808310058 Fonvards '^Earthquakesjniecllon Wells 8 Pony Nuclear Power 
Plant, Cleveland, OH,” which appeared fn Aug 1986 Geology magazine Article conclu- 
sions sv/o basts 8 merely used to attract atlentJon 

REITER, L Structural a Geosciences Branch. 88/08/20 BAGCHI.G , 
RICHARDSON. J . SHAO.L NRC • No Delailed Affiliation Given Ip 47962 354- 
47962 35B 


P Operating IJcensa stage documents a correspondence 


6612090063 Safety evaluation documenting NRG review of flcensee responso to Geoor- 
ia Ltr 63-28 Evaluation concludes that flcensee adequately moots provisions of Pari 1 
of Item 2.2 to Generic Ltr 63 20 

* Office of Mucloar Reactor BogulQtlon, Director (Post 870411), 88/12/06 3f>c> 
47786 307-47766.326 


Q, Inspection reports. IE Bulletins a correspondence 


6811160211 NRC tnfo Notice 86-000, “Unauthorized Removal of Industrial Nuclear 
Gauges,” Svc list end 

CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
86/11/22 Consolidated Edison Co. of New York, Inc 09pp, 47706 265 47708257, 

8811160467 NRG Info Notice 66 091, “Improper Administration & Control of Psychology 
cal Tests ” Svc list end. 

ROSSI, CE. Division of Operallonel Events Assessment (Post 670411) 88/11/22. 
C^nsofidated Edison Co of New York, inc lOIpp 47706 042-47708 142 

6611290030 NRC Info Notice 80 093, “Telotherapy Events ” Svc list end 
CUNNINGHAM, R E Division of Iridustrlal 8, Medical Nucloar Safely (Post 676720) 
68/12/02 Consolidated Edison Co of New York, frjc. 112pp 4781V103 47811216 


-8606310128 ”Earthquakes,ln|ection Wells & Periy Nuclear Power Plant. 
ClevelandiOH," reprinted from Aug 1986 Geology magazine 
AHMAD.MU Ohio Univ, Athens. OH 88/08/31 4pp 47962 355-47062 356 

-8812300014 Forwards corrected copy of 860622 forwarding ftr of Director Decision 
DD-as 1 0 to replace incorrect dislnbution copy of subi ftr 

PERKINS.KE Prolect Directorate lit 3 88/06/29 MURLEYJ., SNIEZEK.J, 

MlRAGLfA.Z. NRC - No Datailed Affiliation Given Ip 47962 325 47962 341. 

-8812300022 Forwards per 860701 telcon request, Director Decision DD-Sfl 10 re af 
legod seismic inadequacies at plant 

HOEFLfNG.RK Office of the General Counse! 68/07/0$ SIL0EBQ.JE Shaw, Pitt 
man. Potts & Trowbridge 12pp 47962342-47962 353 


F. Security^ medical, emergency & fire protsetJon plans 

8611200163 Forwards final rept of 860504 full participation exercise of offsite radiologi- 
cal emergency response plans, No cJenciencios observed eight areas requiring cor- 
rective action Identified 

KRIWM.R.W Federal Emergency Management Agency 08/11/02. CONGE L,FJ Divi- 
sion ot Radiation Protection & Emergercy Preparedness (Post 670411) 1p 
47664 071*47664 156 

-8811290101 'Tina! Rept of 8B0504 Perry Nuclear Power Plant Joint Exercise " 

* Federal Emergency ManagcmGnl Agency 68/10/20. 06pp 47664 072-47864.168 

8612050292 Revised "Emergoncy Public Info Organization Implemonling Insiruclions 
Manual” W/efll 201 fir v y 

HEFFNEB.G, KAPLAN, A Cleveland Efeclrlc Illuminating Co 88/11/07 144pp 
47723 22$ 47724.009 

6B12060049 Rev 9 to "Emergency Plan tor Perry Nucloar Power Plant" W/ 68 1 130 Ur 
ANDERSON,JO, KAPLAN.A Cleveland Electric lllumlnaling Co 88/11/29 644pp. 
47735'037*47736 220 


8011290538 NRC Info Nollco 86-094, 'Totonllally Undorsizod Valvq Aclualors " Svc hit 
end 

ROSSI, CE Division of Operational Events Assessmont (Post 870411) 08/12/02. 
Consolidated Edison Co of New York, Ino. 121pp 47700 143 47700'264 

6812020207 NRC Info Nollco 60 095, ''Inadequate Procurement Requirements Imposed 
by Llc6n$eo.s on Vendors ” Svc list end 

ROSS),CE. Division of Oporallonaf Events Assoasmonl (Post 87041 1) 66/ 1 2/De 
Consolidated Edison Co of New York, Inc. 112pp. 47007:191 47607‘302 


Ft. Periodic operating reports A related correspondence 

8612060249 Forwards "Elghih Quarterly RepI CEI Seismic Monitoring Network for Jut- 
Sept 1666," for CEI oporntod Micro not, monitoring area In vicinity of two waste Injec- 
tion wells about 3 miles ooulh of plant silo. 

KAPLAN.A Cleveland Electric Illuminating Co 60/11/26 Documonl Control QrancN 
(Documonl Conlrof Desk) 2pp 47742.26 A7742'277 

-6612060251 "Eight Quarterly Rept CEI Seismic Monitoring Network Jul Sop 1988 " 

* Weston Geophysical 68/69/30 Cfovofand Eloctfic illuminallng Co lOpp 

47742.260-47742.277. 

8812290266 Final rosponso to FOIA request for documents, Forwards App fl 8 C 
doc\jmom9.App A 8» B availaWo In PDR.App C & D partially & toliity 
withheld, respectively (ref FOIA Exemptions 6 & 5, respoctlvoty). 

GRiMSLEV.b.H. Division of Freedom of Information & Publications Services (Post 
88^1^^06/12/20. HIATT, S Ohio Citizens for Responsible Energy. 6pp 47062 168- 

-8703110292 Forwards ‘’Quariorly Progress Rapt Cleveland Elecirlo Illuminallng Soi$ 
mic Monitoring Program for Nortnoastern Ohio 801016-870115 ” per roquosl 
REITER, L Risk & Rollabllity Assessment Branch. 07/03/00. AHMAD^. OMo Univ, 
Athena, OH. Ip 470e2;263'47962’263 


8612000108 Forwards FEMA 8B1102 ltr re findings for offsite emergency prep6rodr:ieas 
aspects of plant exercise conducted on 860504 FEMA Identified no deficiencies In 
performances of offsite aner>cles during exorcise. 

G REGER, L R. Region 3, OIc of the Otroclor 88/12/05 KAPtAN,A Cleveland Eleclrlc 
lllumlnaUng Co. 2pp 47761 260-47762010 


DOCKET 60*443 SEABROOK NUCLEAR STATION, UNIT 1 
F. Security, medical, omergenoy & firo protection plans 


8012140189 Advises uW to take listed correcliva actions re evacuation insiruclions In 
accordance w/FEMA recommendalions during next annual update of emeraoncy Info 
handbook Commitment to making corrections requested within 30*days 
HANNON.J N Projocl Directorate 111-3. 88/12/06. KAPLAN.A Cleveland Electric lUu 
mlnatingCo 3pp 47821004-47521043 


G. Adjudicatory correspondence 


6813020147 Fonva/ds final Director's Decision on Issues contained In 860725 supplo- 
menlal petition re pubicc Info on plant Pebtlon denied based on coftslderationa raised 
In 880725 suppl 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 88/11/ 
29 KLINE,C , BURLING,! , 0’C0NNELL,R. Xlfilialion Not Assigned 3pp 4B092 333- 
48092-334 


-0612020 T60 Final Director’s Decision DD 60-19 grantinQ pettioners request re Ua 
provements In emergervey preparedness program. 

MURLEY.T.E Office of Nuclear Reactor Regutallon, Director (Post 0704111 88/11/ 
29 14pp. 46092340 48092 353. 


-0812020154 Notice of Issuance of final Director’s Decision re 870922 petition for util to 
correct alleged deffclencles In public Info handbook on omeroency pfannlnc! (or plant 
MURLEY,T.iE Office of Nuclear Reactor Regulntlon, Director IPosS 070411) af/ll/ 
29 2pp 48092354-48002 355 


H. General correspondence 

8812010286 CoiTimonl on proposed mla 10CFR26 re fitnoas (or duty prooramUW In 
agreement w/majonty of comments eubmittod by NUMARG & Nuclear UlirBackfllllna 
A Reform Group. ^ 

KAPLAN.A Cleveland Electric rilumfnaling Co 68/11/16 DockeWnfl & Services 
Branch 8pp 47679 131-47679.138 n mu o ouimes 


801^2140002 Revs 41 & 42 to "Production Emergency Responso Manual," W/6fl1209 

MACDONALD, J.A , THOMAS, QS Public Service Co of Now Hampshire. 06/11/22 
103pp 47799,307 47800-139 

6612190044 Seacoast Anti Pollution Leaguo response to applicant Inierfogatorfes 4 fe 
quest for production of documents to all Interveners & partlcipallng local govts re con- 
tentions ,* W/rolated Info & Svc list Related correspondence 
DOUGHTYiJ Seacoast Anti-Pollution Leaguo, #480 7629 68/12/05. Public Soryfeo 
Co of New Hampshire. 46pp 47802 107-47C02-162 

8012140191 Forwards Safety Insp Rept 60-443/00-13 on 600907-1017 & rVJlfci) Of 
yiolatlonVjolation re Idenlificalion of & failure to rept non-Class IE load poworod from 
Class IE source which had not been tested per Tech Specs. 

WJGGINS.JT Region 1, Ofc of the Difoctor. 88/12/06 BROWN, E A Public Service 
Co. of New Hampshire 3pp. 47013.3S2-478 14.031. 

^012140194 Day & Backshifts Insp Rept 60-443/60-13 on 060907- ! 01 7.M0lor s/oas 
tnSjpGcled:opofalJonp) safety, NRC temporary frrstrucKons.previous Insp flndmaSiNRC 
bullellns & [nfo nolIcGs & potentially reportable occurrences 
HAVEflKAMP,D,R Region 1, Ofc of the Director. 08/11/29 3fpp 47014 001* 


6812270067 Motion In llmiiie of Commonwealth of MA ally general re FEMA poM exor- 
cise evaluation A assessment rept • Board should grant motion A direct FEMA 1o pro- 
vide details of dosiructlon documents W/eupportlng documontatlon A Cortificaie of 

TRAFICONTE.J.M. Massachusetts. Commonwealth of #460 7703. 68/12/13. Atomk) 
Safely and Licensing Board Panel. 22pp. 47672:327 47672.348 

801227009^ Motion for reconsldoratlon oi memorandum A order-Part i (ruling on cqiv 
lenIJons on Seabrook plan for Commonweaflh of MA communities).* Contentions 65 8 
76 should not be rejected per ALAB 0O5.W/' uppofting Info A Cortificaie of Svc 
TRAF(CONTE,J. Massachusetts. Commonv/eaiih of #468 7705. 88/12/16 AtomJe 
Safely and Lfconsing Board Pnonl 18pp 4/0^2:199 47072.216. 
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Ml 2 2001 15- Prollminofy answer of Commonwcaltti of MA ally ganernl to iipplicanl 
moUon fojr schedute Applicant motion should be donlctj on basis that I ILCO plan 
already fully tilioaied Supporting documontallon & Corlilicalp Svc oncl 
TRAFICONTE.J Massachusetts. Commonwealth of /726 08/12/19 Atomic 

Safety and Licensing Board Panel 59pp 478B5 070 47005 135 

Ml 22 10294 Final response to FOiA request for records App A records oncl & available 
In PDR 

GRIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
850515) 88/ 12/20 BCUIR.R R Kirkpatrick & Lockhart BELAIR.R H Suffolk County. 
NY Zpp 47B74 049-47B74 056 

-46t22f029S "Shoreham-Seabrook Exercise History " 

• NRC- No Detailed Affiliation Given 80/12/20 4pp 47074 051 47874 056 


0, Adjudicatory correspondence 

B8 12020092 City Of Nawburyport request (or limUed partlcipaticrt status* Served on 
eat t25.Granted for Board on 881123 

SAINT ANDRE.B Newbury[)ort, MA #480 7562 08/11/16 Atomic Safety and Licens^ 
Ing Board Panel, ip 47643 264-47643 264 

8812920044 NRG Staff response to applicant motion for summary disposition of Joint 
Intervener Contentions 44 A & 440.* Efficient conduct of proceeding requires that lill- 
oaffon conlinue under oraffsm rule Corfificate of Svc end 

SCtNTO.JF Assistant General Counsel for Hearings #408 7506 08/11/21 Atomic 
Safety and- Licensing Board Panel 0pp 47643 151-47643 150 

6812020062 Advises that person dosignated to receive copies of proceedings changed 
tfom author to S Drelseto at stated address 

PEVEAR.RC New Hampshiro, Slate of #408 7580 80/11/21 Docketing & Services 
Branch Ip 47643 202 47643 202 

6812020166 Applicant answer in opposition to Commonwealth of MA ally general 
motion lo compel anawora to intorrogatorics * Motion should bo denied Ccriilicalo of 
Svc onicl, 

SMITH,J,B Public Service Co of Now Hampshire SMITH, J B Ropes & Gray #406 
7673, 68/ 11/21 Atomic Sofoty and Licensing Board Panel lipp 47644 320- 
47644 330 

8012026183 Applicant advice to Commission * Advises Commission that on OOllIG.ap 
pileant board of directors approved MOU between util & Massochusetts Municipal 
Wholesale Electric Co W/ Cerfificalo of Svc 

SELtECK.KA. Public Service Co of Now Hampshire SEl LECK.K A Ropes & Gray 
#488 7674. 08/11/21, 4pp 47644 333-47644'338. 

6012629060 Seacoast Ar>ll Pollution League comments on significance of ALAB 903 to 
exorcise contentions * Svc list end 

BACKUS.RA Seacoast Anti-PoMion Louguo BACKUS,RA, Backus. Meyer & Solo 
mon. #468 7550 8B/11/22 Atomic Safety and Licensing Board Panel lipp 
47643 182-47643 192 

8612920074 Town of West Newbury rosponao to NRC Staff motion to compel answers 
to interrogatories & productior^ of documents by town of West Newbury * Certificate of 
Svc end 

M1ZNEH,J H West Newbury, MA #488 7663 88/11/22 Office of Ihe General Coun 
saf.flpp 47643:209 47643*217 

8812020061 Town of Hamptlon (TON) & New England Coalition on Nuclear Pollution 
(NECNP) response to Board order did 881114 re TOH/ NECNP Ex 1 * Requests ad 
mission of Exercise Contenllon Ex 1 W/Certificato of Svc. 

BROCK, M T. Hampton, NH BROCK, M T Now Cnnland Coalition on Nuefoar Pollution 
BROCK,M.T Shalnes & McEachern #486 75S4 88/11/22 Atomic Safety and LI 
censing Board Pane). 8pp. 47643 226-47643.232 

88 12020084 New England Coalition on Nuclear Pollution comments orr significance of 
AlAB-903 to Soabrook offsite exorcise contontlons.* Svc list end 
CURRAN, D. Now England Coalition on Nuclear Pollution CURRAN, D Harmon, Curran 
& Toustay #480 7663, 88/11/22 Atomic Safety and Licensing Board Panel 9pp 
47643*241-47643-249. 

881 262008 9 Responses of FEMA to town of Amosbury hral sol of inlerrogalorlos & re 
quest for production of documents to FEMA on Seaerook plan for Commonwealtli of 
mA communiffes * W/Cortlffcato of Svc Refatod correspondence 
FLYNN.H J. Federal Emergency Management Agency #488 7569 66/11/22 Ames- 
bury, MA. 14pp 47643*260 47643 263 

8812029019 Applicant memorandum In response to 081114 Board memorandum * Intor- 
venora contentions should bo disposed of as set forth In applicant rosponso to Inter- 
venors contentions on June 1088 exercise W/Corlificate of Svc 
SMITH,J.B Public Service Co of New Hampshire SMITH, JB. Ropes & Gray #480 
7655. 88/11/23. Atomic Safety and Licensing Board Panel 3lpp 47643 043- 
47643 073. 

0B1 20201 10 Comments of Commonwealth of MA Atty General on significance of AlAB- 
903 on exercise litigation * Requosts oral argument prior to decision on admissibility of 
axerciso contentions Certificate of Svc end 

TRAFlCONTE,j Massachu^otta, Commonwealth of. //48fl 7675 BB/11/23 Atomic 
Safety and Licensing Board Panel I6pp 47644 075-47644 090 

6812020117 NRG Staff response to 081114 Board order roquosling comments on sig 
nlficaivo© of ALAB-903 for Soabrook proposed general exercise contontiona * Corrlen- 
tlons & bases should be denied Certificate of Svc end 

OMAN, EL Assistant General Counsel for Hearings #466 7665. 88/11/23 Atomic 
Safety and Licensing Board Panel I3pp 47644 09V47644,103 

8012620149 Forwards documents ret in RW Donovan 8B1109 & 10 deposition, Including 
forms on which results of Interviews verifying llrs of agreement recorded W/o stated 
documents Certificate of Svc end Related correspondence 
FLYNN,H.J. Federal Emergency Management Agency. #406 7572 68/11/23 
TRAFIcONTE.J. Massachusetts, Commonwealth of 7pp 47644 313 47644 319 

8812620026 Motion of Commonweatth of MA Ally General JM Shannon for leave to file 
document not authorized by Commission rules of practice.* Requests lo file rosponso 
to lolol ^pileant & NRG response to atty general 881 102 motions 
JON AS, 8 A. MassachuseUe, Commonwedth of #488 7676 00/11/25 Commission- 
ers. 3pp. 47643*084-47643.126 


-8B1 2020042 Reply of Commonwealth of MA Atty General JM Shannon to filings of 
Staff & joint applicants in rosponso lo 861 102 motions under 10CFR2 734 to reopen 
record * Commission should reject NRC & applicant arguments 
JON AS, S A Massachusetts, Commonwealth of Bn/^ll/25 Commissioners I7pp 
47643 087-47643 103 

«0012020051 Affidavit of Peter M Strauss* Responds lo J Petersen. P0 Enkson & Ll 
Kopp affidavits Supporting documentation 8 Cortificeto of Svc end 
STRAUSS.PM Massochusotia, Commonwealth of STRAUSS.P.M MHB Technical 
Assoctates 88/11/22 2Zpp 47643104 47643 125 

0012140023 NRC Staff response to Licensing Board ordor of 881025 * Joint Interveners 
motion to reopen record should bo denied & emergency planning contention stiould 
not bo edmitted (or liiigailon 

DERRY.G.A Assistant General Counsel for Hearings #488 7592 88/11/28 12pp 
47770 040-47770 072 

-DB1 2 140030 Affidavit of GJ Conklin & DQ Ruscillo re Joint (ntervenors motion to 
reopen record to admit late filed contention challenging certain aspects of applicant 
radfologicol emergency response plan (or plant W/Cerli(icale o( Svc 
CONKl IN,C J Region 1, Ofc of the Dirocloi RUSCIHO.D Q NRC - No Detailed Affili- 
ation Given 88/11/28 21 pp 47770 052-47770 072 

8812140028 Applicant motion lo compel responses from Commonwealth of MA ally 
general to epplicanl request (or admissions Request should bo compelled Coriificato 
of Svc end 

TROUT, J P Public Service Co o( Now Hampshire TROUT, J P Ropes & Gray #488 
7508 80/11/28 Atomic Safety and Licensing Board Panel Opp 47760 257 
47769 26b 

8812140034 Applicant motion lo compel answer from Joint Intervenors to applicant re 
quest for admissions * Proper answer should be compelled Certificate of Svc end. 
SELIECK,K.A Public Service Co of Now Hampshire SELLECK,KA Ropes & Gray 
#480 7589 88/11/20 Atomic Safety and Licensing Board Panel 5pp 47769 252 
47/69 256 

8012140057 Applicant motion to compel production of documents by Commonwealth of 
MA fltty goneral * Order should bo issued compelling production of all documents re 
siionsivQ to applicant second request Certificate of Svc end 
I ROUT, J P Public Service Co of New Hampshire TROUT, J P Ropes & Gray #488 
7590 08/11/20 Atomic Safely and Licensing Board Panel lipp 47769 227- 
47769 237 

0812020127 Decision* Affirms Board ODOBOB Memorandum & Ordor LBP 88-20 dolor 
mining that RQ-G6 cablo issue need not be resolved prior to authorization of low 
power oporotlon of facility Seivod on 001 129 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel #4BB 7570 88/11/29 
lOpp 47644 106 47644 115 

8812140126 Applicant motion tor teave to file applicant response to answer of Com 
monwoalth of MA atty oenoral In opposition to applicant motion for summary disposi 
tion of Joint Inlervonor Contentions 44A & 44B * 

SMITH, J B Public Sorvico Co of New I Inmpshlre SMITH, J B Ropes & Gray //4a0 
7626 60/11/30. Atomic Safety end Licensing Board Panel 2pp 4 7030 201 
47930 304 

-8901030055 Applicant rosponso to answer of Commonwealth of MA atty general In 
opposition to applicant motion for summary disposition of Joint Inlervonor Contonllons 
44 A & 440 (onswor) * W/Corliflcate of Svc 

SMITH, J.B Public Service Co of New Hampshire SMITH, J B Ropes 8 Gray 08/11/ 
30 Atomic Safety and Licensing Board Panel 22pp 47930 283-47930 304. 

0812100084 AcK receipt of applicant motion to compel responses from Commonwealth 
of MA atty general to applicant request (or admissions & motion to compel answer 
from Joint (ntervenors, dtd 681120 NRC doos not intend lo respond, to motions 
TURK.SE Assistant Genera) Counsel for Hearings. #480 7637 88/11/30 
SMITH.) W, HARDOUR.J, LINENDERGER.G Atomic Safely and Llconblng Board 
Panel Ip 47802 155 47802 155. 

8812140020 NRG Staff response lo Commonwealth of MA ally gonaral request for 
leave to file reply to responses of applicant & NRC Staff. Request should bo 
doniod Cortiflcate of Svc oncl 

BERRY.GA Assistant General Counsel for Hearings #408 7505 QB/12/01 Commis 
aioners 8pp 47760*266 47769 273 

8812140037 Applicant rosponso to motion of Massachusetts Ally General JM Shannon 
for leave lo file document not authorized by Commission rules of practice * Motion 
should bo denied Cortiflcate of Svc end. 

DIGNANJ.G Public Sorvico Co of Now Hampshire D1GNAN,T G Bopee & Gray 
#468 7619 88/ f 2/Of Commfsstonors Spp 47770173-47770 177. 

0612140043 Applicant answer In opposition to Commonwonllh of MA atty general (AG) 
motion to compel answers to Commonwoaltli of MA AQ second set of Interrogato 
rles * Motion to compel answers should bo denied Certificate of Svc end 
TROUT, JP Public Service Co of New Hampshire. #4BD 7691 08/12/01 Atomic 
Safety and Licensing Board Panel I4pp 47769 23G 47769 251 

8812140067 Memorandum & order * AUy ganeral of Commonwealth of MA appeal from 
Ucensing Board 081012 memorandum & order dismissed as promaturo Qorved on 
881201 

SHOEMAKER,C J Atomic Safety and Licensing Appeal Panel #488 7598 88/12/01 
Massachusetts, Commonwealth of. 8pp 47770,222-47770 229 

8912190002 Advises that NRC Staff received responses from towns of 
Ameabury.Nowbuiy.West Newbury & Merrimac & city of NewburypOft ro NRC first set 
of intorrogalorlos & first request for production of documents 
BERGQliIST,S A Assistant General Counsel for Hearings #4BS 7645. 68/12/01. 
SMITH.1W, HARBOUR, J. UNEN8ERQER,Q Atomic Safety and Liconslng Board 
Panel. Ip 47002 206 47802.206 

8Q12190152 Opposes granting of Ccmmonweallh of MA aUy general 881129 request lor 
acJdl opportunity lo support proposed geneial execlse contentions on grounds ttiat 
Board gave parlies oppportunlty to submit comments on or before 8B1 1 23 
CHAN, El Assistant General Counsel for Hearings #460 7644 88/12/01 
SMITH.IW, HARBOUR, J, LINENBERGER.Q Atomic Safety and Licensing Board 
Panel. 2pp. 47801.097-47801 098 
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88tai«IH Dscusses iTfiaei o( ALAB W3on e»«i:isc liMalion “'[f'®" 1® 

,nts(prelar,on ot ALA B 803 #ul instead li'o Bii2l willen lesporso to 
cartfGriUonsR&tsralesfistedpOims 06/13/02 

rRAFlCQNTE.J Massachusells, ComfuoriAealth of #488 76 U 

HARBOUft.i. LSNB^BEflGEn.G MotT'O Safety and Licensinq Board 
Panel 3pp 47770 083 47770 035 

“-8S12 140124 AcJvisea that Corrmonwealih of MA atty general ofc estabrished end 
policy & procedures \o ensure that pto'ccied mfo recewad re plant licensing proceed' 
trigs not dscfosed to unautfionred persons emru 1 uu 

SHANW4JM Wassachnsetts. Common^veallh of 88/12/02 SMITKIW, 

UNEWBERGERG , HARBOUR, J Atomic Safely and Uconsing floprd Panel 4pp 
47770 086-47770 089 


“8612140128 Motion for reconsideration S/or clarificalton * In event Board electa lo 
maintain sanction in place, Common/veallb of MA move Board to , 

FIERCE,AR Massac^u$et1S, ComiDionwealth of 89/12/02 Atomic Safety and Ucens 
ing Board Panel 16pp 47770 090 47770 105 

-8812140135 Affidavjt of P Ts'txjt re appficanl interrogatory on buses Certificate of Svc 
TALBOT.P Massachusetts, Commonwealtii of 08/12/02 9pp 47770106 477701)4 


“8812190004 Rosponsos of FEMA to Commonwealth of MA ally gonofi,! w 
lerrogatonos to FEWA roncorning Sonbrook plan for Commouv/Qailhof S 
ties * ^ 

FLYNN, HJ< Federal Emorgoncy Managomont Agency 08/ 12/09 mcc, 
Commonwealth of lOpp 47002 0B5 47002 094 

“8812190007 Responses of FEMA to Commonwealth of MA ally goncrAi , 
fluos) tor proilocton of documorAa lo FEMA to Soabrook plan for Commn 
MA communltlGS * VV/Corlificato of Svc ^ 

FLYNN, HJ Fodorfil Emorgency Manogomont Agency 00/12/09 Wri.t 
Commonwealih of lOpp 47002 095 47002 104, 


0812270007 Town of Amesbu/y ronuest lor limited particfpalion siatus* ‘ 
081216 Granted for Board on 001215 

SAINT PIERRE, 0 Amosbury. MA SAINT PIERnE.B. Kopolman & (>alno i 
09/12/09 Atomic Safety anti Llcorislng Board Panel Ip 47872 217 47677 g 

9812270079 Applicant revised request /or admissions from CommonwG^Ilh n 
general * Supporifng documeiilaflon & Corliffcoto of Svc end Relate 
enco 

TROUT. JP Public Soivleo Co of New Mampshlffl TROUT, JP Rapoa 
7697,88/12/12 MassadiusoUa, Commonwealth of 9pp 47072 297 471 


“8612140146 Expresses appreciation for cooperation m prevenung Page 7 of Common 
wcallh of MA atty general supplemental response to applicant hrsl set ot Inlerrogato- 

nes from public disclosure _ _ ^ 

TALBOT, P Massachusetts. CommonweaJib of 88/10/19 JULIAN, E NflC No De- 
tailed AfTtliation Given ip 47770 116 47770 115 


8812270D31 Town of Newbury response to applicant second sot of Inlotc^ 
quest for production of documonls * W/ Corliffcato of Svc Related 00 
HILL-WHILTON.R Newbury, MA #48S 7600 00/12/13 Public Seivic 
Hampshire 16pp. 47873 103-47073 1 10 


“8812140151 Affidavit of EJ Koough re supplemental response to applicant first set of 
inierrogatones which madvertenlly conlained prolected irfoCerldicaie of Svc encl 
KEOUGH.EJ Massachusetts. Ckirnmonwealth of 88/12/02 6pp 47770 116 
47770 121 

6812190206 Forwards State of NH fourteenlb supplemental order of notice re plant de- 
commissioning fund Related correspondence 

HAFFER,E A Sheehan, Phinney, Bass & Green, Professional Association #488 7668 
88/12/02 NRC - No Detailed Affiliation Given 3pp 47801 019 47801 021 

6812190044 Seacoast Anb PolMion Leaouo response to appircani Interrogatones & re 
quest for production of documents to afi mlervenors A participating focal govfs re con 
lentJons * W/refated info A Svc list Related conespondonce 
DOUGRTY.J Seacoast Anti Polfubon League #488 7629 88/12/05 Public Service 
Co of New Hampshire 46pp 47602 107-47802 152 

8812190080 Supplemental response lo appfrcanl fi/sl set of fnlerrogelones A supple 
mental response to applicant interrogatories & request for production of documents to 
ell fntervenors .* Svc list end Related correspondence 

DOUGHTY, J Seacoasi Anil Pollufion League #468 7630 86/12/05. Public Service 
Co of New Hampshire 6pp 47801 203 47801 208 

8812270028 Petilion for NRC review A evaluation of 64 magnitude Quebec«Canadd 
earthquake for express purpose of comparative analysis w/saie shutdown earthquake 
(SSE) of SeabroOK units A * Certificate of Svc end Served on 891215 
WEINHOLD.ED Affiliation Not Assigned #488 7677 88/12/05. Atomic Safety and 
Dceraing Bcaitl Panel 13pp 47673 119 47673 131 


6612)90014 Memorandum A order {rnolione br leave to file responses re summary dis- 
position of Joint fntervenor Contentions 44A A 44B1* Grants applicant & Common- 
wealth of MA leave to file responses Served on 881 206 

SWITH.I W Atomic Safety and Licensing Board Panel #488 7628. 88/12/06 Massa- 
chuselta. Commonwealth of 2pp 47602 105 47802.1Q6 


8812196048 Memorandum & order (ruling upon applicant motion for summary disposi 
bon) * Applicant 680909 motion for summa/y disposition granted & New England Coa- 
hbon on Nuclear Pollution Contention f B 2 dismissed Served on 061208 
WOLFE.SJ, HARBOUR, J, LUEBKE.EA Atomic Safety and Licensing Board'Panol. 
#408 7635 88/12/07 Office of the General Counsel 23pp 47602)61-47002.163 

8812190071 Forwards corrected Pago 5 br Insertion fn NRC response to Board B611 14 
order requesting comments on significance of ALAB 903 for plant proposed aeneral 
oxera'aa contentions.dtd 881123 ^ 

TDRK.SE Asslslanl General Counsel for Heanngs. #488 7630. 88/12/07 
SMITH, LW , HARBOUR. J , LINENBERGER.Q Atomic Safety and Licensing Board 
Panel 2pp 47602.153 47602154 


6612196205 Joint Intervenora motion for leave to submit response lo NRC Staff te 
sponse to Licensing Board order of 881025 * Leave requosied lo file onci resDonse 
JONAS, S A Massachusetts, Commonwealth of. JONAS.SA Hamploru NH 

JONAS.SA New England Coalition on Nuclear Pollution #488 7669 88/12/07 
Atomic Safety and Llcen sing Board Panel. 3pp 47801 022-47801 034 

Intervenors response to NRC Slaff response to Board order of 
681p5 Onsite exercise ccnlention should bo admlllod for litigation Cerlificale of Svc 
enef 

JONAS, S A Massachusetts, Commonwealth of JONAS S A Hamolon NH 

JONAS.SA New Cndand Coalition on Nuclear PolluUon 68/12707 AlwNc'SalSi 
end Ucanslng Board Panel lOpp 47801,025-47801 034, ^ 

8812190113 Advises that NRC agrees lhat listed town of Amesbury dmR documents 
need not be produced.por conversation earlier In wk Related cormionderiSi 
eERGQUtST.SA Asslslanl General Counsel for Heannos 
SAINT ANDRE, B Kopdman A Paige Ip 47602.083 47ao%3 96/12/06 

8812190144 Commonwealth of MA atty genera) motion to compel response by FEMA to 
fntarrcMatories & requesis fw production cl documente* Atty eSnerat rnaverthat 
compelling FEMA lo respond to discovery W/Sve la* 

SNEIDER.CS Massachusalts, Commonwealih of #408 7664 08/12/08 Alomln 

Safety and Licensing Board Panel 6pp 4760 1.099 47801'1 04 ^ Abmic 

6612190001 RMv by FEMA to Commonwealih of MA atty general motion lo comoai 


8812276067 Motion In fimmo ot Commonwealth 0 ! MA ally genera) re FCI 
else evaluation & assossmont ropt * Board ahoufd grant motion A direcl 
vide delaila of deslrticlfon documonie W/aupportlng documonlalion A 
Svc 

TRAHCONTE.JM Massachusetts, Commonwealth of, #40B 7703 f)B/i 
Safely and Licensing Board Panof 22pp 47072 327-47072 348 

0912270101 Town of Newbury responses (0 applicant Interrogatories A roi 
duction of documents to all fntorvonors & partlclpnling local govts to Jo 
Contentions 6 & 27 03 * W/Corllflcato of Svc Rolalod correspondence 
HILL-WHILTON.R Newbury, MA #400 7600. 00/12/13 Public Service 
Hampshire 12pp 47872 107 47072-100. 

8812270137 Forwards document prepared by NRR Policy Dovolopmonl & / 
re ^pllcant financial qualification to oporato & decommission plan, for lilin< 
BERRY, G A Asslslanl General Counsel for Hearings #400 7710 
CHILK,SJ Office of iho Secretary of iho Commission 36pp 47072 111 

6912270093 Intorvenots advice to Commission* DIacussos rosofulioaol 
roloasfng all claims against applicani Supporting documentation & Svc list 
BACKUS, R A. Seacoasi Anil Pollution League BACKUS, R A. Massachu 
monwoalth of BACKUS.R A, Hampton, NH #400 7609 86/12/14 I3pp 
47872 232 

6812280160 NRC Stall motion to compol anawors to Intodogatotlos A w 
documenls by Commonwealih of MA ally gonoral • Ally general should bi 
to provide answers lo Inlorrogatorlos 2 4 & 10-14 
TURK.SE Assistant Oonofal Counsel (or Hearings. #406 7/57. 00/1?^ 
Safety and Licensing Board Panel lipp 47084 222-47064 237 

“6812280166 NRC Stall third set of Intorrogalorles & request tor protlirclic 
menis.* Advisos that documenls responsive to request will bo avoilablo ft 
otc ot Commonwealth ot MA ally nonora) W/Cortlflcalo of Svc 
TALBOT.P Massachusetts, Commonwealth ot. 00/11/10 TURK.SE Ass 
eral Counsel for Hearings 6pp. 47084.233-47004 237 

8812270063 Memorandum A order (ruling on Juno 1000 gonoral exorciss cor 
Board will conduct prehoarlng conforonco on litigation of 1008 exorclso oor 
Commonwealth of MA may submK nddi commonta on ALAB-gD3 Served i 
HARBOUR.J. IINENDERQER,G., SMITH, IW. Alomlc Safely and Licons 
Panel #480 7693 08/12/16. Officd of Iho General Counsel 71 pp ' 
47073 059, 


8812270076 Town of Newbury request for limited participation * nomiosis per 
pahfcipalo In litigation of Joint Intervenors Contentions 4,7.8.45 A OOCertilic 

MI2NER,JH. West Newbury, MA. #480 7690. 00/12/15 Atomic Safely and 
Board Pane) 3pp 47072 310 47072.312. 


8812270007 Town of Newbury answers to applicant Interrogatories & roquoi 
ducifon of documenls lo all Inlorvenors & „ concerning Joint Intorvonor Con! 

CorllflcalQ of Svc.Rolntod correspontlonco 
MIZNER.JH West Newbury, MA, #400 7690, 00/12/15 Public Service C« 
Hampshire, lepp 47872 266 47072.204 


8S12270106 Applicant motion lo compel answer lo intorrogniory by Seacoasi/ 
tton League Certitlcate of Svo encL 

Service Co. of New Hampshire. TROUT, J.P Ropes A Qi 
J706 88/12/16 Atomic Safety and Licensing Board Panel. 7pp 4( 


8812Z0O166 Advises that NRC does not Intend to file response to appHcan! n 
to file response to answer Commonweallfi of MA ally general In cppi 
summary disposition of Contentions 44 A A 44B. 
Asslslanl General Counsel for Hearings #400 7756. 6 
SMITHJ.W., HAReOUR.J , LINENS ERG ER.Q. Atomic Safely and Licensln 
Panel. 1p 47884.221-47004-221. 

Advises lhal end petition for review & evaluation of J 
uuebec, Canada earthquake for purpose of analyzing vv/safe shutdown e&hh 
^nl & evacuation planning repl should bo denied, per 10 CrR 2 734,W/CertJ 

cuffi/nvA I General Counsel tor Hearings #^89. J 
SMITH.IW., HARBOUR,J, LINEN 0 ERG ER,Q, Atomic Safely and Licorsin' 
Panel 14pp 47084 279 47004 202 
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^3124^70084 Commonwealth of MA atty general answer to applicant revised request for 
admissions from Commonwealth of MA * Certificate of Svc end Related correspond 
eince 

TRAFICONTEJ Massachusetts, Commonwealth of /MOB 7704. 08/12/10 Public 
Service Co of New Hampshire 6pp 47072 2QB 47072 293 

3812270099 Motion for reconsitleration of memorandum & order-Part I (ruling on con 
lenlicns on SoabrooK plan for Commonwealth of MA communities} * Contentions 65 & 
70 should not be rojectod par ALA0-9O5 W/support(ng fnto & Certificate of Svc 
TRAF1C0NTE,J Massachusetts, Commonwealth of /f480 7705 88/12/16 Atomic 
Safety and Licensing Board Panel 18pp. 47072 109 47872 216 

8812270115 Applicant motion for schedule * Requests that stated schedule be estab 
lishcd for remaining contentions re 000620* 29 FEMA-graded exercise W/Cortlflcate 
of Svc 

SELLECK,K A Public Service Co of New Hampshire SELLECK.K A Ropes & Gray 
/tf40a 7707 00/12/16 Atomic Safety and LIconsing Board Panel 13pp 47072161- 
47872 173 


8812260137 CommonwoaUh of MA ally general answers to NRC Staff third set of inter- 
rogatories & requests (or production of documents Certificate of Svc encI.Related cor 
respondoncG 

TRAFICONTE.J Massachusetts, Commonwealth of #488 7729 80/12/19 Office of 
the General Counsel 14pp 47886 078 47888 091, 

8812260142 Commonwealth of MA atty general supplemental response to applicant 
second request for production of documents * W/ Certificate of Svc Related corre 

? pondonca 

ALBOT,P Massachusetts, Commonwealth of #488 7730 00/12/10 Public Service 
Co of Now Hampshire 10pp 47084 238 47684 247 

8812280166 NRC Staff response to Commonwealth of MA atty general motion tor re 
consideration &/or clarification of ruling on applicant motion for sanctions,* Motion op 
posed & clarification of order urxnecessary W/CertUlcalo of Svc 
TURK.SE Assistant General Counsel for Hearings #468 7749, 86/12/20 Atomic 
Safety and Licensing Board Panel Bpp, 47B86 105 47QB6 109 


8012280146 Town of Newbury response to NRC Staff third set of interrogatories & re* 
quest for production of documents to towns of Amesbury, Newbury, balisbury, West 
Newbury & Merrimac & city of * W/Corti(icato of Svc Related correspondence 
H3LL WHILTON.R Newbuiy, MA #488 7731 80/12/16, Office of the General Coun 
sol 17pp 47804 248-47004 264 

3B1226()085 Applicant motion to compel answers to interrogatories & production of doc- 
uments by town of West Newbury * Town should bo compellod to provide complete 
answers or) or before certain dale Cortlficete of Svc end. 

TROUT, J P Public Service Co of Now Hampshire TROUT, J P. Ropes & Gray. #468 
7742. 88/12/17 Atomic Safety and LIconshg Board Panel 7pp 47806167- 
47880-173. 


8612280090 Forwards draft order memorializing oral rulings made by Board on 001213 
le than outaianding discovery disputes between applicant & ally general for Common 
wealth of MA,per Board instructions 

TROUT.J P, Public Service Co ol Now Hampshire TROUT, J P. Ropes & Gray #480 
7744 80/12/17. SMITH,I W, HARBOUR, J , LlNENBERGER.Q Atomic Safety and LI 
censing Board Panel. 6pp 47080 174*47000 170 

6812270171 Order * Advises that time for Commission to determine whether to review 
AlAB 892 extended until 001221 Served on 001220. 

CHtLK,S J Office of the Socrolary of the Commission #400 7714. 68/12/10 Com 
mlssloners. Ip 47872 001-47072 001 

8812270172 Order * Advises that lime for Commission to determine whether to review 
ALAB*e95 extended until 001 221, Served on 861220 

CHIiK,S J. Office of the Secretary of the Commission. #400 7715 00/12/19. Com- 
missioners Ip. 47072 000*47072 000 

8812270176 Memorandum (memorializing rulings of prehearing conference on discovery 
mallore held 001213)* Discusses 001219 prehearing corfleronco addressing unro- 
aolvod discovery disputes in J Traficonto 001209 Ur Served on 001220. 

* Atomic Safely and Licensing Board Panel. #480 7716. B6/12/19 6pp. 47072 076 
47672 070, 

6612260001 Commonwealth of MA Atty General JM Shannon renewed motion to 
compel responses by FEMA to Inlorrogatorlos & requests for production of docu 
monls,* Certificate of Svc end 

SNEIDEH,C.S. Massachusetts, Commonwealth of #400 7723 00/12/10. Atomic 
Sal sty and Licensing Board Panel. 19pp 47805 136 47005.154 

e612280<H}4 Commonwealth of MA atty general second supplemental response to NRC 
Staff flrsl set of Interrogatories & first request for documents.* W/Certificato of 
Svc, Related correspondence 

TALBOT. P Massachusetts, Commonwealth of #408 7724. 08/12/19. Office of the 
General Counsel 18pp 47005-155-47005172 


6812260024 Seacoast Anti-Pollution Loogue answer to applicant motion to compel 8 
nvollon for protective order * Requests protective order against motions to compel 
answer to Interrogatory 77 on basis that request burdensome Svc list end, 

BACKUS.R A. Seacoast Anti* Pollution League BACKUS, R.A. Backus, Moyer 8 Solo- 
mon #408 7737. 00/12/19, Atomic Safety and Licensing Board Panel 6pp 
47086 073 47606,077 

8612260069 Expresses concern that GA Berry 801207 memo to Chilk re financial quali* 
ncations of applicant considered procecJurally inappropriate, unfairly prejudices rights of 
paitios in proceeding 8 misstates mall (acts on suej 

JONAS, S.A Massachusetts, Commonwealth of #400 7710. 80/12/19. ZECH.LW., 
ROGERS.K C., ROBERTS,! M. Commissioners. 4pp 478B4-334-47O04.337 


8812260091 Town of West Newbury answers to NRC Staff third set of Interrogatories & 
request for production of documents to towns of Amesbury, Newbury, Salisbury, West 
Mawbury 8 Merrimac & city of.. * W/Certificate of Svc.Relateo correspondence. 
MIZNER,J H West Newbury, MA. #408 7721. 8D/12/19. Office of the General Coun 
sel. 14pp. 47084*347-47004:369 


6812280099 Notice of Commonwealth of MA atty general of Intention not to litigate spe- 
cific SeabrooK plan for Commonwealth of MA communities contentions & bases * 
Contentions & bases Ilsted.W /Certificate of Svc 

TRAFICONTe,J Maasachusatta. Commonwealth of. #460 7722 80/12/19 6pp. 
47884.327-47804.332 


88122B0116 Preliminary answer of Commonwealth of MA atty general to wpllcant 
melion for schedule * Applicant motion should be denied on basis that LILCO plan 
already fully llUgatod Supporting documentation & Certificate of Svc encf, 
TRAFICONTE,J Massachusetts, Commonwealth of. #408 7726 00/12/10 Atomic 
Safety and Licensing Board Panel 60pp 47006 078-47085*135 

8612280110 Notice of appearance * Advises that author will enter appearance In pro- 
ceeding on behalf of Commonwealth of MA W/ Certificate of Svc 
QREER,LB. Massachusetts, Commonwealth of. #400 7727, 00/12/19. 6pp 
47884:037-47004:041 


0812280217 Decision CLI 80 10.* Commission has determined w/reasonable assurance 
that decommissioning funds available & wilt accept applicant proffered plan to fund 
before receipt of low power license Served on 0B1221 

HOYLE, JC Office of the Secretary of the Commission #488 7735 60/12/21 36pp 
47006 096-47806 131 


H. General correspondence 

8812060175 Forwards consllluont flJ Perry comments opposing proposed rule 
10CFR60 re emergency planning & preparedness requirements for nuclear power 
plant fuel loading & initial low power operations 

HUMPHREY.GJ New Hampshire, State of 00/11/03 ZECH,LW. Commissioners 
4pp. 47749 357-47749 380 

8812210306 Responds to 081103 Hr to Chairman Zoch requesting reply to constituent 
RJ Perry concern ro safety stds for licensing ol nuclear power plants Soabrook plant 
will not commence operation until NRC fully satisfied that stds met 
STELLO.V Ofc of the Executive Director for Operations 80/12/12 HUMPHREY.GJ 
Senate 6pp. 47081.003 47001 012. 

-8812210311 Requests response to one! constituent RJ Perry concerns re safety stds 
for (fcensfng of nuclear power plants 

HUMPHREY.GJ Senate 88/11/03. ZECH.LW. Commissioners 4pp. 47081.009 
47081 012 


1. Financial Information 


6612020026 Motion of CommonwoaUh of MA Atty General JM Shannon lor leave to file 
document not authorized by Commission rules ol practice,* Requests to file response 
to Joint ^ptlcant & NRG rosponso to otty general 801102 motions, 

JONAS, S.A Massachusetts. Commonwealth of. #486 7676 B8/11/26 Commission- 
ers 3pp 47643 084 47643-126 

-8812020051 Affidavit of Peter M Strauss * Responds to J Peterson, PB Eriksen & LI 
Kopp alfidavits Supporting documentation & Cortificato of Svc end. 

STRAUSS, P.M. Massachusetts, Commonwoalth ol STRAUSS, pM MHB Technical 
Associates, 80/11/22 22pp 47643.104-47643 125 

8812270137 Forwards document prepared by NRR Policy Dovelopmont & Analysis Staff 
ro applicant financial qualification to operate & decommission plan, for filing 
BERRY.QA Assistant General Counsel for Hearings #488 7710 88/12/13. 
CHILK, SJ Office of the Secretary of the Commission 36pp. 47072.119-47072.154 

8812270003 Intorvenors advice to Commission * Discusses resolution of joint owners 
releasing all claims against applicant Supporting documentation & Svc list end 
BACKUS, R.A SoQCoasi Anti Poflution League BACKUS.R A Massachusotts, Com 
monwoallh of BACKUS, R.A Hampton, NH #408 7800 08/12/14. 13pp 47072-220* 
47872,232 


P, Operating license atage documents & correspondence 


8611280135 Forwards E-265-1380, '‘Test Ropt on Electrical Testing of Class IE Com 
municatlon Isolation Device for t^lgllal Radiation Monitoring Sys & E-255-1333, "Test 
Rept on Electrical Testing of Isolation Devices for Digital.. 

THOMAS.Q.S. Public Service Co of New Hampshire 80/11 /IB Document Control 
Branch (Oocument ^ntrof Desk). 4pp. 47676:214-47676:217 

8811280048 Generic Llr 08-29 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vuSnerabllitie8.Svc list 
end. 

CRUTCHFIELD,0. Associate Director for Projects (Post 070411) 08/11/23. Consoli 
dated Edison Co, of Now York, Inc 01pp. 47728 903-47729 024. 

8812060199 Responds to Generic Llr 88-11, "NRC Position on Radiation Embrlltlomont 
of Reactor Vessel Mails & Impact on Plant Operations." Required changes, per Rev 2 
to Reg Guide 1 99, anticlpateo to be submitted prior to second outage. 

THOMAS,Q.S. Public Service Co. of New Hampshire. 00/11/30. Documenl Control 
Branch (Document Control Desk) 2pp, 47734.350 47734*367. 

8812120210 Clarifies procedures for handling polyethylone bogs covering fuel assem- 
blies received onsUa & removed from shipping containers Plant Operating Procedure 
R8-0722 requires bag covers be unfastened & removed prior to moving assemblies. 
THOM AS, QS. Public Service Co. ol Now Hampshire. 88/12/02 Document Control 
Branch (Document Control Desk) 2pp 47708, 107-47780’ 108. 


8812280123 Answers & responsoe of Commonwealth of MA atty general to applicant 
htojroaatories & request for production concerning Joint Interveners Contentions 6 & 
27*63.*^ W/ Certincale of Svc Related correspondence, 

TRAFICONTE.J. Massachusetts. Commonwealth of #408 7728. 80/12/19. Public 
Service Co of New Hampshire 155pp 47004.042-47084*197. 


6612120233 Requests that util address Generic Llr 00-17 re loss of DHR during non 
power operation Ltr Issued due to potentlelly serious consequences resuling from In- 
adequacy of Industry response to Genetio Ltr 87-12, 

MURLEY.T.E, OlfIce of Nuclear Reactor Regulation, Director (Post 670411) 88/12/ 
02. BROWN, E.A, Public Service Co. of New Hampshire 3pp 47789,076-47789.077 
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asi2220342 Advis&s that 8&10f9 changes to operahona! QA program for fac fifty 
accaplablo Effect/vonsss of QA program a procedure f/nplGmenlation will continue to 
ba aubj of routine regional fnsps 

WARTINtTT Region 1,Ofcoftho Director 8B/12/13 DROWN.EA Public Service 
Co of riQW Hampshire 2pp 47903 051-4 7903 062 

8012205265 Forwards description of pJant specific design for ATWS milrgation 
JAMS), per V Nerses 880726 request Each of 14 ttems Identified by NRC in SER 
issued for Waslinghouse Owners Group ganonc AMS dasfgn add/ossod fn End 1 
THOMAS, GS Public Service Co of Now Hampshtro 86/12/13 Document Control 
Branch (Dacumont Control Desk) 14pp 47667 274 47867 287 


Q. (nap action reports, IE Bulletins & correspondence 

6612140172 Responds to NRC Bulletin 86 001 » ' Oerects in Weslinghousa Circuit Break- 
er'’ Five DS416 circuit breakers inspected found to contain pole sfiaff welds not 
meeting acceptance c-ritena & required corrocfive action 

THOMAS.GS Public Service Co of New Hampshire 88/03/30 RUSSEIL.WT 
Region 1, Ofc o1 the Director 5pp 47800 324 47GOO 328 

8612090156 Responds to NRC Bulletin 67 001 ro pipe wall erosion/ corrosion monitor- 
inq program currently being developed for plarit 

TtlOMfeGS Public Service Co of New HampsbJre 88/09/11 RUSSEU.WT 
Region 1, Ole of the Director 5pp 47762 354 477B2 358 

8811160211 NRC fnfo NoUcq 88 090. '^Unaulhonzod Removal of Industrial Nuclear 
Gauges " Sve list end 

CUNNINGHAM, R E. Division ol Industrial A Medical Nuclear SafeW (Poet 070729) 
68/11/22 Consolidated Edison Co of New York, Inc 99pp 47706 255-47708 257 

6811160467 NRG Into Notice 68-091, 'Tmproper Administration & Control of Psycholog I 
col Tests " Bve list onci 

ROSSf.CE Division ol Operational Events Assessment fPoal 670411) 68/11/22 
Consolidated Edison Co or New York, Inc lOIpp 47700 042-47706 142 

8B1 1290030 NRC Info Notice 88 093, 'Teletherapy Events " Sve list end 
CUNNINGHAM, R B Division of Industrial & Modical Nuclear Safety (Post 07072Q) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47611 1€3 47811 215 

6811290538 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators " Sve list 
oncI 

flOSSj,CE Division of Operational Events Assossmant (Post 870411) 86/12/02 
Consolfdatod Edison Co of New York, Inc t21pp 47708 143 4770B 254 

8012120213 Responds to NRC Bulletin 88 003, ''Inadequate Latch Engagement in HPA 
Type Latching Relays Mfg by GE " 

TLIOMAS.GS Public Service Co of Now Hampshire 88/12/02 RUSSELL, WT 
Region 1, Ofc of the Director 5pp 47787 122 47787 126 

8612140191 Forwards Safety fnsp Ropl 60 443/88-13 on 080907-1017 & notice of 
violation Violation re fdanliflcation of A failure to ropt non Class IE foad poworodi from 
Ctas3 1 E wWch had not baen tested per Tech 

WlGGINS.dT ftogion 1, Ofc of the Director 60/12/06 BROWN, E A Public Service 
Co of New Hampshire 3pp 47813352-47814 031 

-661214(^192 NoDce of violation from insp on 880907*1 01 7, Violallon noted non Cfasa 
IE emoffioncy toedwater pump tachomelar powered from Class 1E power 
source , con fra ry to Tech Spec 4 8 4 2 8 discovery of condition not reported 

• Region 1,Olcof Iho Dircclor 68/12/06 6pp 47813 355 47813 360 

-6612140194 Day A Backshifts Insp Rept 50 443/88 13 on 880907-1017 Major oreaa 
fnspoctad operational safety, NRC tomporary (nsfruclions, previous fnsp findings, NRC 
bulletins & Info notices 5 potentially reportable occurrences 
HAVERKAMP.DR Region 1, 01c of the Director 68/11/29 31pp 47814 001- 
47814 031 

681202Q267 NRG Info Notice 66*095. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve fist encL 

BOSSI,CE Division of Operational Events Assessment (Pest 870411) 69/12/00 
Consolidated Edison Co, of New York, Inc 1 12pp 47607 191*47807302 

8B12220342 Advises lhal 881019 changes (o oporational QA program for facility 
acceptable^Effeclrveness of QA program & procedure implementalloa will continue to 
be sub) of routine regional Jnsps 

MARTIN, TT. Region 1, Ofc of llio Director 88/12/13, BROWN, E A Public Service 
Co of New Hampshire 2pp 47903061 47903 062 

60122/0226 Forwards SER re util 660815 & 1014 responses to NRC Bulletin 88 
005 NRC concludes that Identification & testing programs & results of analytical pro 
cedures used by util to qualify nonconforming parls,acceptable to resolve concerns 
VARGA, $ A Division of Reactor Profeefs • l/Tl (Post 870411) 88/12/15, BROWN,E 
Public Servfco Co of Now Hampshire epp 47924 224-47924 245, 

-881 227022 B SER accopting util testing program A slrucfurflJ analysis of nonconforming 
flanges & ntting3,per NRG BuTletln 88 005 

* NRC - No Delalfed Affiliation Given 88/12/15 16pp, 47924 230 47924 245 


R. Periodic operating reports & related correapondence 

8812060199 Forwards '"Seabrook Station 10CFR50B9 Safety Evafuaflons Quarlerfy 
Rept for Jul Sepi 1 986 ** 

THOMAS.GS Publfc Service Co. of New Hampshire 88/1 1/30 Document Control 
Branch (Document Control Desk) 7pp, 47 74 2 352 47742'358 


8. Reportable occur re nceSh LERa & related correapondence 

6611390269 UER 80 007-00 on 8B1020,Tiraif>s A ■& S cables for post* accidoni nuclear 
Inslfumentation identified as separated by loss than required 20 ft, per 10CFR50 .Adp 
R Mod completed for reinstaliatlon of cables W/881 121 Hr. 

PUCKO,TG , THOMAS.GS Public Service Co. of New Hampshire, 68/11/21 3pp 
47607:1 02-47097‘1 94. 


T. Hearing transcripts on non*antitrust maltera 


8811300149 Forwards errata to iranscnpla of 601103 meeting w/uhl to discuss 
lOadihBss for Issuance ol low power llconso 

THOMAS.GS Ptiblic Service Co of Now Hampahira 00/11/10 Documort CortcJ 
Branch (DocumonI Conirol Desk) 5pp 47681 '060-47681 004 

0812160087 Transcript of 881212 status conference in Bothoscfa.MD ro ofisito emev* 
gency planning Pp 14.859 14,904 

^ Atomic Safely nnd Lfeensirrg Board Panel 08/12/12 48pp 47824 120 47024 175 

8812220146 Transcript of 881220 evidentiary hearing In Belhesda.WD ro oflsjla- envi-* 
gency planning Pp 14,906-15,101 

^ Atomic Safoly and Licensing Board Panel 88/12/20 278pp 47083.118 4 ?aa4 i>3o 


U. Congres^lonal/Executive Correapondence 


8811300078 Forwards NRC quarterly status rept covering Third Quarter CY08 In re- 
sponse to dirociion given in House Ropt 07-050 

ZECH.LW, Comnelssloners 00/11/10 BEVILL.T, House of Rep. Approprfatkxvs 
12PP 47733 001 47733 012 

0811300081 Forwards quarterly status rept on emergency preparedness for nucl^.ir 

S lower plants for Jul-Sept 1080 Inability of Commission (o forecast licensing schodd'e 
or Shoreham A Soabrook noted 

ZECH,LW Commissioners 88/11/10 0REAUX.J,B Senate, Envlfonmont 8 Put'c 
Works 5pp 47754 227-47764 231 
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A Applfcatlon/consiructlon stage documents & correspondence 

681 1280048 Generic LIr 08-20 to oil licensees holding OLa & CPs for nuciaar power 
reactor facilities re Individual plant exam for severe accident vulnerabiitilcsS^ 

CRUTCHFIELD, D, Associate Director for Projects (Post 870411) 60/11/23, Cor.scA- 
dated Edison Co of New York, Inc Oipp 47720'303 47720,024 

0812120233 Requests that util address Generic Ur 00-17 re foss of OHR during non- 
power operation Ltr Issued duo to potentially serious consequences rosulmg froin in- 
adoquacy of Industry response 1o Generic Ur 87-12 

MUhLEy.TE Office of Nucioar Reactor Regulatron, Director (Post 070411) 08/12/ 
02 BROWN, C, A Publfc Service Co, of Now Hampshire 3pp 47789076 47789077 


F. Security, medical, emergency & fire protection plane 

8812190044 Seacoast Anil Pollution League rosponso to applicani Inlorrogatorlos & re- 
quest for production of documents to ail fntervenora A participating local govts re oon- 
lentions * W/rela)ed Info & Sve list Related correspondence 
DOUGHTY, J Soacoaut AnU Pollution Leanuo #488 7620 88/12/05. Public Swvic* 
Co of New Hampsliire. 46pp 47002 107-47802152 

6812270087 Motion in limine of Commonwealth of MA atty general re FEMA pos1o»or- 
else evaluation & aoaossment ropt * Board should grant motion & direct FEMA to pro- 
vide details of destruction documents W/supporling documentation & Cortificato cP 
Sve, 

TRAF(CONTE,J,M Massachusetts, Commonweafth of 4'408 7703. 89/12/13 AlorTvc 
Safety and Licensing Board Panel 22pp 47872 327-47672 340 

8812270099 Motion for reconsideration of memorandum & order-Part I (ruling on cov 
lentlorrs on Senbrook pfan for Commonwealth of MA communities) * (Contentions 65 A, 
76 should not be rejected per ALAB-905 W/suppodino info & Certificalo of Sve 
TRAF(C0NTE.J. Massachusetts, CommonwoaMh of. #408 7705 09/12/16 Alomc 
Safely and Licensing Board Panel 18pp 47072 100 47672.216, 

8612280115 Preliminary answer of Commonwealth of MA atty general to 
motion lor schedule Applicant rhotion should be denied on basis that LILCO plan 
already fully fitigated Supporting documentation & Certificate of Sve end 
TRAFlCONTE.J, Massachusotls, Commonweafth of j1f408 7726. 00/12/19 Alorrve 
Safety ar>d Licensing Board Panel 59pp 47005 070-47605,135 

8812210294 Final response to FOIA request for records App A records oncI A avaif^hre 
in POR 

GRIMSLEY,O.H. Division of Freodom of Information A Publications Servkos (Post 
800516) 88/12/20. BEUfR.RR. Kirkpatrick A Lockhart 2pp 47074.049 47074 058 

-0612210298 "Shoreham-Seabrook Exercise History" 

• NRC - No Detallad Affiliation Given 80/12/20. 4pp 47874.061-47074:050 


G. Adjudicatory correspondence 

8812020092 City of Newburyport request for limited participation status * Servod on 
881125,Gfanted (or Board on 881123 

SAINT ANDRE, B Newburyport, MA jjf408 7562. 80/11/16 Atomic Safely and Ucons- 
Irvg Board Panel Ip 47643*20447643 264. 

8612020044 NRC Staff response to applicani motion for summary disposition of Jwni 
Intervonor (Contentions 44A A 44B * Efficient conduct of proceeding requires that 6ib- 
gation continue under eralism rule Certificate of Sve end 

SCINTO,JF Assistant General Counsel for Hearings. i7480 7660 00/11/21 Alomlc 
Safety and Lfeensing Board Panel Opp 47643.161*47643:108 

6612020962 Advises that person designated to receive copies of proceedings changed 
from author lo S Brolaevh al alaied addreaa. 

PEVEAR.R.C Now Hampshire, Stale of #488 7580 00/11/21. Docketing A Sorvicos 
Breach Ip 47643 202-47643,202 
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120201 56 Applicant answer In opposition to Commonwealth of MA olty ganoral 
mollon to compol answers to interrogatories * Motion should bo denied Certdicate o1 
Sve end 

SMITH^J B Public Service Co of Now Hampshire SMITH, J B Ropes & Gray #4BB 
7573 08711/21 Atomic Safety and licensing Board Panel lipp 47044 320 
47644 330 

0812020163 Applicant advice to Commission * Advises Commission that on 0811 16, ap 
pheant board of directors approvorl MOU between util & Massachusetts Municipal 
■Wholesale Electric Co W/ Cerlificato of Sve 

SELLECK.K A Public Sorvico Co o1 Now Hampshire SELLECK.KA Ropes & Gray 
#400 7574 BB/11/21 4pp 47644 333 47644 336 

68 12020060 Seacoast Anti Pollution Loague comments on significance of AlAB-OOd to 
exercise contentions * Sve list end 

QACKUS.RA Seacoast AnllPollullon Loaguo DACKUS.R A Backus, Meyer & Solo- 
men #488 7550 88/11/22 Atomic Safely and Licenslnp Board Panel lipp 
47643 182 47643 102 

6812020074 Town of West Newbury rosponso to NRG Staff motion to compol answers 
lo mlorrog atones & production of documents by town of West Nowbury * uorllficalo of 
Sve end 

WIZNER,J H West Newbury, MA #488 7553 08/11/22 Office o! the General Coun 
Bol fipp 47643 209 4/643 217 

8B12O2(W01 Town of Hamption (TOH) & New England Coalition on Nudoar Pollution 
(NECNP) response to Board order did 081114 re TOM/ NECNP Ex 1 * Requests ad 
mission of Exercise Contontlon Ex 1 W/Corlificnto of Sve 

BROCK,M.T Hampton, NH BROCK, M T New England Coalition on Nudoar Pollution 
8R0CK,MT Shaines & McEadiorn #488 7554 88/11/22 Atomic Safety and LI* 
censing Board Panel 8pp 47643 225 47643 232 

0812023084 New England Coalition on Nuclear Pollution comments on significance o1 
ALAB 003 to Seabfook offsite exercise contentions * Sve list end 
CURRAN, 0 Now England Coalition on Nuclear Pollution CURRAN*0 Harmon, Curran 
& Tousley #488 7561 08/11/2? Atomic Safety and Llconslng Board Panel 9pp 
47643 241-47043 249 

6012320069 Rosponaos of FEMA lo town of Amosbury first sat of interrogatories a re 
quest for production of documents to FEMA on Sonorook plan for Commonwealth of 
MA connmunlllos * W/Certificeto of Sve Rotated corrospondenco 
FLYNN, HJ Federal Emorgoncy Managomont Agency #480 7569. 86/11/22 Amos 
bury, MA 14pp 47643 250 47043 263 

8612020019 Applicant memorandum in response to 801 1 14 Board memorandum * Intor- 
vonors contentions should bo disposed of as sot torth in applicant response lo Inlor- 
venors contentions on Juno 1980 exercise W/Corlidcate of Sve 
SMITH, JB Public Sorvico Co of New Hampshire SMITH,JB Ropes & Gray #408 
7555 80/11/23 Atomic Safety and licensing Qoord F'anol 31pp 47643 043 
47643 073 

86120231 10 Comments of Commonwoallh of MA Ally General on signiHcence of ALA0- 
9G3 on exercise litigation * Requests oral argument prior to decision on admissibility of 
exorclso contentions Cerlificato ot Sve end 

TRAFlCONTEjJ M ass a ch us Otis, Commonwealth of #480 7575 00/11/23 Atomic 
Safety and Licensing Board Panel IBpp 47644 075 47644 090 

0012320117 NRC Staff rosponso to 001114 Board order roquesling commonts on sig- 
nificance of ALAB-903 for Seabrook proposed general oxorciso conlontlons * Conlon 
tfons 6 bases should bo denied Cerlificato of Sve onef 

CHAN.E1 Assistant General Counsel for Hoarlngs #408 7565, 88/11/23 Atomic 
Safety and Licensing Board Panol 13pp 47644.091 47644 103 

BB12320149 Forwards documonts rot in RW Donovan 081109 & 10 deposition. Including 
forms on which results of Interviews verifying lira of agreomont recorded W/o staled 
cfecuments Certificate of Sve end f^dofod corrospondenco 

FLYNN, H.J. Federal Emergency Monanomenl Agency #488 7672 80/11/23, 
TRAFICONTE,J. Massachusetts, Commonwealth ot 7pp 47644 313 47644 319 

8812020D2S Motion of Commonwealth of MA Atty Gonoral JM Shannon for leave to file 
document not aulhoirtod by Commission nilos of practice * Requesis lo fife response 
to Joint Mpllcant 6 NRC response to atty gonoral 801 102 motions 
JONAS, S A Massachusetts, Comrnonvmdlh of #409 7576 00/11/25 Commission* 
ers 3pp 47643-084 47643125 

—8612320042 Reply of Commonwealth o! MA Atty General JM Shannon to filings of 
Staff & Joint applicants In rosponso to 081102 motions under 10CFRP734 to roopen 
record ■ Commission should reject NRC 6 applicant arguments 
JONAS,SA MoBsachusetts, Commonwealth of 88/11/25 Commissioners 17pp 
47643.087-47649.103 

^8312020051 Affidavit of Peter M Strauss * Responds to J Polorsen, PB Erikson & LI 
Kopp affidavits Supporting documontatlon & Certificate of Sve end 
STRAUSS ,P.M. Massachusetta, Oommonwoalth of STRAUSS,P,M MHB Technical 
Associates 00/11/22 22 pp. 47643-104-47643 125 

0812140023 NflC Staff response to Liconsinn Board order of 081025 * Joint Intan/enors 
motion to reopen record should bo denied & omergency plonning contention should 
rrot be admitted for litigation 

BERRY, Q.A. Assistant General Counsel tor Hearings #400 7592 88/11/28, 12pp 
47770040 47770.072. 

-0B1214OO9O Affidavit of GJ Conklin & DG Ruscitto re Joint Interveners motion to 
raopon record to admit late-filed conleiitlon challenging certain aspects of applicant 
radiological emergency rosponso plan for plant W/Certllicato of Sve 
CONKLIN, CJ Region 1. Ofc of the Director RUSCITTO, D Q NRC * No Detailed Affill- 
atlon Given 88/11/20 21 pp 47770 052-477/0 072 

8812143028 Applicant motion to compel renponses from Commonwealth of MA atty 
general to appliceni request foi admissions * Request should bo compelled Corliticalo 
of Sve end 

TROUT, JP Public Service Co of New Hampshire TROUr,J.P Ropes & Gray #4BB 
7608 88/11/20, Atomic Safety and Lirenslng Board Panel 9pp 47769 267- 
47769-205 


0812140034 Applicant motion lo compel answer from Joint Intervenors lo applicant re* 
uost for admissions * Proper answer should bo compelled Certificate of Sve onci 
ELLECK,K A Public Service Co of New Hampshire SELLECK.K A Ropes & Gray 
#488 7569 88/11/28 Atomic Safety and Licensing Board Panel 5pp 47769 252 
47760 256 

0012140057 Applicant motion to compel production of documents by Commonwealth of 
MA atty general * Order should bo Issued compelling production of all documents ro 
sponslvo to applicant second request Certificate of Sve end 
TROUT,J P Public Service Co of New Hampshire TROUT .J P Repos & Gray #408 
7590 68/11/28 Atomic Safety and Llcerislng Board Panol Itpp 47769 227 
47769 237 

8812020127 Decision * Affirms Board BBOBOO Memorandum & Order LBP 08 20 dolor 
mining that RG-56 cable issue need not be resolved prior to authorization of low 
power operation of facility Served on BB1 120 

SHOEMAKER,C J Atomic Safety and Licensing Appeal Panel #4BB 7570 88/11/20 
lOpp 47644 106 47644 115 

8812140126 Applicant motion for leave lo fito applicant response to answer of Com 
monwoallb of MA ally general In opposition lo applicant motion for summary disposl 
Hon of Joint Intervonor Contentions 44A & 44B * 

SMITH, JB Public Service Co of New Hampshire SMITH, J B Ropes & Gray #400 
7626 88/11/30. Atomic Safety and Licensing Board Panel 2pp 4/930 281 
47930 304 

-8901030055 Applicant response to answer of Commonwealth of MA olty gonoral in 
opposition to applicant motion for summary disposition of Joint Intervonor Contentions 
44A & 440 (anaworj ' W/Cerfificate of Sve 

SMITH, J B Public Service Co of New Hampshire SMITH, J D Ropos & Gray 80/11/ 
30 Atomic Safety and Licensing Board Panel 22pp 47930 263 47030 304 

8812190064 Ack receipt of applicant motion to compol responses from Commonwealth 
of MA atty goneraf to applfrant request for admissions & motion to compel answer 
from Joint Inteivonors, dto 881120 NRC does not intend to rospond to motions 
TURKS E Assistant General Counsel tor Hearings #488 7637 867tf/30 
SMITH,! W., tlAnBOUR,J, LINENBERGER.G Atomic Safety and Licensing Board 
Panel. Ip 4780? 155 47002 155 

0812140020 NRC Staff response to Commonwealth of MA atty gonoral request for 
leave to file reply to rosponsos of applicant & NRC Staff' noquost should bo 
domed Certificate of Sve oncf 

berry, Q A Assistant General Counsel for Hoarlngs #408 7685 08/12/01 Commis- 
sioners 8pp 47769 266 47769 273 

OB 121 40037 Applicant rosponso to motion of Massachusetts Atty General JM Shannon 
for leave to file document not authorized by Commission rulos of practice * Motion 
sfiould bo denied. Gerflflcafg of Sve end 

OIGNAN.T.Q Public Service Co of Now Hampshiro DIQNAN.T.G Ropos & Gray 
#480 7619 08/12/01 Commissioners 6pp 47770 173-47770 177 

8812140043 Applicant answer In opposition to Commonwealth of MA atty gonoral (AG) 
motion to compel answers to COmmonwoalfh of MA AG second sol of toforrogato 
ties * Motion to compel answers should be denied Certificate of Sve end 
TROUT, JP. Public Son/ico Co of Now Hampshire. #400 7591 BB/ 12/01 Atomic 
Satofy and LJcensfng Board Panel Upp 47769 236-47769 25 1 

8812140087 Memorandum & order * Atty general of Commonwealth of MA appeal from 
Licensing Board 001012 memorandum & order dismissed as promaturo Served on 
D01201> 

SHOEMAKER.C J Atomic Safety and Ucensing Appeal Panel //468 7590 09/12/01 
Massachusolts, Commonwoallh of 0pp 47770 222 47770-229 

8B1 2 100002 Advises that NRC Staff received respon'iirs from towns of 

Amosbury, Newbury, West Nowbury & Morrlmac & city of Nowburyport re NRC first set 
of interrogatories & first request (or production of documents 
BERGQUfST,SA Assistant General Counsel for Hearings #468 7045 80/12/01, 
SMfTH,IW, HARBOUR, J, UNENBERGER.Q. Atomic Safety and Llconslng Board 
Panel Ip 47802 200 47802 200 

S812190152 Opposes granting of Oommonwoalth of MA ally general 801129 request for 
addi opportunity to Mipport proposed gonoral oxociso contentions on grounds that 
Board oavo parties oppportunlty to subrmt comments on or before 081123 
CHAN, El. Assistant Gonoral Counsel for Hearings #486 7644 88/12/01 

SMITH, I.W, HARBOUR, J, LINENBERGER.G Atomic Safoty and Llconslng Board 
Panel 2pp 47801 097-47001 009 

8812140114 Discusses impact of ALAD-003 on exorcise litigation Applicant offered no 
Interprotation ot ALA6-903 but Instead file adol written response to 
contentions Reltoratos listed points 

TRAFICONTfc.J Massachusetts, Commonwoallh of #46B 7617 80/12/02 

SMITH,IW.. HARBOUR, J., LINENBERGER,G Atomic Safely and Licensing Board 
Panol 3pp 47770 003-47770 0B5 

-8812140124 Advises that Commonwealth of MA atty general ofc ostablished end 
policy & procoduros to onsure that protected info received ro plant licensing proceed 
Ings not disclosed lo unauthorized persons 

SHANNON,JM Massachusetts, GommonwoaUh of 08/12/02 SMITH.IW, 
UNENBERQEn,G , HARBOUR, J, Atomic Safoty and Llconslng Board Panel 4pp 
47770,086-47770 080 

-8012140128 Motion for roconsldoratlon &/Or clarification * In event Board elects to 
maintain sanction In placo.CommonwoaUh of MA move Board to clarify moaning 
FIERCE, A R, Massachusetts, Commonwoallh of B8/12/02, Atomic Safely and licens- 
ing Board Panol 16pp 47770090 47770 105 

-8812140135 Affidavit of P Talbot re applicant Interrogatory on buses Cortificale of Sve 
end 

TALBOT, P. Massachusetts, Commonwealth of 80/12/02 9pp 47770 106-47770 114 

“8812140148 Expresses appreciation for cooperation In preventing Pago 7 of Common 
wealth of MA atty general supplomor^tal res,ponBe to applicant first set of Interrogato- 
ries from public msetosuro 

TALBOT.P. Massachusetts. Commonwealth of 08/10/10 JULIAN, E NBC - No De- 
tailed Affiliation Given Ip 47770-115 47770 115 
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-86t2t401S1 Attvdavil o« EJ KeaugH re supplemental response to applicant first set of 
Inter rog at orfes which madv&rtenfly contained protected info Certificate of Svc ohCl 
KEOUGH.EJ Massachusetts. Commonwealth of 88/12/02 6pp 47770116 
47770 121 


8812190206 Forwards State of NH fourteenth supplemental order of notice re plant de 
commissioning fund Related correspondence 

HAFFER.E a Sheehan. Phinney, Bass & Green. Professional Association l?4a8 7660 
00/12/02 NRG - No Detailed Affiliation Gwen 3pp 47801 019 47801 021 


8812190044 Seacoasl Anti -Pollution League response to applicant inlerrogatonas & re 
quasi for production of documents to aH Intervenors & participating focal govts re con 
ten lions W/relaled info & SvC list Related corrospondonco 
DOUGHTY.J Seacoasl Anti Polfution League ^'480 7629 88/12/05 Public Servics 
Co of New Hampshire 46pp 47802 1 07-47802 1 52 

8812190000 Supplemental response to applicant first sal of [ntorrogatones & supple- 
mental response lo applicanl interrogatones & roQuost for production of documents to 
ell interveners ' Svc fist end Related correspondence 

DOUGHTY.J Seacoasl Anti Pollution League #51400 7630 88/12/05 Public Service 
Co of New Hampshire 6pp 47801 203-47601 208 


6812270028 Patilion for NRC review &. avalualion of 6 4 magnifude Qoebec.Canada 
earthquake for express purpose of comparative ar^alysis w/saio shutdown earlhquako 
(SSE) of Seabrook units &. * Certificalo of Svc and Served on 081215 
WEINHOLD.E D Affiliation Not Assigned #4B8 7677 60/12/06 Atomic Safely and 
Licensing Board Panel 13pp 47673 119 47873131 

8812190014 Memorardum & order fmollona for leave lo file responses re summary dis 
position of Jolttl fntervenor Contentions 44A & 44B)* Grants applicant 8 Common 
wealth of MA feavo to file responses Served on 861206 

SMITH.LV/ Atomic Safety and Licensing Board Panel ^*400 7628. 88/12/06 Massa- 
chusetts. Commonwealth of 2pp 47002 105 47802 106 


8812190048 Memorandum & ordof (ruling upon applicant motion for summary disposi 
tlonf * Applicant 800909 motion for summary disposition granted & New England Coa 
I it Ion on Nuefear Pollution Contention I B 2 oismissed Son/ed on 861206 
WOLFE.SJ . HARBOUR. J . LUESKE.E A Atomic Safety and Licensing Board Pane! 
#468 7635 88/12/07 Office of the General Counsel 23pp, 47002 161-47802 183 


8812190971 Forwards corrected Page 5 for insertion in NRC response to Board 801114 
order roquestmg comments on significance of ALAB903 for pfani proposed genoraf 
exercise contentions, did &Q1 123 

TURKiSE. Assistant General Counsel for Hearings #468 7630 06/12/07 
SMITH.IW. HARQOUR.J, LtNENBERGEfl.Q Atomic Safety and Licensing Board 
Panel 2pp 47802 153-478 92 154 


8812270067 Molion fn limine of Commonwealth of MA ally gonornl ro f | WA 
dse evaluation & assessmant rept * Board should grant motion A diri>cl 1 1 Y, 
vide details of destruction documents W/supporling documontntion A CriL^^ 

S^rc 

TflAFJCONTE.J M MassachusdUs. Commonwealth of //4a8 7703 D0/l?/tJ 
Safety a.nd Licensing Board Panel 22pp 47072 327-47872 340 

8812270101 Town of Newbury responses to applicant Interrognloiloa A tcMii 
duclion of documents to all fntervenors A participating local govto m .(otiI l"*'^ 
Contentions 6 A 27 63 * W/Cerlif/cat© of Svc Related corroBpcndafw^i 
HILL-WHILTON.R. Newbury, MA #488 7608 08/12/13 Public Stir^L'o (to 
Hampshire 12pp 47072107-47072190 

8812270137 Forwards document prepared by NRR Policy Dovolopmurd A Andly* 
ra apDiicant financial qualification to oporato A decommission plnn.for liMsg 
BERRY, G A Assistant General Counsel for Hearings #4115 //10 
CHILK.S J Office of the Secratary of Iho Commission 36pp 4/ft/; ill# l/Afru 

8812270093 Intervenors advice lo Commission* Discusses rosolullon <il 
releasing all claims against applicanl Supporting documontation A Avi, Uii . 
BACKU5.RA Seacoast Anti PoJiution Loaguo. BACKUS, R A Mnssnehu'-t irv v 
monwoallhof BACKUS, R A Hampton, NH. #488 7690. 00/12/1 4 Uma 

47072 232 

6812280160 NRC Staff motion to compel answers to inlorrogalorion A 
documonts by Commonwoalth of MA atty ganoral * Atty goniirol bIkhjIhI Iki c i 
to provide answers to Interrogatories 2-4 A 10-14 

TURK.SE Assistant Qenaral Counsel for Hearings #408 77b/ flit/ 17/ (4 
Safety and Licensing Board Pane) lipp, 47884.222-47084 237 

-6812280166 NRC Staff third set of interrogalorios A roquosl for pro<ki(lnHi c«l 
monls* Advises that documents responsive to request will bo nvailfililii fi^ 
ofc of Commonwealth of MA atty ganoral W/Cortificato of Svc, 

TALBOT, P Massachusetts, Commonwealth of 08/11/18, TUflK.Sf Ai- 
oral Counsel for Hearings 5pp 47084 233 47804 237. 

8812270053 Memorandum A order (ruling on Juno 1900 gonoral oxorti'ju conicr 
Board will conduct prohoaring conference on tUigatlon of 1906 oxmi'in rriulrr/'ri^i 
Commonwealth of MA may submit addi commonts on ALAB 00 n ScmvimJ un 
HAR80UR.J. LINENBERGER.G . SMITH.IW Atomic Snfoly nnd liHun.-j OJ 
Panel #488 7693. 80/12/15 Offico of the Gonoral Coiinsol /li'p 4 /h//3<J 

47073 059 

0812270076 Town of Newbury request for limited participation * floiiiru'it') rnirju - 
participate In litigation of Joinl Inlorvonors Contentions 4,7,8,45 A (10 (.uiliti n'-r 
end 

MIZNER.J.H West Newbury, MA #488 7698 80/12/10, Atomic Snfel^ iir.t I h ^ 
Board Panel, 3pp 47072 310 47072 312 


8812190205 Joint fntervanors molten for leave lo submit response to NRC Staff re 
sponse to Licensing Board order of 061025 ‘ Leave roquostod to file end responso 
JONAS, S A Wassa-chu setts, Commonwoalth of JONAS, S A Hampton. MH 

JONAS, S A New England Coalilloa on Nuclear Pollution #408 7669 88/12/07 
Atomic Safety and Licensing Board Panol 3pp 47801.022-47801 034 


8812270087 Town of Newbury answers to applicant intorrogotoriim A riici'in*.! r.^p> 
ductlon of documents lo all Intervenors A . concerning Joint InlorvcKiiu i.uJit* i t.-ii 
26.6 A 27 63 * W/ Certificate of Svc.Rolotod correspondence 
MIZNER.J H West Newbury, MA #488 7600 80/12/16 F’uhllc 5>uivko (o oi L'l 
Hampshire 19pp 47872.266 47072'204 


-8012190215 Joint Intervenors responso to NRC Staff response to Board order of 
881025 * Onsito exercise contention should bo admitted for fiiigalion Certificate of Svc 
©no) 

JONAS.SA Massfichusetls. Commonwealth of JONAS, S A Hampton, NH 
JONAS, S A New England Coahtlon on Nuclear Pollution 86/12/07 Atomic Safety 
and Licensing Board Pane) tOpp 47801 025 47601 034 

8612190113 Advises that NRC agrees that listed town of Amesbury draft documonts 
need not be produced, per conversation earlier fn wk Related corros^ndence 
BEflGQUIST,SA Asslslanl Goneral Counsel for Hearings #488 7662 68/12/08 
SAINT ANDRE.B Kopelman A Pafgo Ip 47002 083-47002 063 


0812190144 Commonwealth of MA atty general motfon to compel responso by FEMA lo 
Interrogatories A requests for production of documents * Atty general movop that 
order be Issued compolling FEMA to respond to discovery W/Svc list 
SNEIDER.CS, Massachusells, Commonwealth of #480 7664 80/12/08. Atomfe 
Safely and Licensing Board Panel 6pp 47801 090 47001,104 

6812190001 Reply by FEMA to Commonweallh of MA atty nenoral motion lo compel 
response by F^EMA to Ir^terrogatorios A requests for production of documents * Motion 
to compel considered moot 

FLYNN,H,J. Fedaml Emargoncy Management Agertcy #466 7672. 88/12/09 Atomic 
Safety and Licensing Board Panel Ip 47802084-47002 104 


-0612190004 Responses of FEMA to Commonweallh of MA ally gonoral first set of fn- 
lerrogatorles lo FEMA concerning SeabrooK plan for Commonwealth of MA communi- 
ties. * 

FLYNN^HJ. Federal emergency Managomont Agency 88/12/09 Massachusetts. 
Commonwealth of lOpp 47002 085 47802 094 


«B812 190007 Responses of FEMA lo Commonwealth of MA ally genaral second ro- 
quesl for production of docu manta lo FEMA re Seabrook ptan for Commonwealth of 
MA communities* W/Cemffcate of Svc 

FLYNN, HJ Federal Emergency Managemonl Agoncy 88/12/09 MassachusoUs, 
Comrronweallh of, 10pp. 47002095 47862 104. 


0812270097 Town of Amosbuiy request for limited participation alalus * Sonred on 
0B1216 Granted for Board on 881 2i 5. 

SAINT PiERRE,B. Amesbury. MA SAINT PIERRES Kopelman A Palgo #488 7700 
88/12/09, Atomic Safety and Llcan sing Board Panel. Ip 47872 217-47872,217 

0812270079 Applicant revised request for admissforis from Commonwoallh of MA ally 
general * Supporting documentalion & Certificate ot Svc and Related correspond 

TROUT. J P Public Service Co of Now Hampshire TROUT, J P Ropes A Gray #480 
7697 B8/12/12. Massachiisolte, Coitimonwealth of 0pp, 47672 297-47072.305, 

8012270031 Town of Newbury response to applicarti second set of Interrogatories A re- 
quest for production of documents.* W/ Certificate of Svo.Rolated correapondence, 
HILL-WHILTON.R Newbury. MA #480 7689 88/12/13 Public Service Co. ot New 
Hampahire 16pp 47873*103-47073 118 


8812270106 Applicant molion lo compof answer to inlorrogaloiy by i'm* u i i Ai .■> f '>} 
lion League * Certificate of Svc enci 

TBOUTJ P Public Soivleo Co of Now Hampshire. TROUT.J P llo|iin A <«ar ' 
7706 88/12/16. Atomic Safety and Lfconslng Board PnnrJl /|i|) 

47072,100 

061220015$ Advises that NRC does not Intend to filo rosponso in ntH)insini 
loavo to file response to answer Commonwoalth of MA ally unnornt in *,.u) 
applicant motion for summary disposition of Contentions 44A A 4 4f J 
TURK,SE Assistant General Counsel for Hearings #460 tffAi 
SMITH.IW, HARBOUR.J, UNENBEnQER.Q Atomic Safely ftiuJ llrufiM.j (i 
Panol Ip. 47084.22 1-47604*221 

0812260194 Advises that end peflllon for review A ovnluallon of 0 4 hm 
Q u0bGc,Canada earthquake for purpose of analyzing w/safo ohuKlown I'l'U^i 
plant & evacuallon planning ropt should bo denied, per lOCf R2 /'H 
Svc. 

BERRY, G A Assistant Gonoral Counsel for Hearings. #400 //^..i 
SMITH, LW., HARBOUR.J., LINENBERGER.G Atomic S a loly find p .j 

Panol 14pp, 47084 270 47884'292. 

6612270064 Commonwealth of MA ally goneral answer to applicanl fdWH i 'w vi'*/ 
admissions from Commonwealth of MA * Certificate of Svc ontlRnlnio I I'-ri ,j. 
onco 

TBAFICONTE.J. Massachusotts. Commonwealth of #400 7704 Olt/t/zu'i pn 
Service Co. of New Hampshire, 6pp 47072.288-47072 293 

6812270099 Motion for reconsideration of memorandum A ordor Part I (ri'* j . i , 
tonllons on Seabrook plan for Commonwealth of MA communitme) ' o' h ^ 

70 shoufd not bo rejected per ALA0-9O6 W/8upporting fnfo A Carllfiuiio of ‘k , 
TBAFJC0NTE,J. MassachusoUs, Commonwealth of #480 7700 , 

Safely and Licensing Board Panel, Ifipp. 47872 199-47872 216 

6812270115 Applicant motion for schodufe/ Requests that slnlnd o^hc'^/'>l-^ tj.,. 
fished for remaining contentions re 080620- 20 FEMA grado<J oxor<.ht' ^ „ 
of Svc. 

SEtLECK.K A Public Service Co of New Hampshire SELLECK.K A ft f- i \ r 
#488 7707. 08/12/16, Atomic Safely and Licensing Board Panel I3pp 

47872:173. / < ti 

8812280146 Town of Newbury response to NRC Staff third sol of If^tnrifr^v -- i ^ 
quest for production of documents lo towns of Amosbury.NowbtRy^i'i^'^ ' 
Newbury & Morrimac & city of * W/Cortificate of Svc.RelalocI corf osp <r ^ 
HILL-WHIlTON,R Newbury, MA #408 7731. 88/12/18 Officn aJ ilwHii-ft r 
sef 17pp 47884 248-47084 264, 

881228008$ Applicant motion to compel answers lo Inlorrogatoriua & t ^ f ^ 
umonts by lown of West Newbury * Town should be compolioci to pio. t-i u , 
answers on or before certain date.Certiflcate of Svc end 

TROUT, J.P, Public Service Co, of New Hampshire TROUT.J P. noi>0't A G.*, | ^ 
7742, 86/12/17 Atomic Safely and Licensing Board Panol 7i>p v ,, 
47806*173 ' 
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6B122$0(>d0 Fonvafds draft ordor memorializing ora! rulings made by Board on 8Q1213 
ro thon-outs landing discovery disputes between applicant & atty general for Common, 
wealth of MA.por Board Instructions 

TROUT, J P Public Sorvlco Co of New Hampshire trout.J P Ropes & Gray #480 
7744 80/12/17 SMITH,! W , HARBOUR. J . LINENBERGER.Q Atomic Safely and Li- 
censing Board Panel 6pp 47086-174-47886 179 

0912270171 Order * Advises that time for Commission to dotermlne whether to review 
AlAB-692 extended unfi( 86t22f Served on 801220 

CHILK.SJ Office of tho Secretary of the Commission #408 7714, 88/12/19 Com 
mlsslonors 1 p* 47872 081-47872 08 1 

0812270172 Order * Advises that lime for Commission to determine whether to review 
ALAa-B95 extended until 001221 Served on 081220, 

CHILK.SJ Office of the SGcrelary of tho Commission #480 7715 80/12/10 Com 
misslonors Ip 47072 000-47072 080 

6812270176 Memorandum (memorializing rulings of prehearing conference on discovery 
matters held 081213),* Discusses 801213 prehearing confarence addressing unre 
solved discovery disputes In J Traficonto 001209 Ur Served on 001220 
* Alomic Safety and Licensing Board Panel #400 7710 00/12/10 5pp 47072 075- 
47072 079 

0612200001 Commonwealth of MA Atty Genoral JM Shannon renewed motion to 
compel responses by FEMA fo intorrogatorios & roquoats for producflon of docu- 
ments * Certificate of Sve end 

SNEIDER.CS, Massachusetts, Commonwealth of //486 7723 06/12/19 Alomic 
Saloty and Licensing Board Panel 10pp 47005 136 47805 154 

8812260004 Commonwealth of MA atty general second supplemental response to NRC 
Staff first set of Interrogatories & first request for documents* W/Certificotn of 
Sve Related correspondence 

TALBOT, P Massachusells, Commonwoallh of #408 7724 00/12/10 Office of the 
General Counsel 1Qpp 47005155*47005172 

0012280024 Seacoast Antl-Pollutlon League answer to applicant motion to compol & 
motion for protective order * Requests protective ordor against motions to compol 
answer to Interrogatory 77 on basis that request burdensome Sve list end 
BACKUS, R A Seacoast Anti-Pollution League BACKUS, R A Buckua, Moyer & Solo- 
mon, #480 7737 00/12/19 Atomic Safely and Uconslng Board Panel 6pp 
47086 073-47086 077 

8B12200069 Expresses concern that GA Borry 001207 memo to Chllk ro financial quail 
ficatlons of applicant considered procodurally inapproprialo, unfairly prejudices rights of 
parties In proceoding A misstates mall teefs on sum 

JONAS, S A Massachusetts, Commonwoallh of #460 7716 06/12/19 ZECH.LW,, 
ROGERS, K.C , ROBERTS, T M. Commissioners 4pp 47004 334-47004 337 

a81226(H)91 Town of West Nowbury answers to NRC Staff third set of interrogatories & 
fequest for production of documents to towna of Amosbury,Nowbury,SalisDury,Wost 
Newbury & Memmac & city of.. * W/Cortlficate of Sve Related correspondence 
MIZNER,JH West Newbury, M A #408 /721 00/12/10 Office of tho General Coun 
8©l 14pp 47604:347-47004 359 

0812280099 Notice of Commonwealth of MA atty general of intention not to litigate spo 
Cific Soabrook plan for Commonwealth of MA communities contentions & bases * 
Cor^tentlona & bases listed W/Certificate of Sve 

TRAFICONTE.J. Massachusetts, Commonwealth of #400 7/22 00/12/10 6pp 
47864,327-47804 332 

0812200116 Prolimlna^ answer of Commonwealth of MA ally general to applicant 
motion for schedulo ' Applicant motion should be deniod on basis that LILCO plan 
elroady fully flKgalod Supporting documontatlon & Certificate of Sve end 
TRAFICONTE.J Massachusetts, Commonwealth of #460 7726 1)0/12/19, Atomic 
Safety and Licensing Board Ponol. 59pp 47885 070 47805 135 

9912200116 Notice of appearance * Advises that author will enter appearance in pro 
G&oding on behalf of Commonmallh of MA w/ Certtote of Sve 
GREER, L.Q. MassachusoUs, Commonwaalth of #460 7727 68/12/10 5pp 
47fi04.037-47804'04lj 

0912280123 Answers 8 responses of Commonwealth of MA atty general to applicant 
interrogatories 9 request for production concerning Joint Intorvonors Contoritions 6 & 
27*03 W/ Certitlcalo of Sve Related correspondence 

TRAFICONTE.J Massachusetts, Commonwoallh of #408 7/20 00/12/19 Public 
Service Co of Now Hampshire 155pp 47084 042-47004 19/ 

8912200137 Commonwealth of MA atty gonoral answers to NRC Staff third set of Jntor- 
rogalories & roquosls for production of documonia Certificate of Sve end Ftelatod cor- 
respondonco 

TRAFICONTE,J Massachusetts, Commonwealth of #400 7729 00/12/19 Office of 
the Genoral Counsel. 14pp 47006 070-47006 091 

0912290142 Commonwealth of MA atty genoral supptemontnl response to applicant 
second roquesi for production of documents ‘ W/ Certificate of Svo, Related oorro- 
^ndonce 

T^LIBOT.P Massachusells. Commonwealth of #408 7730 00/12/10 Public Service 
Co of New Hampshire 10pp. 47084 230 47004 247. 

06122BO159 NRC Staff response to Commonwealth of MA ally goneral motion for re- 
oonsl deration 8/or clarification of ruling on oppileant motion for sanctions * Motion op- 
posed & clarification of order unnecessary .W/Certificnte of 8vc 
TURK.SE* Assistant General ODunsel for Hearings #408 7749, 00/12/20 Atomic 
Safety and Licensing Board Panel 5pp 47006 105 4/000-189 

0812280217 Decision CLt-OO-IO * Commission has dotormlnod w/roasonable assurance 
that decommissioning funds availablo & will accept applicant proffered plan to fund 
before receipt of low power license Served on 681221 

HOYLE,J.C OfflcQ of the Secretary of tho Commission #406 7735 08/12/21 36pp 
47686.096-47006'131 


H. General correspondence 

8812080176 Forwards constiluant RJ Perry comments opposing proposed rule 
10CFR6O re emergency planning & preparedness roqulromems tor nuclear power 
plant fuol loading & Initial low power operations 

HUMPHREY.QJ Now Hampshire. State of 08/11/03. /ECH.LW. Commissioners 
4pp 47749:357-47740 360. 


6B12210306 Responds to 001103 Ur to Chairman Zech roquasllng ropiv to conslituont 
RJ Perry concern ro safety stds for licensing of nuclear power plants Seabrock plant 
will not commence operation until NRC fully satisfied that stds mot 
STELLO,V Ofc of the Executive Director for Operations 88/12/12 HUMPHREY, QJ 
Senate 6pp 47681 003 47081 012 

“8012210311 Requests response to end constituent RJ Perry concoms ro safety stds 
for licensing of nuclear power plants 

HUMPHREY.GJ Senate 88/11/03 ZECH.LW Commissioners 4pp 478D1 009 
47881 012. 


I. Financial fnfortnalton 


8812020026 Motior^ of Commonwealth of MA Atty General JM Shannon for leave to file 
document not authonzed by Commission rules of praclico * Requests to file response 
to Joint applicant & NRC response to atty general 681102 motions 
JONAS,SA Massachusetts, Commonwealth of #400 7576 00/11/25 Commission 
ers 3pp 47643 004-47643125 

“681 2020051 Affidavit of Peter M Strauss * Responds to J Poiersen, PB Enkson & LI 
Kopp affidavits Supporting documentation & Certificate of Sve end 
STnAUSS,PM Massacnusells. Commonwealth of 60/11/22 22pp 47543104- 
47643 126 

6812270137 Forwards document prepared by NRR Policy Development & Analysis Staff 
re applicant financial qualification to operato & decommission plan, for filing 
BERRY.GA Assistant General Counsel for Hearings #480 /710 00/12/13 
CHILK,SJ Office of the Secretary of the Commission 36pp 47072 119-47072 154 

8812270093 Intarvonora advice to Commission * Discusses resolution of joint ownsrs 
releasing all claims against applicant Supporting documentation & Sve list end 
BACKUS, R A Seacoast Anti Pollution League BACKUS, R A Now England Coalition 
on Nucloar Pollution BACKUS, R A Backus, Moyar & Solomon #400 7609 80/12/ 
14 13pp 47872 220-47072 232 


Q Inapectlon reports, IE Bulletins & correspondence 

8812090155 Responds to NRC Bulletin 07-001 ro pipe wall erosion/ corrosion monitor- 
ing program currently being developed for plant 

THOM AS, GS Public Service Co of Now Hampshlro 80/09/11 RUSSELL.WT 
Region 1, Ofc of the Director 6pp 47782 354-47782 358 

6811160211 NRC Info Notice 80 000, “Unauthofizod Removal of Industrial Nuclear 
Gauges *' Sve list end 

CUtWINGHAM.R C Division of Industrial A Madfcal Nuclear Safety (Pobt 070789) 
08/11/22 Consolidated Edison Co. of Now York, Inc 09pp 47700 255-47700 257 

6611160467 NRC Info Notice 00 091, "Impropor Administration & Control of PaychologI 
cal Tests " Sve list end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/11/22 
Consolidated Edison Co of New York, Inc. 101pp 47700 042 4770B 142 

8611290030 NRC Info Notice 00 093, “Tolothoropy Events " Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuctoar Safely (Post 070729) 
80/12/02 Consolidated Edison Co of Now York, Inc 112pp 47011 103 47611 215 

881 1200530 NRC Info Notice OB 094, "Potentially Undersized Valve Actuators" Sve list 
end 

ROSSLCE Division of Operational Evonta Assessment (Post 070411) 00/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47700 143 <17700 254 

8812020287 NRC Info Notice OO 095, "Inadequate Procuromont Roqulromenls Imposed 
by Licensees on Vondora " Svo list onci 

ROSSI, CE Division of Operational Events A*)‘JSsmont (Peal 070411) 60/12/00 
Consolidated Edison Co of Now York, Inc 112pp. 47007 101-471107 302 


T. Hearing iranscrlpta on non-antUrust matters 

8812150087 Transcript of OBI 21 2 status conference In Bethosda.MD ro offsite amor- 
gency planning PP 14,059 14,004 

^ Alomic Safety and Ltoonslng Board Panel 00/12/12 4Bpp 47024 120 47024 175 

0B1222O14O Transcript of 081220 evidentiary hearing In Bnthosda.ML) ro otislto omer- 
goncy planning Pp U,906 15,181 

^ Atomic Safo> and licensing Board Panel 00/12/20 27epp 47003.118 47004 036 


U, Congresstonal/Executlve Correspondence 

6611300070 Fontfards NRC quartorly alatus ropt covering Third Qiiartor GY8B in ro- 
^onse to dlrecllon given In House Ropt 97-850 

ZECH.LW Commissioners 88/11/10 BEVILLJ. House of Rep., Appropriations 
12pp 47733,001 47733 012. 

6811300061 Forwards quarterly status rapt on emergency preparedness lor nuclear 
power plants for Jul-Sept 1000 Inability of Commission to forecast licensing schedulo 
for Shoreham & Soabrook noted 

ZECH.LW Commissioners 00/11/10 BREAUX, J.B Senate, Environment A Public 
Works. 5pp 47754 227-47764 231. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECfRIC STATION, UNIT 1 


A. Appilcatlon/corretruetlon stage documents & correspondence 

6811230210 Notillcatlon of 881206 meeting w/util In Rockville, MD to discuss design of 
oseenilal sve water sya 

WILSON.J H Ofc of Special Projacto 00/11/17 GRIMES.C I. Ofc of Special Prelects 
2pp 47622 231-47622 232 
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831123024fl iForwartJs draft Rav 0 lo ‘'Comancho Peak Sleam Elaclric Station Tech 
Spec fmprovemenl Pfogram Tech Spec Requirements,*’ per NRC Rev 4a of STS, for 
review 

COUNSIL.W G TU Electric (formerly Texas Ufitillos Gofiaralrng Co ) 60/11/' 17 Docu* 
menl Control Branch (Docyrrent Control Desk) 68pp 47651 324 47652 031 

8811300023 Forwards marked-up proof & review of Tech Specs for plant Version pre- 
pared from second draft Tech Specs transmitted on &60302,supplemented by Info 
irom vanous util submittals & utit/NRC moelings 

GRIMES, Cl Ofc Of Special Frojacts 88/11/22. COUNSIL,WG TU Electric (formerly 
Texas Utklilies Generating Co) 425pp 47669 128 47670 263 

681128004B Gensrip Ltr 86-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Sve list 
end 

CRUTCHFIELD.D Associate Director for Projects (Post 670411) 08/11/23 Consoll- 
dated Edison Co of New York. Inc G1p,i 4772D 303 47729 024 


0612270109 Advises that util changing name of Tech Spec Improvement PfOOfer^ to 
Technical Requirement Manual (THM) Updated admlnistralivo control process fcr TRM 
end 

COUNSIL.WG,, MARSHALL,JS TU EJeclrJc (formerly Toxas Ulflitles GoneralinaCo > 
80/12/21 Document Control Branch (Document Controf Desk) 12pp 479^024- 


8812270190 Documents tefcon w/NRC re delay of utit response to Generic LLr 88 17 
concerning loss of DHR capability Response will bo delayed m\\\ expeditious aclions 
& programmed enhancements addrossed 

COUNSIL.WG , MARSHALL,JS TU Electric (formerly Texas Utilities GQnGratiin>g Co) 
88/12/21 Document Control Branch (Document Control Desk) 1p 47928335- 

Ataoti. Q'Jj; ^ 


E, NRC Safety Evaluation Report (8ER). suppis & correspondence 


6811300172 Revises uUI 881007 comments on draft environ protection plan Requests 
that Item 2 under Section 2 1 re aquatic issues bo datoled Soctlorr 4 2 1 ro groundwat 
er levels & statror) water usa monitoring be revised to read as stated 
COUNSIUWG TU Electric (formerly Texas Ubfities Generating Co> 66/11/23 Docu- 
ment CorLlfol Branch (Document Control Desk) Ip 47676 222-4767&237 


0612160177 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTR(C STATION.UNITS 1 AND 2 Docket Nos 60 445 
And 50 446 (Texas Ulifitloa Genomtfng Company) 

NORKIN.DP Ofc of Special Projocts NUREQ-0797 SI 7 88/11/30, SOOoO 
47838 345 47038.020, 


8611290641 Updates status of recommendations per NUREG 1257 List of pending rec- 
ommendations assigned to Ofc of Special Projects end 

STELLO.V Ofc of the Executive Director for Operations 88/11/25. ZECH Commis- 
sioners 4pp 47657 357 47657360 

0B12O2O219 Responds to Generic Ltr 88 11, “Radiationi Embritttonnenl of Reactor 
Vessel Mails ” 

COUNSIUWG TU Etoclnc (tormorty Texas Utilities Generating Co) 68/11/20 Docu- 
ment Control Branch (Document Controf Desk) 1p 47707 23B 47707 238 

8812010138 jNotificatfon of 881208 meeting w/utiJ In Gten Rose,TX lo discuss S&W pro- 
cedures for checking design calculations 

MALLOY, M Ofeof Special Profocis 86/11/29 GRIMES.Cf Ofc of Special Projects 
4pp 47707:133-47707 136 

0812070117 Notification of 861214 meetmfl w/ufll & TDLS in Glen RoseJX to discuss 
util pfans for ASWE XI VT 2 exams described in 860926 ltr 
GRlMES.Ci Ofc of Special Projects 88/12/05 PARTLOW.JQ Ofc of Special 
Projocts 4pp 47746 086 47746 089 

6612120060 Marked up nolificalfon of canceled 661206 meeting w/ulll in Rockvillo,MD 
re SAW procedures for checking design review calculations for plant 
MALLOY.M Ofc of Special Projocts 86/12/06 GRIMES,CI. Ofc of Special Prolocts 
4pp 47788 170 47788.173 

8812120267 Concludes that corrective action establishes acceptable program for resolv- 
ing technical concerns associated w/ structu/ar design of HYAC sysSuppI 18 lo 
NOREG 0707 end W/o end 

GRIMES, Cl Ofc of Special Projects 88/12/06 COUNSIL,WG Texas Ulelitios Co. 
2pp 47787.120 47767 121 

8612160232 Forwards Amends 10 & 9 to CPs CPPR-126 & CPPfl-127, 
respectively, safety ovaluation A FR notice Amends allow transfer in ownership from 
Brazos Electric Power Cooperative, Inc to Texas Ulililles Eleclric (}o 
GRiMES.C I Ofc of Special Projects 88/12/08 COUNSIL,W.G. TU Electric (formerfy 
Texas Uliljtios Generating Co ) Spp 47825 265 47826 277 

-8012160234 Amonds 10 & 9 to CPs CPPH-126 & CPPR-127,rospoctively, allowing 
transfer In owrarshJp interest Irorrj Brazos Electric Power CooperaUvo,lnc to Texas 
Uliljtios Electric Co -In amount of 3 8%. 

GRIMES.C I Ofc of Special Projects 8fi/l2/C8 2pp 47026 270-47826 271 

-8012150237 Safety evaluation supporting Amends 9 & 10 to CPs CPPR 128 & CPPR- 
t27»re5pacUv9ly. 

* Ofc of Spcdal Projocts 88/ 12/00 4pp 47026,272 47826 275 

-0812160236 Notice of issuance of Amonds 9 A 10 to CPs CPPR-126 & CPPR-i27,ro- 
spectlvoly 

GRIMES.C I. Ofc of Special Projects 88/12/00 2pp 47626276 47828*277 

8812130271 Forwards partial response to 081116 request for addl Info re FSAR review 
COUNSIL,W.G , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co.) 
08/12/09 Document Control Branch (DocumonI Control Desk) 7pp 47797079- 
47797 085 ^ 

0812200251 Forwards ma/kod up proof & review version Tech Specs for pfanUor 
review & comments by 890125 

GRIWES.C.I. Ofc of Special Projects 86/12/15 COUNSIL.WG TU Eleclnc (formerly 
Texas Utilities Ceneraling Co ) 360pp 47056 298 47659 343 

6612200040 Forwards tochnical requirements that utl Intends lo implement to improve 
Unit 1 SVC water reliability during time Unit 2 is In const A tost phase.per 0(n2OB 
maeting w/ NRC in Rockevlllo.MtJ 

COUNslL,W G , WALKER.R D TU Eloctnc (formerly Texas Utilities Generating Co) 
G6/12/16. Document Control Branch (Document Control Desk) 3 pd 476C0 341- 
47660 343 

BB1222(>016 Responds lo NRC 661020 request for addl Info ro natural circufaiion tosl- 
jno for facility steam olectnc station Marked up droll rev to FSAR App 5A end, 
C0LIN6IL,W.G ,. WALKER, R D TU Electric (formerly Texas Utrlillos Generating Co) 
80/12/16 Document Control' Branch (Document Control Desk). 34pp. 47903317- 
47fJ03-350 

1612220071 Informs that rosponsa to remaining FSAR sodiems wllf bo provfdod by 
6901 06, per 681291 tefcon request lor addl info ro FSAR review 
COUNSlL,W,G , WALKER, R D TU Efectrfc (formerly Texas Utilities Generating Co.) 
60/12/16. Documerjt Control Branch (Documenl Control Des)t). Ip. 47003 039- 
47903.039 

101 2270170 Forwards response to BB1 1 16 request for add! fnfo re FSAR Sections 6 5 & 
1A(B),9 1 3,9 a 2.9.4 1.9 5 4,10 3 A 10 4 9 Responses to remaining quoat/ons will bo 
provided by 890106 

COUNSIL,W.G , MARSHALL, J S TU Eloctnc (formarN Texas Ubiitles Gofieratlng Co ) 
80/12/21. Document Control Branch (Document Control Desk) 16pp 47978 073- 
47976.088 


8812160178 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 2 Docket Nos 50 44S 
And 50 446 (Texas Utillllos Gonorating Company) 

TERAO.O Ofc of Special Projects NUREQ-0797 SIB 80/11/30 96pn, 47630021- 
47836.120 


8812160101 SAFETY EVALUATION REPORT REUTED TO THE OPERATfON OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 2 Docket Nos 50 445 
And 60-446 (Texas Utilities Gonorating Company) 

HUBQARD.G, MALLOY.M Ole of Special Projects NUREG 0797 S10 08/ 11/30 
64pp 47038121-47638100 

0812190086 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO 
MANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 2Dockel Nos 50 445 
And 50 446frexa& Utilities Generating Company) 

MCKEE, P , BROWN, C. Ofc of Spoclaf Projects NUREG 0707 S20 08/11/30, aCOpp 
47640 196 47041 058 


801 2130000 Fonwards request for addl fnfo re steam genorator lube rupture onolwis to 
fosohm goposod License Condition 18 of SSER 12 fo NUREG 0797 Info roquoslOiJ 

GRIMES, C,l Ofc of Special Projects 08/12/06 COUNSIL.WG TU Elocifio (formerly 
Texas Utiljlloa Gonorating Co ) i6pp 47799 172-47790 186 

8812120017 Forwards SSER 20 (NUREG 0797) ro Implomontallon of Comanche Peak 
flosponso Team program plan & issue specific action plans Ulil assessmoni of reel 
causes for design daficloncios acceptable W/o end 

GRlMES.Ci ore of Spoclat Prdocta 68/12/06 COUNSIL.W.Q TU Bloc trio (fornierl-y 
Texas Utilities Generating Co) 2pp 47709 161-47769 152 

8812180181 Forwards SSER 19 (NUREQ-0797), presenting safety evaluation on matters 
re corroctlvo action program associated w/oqufpmont qualfficatlon.NRC shouUI be nd- 
vieod as to when util anticipote reaching 90% completion point W/o end 
GRlMES.Ci. Ofc of Special Prefects 00/12/09. COUNSIUW Q TU Electilc (foimofry 
Texas Utililios Gonerallng Co ) 3pp 4705 1 *263-47051 265. 

8812200179 Forwards response to SER llama co proposed Tecl’t Specs 
COUNSIl,W.G TU EJectnc (formerly Texas UtilJtloa Generating Co) 68/12/16 Docu 
menl Control Branch (Documenl Conifol Desk 5pp 47859 356-47059 360 


F. Security, medical, emorgency & fire protection plans 

8812020034 Forwards Rev 0 lo physical security plan & Rev 5 to plant training d qljdPiIi 
cation plan Encfa withheld (rof 10CrR73.21 & 2 790(2)(4)) 

COUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co) 00/11/28 Docu 
menl Control Branch (Document Control Desk) 2pp 47721:005 4772f006 

0812210016 Forwards final SALP Ropls 50 445/07-40 & 60-446/67-31 for Sept 1687 - 
Aup 1986, summary of & viewgranhs from 081027 meoling & ulif 881120 response to 
SALP repl Utif ltr responsive to NRG concerns & recommendations 
PARTLOW.JQ Ofc of Special Projects 80/12/09 COUNSIL.WG. TU Efectrte (for* 
mefly Texas Utilities Generating Co.) 4pp. 47876 051-47676:126. 

-8812210024 Final SALP Ropts 60 445/87-40 & 60-446/07-31 for Sept 1907 • Aug 
1906 

• Ofc of Special Projects, 80/12/09 eOpp. 47076 055 47076.1 86> 


G. Adjudicatory correspondence 


8812140097 Responds to 081007 correspondence from NUMAFtC to NRC ro beliefs & 
Interpretation of plant selllomeni NUMARC ottempls to influence Commission 
Inappropriate Served on 881201, 

MAnlOTTE.M Nuclear information & Resource Service #406 7699 06/11/11 
ZECH.LW Commissioners Spp, 47770,230-47770*232 

W12270157 Mobon for limited intervenlion • Requests leave to proceed as Inloivonor 
flmllad lo 870102 soHiemenl agraemenl.W/ Certificate of Svc 
KOHN,SM. Kohn & Associates i(t400 7712 06/12/16 Atomic Safety and Licensing 
Board Panel 4pp 47(172 083-47872 006 


8812270149 Citizens for Fair Uti) Regulation second suppi to OB001 i request for hearing 
4 petition for leave to Intervene Request should be granted on basis of now Info 
nwonlly n>ade avallablo.W/aupporting documentalion A Cerllflcaie of Svc 
GRIFFfN.R.L Citizens for Fair Utility Regulation. GRIFFIN.R L Qnffln, R L #480 7711 
B8/12/16 Commissioners 32pp. 47872 007-47B72’1 18 


8612200164 Memorandum & Order CLN00-12,* Denies Citizens for Fair Util Rooulnllon 
pelilipn to intervene duo to failure lo justify lateness of petition 
HOYLE J.C, Otdea of Iho Secretwy of Iho Commission. fSf48a 7732, 68/12/21 Citi- 
zens for Fair Utility Roflulatlon, lipp 47804*316-47064 326 
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H. Qenoral correspondenco 

6812020227 Urgos Commission to act on Citizons for Fair Utii Rogulation petition & 
deny polilion w/o futlfier delay Served on 801017 

LEE, a Nuclear Monagomenl & nesourcos Council (NUMARC) (formerly Nuclear Utility 
Manage /If 488 7257 00/ 10/07 ZECH.LW Commissioners Opn 47679 349* 

47070351 


Q inspectfon reports, IE BuTfeffas & correspondence 

6811 300368 Ack receipt oi 881021 ttr informing NRC of steps taken to correct violations 
noted fn fn^ Rents 50 445/88 58 & 50 446/uO 54 

WARNICK^RF. Ofc of Spocia) Projects 80/11/14 COUNSIL.WG TU Eloclric (for 
morly Texas Uliliiles Goner ating Co) 4pp 47676284-47676 287 

6811300294 Ack receipt of 881027 Itr Informing NRC of steps taken to correct violations 
noted En Insp Repts 50-445/00 54 & 50 446/00-50 

WARNICK.RF Ofc of Special Projects 80/11/16 COUNSILWG TU Eloclric (for- 
merly Texas Utitillos Gonorating Co ) 4pp 4707 1 300 47671,309 

6811230216 Forwards Insp Repts 50 445/08 68 A 50-440/80 64 on 681005 1101 No 
viotations or deviations noted 

V/ARNICK.RF Ofc of Special Projects 88/11/17 COUNSIL.WG TU Electric (for- 
merly Texas Utilities Gonorating Co ). 5pp 4762? 218 47622 230 

-8811230219 Insp Repts 50-445/88 68 & 50 446/88 64 on 881005-1101 No violations 
noted Major areas inspected action on 10CFRS0 55(o) doficionclos, followup on NR(^ 
bullotins, plant lours A comparison of as built plant to TSAR doscription 
BITTER.feo, BURRIS.SP, WJEBE.J S Ofc of Special Projects 88/11/17 8pp 
47622 223-47622 230 

8311160211 NRC Info Notice 80-090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve list onci 

CUNNINQHAM,R B Division of Industrial & Medical Nuctear Safety (Post 670720) 
88/11/22 Consolidated Edison Co of Now York. Inc 09pp 47708 265 47708 257 

8311160487 NRC Info Notice 80 001, "Improper Administration & Control of PsychotogF 
cal Tests " Sve list end 

ROSSI, CE Division of Operational Events Asaossment (Post 870411) 00/11/22 
Consolidated Edison Co of Now York, tnc 101pp 47700 042-47700,142 

6811290042 Responds to NRC 081003 Ilf ro violations noted In Insp Repts 60 445/00 
66 & 60 446/08 52 Corrective actions Rev 8 to TNE CS CA-CA la prepared to Incor- 
porato more conservative spacing criteria for hilli super kwik bolts Installation 
COUNSIL.WQ TU Eloclnc (formerly Texas Utilities Generating Co ) 08/11/22 Docu- 
ment Control Branch (Document Control Desk) Bpp 47668 075 47068 070 

BB1 2020221 Informs that util concurs w/NRC assessment of current level of perform- 
ance at plant, per SALP repl for Sept 1007 • Aug 1988 

COllNSILjW.(§ TU Elactrlo (formerly Texas Utilities Generating Co) 08/11/28. Docu 
men! Control Branch (Document Control Dosk) 2pp 47710 006 47719 007, 

8012060322 Ack receipt of 600301 & 1020 lirs informing NRC of slops taken to correct 
vfofallons noted In fnsp Roots 50-445/85-13 & 50 446/05-09 
WARNICK.RF Ofc of Special Projects 00/11/20 COUNSIL.WQ. TU Eloclric (for- 
merly Texas Utilities Generating Co ) 5pp 47740 056-47740 060 

6612050211 Advises that completion date for correcting CAR 063 discrepancies in vio- 
la Hen notod in Insp Ropta 50-445/85-18 A 50-446/65-15 roschodulod for 081130 
COUNSIL.WG. TU Electric (formerly Texas Utilities Generating Co) 80/11/30 Docu- 
ment Control Branch (Document Control Desk), Ip 47733,163 47733 153 

6612&S0220 Revised response to Enforcement Action 08 OQ.App A, Item I C 1 based on 
ulll Inability to clearly recreate Corrective Action Request CAR 50 during 
relnsp .Corrective actions electrical QCpersonnel retrained ro Qi QP-11 3-20 
COUNSIL.W Q TU Electric (formerly Texas Ulllitios Generating Co). 08/11/30 Oocu- 
monl Control Branch (Document Control Dosk). 4pp 47740 093 47740 096 

8812060012 Advises that anticipated date for full compliance of violation noted In fnsp 
Repts 60 445/86 07 & 60-446/86 06 revised to 090126 

C0UNSIL,WQ TU Electric (formerly Texas Utilllios Generating Co.) 68/11/30. Docu- 
ment Control Branch (Document Control Desk) Ip 47743 067-47743 067 

9812060032 Informs that commitments re safely-related sys A pumps made in response 
to NRC Bulletin 00 004 will be completed by 090213 

COUN8lL,WG TU Electric (formerly Texas Utilities Generating Co,) 00/11/30 Docu- 
ment Control Branch (Document Control Desk) 2pp 47734'23B 47734*237 

9812060276 Ack receipt of 671015.880301 A 1020 lira informing NRC of stops (akon to 
correct violations in Insp Repts 50 445/06-15 A 60-446/66-12 
WARWICK, RF. Ofc of Special Projects 88/11/30 COUNSIL.WQ. TU Eleclric (for- 
merly Texas Utilities Gonorating Co ) 4pp. 47743 043-47743.046 

8611 290030 NRC Info Notice 86-093, "Telothorapy Events *' Sve list end 
CUNNINGHAM.R E. Division of Induslnal A Medical Nuclear Safety (Post 870729) 
8B/12/02 Consolidated Edison Co of New York. Inc 112pp 47611 103-47611.215 

6611290636 NRC Info Notice 80 094, "Potentially Undersized Valve Actuators." Sve list 
end, 

ROSSI.C6. Division of Operational Events Assessment (Post 870411), 0D/12/O2 
Consolidated Edison Co of Now York. Inc 12lpp 47706 143 47708 254 

6812090257 Ack receipt of 680910 itr Informing NRG of steps taken to correct violations 
noted In insp Repts 50-445/80-51 A 50 446/00-47. 

WARNICK,R.F. Ofc of Special Projects 88/12/05 COUNSIL.WQ TU Eleclric {for- 
merly Texas Utilities Generating Co) 4pp 47761 262-47761 ?65 

6612120013 Responds to NRC 801017 Itr re violations noted In Insp Repts 50 445/60- 
64 60-446/00 60 Nonconformance repts initiated for welds Identified Disposition of 

nonconformancQ repts Indtcatos that weida are suitehie lor uso-as^lB 
COUNSmwG TU Electric (formerly Texas Utilities Generating Co ) 68/12/05. Docu- 
monl Control Branch (Document Control Dosk), 3pp 47789.140 47769,160 

8812120096 Forwards Insp Repts 50-445/06-61 A 50 446/88 57 on 880624-1 01 4.No 
violadons or deviations noted 

GR1MES,CI Ofc of Special Prolects 88/12/05 COUNS1L.WG TU Eleclric (formerly 
Texas Utilities Generating Co). 4pp 47788 174-47788 186 


-B812120D99 Insp Repts 60-445/88 61 A 50-446/88 57 on 080624 1014 No vlolalions 
or deviations noted Major areas inspected previously identified ASME Code Insp find 
(ngs A allegations ro OA/QC program A implementation 

WTlLIAMS,CC, grimes, C l Ofc of Special Projocls 08/12/15 9pp 47786 178 
47780 186 

0812020287 NRC Info Notice 8o 0Q5. "Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/12/08 
Consolidated Edison Co of New York, Inc 112pp 47807 191 47007 302 

0812210016 Forwards final SALP Repts 50 445/87 40 A 50-446/87 31 for Sept 1907 • 
Aug 1988, summary of A vlewgrnphs from 881 027 meeting A util 881128 response to 
SALP rept Util Ur responsive to NRC concerns A recommendations 
PARTLOW.JG Ofc of Spoclal Projects 88/12/09 COUNSll.WG TU Eleclric (for- 
merly Texas Utilities Generating Co ) 4pp 47876 051 47876 126 

>-8612210024 Final SALP Repts 50 445/87-40 A 50 446/07-31 for Sept 1987 - Aug 
1988 

* Ofc of Special Projects 80/12/09 G9pp 47876055 4787G 126 

6812210070 Responds to NRG 081018 llr re violations noted in Insp Repts 50-445/88- 
65 A 50 446/88 61 Correctivo aclionswork orders issued to properly secure ASCO 
solenoid operated vatvo, rework air supply tubing A replace capscrew in junction box 
COUNSIL,WG TU Electric (formerly Texas Utilities Generating Co) 80/12/12, Docu 
menl Control Branch (Document Control Desk) 3pp 47877 043 47077 045 

8812210081 Rosportds to NRC 881110 Itr re violations noted in Insp Repts 50 445/88 
70 A 50-446/8B-66 Corrective actions Nonconformance Rept 86 16179 issued to ro 
solve base metal damage on loaded embedded plates 

COUNSIL.WG TU Electric (formorly Texas Utilities Generating Co ) 00/12/12 Docu- 
ment Control Branch (Document Control Desk) 3pp 47801 154 47881 156 

8B12200003 Forwards Insp Repts 50 445/80 76 A 50 446/88 72 on 881102- 1206 No 
violations or dovietlons notod 

WARNICK.RF Ofc of Special Prolocls 08/12/14 COUNSIL.WG TU Eleclric (for- 
merly Texas Ulilitles Generating Co) 4pp 47871 024-47871 037 

-661220000S Insp Ropts 50-445/68 76 A 50 446/88 72 on 881102 1208 No violations 
or deviations notod.Major areas Inspected closure of open iterrs from previous NRC 
Insp ropts.review A closure of 10CFR50 55(o) deficiencies A general plant lours 
RUNVAN.Mr., LJVERMORE.HH Otc of Spociat Projocls 80/12/14 tOpp, 
47071 028-47871 037 

8812200007 Forwards Insp Ropls 50 445/80 79 A 50 446/00 75 on 081102- 1206 No 
violations or deviations noted 

WARNICK.RF OIc of Special Projects 88/12/14 COUNSIL.WG TU Electnc (for- 
merly Texas Utilities Generating Co ) 4pp 47871 079 47071 003 

•>8812200011 Insp Ropts 50 445/06 79 A 50 446/00-75 on 601102-1206 No violations 
or deviations noted Major areas inspociod, applicant actions on previous Insp 
findings, preoporationat retesting program A followup on Pari 21 notices 
BITTER.SD., BURRIS.SP, WIEBE.JS Ofc of Spoclal Projects 80/12/14 lipp 
47071 083 47071 093 

8812270149 Cilizcns for Fair Util Regulolion second suppl to 08081 1 request for hearing 
A pedUon for foavo to fnforvone ' Request sftouid be granted on basis of now info 
rocantly made available W/suppoiting documentation A Cortdicate of Sve 
GRIFFIN, R L Cilizons for Fair Utility Regulation GRIFFIN.R L Griffin, R L //4D0 7711 
88/12/16. Commissioners 32pp 4V872.0B7-47872 118. 


8. Reportable occurrences, LERe & related correspondence 


8611230007 Supplemental Deficiency Rept CP-87-47 re consumable mails roplacemont 
program Initlafly reported on 860209. Implementation of Procedure NEO 6 05 complot- 
od lor Unit 1 Further Implomontalion will be comploted by 090414 
COUNSIL,W G , WOODLAN.D R TU Electric (formerly Texas Ulllitles Generating Co ) 
88/11/16 Document Cortlrol Branch (Document Control Desk) Ip 47652071- 
47652 071. 

8811230044 Supplemental Deficiency Rept CP-86 22 re sve water discharge pipe mis- 
sile protection Initially reported on 880205 Addi missile protection will not be required 
A deficiency not reportable under provlclons of 10CFR50 65(o) 

COUNSIL,W,Q , WOODLAN.D R TU Eleclric (formerly Toxas Ulllitles Generating Co), 
88/11/16. Document Control Branch (Document Control Desk), ip 47652008- 
47652 066 

8812050205 Supplemental Deficiency Rept CP 06-21 re JG White Instrument lubing 
cfamps fniliaify roported on 880129 Eshmated completion date for implementalion of 
Unit 1 revlsea to 09O62O,Unit 2 completion date has not changed 
COUNS1L,W.G TU Eleclriq (formerly Toxas UtilUles Generating Co) 88/11/30 Docu- 
ment Control Branch (Document Control Dosk). ip 47733 295 47733 295 

6812050215 Supplemental DoJlcloncy Rept CP-80-29 re feedwater design mod not In- 
corporated in to FSAR Gl^apter 16 Initially reported on 880422 Corrective action Impte 
mentation schedule will be revised Completion anticipated by 890303, 

COUNStL,WG TU Electric (formerly Texas Ulillilos Generating Co) 88/11/30, Docu- 
ment Control Branch (Document Control Desk) ip 47733 154 47733,154 

8312050329 Supplemental Deficiency Rept CP 87-064 re design basis tornado analysis 
for safety-related equipment Initially reported on 060120 Estimated date for completion 
of equipment evaluation revised to 890130 

COUNSIL.WQ TU Eleclric (formerly Texas Utilities Gonorating Co ) 88/11/30 Docu- 
ment Control Branch (Document Control Desk) 1p 47740.1 01 -47740>1 01 

8012060007 Supplemental Deficiency Rept CP-87-116 re medolmg error for seismic 
analysis of sve water intake structure Corrective action Implementation schedule up- 
dated A statement in util Itr re effects of revised floor response spectrum revised 
COUNSIL,W Q TU Electric (formerly Texas Utllllles Generating Co ) 86/1 1 /30. Docu- 
ment Control Branch (Document Control Desk) Ip 47743 047-47743 047 
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SBUOeoOSS Suppfementaf Deficiency Ropl CP-B5-50 re use of Improper welding proc- 
ess fn mfg of cable tray foe fittings Inili ally reported on 070930 Completion aato of 
801 130 for completion of activities rescheduled to 690301 

COUNSIUW.G TU Electric (formerly Texas Utilities Generating Co 1 6B/11/30 [>ocu 
manl Conlrof Branch (Document Control Desk} Ip 47744 359 47744 359 

6812060152 Supplemental Deficiency Rept CP 06-19 re qualification of mslrument cable 
insulation fnsido contammani Initially reported on 800129 Engineering evafuation con- 
tfnuino Corrective fictions will be completed by 590428 

COUNSIl.WG » WALKER, RO TU Elec Inc (formerly Texas Utilities Generating Co) 
06/12/01 DoGumenl Control Branch (Document Control Desk) Ip 47745041- 
47745 041. 

8B120601S8 Supple mental Deficiency Rept CP 58-18 re post-accident monitoring chan- 
nels for RCS Initially reported on 880125 fnstaflation of third monilonng channel for 
flCS pressure rescheduled for completjon by B90320 Unil 2 unchanged 
COUNSIL,WG , WALKEn,RD TU Electric (formerly Texas Utilities GeneraUng Co) 
88/12/01 Document Control Branch (Document Control Desk) tp 47745 040 
47745040 

8612060166 Deficiency rept ro coaling removal from station svc water sys piping Initially 
reported on 860923 Lisletf incomplete ilorrs will be completed by 881216 Compensa 
tory measures discussed In ER WE- 1 9 will remain In place in Interim 
COUNSIL.WG , WALKER, RD TU Electric (formerly Texas Utilities Generating Co) 
00/12/01 Document Control Branch (Document Control Desk) Ip 47745039 
47745030 

8612060166 Supplemenial Deficiency Rept CP 66 07 re wold failure & coaling degrada 
tlon In stafjon svc water Initially reported on 66041 1 Estimated complelfon date of 
081201 lor corrective actions rescheduled lor 8901 17 

COUNSIL.WQ. WALKEaaO TU Electric (formerly Texas Utilities Generating Co) 
86/12/01 Document Control Brench (Document Control Desk) Ip 47745038 
47745036 

861216O06S Supplemental Deficiency Repi CP 07-07 re Items procured to improper 
code class Initially reported on 860901 Unit 1 corrective actions for Issue have been 
reschedufed (or compfebon by 890531 & that for Unit 2 not changed 
COUNSfL,W G , WOODLAN,0 R TU Electric (formerly Texas Ulikties Generating Co ) 
86/ 12/09 Document Control Branch (Document Control Desk) Ip 47822,348 
47B22.348 

86122 1(K)73 Supplemental Deficiency Rept CP*a7-134 ro Class IE ac electrical 
ays Initially reported on 6801 11 Loading calculations affecting cable sizing & circuit 
breaker sizing completed Documentation i/pdale scheduled for 890125. 

COUNSll.W.G TU Electric (formerly Texas Ulllilies Generating Co.). 85/12/12 Docu- 
ment Control Branch (Oocumeni Control Desk) 1p. 47678293 47078 293 

8812220011 Supplemental Deficiency Repi CP-66-82 re cable tray hanger splice 
welds Initially reportod on 6701 06 Corrective actions for Unit 1 rescheduled for com- 
pletion by 890630.Unit 2 remains as previously scheduled 

COUNSIL,W Q , WOODLAN.D R TU Electric (formerly Texes Utifilias Generating Co.). 
88/12/13. Document Control Branch (Document Control Desk) Ip- 47B03 037- 
47903 037. 

56 12200036 Interim Deficiency Rent CP 86-37 re ASCO solonold valve coil loads (nlliaify 
reported on 081114 Class IE ASCO solenoids received on Purchase Order /f685- 
70362 will be scrapped per Nonconformance Rept 08 15046 
COUNSIL,W.G , WOODLAN.D R TU Electric (formerly Texas Utilities Genoralfng Co ) 
58/12/14 Document Control Branch (Document Control Desk). 2pp 47868 231- 
47668 232. 

8512200044 Final Deficiency Rept CP 68 38 re stoanfi generaior PORV capacity fn anal 
ysis of design basis steam generator tube rupturelnitlaliy reported on dBtlM.Ucens- 
ee will revise design basis analysis 

COUNSIL,W G TU Efeolric (formerly Texas Utilitlos Generating Co). 88/12/14. Docu 
men! Control Branch (Document Control Desk) 2pp 47668 237 47860.236. 

6912200065 Supplemental Deficiency Rept CP-87-132 re unqualified LImItorquo 
actuators fnltially rsporled on 680105 Unit 1 corrective actions rescheduled for com- 
pletion by 690503. Schedule tor Unit 2 remains unchanged 
bOUNSlL,W.G TU Elaclrlc (formerly Texas Utilities Generating Co) 80/12/14. Docu- 
ment Control Branch (Oooument Control Desk) Ip. 47660 360-47660 360 

6512280083 Supplemental Deficiency Rept CP-87-100 ro lack of overpressure proleC' 
tion for three containment penetrations Initially reported on 871 2u1 Administrative 
procedure changes Implemented lor Unit 1 Complellon dale is 890228 
gOUNSIL,WG , WOODLAN.D R. TU Electric (formerly Texas Ulililles Generating Co). 
88/12/14 Document Control Branch (Document Control Desk) 2pp. 47860'295- 
47860;296 

sei2200(>96 Supplemental Deficiency Rapt CP 65 12 re violation of electrical separation 
onterfa fnlllally reported on 8801 1 1 . Eslimaled complellon date for reiouting 8 redesig- 
nation of cables revised to 89021 5 

COUNSIUWG., MARSH ALL, JS. TU Electric (formerly Texas Utilities Generating Co ) 
qB/ 12/15 Document Control Branch (Document Control Desk), Ip. 47865 230 
47830 230 

5612200156 Supplemenidl Deficiency Rept CP-06 016 re difficulties In starting & Qperal- 
frig safety chiJled water chiller uruls Initially reported on 660521 Compfotion dale for 
corrective acllons rescheduled for 890630 

COUNS)L,W Q,. WARSHALL.J S. TU Electric (lormerry Texas Utilities Generating Co) 
00/12/16. Document Control Branch (Document Conirol Desk). Ipp 47901:125- 
47901 125 

5612210129 Supplemental Deficient Rept CP 63 46 re Seismic Category il sys & 
components fnlllally reported on 8/101 e.Complel Ion of Unil 1 corrective actions re- 
scheduled for 890 d 30 Schedule for Unit 2 corrective actions unchanged 
COUNSIL.W.G , MARSHALL./ S, TU Electric (formerly Texas Ulllillea Generating Co) 
88/12/15, Document Conirol Branch (Document Control Desk). Ip 47875:326- 
47876. 32S. 

8812210135 Supplemental Deficiency Rept CP-86-19 re Class IE Inslrument 
lna1allations.fnil)aIly reported on 88 01 29, Unit 1 corrective actfons rescheduled for com 
piellon by 090612. Scnedule for Unit 2 unchanged 

COUNSIUW G., mar shall, J S. TU Electric (formerly Texas Utilities Generating Co) 
66/ 12/15 Document Control Branch (Document Control Desk) Ip 47802 027- 
47662.027 


661 2210 1S7 Supplomontal Deficiency Rept CP-07-101 re Class tC caWo 
arrangement Iniliafly reported on 000111 Corrective action for Unit i rascUadufed 
completion by 690301 & schedule for Unit 2 remains unchangod 
COUNSIL.WG , MARSHALL.JS TU Electric (formerly Texas Utilities Gene^aingCe) 
50/12/15 Document Control Branch (Document Conirol Desk) ip 47690 
47068*100 

0812210163 Supplemenial Deficiency Rept CP-07'23 re conduit unions Inllfatly ropoitod 
on 870727 Unit 1 corrective actions reschodulod for complollon by 090402 Unit 2 cor- 
rective aettona completion schedulo unchanged 

COUNS1L.W G . MARSHALL, J S TU Electric (formerly Texas Ulllillos Genera IJrw Co ) 
68/12/15 Document Control Branch (Document Control Desk) tp 47876230- 
47876 230 

9812200143 Supplemental Deficiency Rept CP-OZ-SS re containment spray pump roctf- 
culallon piping Initially reported on 571200 Replacement of affected corlaimnenC 
spray pump recirculation piping w/ASME Class 2 pipe & Category I supports coainif 

gSuNSIL.WG TD Electric (formerly Texas Utilities Qenorating Co) 88/ 12/ 16 Docu 
ment Control Branch (Document Conirol Desk) 1p 4 7870 334-47870 334 

8612200184 Supplemenial Dofrcloncy Rept CP 84-OQ re curtain fire dampers Initlairy re- 
ported on 840620 Corroctlvo action slated In 870817 Ur continuing Now correctr/o 
Qcifon estimated completion date set for 890630 

CX)UNSIL.WQ TU Electric (formerly Texas Utilities Generating Co j 00/12/13 Dooh 
ment Control Branch {Document Conirol Desk) Ip 47B63 076 47663 076 

0612270174 Supplomontal Deficiency Rapt CP 00-23 re design basis groundwater 
elevation Initially reported on 060204 Unit 1 completion date for mod of waterproofing 
& leak collection sys & installation of piezometers revised to 590417. 

COUNSIUWG, MARSHALL, JS TU Electric (formerly Texas UIIIIIigs Genera ling Co) 
80/12/21 Document Conirol Branch (Document Control Desk) tp 47926174 
47926:174 

0612270175 Interim Deficiency Rept CP-08-30 re RHR valve position indicator ImUa’fy 
r^mtod on 001 122 Issue under evaluation for safety Impact Next rept subnnJIlod by 

COUNSfL,WG., MARSHALL, JS TU Electric (formerly Texas Utflilies GenoratinaCol 
80/12/21. Document Control Branch (Document Control Desk) 2pp. 47927035- 
47927 036 

8612270177 Supplemontaf Deficiency Rept CP-07-19 re ambient temp effects on MSlV 
actuators Initially reported on 000110 Corroolivo actions for Unit 2 esilmatod to be 
completed 6 months prior to fuel load 

COUNSIL,WQ , MARSH ALL, J.S. TU Electric (formorly Texas Ulililias Qonorallng Co) 
08/12/21. Document Conlrof Branch (Documoni Control Desk) Ip, 47926160* 

47926 168. 

5812270164 Supplemental & Interim Deficiency Repts CP-00-34 re RHR HXb supped 
design.! nifidlly reported on 601006 Closure of mod documentation In progress A will 
bo completed by 600224. 

COUNSIL.WG., MARSH ALL, J S TU Electric (formerly Texas Ulllillos Qonoratlno Co) 
88/12/21 Document Control Branch (Document Control Desk) Ip 47926 336- 
47026 336 

8612270224 Supplemental Deficiency Rept CP-85-54 re seismic qualification of fIVAC 
supports, Inllially reported on 860026. Estimated completion date for const rework for 
Unit 1 rescheduled to 690630 

COUNSIL.W.Q,. MARSHALL. J.S TU Electric (formerly Texas UlillllQS Gsnoratim Co ) 
66/12/21. Document Control Branch (Document Control Desk) Ip. 4792/061' 

47927 061, 


U, Congresfllonal/Executtve Correspondence 

6511300078 Forwards NRC quarterly status ropl covering Third Quarter CY8a In m 
sponso to direcllon given In House Ropl 97-560 

ZECH.LW. Commissioners 00/11/10 8EVILL,T Houso of Rep, Appropriations 
12pp 47733.001 47733 012 


DOCKET 50-448 COMANCHE PEAK STEAM ELECTRIC STATlONi UNIT 2 


A. ApplJcatlon/conetructlon stage documents & correspondence 

8911230210 Notification of 081206 meeting w/util fn Rockville, MD to discuss dosfgn of 
essential svc water sya 

WILSON. J.H Ofc of Special Projecls, 88/11/17 QRfMES.C j, Ofe of Special Project® 
2pp 47622.231-47622*232 

8611290048 Generic Ltr 88-20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exarh for severe accident vulnerabilltlea Svc list 
end. 

CRUTCHFIELD, D, Asaocfate Director for Projects (post 870411). 80/11/23. Consoli- 
dated Edison Co. of Now York, Inc. 81 pp 47720.303-47729 024. 

8S1 1300172 Revises Util 801007 comments on draft environ protection plan Roques tfi 
that (tern 2 under Section 2 1 re aquatic issues be dele ted. Seel ion 4 2 1 re groundwat- 
er levels & station water use monitoring be revised to read as stated, 

COUNSIL,WQ. TU Elecirfo (formerly Texas Utilities Generating Co) 00/11/23 Docu- 
ment Conirol Branch (Document Control Desk), Ip 47676,222-47676 237 

8611290541 Updates Status of recommendations per NUREG-l257.Ust of pending rec- 
ommendations assigned to Ofc of Special Prolecta end 

STELLO.V. Ofo of The Executive Director for Operations. 08/11/26 ZECH Commls 
slonera. 4pp 47657, 367-47657-360 

8812020219 Responds to Generic Ur 80-11, ‘'Radiation EmbrfUlomenI of Reaclcr 
Vessel Melts " 

GOUNSIL,WG, TU Electric (formerly Texas Utilities Generating Co.) 80/11/20. Docu 
ment Conirol Branch (Oocumeni Control Desk) Ip, 47707.230-47707 238 
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8S1201Q13fi Notification of 681208 meeting w/utll In Gten Rose.TX to discuss S&W pro 
cedures for checking design calculations 

MALLOY, M Ofc of Special Prolects 88/11/20 GRIMES, Cl Ofc of Special Projects 
4pp 47707 133 47707 136 

B812070117 Notification of 681214 mooting w/ulil & TDLS In Glen no 80 >TX to discuss 
uUI plans for ASME XI VT-2 exams described in 800929 Itr. 

GRIMES.Cl Ofc of Special Projects 88/12/05 PARTLOW,JQ Ofc of Special 
Projects 4pp 47746.0BM7746 080 

6812120060 Marked up notification of canceled 881208 moetlng w/utll In Rockville, MD 
ro S&W procedures for checking design review calculations for plant 
MALLOY, M Ofc of Special Prolects 80/12/06 GRIMES.CI, Ofc of Special Projects, 
4pp 47768 170-47786 173 

6612120267 Concludes that corrective action establishes acceptable program for resolv 
[no technical concerns associated w/ structural design of HVAG syaSuppI 18 to 
NUREG 0797 end W/o onci 

GRIMES, Cl Ofc of Special Projocls 88/12/06 COUNSfL,W.Q. Texas UHllllea Co 
2pp 47787 120 4778? 121 

661216Q232 Fonwards Amends 10 & 9 to CPs CPPR-126 & CPPR-127, 
respQctively,8efety evaluation & PR notice Amends allow transfer In ovi/nership from 
Brazos Electric Power Cooperativo.lnc to Texas Utilities Electric Co 
QRIMES,CI Ofc of Special Projects 88/12/08 GOUNSIL.W.G TU Electric {formerly 
Texas Utilities Generating Co ) opp 47828 265-47826 277, 

-6012160234 Amends 10 & 9 to CPa CPPR-126 & CPPR-1 27, respectively, allowing 
transfer in ownership Interest from Brazos Electric Power Cooperative, Inc to Texas 
Ulililios Electric Co In amount of 3 8% 

Q RIMES, C.l Ofc of Special Projects 60/12/08 2pp 47826 270*47826.271 

-8812160237 Safety evaluation aupporling Amends 0 & 10 to CPa CPPR-126 & CPPR- 
127, respectively 

• Ofc of Special Projects 88/12/08, 4pp 47826 272-47626 276 

-8812160238 Notice of Issuance of Amends fi & 10 to CPs CPPR-126 & CPPR-127,fo 
^ctivoly. 

GRIMES.CI Ofc of Special Projects 80/12/06 2pp 47026 276 47020 277. 

8812130271 Forwards partial response to 661116 request for addi Info re FSAR review. 
COUNSIL.WG , WOODLAN,D H TU Electric (formerly Texas Utilities Qonoratfng Co ). 
88/12/00 Document Control Branch {Document Control Desk) 7pp. 4770>070- 
47797 085 

8812200040 Forwards technical requirements that util intends to Implement to Improve 
Unit 1 SVC water reliability during time Unit 2 Is in const & test phase, per 861206 
mooUng w/ NFIC In Rockov/liG.MO 

COUNSIL.WG, WALKER, RD TU Electric (formerly Texas Utilities Qonoratlng Co) 
88/12/10 Document Control Branch (Document Control Desk) 3pp. 47800.341- 
47860 343. 

8812220010 Responds to NRC 881020 request for addI Info re natural circulation test 
log for facility steam olactiic station Marked up draft rev to FSAR App 5A end, 
OOUNSiL.WQ , WALKER, n D TU Electric (formerly Texas Ulllitios Generating Co) 
88/12/16 Document Control Branch (Document Control Desk) 34pp. 47903 317- 
47903 350. 

8912220071 Informs that response to remaining FSAR sections will be provided by 
0901 06, per 881201 tolcon request for addi Info re FSAR review 
COUNSrL,WQ , WALKER, RD TU Electric (formerly Texas Utilities Generating Co) 
08/12/16 Document Control Branch (Document Control Desk). Ip, 47903,039- 
47903 039. 

8812270170 Forwards response to B01116 request for addi Info re FSAR Sections 6.5 & 
1A(B).9 1 3,9.2. 2, 9.4. 1,9 6 4,10 3 & 10 4 0 Responses to remaining questions will be 
provlood by 600100 

COUNSIL.W G., MARSHALL, J S TU Electric (formerly Texas Utilities Generating Co). 
88/12/21. Document Control Branch (Document Control Desk). 10pp. 47978:073- 
47978.088 

8612270190 Documenia telcon w/NRC re delay of util response to Generic Ltr 88-17 
concerning loss of DHR capability, Rospon so will be delayed until expeditious actions 
& programmed enhancements addressed. 

COUNSIL,W.Q., MARSHALL, J S TU Electric (formerly Texas Utilities Generating Co ). 
80/12/21, Document Control Branch (Document Control Desk) Ip. 47928’335- 
47fi26'335. 


E. NRC Safety Evaluation Report (8ER), euppis & correspondence 

8B121 60177 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2 Docket Nos 60 446 
And 60-44e.(Texa8 Utilities Generating Company) 

NORKIN,D.P, Ofc of Special Projects. NUREQ-0797 S17 60/11/30. 200pp 
47836-346-47838.020. 

8912160178 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC 8TATION,UNITS 1 AND 2 Docket Nos 60-446 
And 50 446 ^ 0 X 88 Utilities Generating Company) 

TERAO.D. Ofc of Special Projecls NUHEQ.0797 S10 89/11/30. 96pp 47838:021- 
47038-120 

8912160101 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2 Docket Nos. 60-446 
And 60-446.(Texa8 Utilities Qonoratlng Company) 

HUB0ARD,Q, MALLOY, M. Ofc of Spoclaf Projects. NUREQ0797 S19. 88/11/30. 
e4pp 47638’ 121 -47836: 188 

6812190000 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2 Docket Nos. 60-445 
And 50-446.rrexa8 Utilities Generating Company) 

MCKEE, p., BROWN.C Ofc of Special Projects. NUREQ.0797 S20 88/11/30. 360pp. 
47840198-47841.058. 


0612120017 Forwards SSER 20 (NUREG-0797) ra Implementation of Comanche Peak 
Response Team program plan & issue-specific action plans Util assessment of root 
causes for design doficiendos acceptable W/o end 

GRIMES.CI Ofc of Special Projects 86/12/06 COUNSIL.WG TU Electric (formerly 
Texas Utilities Generating Co) 2pp 47789 1 Si -47789.1 52 

8812190161 Fonvards SSER 19 (NUflEQ-0707),prasonlIn9 safety evaluation on matters 
re corrective action program associated w/equipment qualification NRC should be ad 
vised as to when util anticipate reaching 90% completion point W/o end 
GRIMES.CI Ofc of Special Projects. 88/12/09 COUNSIL.WQ TU Electric (formerly 
Texas Ulltlties Generating Co.). 3pp 47651 263 47051 265, 


F. Securlly, medical, emergency & fire protection plana 


6612020034 Fonvards Rev 6 to physical security plan & Rev 5 to plant training & qualifi- 
cation plan Ends withheld (ref 10CFR73 21 & 2 790(2)(4)) 

COUNslL.W Q TU Electric (formerly Texas Utilities Generating Co ) 88/11/28 Docu- 
ment Control Branch (Document Control Desk) 2pp 47721 005 47721,006. 

8812210015 Forwards final SALP Repls 50 445/87-40 & 50-446/87-31 for Sept 1907 • 
Aug 1966, summary of & vlewgraphs from 681027 mooting & util 661128 response to 
SALP repl Util Hr responsive to NRC concerns & recommendations 
PARTLOW.JG Ofc of Special Projects 86/12/09 COUNSIL.WG TU Electric (for- 
merly Texas Utilities Generating Co ) 4pp. 47676 051 -47676, 126 

-6012210024 FInol SALP Repts 50 445/87-40 & 50-440/67-31 for Sept 1967 Aug 
1960 

• Ofc of Special Projocls 88/12/09. 69pp 47076 055 47676 126 


Q. Adjudicatory correspondence 

8612140097 Responds to B81007 correspondence from NUMARC to NRC re beliefs & 
interpretation of plant settlement NUMARC attempts to inlluence Commission 
Inappropriate, Served on 6B1201. 

MARIOTTE.M Nuclear Information & Resource Service ^466 7599. 88/11/11. 
ZECH.LW Commissioners 3pp. 47770 230 47770 232 

8612270157 Motion for ffmftod inforventfon * Requests (save to proceed as fntorvenor 
ilmitod to 670102 settlement agreement W/ Certificate of Svc 
KOHN.S.M. Kohn & Associates #460 7712 66/12/15. Atomic Safety and Licensing 
Board Panel 4pp 47072 083 47872 006 

6812270149 Citizens for Fair Util Regulation second suppi to 660611 request for hearing 
& petition for leave to Intervene.^ Request should be granted on basis of now info 
recently mado avallable.W/supportino documentation & Certificate of Svc 
GRIFFIN, R L Citizens for Fair Utility Regulation. QRIFFIN,R L Griffin, R L #480 7711 
88/12/16 Commissioners. 32pp. 47672 087-47872 118. 

BS1 2280164 Memorandum & Order CLI 68-12.* Denies Citizens for Fair Util Regulation 
petition to intervene due to failure to justify lateness of petition 
HOYLE, J.C Office of tho Secretary of the Commission. #400 7732, 00/12/21. Citi- 
zens for Fair Utility Regulation lipp 47884-316 47604:326. 


H. General correspondence 

8812020227 Urges Commission to act on Ciiizans for Fair Util Regulation petition & 
deny petition w/o further delay, Served on 0B1O17. 

LEb,B Nuclear Management & Resources Council (^NUMARC) (formerly Nuclear Utility 
Manago. #488 7267, 88/10/07. ZECH.LW, Commlaslonera. 3pp 47679 349- 
47679.351. 


Q, Inepeotton reports, IE Bulletins & correspondence 

6811300368 Ack receipt of 631021 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-446/66-50 & 60 446/60-54. 

WARNICK,R.F. Ofc of Special Projects. 08/11/14. COUNSIL.W.G TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp 47676.264-47676.287 

8811300294 Ack receipt of 801027 Itr Informing NRC of steps taken to correct violations 
noted in Insp Roots 60-445/60-54 & 60 446/eB 60 

WARNICK,R.F, Ofc of Special Projects. 88/11/16 COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.V 4pp 47671. 306-47671. 309 

8611230216 Forwards Insp Repts 50-445/88-68 & 50*446/88-64 on 881005*1 101. No 
violations or deviations noted. 

WARNICK.R.F, Ofo of Special Projects. 80/11/17 COUNSIL.W.G TU Electric (for- 
merly Texas Utilities Generating Co.). 6pp 47622,218*47622:230. 

-8011230219 Insp Repts 50-445/06 66 & 60-440/88-64 on 091006-1101 No violations 
noted.MaJor areas Inspected action on 10 CfR 60.65(8) deficiencies, followup on NRC 
bulletins, plant tours & comparison of as built plant to FSAR description. 

BITTER.S.D,, BURRIS,8P, WIEBE.J.S. Ofc of Special Projects 08/11/17 app 
47622:223-47622.230. 

8811160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges '* Svc list end. 

CUNNINQHAM.R.E. DMslon of Industrial & Medical Nuclear Safety (Post 870729) 
89/11/22. Consolidated Edison Co. of New York, Inc 99pp 47700 265*47700:257. 

8811160467 NRC Info Notice 88 091, "Improper Administration & Control of Paychologl- 
cal Teats.*' Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 80/11/22. 
Consolidated Edison Co, of New York, Inc. lOIpp. 477OB‘O42-477O0 142. 

6811290042 Responds to NRC 001003 Ilf re violations noted In Insp Repls 60-445/08- 
66 & 60-440/80 62 Corrective actions Rev 6 to TNE-CS-CA-CA la prepared to incor- 
porate more conservative spacing criteria for hilti super Kw)k bolts installation 
COUNSIL,W.G. TU Electric (formeriy Texas Utilities Generallng Co ) 89/1 1 /22 Docu- 
ment Control Branch (Document Control Desk) 6pp 47668 076 47668 079. 
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8B1 2020 221 Informs lhat ulil concurs w/NRC assessment of curronl fovaf of perform 
ance at pfant,per SALP ropt for Sept 1007 Atig 1908 

COUNSIUWG TU flecinc (formerly Texas UliHilios Generating Co) 66/11/28 Docu 
menl Conlrol Branch (Document Control Desk) 2pp 47719 006 47/19 007 

8812050022 Ack receipt o1 830301 & 1020 llrs tnformmq NRC of steps taken to correct 
violations noted in Insp Repis SO 445/‘a5 1 8 & 50 446/05 09 
WARNICK,RF Ofc of Special Projects 80/11/28 COUNSIL.WG TU Electric (for* 
merly Texas Utifiltos Generating Co) 5pp 47740 056 47740 060 

0312050211 Advises that completion dale (or corroding CAR 063 discrepancies in vio- 
lation noted In fnsp Repis 50-445/85 18 & 60 446/65 15 rescheduled for 881 130 
COUNSIUW G TU Electric (formerly Texas Ultijties Generating Co ) 60/1 1/30 Docu- 
monl Control Draach (Document Control Desk) Ip 47733 153 47733 153 

8812050220 Revised response to Enforcement Action 86-09, App A, Item I C 1 based on 
util inability to clearly recreate Corrective Action Roouest CAR-50 during 
rem so Corrective actions olectricaf OC porsonnol retrained re Ql CP-1 1 3-26 
COUNSIUW G TU Efecirtc (.formerly Toxas Ulililies Generating Co ) 00/11/30 Docu 
rnent Coniro! Rranch (Documeni Control Desk) 4pp 47740 093 47740096 

6812060012 Advises that anticipated dale for full compliance of violahon noted in Insp 
Repts 50-445/66-07 & 50 446/B6 05 revised to 600125 

COUNSIL.W G TU Electric (formerly Texas Utifillos Gonoraling Co) 88/1 1/30 Docu- 
ment Conlrol Branch (Document Conlrof Desk) Ip 47743 067-47743 067 

6612060032 Informs that commitments ro safety related sys & pumps made In responso 
to NRC Bulletin 80 004 will be compfeled by 890213 

(jOUNSIUW,G TU Electric (formerly Texas UtiliUos Generating Co ) 80/11/30 Docu 
menl Control Branch (Document Control Desk) 2pp 47734 236 47734 237 

8812060278 Ack receipt of 871015^880301 & 1020 Itrs informing NRC of stops taken to 
correct violations in fnsp Repts 50 445/88 1 5 & 50 448/86-12 
WARNICK.RF. Ofc of Special Projects 80/11/30 COUN3IUWG TU Electric (for- 
merly Texas Ulilitios Ganerating Co j 4pp 47743 043 47743 046 

8811290030 NRC fnfo Notice 68 093, "Teletheropy Events " Sve list ancf 
CUNNING HAM, R E Division of Industrial & Medical Nuclear Safety (Posi 070729). 
83/12/02 Consolidated Edison Co of New York. Inc 112pp 4701 V103-47811 216 

8611290538 NRC fnfo Notice 63 094, "Potontially Undersized Valve Actuators “ Sve fist 
onci 

ROSSI.CE Division of OporatJonal Events Assessment (Post 3704)1) DB/12/02 
Consolidated Edison Co of New York, (no 121pp 47708 143 47708 254 

68 12090257 Ack receipt of 080919 Itr Informing NBC of steps taken to corrocl violations 
In Insp Repts 60 445/08-51 & 50.446/88-47 
WARNICK.RF Ofc of Special Prolocls 86/12/05 COUNSll.W.G TU Electric (for- 
merly Texas Ulllities Gonoraling Co 4pp 47761-282 47761 265 

S81212Q013 Responds to NRC 881017 Itr ro violations noted in Insp Repts 50 445/88 

64 & 60-446/86 60 Nonconformanco roots initialed for welds identified Disposilion of 
nonconformance repts Indicates that wolds are suitable for use as is 
caUNS!i.,WG TU Electric (formerly Texas Ulllities Generali no Co) 80/12/05 Docu 
menl Control Branch (Documeni Conlrol Desk) 3pp 47769 14u 47769 160 

0812120996 Forwards fnsp Repts 50-445/88-61 & 50 446/80 57 on 680624-1014 No 
wolations or doviatior^s noted 

GRIMES, C I Ofc of Special RrolGCls, 68/12/05 COUNSIL.W G TU Electric (formerly 
Texas UlililiBs Generating Co ) 4pp 47786 174 47788 166 

-8812 120099 Insp Repis 50 445/63 61 & 50 446/8B 57 on 660624-1014 No violations 
or deviations noted Major areas Inspected previously Identified ASME Codo Insp find 
ings 5 allegations ro OA/QC program & Irnplomontatlon 

WTlLIAMS.CC, grimes, C i Ofc of Special Projects 83/12/16. 9pp 47786178- 
47738 186 

8612020287 NRC Info Notice 33 095, 'Inadequate Procurement Requirements Imposed 
by Licensees on Vendors " Sve fist end 

ROSSI, C.E Divisiorv of Operational Events Assessment (Post 070411) 60/12/08 
Consolidated Edison Co of Now York, lao 112pp 47807 191-47807‘302 

8812210016 Forwards final SALP Repts 50-445/87-40 & 50 446/87*31 for Sopl 1907 - 
Aug 1933, summary of & viewgraphs from 861027 meoling & util 081128 response to 
SALP repl Util Itr responsive to NRC concerns & recommendations. 

PARTLOW.JG Ofc of Special Projects 88/12/09, COUNSIL.W 0. TU Electric (tor- 
moriy Texas Utildies Generating Co) 4pp 47876 051 47876:126 

«88 122 10024 Final SALP Repts 50-445/87-40 & 60 446/87-31 for Sept 1007 - Aug 
1088 

* Ofc Of Special Projects 88/12/09. 69pp. 47676055 47876 126 

8812210078 Responds to NBC 881018 Hr ro violations noted in Insp Repts 60 445/68- 

65 & 50-446/00-61 Corrective actions work orders Issued to properly secure ASCO 
solenoid operated valve, rework air supply tubing & replace capscrew In luncUon box 
COUNSIL.W G TU Electee (formerly Texas Utilities Generating (^) 80/12/12 Docu- 
ment Control Branch (Document Conlrol Desk) 3pp 47877 043 47877'045 

6812210081 Responds to NRC 831110 ftr re violations noted fn Insp Repts 50-445/88 
70 & 50-446/80-66 Cor/octrve actions. Nonconformance Repl 68-16170 issued to re- 
solve hasp metal damago on loaded embedded plates 

COUNSIL,W.G TU Etoctric (formeily Texas Utilities Generating Co) 88/12/12 Docu- 
ment Conlrol Branch (Document Control Desk) 3pp 47631 154 47631*156 

8812200003 Forwards Insp Repts 50 445/86-76 & 60-446/86-72 on 801102' 1206 No 
violations or devialions noted 

WAflNICK.RF Ofc of Special Prolecta 08/12/14 COUNSIL,WQ TU Electric (for- 
moily Texas Utilities Generating Co ) 4pp 47371.024 47871,037 

-8812200005 Insp Repts 50 445/88 76 & 50 446/88-72 on 861 102-1 206, Nd violations 
or deviations noted Major areas Insp^ected closure of open items from previous NRC 
Insp ropts,review & closure of 10€FR50,55(o) deficiencies & general plant tours 
RUNYAN,MF. LIVERMORE.H H Ofc of Special Profecls 68/12/14 lOpp 
47871.028-47871:037 

6812200007 Forwards Insp Repts 50-445/68-79 & 50 446/88-75 on B81102- 1206 No 
violations or deviations noted 

WARNICK.RF. Ofc of Special Projects 86/12/14 COUNSIL.W Q TU Electric (for- 
merly Texas VJ till lies Generating O ) 4pp. 4787) 079 47871 093, 


-0812200011 Insp Ropis 50 445/08-79 & 50 446/88-75 on 801 102-1206 No vlorathXis 
or deviations noted Major areas inspected applicant actions on previous fnisp 
findings, preoporallonal retesting program & followup on Part 21 notices 
BITTFR.sn. BURRIS.SP, WfEB^J S Ofc of Special Prcjocts 86/12/14 lipp 
47871 003 47071 093 

8812270140 Citizens tor Fair Ulii Roniilation second suppi to 88081 1 request for heorlrtg 
& petition for foavo to Intervene ^ Roquost should bo oranted on haaia of now irxfo 
recently made available W/supportlng documentation & Cerllficate of Sve 
GRIFFfN.RL Citizens for Fair Utility flogulnlion #488 7711 88/12/16 Commlssiim- 
ora 32pp 47872 087-47072118 


5 Reportable occurrences. LERe & related correspondence 

B0 11230007 Supptemonlal Doficfoncy Ropt CP-87-47 re consumable malls replace mCnl 
program Initially reported on 880209, tmplomeniation ot Procedure NEO 6 05 complet- 
ed for Unit 1 Further impfomontatfon will be completed by 890414 
COUNSIUW G . WOODUN.DR TU Electric (formerly Texas Ulllilies Gonof0linQ COl 
08/11/15 Oocumanl Control Branch (Docunnont Control Desk) Ip 47652 071- 
47652 071 

8B 11230044 Supplemonlal Oofrciency Rept CP-80 22 re sve water discimrgo pipe jtv 4- 
sllo prolecliort fnlllally reported on 880205 AddI missile protection will rot bo roqu rod 
& deficiency not reportable under provisions of 10CFR50 55(o) 

COUNSIUW Q , WOODLAN.O.R TU Electric (formerly Texas Utilities Gonorotinn Co ) 
88/11/15 Document Control Branch (Document Control Desk) Ip 47852 068- 
47652 060 

6812050205 Suppf omenta! Deficiency Ropt CP-6B-21 re JC White instrumonl tubing 
clamps fniliallv reported on 880129 EBlimated completion date for Implemcnlatlon ol 
Unit 1 revised to 890628 Unit 2 completion date has not changed 
COUNSIUW G TU Electric (formerly Texas Utilities Generating Co ) 06/11/33 Docu- 
ment Control Branch (Document Control Desk) Ip 47733 205 47733-295 

0812050216 Supplemental DofiCfoncy Rept CP-08-20 re foodwaler design mod no I In 
corporated in to FSAR Chapter 15 Initially reported on B00422 Corrocllvo action Imp’o- 
monlatlon schedule will be revised Completion antioipalod by 800303 
COUNStL.WG TU Electric (formerly Texas Utilities Generating Co) 00/11 /30 Docm- 
menl Conlrol Branch (Document Conlrol Desk) Ip 47733 154 47733 164 

6812050329 Supplomantol Deficiency Rept CP 87 064 re design basis tornado analysia 
for safety related equipment Initially reporlod on 0801 20, Estimated dale (or compfecton 
of equipment ovatuallon revised to 890130 

COUNSIL.W, 6 TU Electric (formerly Texas Ulllilies Generating Co J 86/1 1/30 Docu- 
ment Conlrol Branch (Document Conlrol Desk) 1p 47740 101 -47740*10 1 

6812060007 Supplamonlal Deficiency Rept CP-67-115 re modDlIng error for seismic 
analysis of sve water Intake slrucluro Corrective action Irnplomontatlon fichodulo up- 
dated 6 siQtcmer)! In util Itr ro effects of revised floor response spectrum rovlsed 
COUNSIUW Q TU Electric (formerly Texas Utilities Generolfr^g Co ) 80/11/30 Docu- 
ment Conlrol Branch (Document Conlrol Desk) 1p 47743 047-47743 047. 

€812060036 Supplemental Daficioncy Ropt CP-85-50 re use of Improper wolcfinn fnoc 
ess in mfg of cable tray tee fittings Initially reported on 870930 Compio lion dslo of 
081130 for completion of acfivilies rescheduled to 800301 

COUNSIL.W G TU Electric (formerly Texas Ulilltlos Goneraling Co), 88/11/30 Docu- 
ment Conlrof Branch (Document Control Desk) Ip 47744 359 47744 359 

B012O66162 Supplemenlai Deficiency Rept CP-86-19 ro quafiNcation of instrument enWo 
Insulation Inside containment Initially reported on 680129 Engineering oveluallen con- 
llnulno Corrective actions will bo compfotod by 000428 

COUNSIL, WO, WALKER, RD. TU Efectric (formerly Texas Utilities Qonoratinn Co J 
88/12/01 Document Control Branch (Document Conlrol Desk), Ip 47745041- 
47745 041. 

6012060158 Supplomontat Deficiency Ropt CP-88 18 ro post-accident monitoring chan- 
nels for RCSmitially reported on 080125 Installation of third monitoring channoP Pov 
BC$ pressure rescheduled for completion by 890320.Unit 2 unchanged 
COUNSIUW G , WALKER, R D TU Electric (formerly Texas Ullkllos Goneraling Co ) 
68/12/01 Documeni Control Branch (Document Control Desk) 1p 4774 5 040- 
47745 040. 

8812060166 Deficiency repl re coating removal from elation sve water sys piping I nltiaPf/ 
reported on 8P0923 listed incomplete items will be completed by 881 216 Compensa- 
tory maaauroa discusbed In ER-ME-19 will remain In place In Interim. 

COUNSIUW G, WALKER.RD TU Electric (formerly Texas Utilities Gonoraling Co) 
88/12/01 Document Conlrol Branch (Document Control Desk) ip 47745030- 
47745 039 

€012060168 Supplemental Ooficiency Ropt CP-8e-07 ra weld failure & coaling degrada* 
Don in station sve water Initially reported on 060411 Esllmatod completion dale of 
6B120) tor corrective actions rescheduled id r 6901 17. 

COUNSiUWQ. WALKER, Rp TU Bocirfc (formerly Texas Ulllilies Genera ling Co] 
06/12/01 Document Conlrol Branch (Document Control Desk) ip 47745038- 
47745 038. 

6612150055 Supplemental Deficiency Rept CP'87-07 re (toms procured to fmpropor 
code class Initially reported on 880901. Unit 1 corrective actions for Issue have boon 
rescheduled for completion by 600531 & that for Unit 2 not changed 
COUNSIUW Q„ WOODLAN.D.R TU Electric (formerly Texas UliHlIes Genoralmg Co) 
88/12/09 Document Conlrol Branch (Documeni Control Desk) lp 47022 348- 
47822:348 

8812210073 Supplemental Deficiency Ropt CP-87-134 re Class IE oc oloclncal 
sysfnitially reported on 0801 11. Loading calculations affecting cable sizing & ctrcuil 
breaker sizing completed Documentation update scheduled for 690125 
COUNSIL, W Q, TU Electric (formerly Texas Utilities Generating Co ) 88/12/12 Docu- 
ment Conlrof Branch (Document Conlrol Desk) Ip 47870.203-47878.293 

6612220011 Supplemental Deficioncy Repl CP 86-82 ro cable Iray hangor splico 
welds Initially reported on 870106 Corrective actions for Unil 1 rescheduled for coin 
plallon by 890630 Unil 2 remains as previously scheduled 

COUNSIL.W Q , WOOOLAN.D R TU Electric (formerly Texas Utilities Generating Co ) 
88/12/13 Document Conlrol Branch (Document Control Desk) Ip 47&03 037* 
47903 037. 
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8012200044 Final Oo((clency RepI CP-80-3B ra stoom gonoralor PORV capacity in anal 
ysSs of design basis steam generator tube rupture Initially reported on 081114 LIcens 
ee mil raylse design basis analysis 

COUNSIL.WG TU Electric (formerly Texas Utilities Goneratmg Co) 88/12/14 Docu 
mont Conlrol Branch (Document Control Desk) 2pp 47868 237-47868 238 

881221)0065 Supplemental Doficlency Repl GP-07-132 re unqualified LImitorquo 
aotjators Initially reported on 880105 Unit 1 corrective actions rescheduled (or com- 
pletion by 890503 Schedule for Unit 2 remains unchanged 
COUMSIL.WG TU Electric (formerly Toxas Utilities Generating Co] 08/12/14 Docu 
meat (Control Branch (Document Control Desk) Ip 47860 360 47060 360 

881 22 000 83 Supplemental Deficiency Ropt CP-07- 100 re lack of overpressuro protoc- 
Uon lor three containment penolrations Initially reported on 871201 Administrative 
procedure changes implemented (or Unit 1 Completion date is 890228 
COUNS!l,W.G, WOODLAND R. TU Electric (formerly Texas Utilities Gonerallng Ce) 
88/12/14 Document Control Drench (Document Control Desk) 2pp 47860 205- 
47660296 

6812200156 Supplemental Deficiency Root CP-86 010 ro difficulties In starting & oporat 
Ing safety chilled water chiller units Inllielly reported on 880521 Completion date for 
oorroctrve eclions rescheduled for 090630 

CX)UNSIUWG , MARSH ALL. J S, TU Electric (formerly Toxas Ulilitlos Generating Co) 
68/12/15 Document Conlrol Branch (Documenl Control Desk) Ipp 47901 '125 
47901.125 

8812210139 Supplemental Deficiency Rept CP-88 45 ro Seismic Category II sya 8 
components InillQlly reported on 871016 Completion of Unit 1 corrective actions ro- 
scheduled for 890630 Schedule lor Unit 2 corrective actions unchanged 
COUNSIL.WG , MARSHALL.J.S. TU Electric (formerly Texas Ulilitios Gonoratmn Co,), 
88/12/15 Document Conlrol Branch (Document Control Desk). Ip 47876 325 

47875 325 

68 122 101 35 Supplemental Deficiency Repl CP-86-19 ro Class 1G Instrument 
Inslaltations Initially reported on 880120 Unit 1 corrective actions rescheduled for com 
pletion by 80061 2. Schedule for Unit 2 unchanged 

OOLINSIUW Q . MARSHALL, J S TU Electric (formerly Texes UliHHos Generating Co) 
68/12/16 Document Conlrol Branch (Oocumor^t Control Desk) Ip 47802 027- 
47002 027 

6512210157 Supplomonlel Doficlency Ropt CPB7-101 re Class IE cable 
arrangement Initially roporlod on 00O111,Corrocllvo action for Unil 1 rescheduled for 
completion by 890301 & scUedulo for Unit 2 remains unchanged 
COUNS1L.W G , MARSHALL, J S. TU Electric (formerly Texas Utilities Generating Co). 
80/12/ 15, Document Control Branch (Document Control Desk). 1p 47808. lOO 
47880 100. 

6812210103 Suppfementel Deficiency Repl CP-87-23 ro conduit unions Initially reported 
on 870727 Unit 1 correctlvo actions roschoduled lor complotlon by 890402 Unit 2 cor- 
roclivQ actions completion schodule unchanged 

COUNSIt.W.Q , MARSHALL .J S. TU Electric (formerly Texas Utilities Qeneralino Co ). 
08/12/16 Document Conlrol Branch (Document Control Desk). 1p 47876 230- 

47876 230 

8512200143 Supplomontal Deficiency Ropt CP-07-55 re containment spray pump recir- 
culation piping Initially reported on 871808 Replacement of affected conlainmonl 
spray pump recirculation piping w/ASME Class 2 pipe & Category I supports conlinu 
ing 

COUNS!L,WG TU Electric (formerly Toxas Utilities Genoratlng Co) 80/12/16. Docu- 
ment Control Branch (Document Conlrol Desk) 1p. 47870.334-47870.334 

6812200164 Supplemental Deficiency Rept CP 84 08 ro curtain lire dampers Inillally re- 
ported on B40B20 Corroclive action stated In 870817 Itr continuing New correctlvo 
aolion estimated completion date set for 890630 

COUNSIL.WG TU Electric (formerly Texas Utillllos Generating Co,) 08 / 12 / 16 , Docu 
meni Control Branch (Document Control Desk) 1 p 47863.076-47863 076 

8812270174 Supplemental Deficiency Rapt CP-88 23 re design basis groundwater 
elevation Initially reported on 680204 Unit 1 complotlon date lor mod of waterproofing 
& leak coffoctlon eye & fnsladation of pfe?omo(er8 revised to 6904f7 
COUNS1L,W.G., MARSH ALL. J S TU Electric (formerly Toxas Utilities Generating Co). 
08/12/21. Document Control Branch (Documont Control Desk) Ip 47026:174- 
47026;174 

6012270175 Interim Dellcloncy Rept CP-Q8-39 ro RHR valve position indicator Initially 
raportod on 881 1 22.IS3uo under evaluation for safety Impact Next ropt submitted by 
890210. 

COUNS1L,W.Qv MARSHALL, J.S TU Electric (formerly Texas Utilillos Gonerallng Co], 
00/12/21 Documenl Conlrol Branch (Document Control Desk) 2pp 47027035- 
47627:036 

8512270177 Supplemental Doficlency Rept CP-07-19 ro ambient temp effects on MSlV 
acluatora, Initially reported on 880118 Correctlvo actions lor Unit 2 ostimatod to be 
completed 6 months prior to fuel load 

COUNSIL.W.Q . MARSHALUJ.S TU Electric (formerly Texas Utilities Generating Co) 
68/42/21 Documont Conlrol Branch (Documont Control Desk) Ip, 47026:160- 
47920'160. 

5812270184 Supplemental & Interim Doficlency Ropts CP.80-34 re RHR HXs support 
design Initially reported on B01OO6.Clo8ufe of mod documentation In progress & will 
be completed by 890224, 

COUNSIUW Q , MARSHALUJ.S TU Eloctric (formerly Toxas Utilities Generating Co.) 
55/12/21 Document Conlrol Branch (Document Control Desk). Ip 47926-336- 
47926:336 

8012270224 Supplemental Deficiency Repl CP-05-54 re aeismlc qualitlcation of HVAC 
aupports,lnltialily reported on 86092B Eotimatod completion date for const rework for 
Unit 1 rescheduled to 890630, 

COUNSIUW.G., MARSHALUJ.S TU Electric (formerly Texes Utilities Gonerallng Co). 
88/12/21 Document Control Branch (Documont Control Desk) Ip 47927.061* 
47927-061. 


U. Congresslonal/Executlve Correspondenco 

8611300078 Fonvards NRC quarterly status rept covering Third Quarter CY06 In re- 
sponse lo direction given In House Rept 97-850, 

^CH.LW Commissioners 88/11/10 BEVILLJ House of Rep, Appropriations 
12pp 47733-001 •47733'01 2. 


DOCKET STN-SO-454 BYRON STATION, UNIT t 


P Security^ medical, emergency 5 fire protection plane 

0B122OOO91 Forwards Amend 11 to "Byron /Braid wood Stations Fire Prelection Root " 
HUNSADER.S C. Commonwealth Edison Co 88/12/14 MURLEY.TE Otfice of Nu- 
clear Reactor Regufalton, Director (Post 87041 1) 2pp 4787! 356 47672074 

.-5812200097 Amend 11 to "Byron & Braidwood Stations Fire Protection Repl *’ 

* Commonwealth Edison Co 80/12/31 77pp 47871 358-47872 074 

5812270161 Advises that 881018 Rov 2a 8 3b to Braidwood Annex & Byron Annex 
generating station emergency plans.rospoctivoly, consistent w/tOCFR50 54(q) & 
acceptable Each rev Includes table of station-specific emergency action levole 
GREGER.LR Region 3, Ofc of the Director. 08/12/15 rEEO.C Commonwealth 
Edison Co 2pp 47924 240-47925039 

-DS1 22701 63 Fofvrards revised generic emergency action levels (EALs) for plants, in ro 
sponse lo NRC concerns Commilment to implement EAL changes for Braidwood by 
050930 revised to Indicate that EALs will bo Implemented within 30 days of NRC ap 
orcve), 

JOHNSON, I M Commonwealth Edison Co 86/09/28 DAVIS, A B Region 3, Ofc of 
the Director 160pp 47924 250 47925 030 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8812160196 Forwards updated FSAR for Byron Station Units 1 & 2 & Braidwood Station 
Units 1 & 2 

HUNSADER.S C. Commonweallh Edison Co 88/12/14 MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1) 2pp. 47980 001 46012.1 14 

-0612190216 Updated FSAR for Byron Units 1 & 2 & Braidwood Units 1 & 2. Rev 0 to 
change log one). 

• Commonwealth Edison Co 08/12/14 12,869pp 47900 003-47069 134 

-8612100236 Choptor 1, "Introduction & General Description of Plant/' to Byron Units 1 
8 2 8 Braidwood Units 1 8 2 updated FSAR 

• Commonwealth Edison Co 68/12/14 221 pp 47982 050-47962 270 

-8B1 2 190250 Chapter 3, "Design of Structures, Compononts, Equipment & Sys," to 
Byron Units 18 2 8 Braidwood Units 1 8 2 updated FSAR. 

• Commonwealth Edison Co 80/12/14 I.OOOpp 47002.271.479a3‘314. 

-6312 190254 Choptor 2, "Site Characteristics," lo Byron Units 1 8 2 updated FSAR 

• Commonweallh Edison Co. 80/12/14 1,400pp 47003 315 47987-086 

-0612190259 "Results of Grouting Plant Foundation.Catogory I Slruduros " 

• Dames 8 Moore 08/12/14 06pp. 47987 OB7-470B7-182, 

-8012190326 "Results of Grouting Essential Sve Water Cooling Towers Foundation" 

• Dames 8 Mooro 88/12/14 45pp 47907.1 03-47087'234, 

-8S1 21 90327 "Fault Specific Goolochnlcat Invosligatlon." 

• Commonwealth Edison Co. 00/12/14 124pp 47067'235 47007 357 

-6312190329 "Detailed Mapping of Excavations " 

• Dames 8 Moore. 00/12/14. 131pp 47007,368-47968 125 

-3612160330 "Blast Monitoring Program." 

• Dames 8 Mooro 80/12/14. 134pp 47906*126-47088 261 

-8612190331 "Written Communications Ref in Section 2 5" 

• Commonwealth Edison Co, 08/12/14 lOpp 470BB 262-47988 271. 

-0312190332 "ConstSurvoillonce 8 Pipeline Corridor " 

• Dames 8 Mooro 88/12/14. 126pp 47988 272-47989 035 

-3312190335 "Addendum Rept Fill Placoment Surveillance Byron Nuclear Genoratlng 
Station Units 1 8 2 Commonwealth Edison Co " 

• Dames 8 Moore. 5643-061 07. 78/05/03 16pp 47989.036-47080.051 

-6312190337 "Rept Geological Invosligatlon of Solution Features Byron Station Units 1 
8 2 Commonwealth Edison Co." 

‘Dames 8 Mooro 5643-120-07 80/12/14 82pp 479 09' 062-4 7 969. 134 

-8812190338 "R^t Geotechnical Sves Seismic Crossholo Survey & Dynamic Soil Prop- 
orllss at River Scroenhouso Byron Station Units 1 8 2 Commonwealth Edison Co " 

• Dames 8 Moore. 88/12/14 22pp. 47089.135-47989 166. 

-8812190344 Chapter 2, "Site Characteristics/' to Braidwood Units 1 & 2 updated 
FSAR. 

• Commonweallh Edison Co 88/12/14. 1,BOOpp. 47089.167-47993:090 

-3812190345 "Observations Made By State of IL Geological Survey Staff During Visit to 
Braidwood SUa on 76031 1 " 

• Illinois, Stato ol 77/03/08. 3pp 47993*091-47693 093. 

-0812190347 "Geologic Reconnaissance of Clinton 8 Braidwood Reactor Excavations " 
SKROVE,JW. Division of Site Safety 8 Environmental Analysis. 76/04/27. 3pp 
47003*094-47993 096 

-8812 190349 "Onsite Water Well Borehole Log," 

TREWORQY,JD Illinois, Stale of 77/04/11. 3pp 47993 09 7-4799 3 *09 9. 

-8812190351 "Written Communications Ref In Section 2 6" 

‘ Commonweallh Edison Co 88/12/14. 10pp. 47993 100 47993.109 

-8812190352 "Subcompartment Pressurization Studies Outside Containment," 

• Commonweallh Edison Co 88/12/14. 30pp 47993*110-47093 141. 

-8812190353 "Selection of Pipe Mall Properties for Use In Pipe Whip Analysis " 

• Commonwealth Edison Co 80/12/14. 3pp 47993.142-47003 144 
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-S012 190356 "Wain Staamline Break in Mam Steam Tunnel" 

* Commonweallh Edison Co MAD>7577 76/07/31 3lpp 47093 145^17993 175 

-5612190357 "Flooding " 

* Commonwealth Edison Co 88/12/14 3pp 47093 176 47993 314 

-8812190360 "Issues re Reevalualion of Byron/Braidwood Soismic Design" 

* Commonweatth Edison Co 86/12/14 4S0pp 47993 315 47996 091 

-8812190366 Chapter 4, "Read or," to Byron Units 1 & 2 & Braidwood Units 1 a 2 up 
dated FSA.R 

* CommonweaSlh Edison Co 88/12/14 300pp 47996 092-47996 356 

-8812190367 Chapter 5, "flCS & Connected Sys," to Byron Units 1 a 2 & Brairfwood 
Units 1 a 2 updated FSAfl 

* Comm onwaa I Ih Edison Co 68/12/14 400pp 47096 357 47997 265 

-8812190369 Chapter 6. "ESF," to Byron Units 1 A 2 & Braidwood Units I & 2 updated 
FSAR 

' Commonweallh Edison Co 68/12/14 DOOpp 47997266 47999 068 

-8812190372 Chapter 7, "Inslrumenlatlon a Conlrols/" to Byron Units 1 & 2 A Braid 
wood Units 1 a 2 updated FSAR 

* Commonwealth Edison Co 88/12/14 45Qpp 47999 191-48000 309 

-8812190373 Chapter 8, "Electric Power," to Byron Units 1 & 2 A Braidwood Units 1 A 
Z updated FSAR 

* Commonwealth Edison Co 88/12/14 275pp 40000 310 48001 098 

-8812190380 Chapter 9. "Auxiliary Sys/' to Byron Units 1 A 2 A Braidwood Units 1 A 2 
updated FSAR 

* Commanwe filth Edison Co 88/12/14 l.aoopp 46001 099 46004 33B 

-8812190362 Chapter 10, "Steam & Power Conversion Sys/' to Byron Units 1 A 2 A 
Braidwood UnJta 1 A 2 updated FSAR 

* Commonweallh Edison Co. 08/12/14 400pp 48004 339 48005 J 92 

-8812190383 Chapter 11. "Radwasto Mgt," to Byron Unit 1 A 2 A Braidwood Unil 1 A 2 
updated FSAR 

* Commonweallh Edison Co 68/12/14 600pp 48005.193 46006 329 

-8612190389 Chapter 12. "Radiation Protocllon," to Byron Units 1 A 2 A Braidwood 
Units 1 A 2 updated FSAR 

* Commonweallh Edison Co 68/12/14 60Opp 46006 330 46007 343. 

-8812190300 Chaplof 13, "Conduct ot Operations,*" lo Byron Units 1 A 2 A Braidwood 
Units 1 A 2 updated FSAR 

* Commonwealth Edison Co 88/12/14 77pp 48007 344 40006 058 

-8812180391 Chapter 14, "Initial Test Program/' lo Byron Units 1 A 2 A Braidwood 
Units 1 A 2 updated FSAR 

* Commonwealth Edison Co, 88/12/14 123pp 48006 059 48000 181. 

-8612190392 Chapter 15, "Accident Analyses," to Byron Units 1 A 2 A Braidwood 
Units 1 A 2 updated FSAR 

* Commonwealth Edison Co 88/12/14 400pp 48000,1 02-40009 290 

-8312190393 Chapter 16, "Tech Specs," to Byron Units 1 A 2 A Braidwood Units 1 A 2 
updated FSAR 

* Commonweallh Edison Co 88/12/14. 12pp. 48009.365 40009 316 

-8812190395 Chapter 17, "OA." to Byron Units 1 A 2 A Braidwood Units 1 A 2 updated 
FSAR 

•Commonweallh Edison Co flB/12/14 2pp 46009 317*48009 318 

-8812190400 App A, "Application of NRC Roe Guides," to Byron Units 1 A 2 A Braid* 
wood Urata 1 A 2 updated FSAR. 

* Commonwealth Edison Co. 86/12/14, 2l0pp 48009319 48010 172 

-8812190401 App B, "Const Mall.Std A QC Procodures," to Byron Units 1 A 2 A Braid- 
wood Units 1 A 2 updated FSAR 

* Commonwealth Edison Co 86/12/14 61pp 48010 173 48010 233, 

-8812190402 App C, "Turbine Missile Study," lo Byron Units 1 A 2 A Braidwood Units 
1 A 2 updatediFSAR, 

* Commonwealth Edison Co 68/12/14 50pp 48010 234 48010 283 

-8812190403 App D. "Computer Programs," to Byron Units 1 A 2 A Braidwood Units 1 
A 2 updated FSAR. 

* Commonwealth Edison Co 68/12/14, 72pp. 48010-204 48011.006 

-8612190464 App E, '’Requirements Resulting From TMI 2 Accident," to Byron Units 1 
A 2 & Braidwood Units 1 A 2 updated FSAR 

* Commionweallh Edison Co, 88/12/14 406pp 46011.097-40012 114, 

-8812200228 App 6 3A, "Proper Posltloninn of Valves," to Byron Units 1 A 2 A Braid- 
wood Units 1 A 2 updated FSAR. 

* Commonwealti! Edison Co 88/12/14, 6pp. 47999 069 47999,177 

-8812200226 "Iodine Removal Effectiveness Evaluation of Containment Spray Sys " 

* Commortwoollh Edison Co. 0B/12/t4, 11pp. 47999*178-47999,190 

-8612200234 “Dose Models Used lo Evaluate Environ Consequences ol Accidents " 

* Commonweallh Edison Co 88/12/14 7pp. 46000 291*40009,297. 

-8812200237 "Models for LOCA Analysis " 

* Commonweallh Edison Co 60/12/14 7pp. 48OO0'2B8-48OO9 304. 


P. Operating license stage dopumentfi A correspondence 

8812010121 Requests NRC position re classification of fimergency diesel generator 
valid demands Criteria re emergency diesel generator run (IstecT 
CHRZANOWSKI,R. Commonwealth Edison Co 88/1 1/22, MULLER, D R. Office of Nu- 
clear Reactor Regulalfon. Director (Post 870411) 2pp. 47703 014 47703,015 


8812010228 Forwards load summary ro loss of offsite powor.por NRC 
requost.8howing that each 4,160 volt hus A breaker feeding ESF bus from 
transformer rated to carry LOCA loads of one ur^it A safe shutdown lojds o1 
unit 

CHRZANOWSKLR Commonwealth Edison Co 8B/11/2? MURLEV J E Office ol 
clear Reactor Regulation. Director (Post 670411) 3pp 47/02 d 10 47/02 320 

8811260046 Generic Lir flfl'20 to all llcensooa holding OLs A CPs for nuclcysr 
reactor facilities ro individual plant exam for sevarn accident vulnnrflhiiitius S«t 
oncf 

CRUTCHFIELD.D Associate Oireclor (or Profects {Post 670411) 00/11/23 OoriSui- 
dated Edison Co of Now York, Inc 61 pp 47726 303 47720 024 

S61 1290408 Forwards Amends 24 to Licenses NPF-37 A NPf 66,ro3pcclvciy /Urror^ 
change Tech Specs to require availability of one uni! ossonlial sve water pump 
other unit operates Safety evaluation end 

OLSHAN.LN Pfo{GCt Diroclorato III 2 06/11/23 BLISS, HF Commonwe.i1lfi Cd-son 
Co 4pp 47608 127-47668 130 

-8B11290415 Amends 24 to Licenses NPF-37 A NFF 60/espodively,clinnigos Ttioh 
Specs to require avaftability of one unit essential sve water pump while other urO cp 
orates 

MULLER.OR Project Diroctornto )II-2 00/11/23 7pp 47668 131 47666 137 

-8811290419 Safely Evaluation re Tech Spec changos roqulring availability of Ur«l i 
essontial sve water pump wtilio Unit 2 is opernting 

• Office of Nucloar Ronclor Rogufalion. Director (Post 070411) 06/11/23 
47660 1 36 47668 139 

8811300443 Requests FR publication of notice of issuanco of Amends 24 to 
NPF-37 A NPf- 06 Amends reviso Tech Specs lo roqtiiro availabJIily ol one uiut css “n- 
tlaf SVC walor pump whito other unit oporaling 

OLSHAN.LN Project Directoralo tll-2 80/11/23 NRC - No Dolnllrarl Alliluitinn 
4pp 47677 093 47677 096. 

8812010305 Pfovidos analysis of Reg Guido 1 flO.Rov 2, "Radialion EmtxiilVrrHC-ril c4 
Roactor Vessel Malls" for impact on prossuro-temp Uoalup A coofdown uirvLS tw- 
talned In Tech Specs, per Generic Ltr 08 1 1 

RICHTER.M H Commonwealth Edison Co 68/11/20 Doruniont Control ffmn.,U (noc- 
ument Control Desk) 2pp 47703 049 47703 050 

8812090266 Informs of ulll intention lo aoisinically qualify two pfanl doop wulls t'rKi rcv^, 
"Seismic Qualification of Byron Ooop Wells," Rov l.dtd Nov 1986 wiPI Im ul 'ire-l io 
revise Byron/ Braidwood updated FSAR 

CHRZANOWSKI.R Commonwealth Edison Co 00/11/30 MURLHY.T E Olfico of r,'> 
clear Roactor Regulation, Director (Post 070411) Ip 47775 100 47//f> 19? 

-S81 2000294 Rov 1 lo "Seismic Ouolifrcolion of Byron Deep Wolis " 

• Sargent A Lundy. Inc SL-4492 R01. 06/11/30. 8Gpp 47/75 107 4 / 7/'j 19? 

8812070239 Notification of 881207 mootinn w/ulil In Rorkvillo.MD lo dKru'i? tX 
submittal ofB60025 

SANDS.SP. Project Directorate tll-2 06/12/02 MURLQY,!', fifllF/fKJ. 
MIRAQLIA.F NRC * No Delailed Affiliation Qlvon 3pp 47749 275 4/74U 2//. 

8612070281 Romits foe for application for amends to Licenses NIT-a/, NIT f'ONJT 72 
& NPF-77 

LARA.SC Commonweallh Edison Co. 66/12/00 MUnLEY.TC Office nl Nuclear Fie 
actor Regulation, Director {Post 070411) Ip 47740 076 47740 076 

8812200274 Application for amends to Licenses NPF 37,NPr r>6,NPf -/2 A I^FF- 
76,changlnG Tech Spec 4282o lo remove fixed Fxy limits to NRC vici o|H:ra'.^«g 
fimils rept Fee paid 

CHRZANOWSKI.R Commonwealth Edison Co 60/12/12 MULLER.DU Olfica of Nu 
clear Roactor Regulation, Director (Post 87041 1). 2pp 47664 277-47064 29? 

-*88122002/6 Proposed Tech Spec 4.2 2 2 o.romovinn fixed Fxy limits a «iuf5Stiluiii.,j inj- 
qulremon! to eubmit Fxy limits to NRC via operating limits rept 

• Commonwealth Edison Co 06/12/12 14pp 47664 279 47064 292 

0812230162 Application for amends to Licenses NPR-37,NPF 66,NPF 72 A fJi'l" 
76,modify)ng Tech Specs to chango Bases Pago 3/4 4-2 whtcli adds clnnfrt-abor^ iy 
power operated relief valves oporaollity 

CHnZANOWSKI,n. Commonweallh Edison Co, 86/12/12 MULLER, OR Projoci tX- 
rocloralo 111 2. app 47911 326 4791 1.330 

-8612230172 Proposed Tech Specs 3/4 4 2 4,addfng clarification for prossurl/or po 
operated relief valvea operability 

• Commonwealth Edison Co 08/12/12 3pp 47911 320 47911 330 

8812220206 Forwards pfoprlolary A nonpropriolary NFSR 0033, "VIPRC/ WRiJ 1 DNBR 
Thermal Limit for Westinghouso OFA Fuo) " Affidavit A application for wllhlio'tingi pfo- 
prfotary rept also end Proprlolary version withhold (rof l6CFR2 790) 

TRZYNA.GE, Commonwealth Edison Co 00/12/15 Office of Nuclonr Reaclnr 
(atlon. Director (Post 67041 1) 4pp 47692 257-47092 330 


Q. Inspection reports, IE Bulletins A correspondence 

0B1 1300444 Forwards add! Info clarifying Westinghouso Rent MT SME 427(.fl6) ro strati 
ficatlon A thermal cycling issues In response to 601 lOi tejeon request conccrr-ici'ij 
NRC BuKetIn 88-006. 

CHRZANOWSKI.R. CommonweaMh Edison Co. 86/11/09 MURLEY.TE OlUce of tlj 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 47697 266 47097 257 

681 11 602 11 NRC Info Notice 08-090. "Unauthorized Removal of Industna! N'kI-cat 
G auges " Sve list end. 

CUNNINGHAM, fl.E Division of Indualriol A Medical Nucloar Safely (Post 67072^? 
88/11/22 Consolidated Edison Co of New York. Inc 90pp 47/00 255 47708 257 

6811160467 NRC Info Notice 88-091, "Improper Administration A Control of PeyctK^c^- 
cal Taste *' Sve list arvcl, 

ROSSI.CE. Division of Operational Events Asaessmonl (Post 67041 1) 00/11/22 
Consolidated Edison Co of New York, Inc 101 pp 47700 042-47700 142 
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11280073 Forwards Safety Insp Ropta 60<454/eB-2O & 50 455/06 17 on 801010 
II 14 No violations noted 

}l^YTON,B Reaion 3, Ofc of the Director 80/11/23 REED.G Commonwealth 
zdison Co 2pp 47654 057-47654 068 

81 1200070 Insp Repla 50 454/60-20 & 50 455/80 17 on 80100M114 No violations 
wted Major areas Inspected licensee actions on previous insp 
i ndin 0,8 ^ERs.op oration 8 summary, training, maml/surveillance, operational safety & 
=^egion III requests 

1INDS,JM Region 3, Ofc of the Director 00/11/23 lOpp 47654.059-47654 066 

11290030 NRG Info Notice 86 093, 'Teletherapy Events " Svc list end 
:UNN1NGHAM,R E Division of Induslrlat & Medical Nuclear Safety {Post 870729) 
)e/ 12/02. Consolidated Edison Co of Now York, Inc 112pp 47811 103 47811 216 

1129053B NRC Info Notice 88-094, "Potentially Undersized Valve Actuators " Svc list 
and 

ROS8l,CE Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47708 143-47708 264 

12020287 NRC Info Notice 88 095, "Inadequate Procurement Requirements Imposed 
by Llcenseas on Vendors " Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/12/08 
Cor\5olidat6d Edison Co of New York, Inc 112pp 47807.101-47807.302 

12210390 Forwards Safaty Insp Repta 50-454/08-21 & 50 455/OB 18 on 681010 
1 103 £ notice of vioiation. 

GREOER,LR Region 3, Ofc of the Diroctor 08/12/08, REED,G, Commonwealth 
Edison Co 2pp 47876 050 47876 066, 

1612210393 Notice of violation from Insp on 601010-1103 Violation noted failure to 
follow radiation protection procedure & shipment of radioactive mall w/o required 
shipping notice & marking, 

QREGER.LR Region 3, Ofo of the Director. 80/12/08 2pp 47076’052-47B75053 

1812210396 Insp Repla 60 454/88-21 & 50-456/00-18 on 001019 1103. Violations 
noted Major areas Inspected occupational exposure during extended outages, shipping 
and transportation & response to NRC Info Notice 87-032 
QRANT,W.B, QREGEH,LR Region 3, Ofc of the Diroctor. 88/12/08. 13pp 
47876.064-47075.066 

112220382 Forwards Rev 2 to "Braldwood Nuclear Power Station Units 1 & 2 Inserv- 
Ice (nsp & Testing Program Plan First Insp Interval," Rolatod Info presenting compari- 
son of Braidwoocr& Byron plants InservIce Insp programs end 
HUNSADER,Sa Commonwealth Edison Co 88/12/16. MURLEYJ.E Office of Nu 
clear Reactor Regulation, Director (Post 870411) 14pp 47904i037-47906.279 


, Periodic operating reports & related correspondence 

)1 2090206 Forwards corrected effluent & waste disposal semiannual repts for Jen 
1965 through Dec 1986, 

PLEN!EWICZ,R. Commonwealth Edison Co 08/11/21 Document Control Branch 
(Document Control Desk), ip. 47762.070-47762.003 

6812090211 Corrected "Effluent & Waste Disposal Semiannual Ropt for Jon-Juno. 
1905" 

• Commonwealth Edison Co 86/00/30. ip 47762 000-47702 080. 

8612090221 Corrected "Effluent & Waste Pisposol Semiannual Rept for Jul Dec 
1985 " 

• Commonwealth Edison Co 00/12/31 ip 47762.001-47762 081. 

8812090227 Corrected "Effluent & Waste Disposal Semiannual Rept for Jan-June 
tm" 

" Commonwealth Edison Co 86/06/30. 1p 47762 002 47762 082. 

8812090231 Corrected "Effluent £ Waste Disposal Semiannual Ropt for Jul-Dec 
1986" 

• Commonwealth Edison Co. 06/12/31. Ip, 47762 083 47762.003. 

812206027 Monthly operating rqpls for Nov 1900 for Byron Units 1 & 2 W/B81210 Ur 
SPITZER,DJ, PlENlEWICZ,Fr Commonwealth Edison Co 88/11/30 lepp 
47671 *269 47071 ‘304, 


t. Reportable occurrences, LERs & related correspondence 

<811300100 Responds to NRC 881004 Itr re two concerns related to loss of one train 
of RHR that occurred on 860919 Util has conducted extensive investigation & self- 
assessment review to dotomnine how event occurred. 

REEd.C. ^mmonwealth Edison Co 88/11/17. MURLEY,T E. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411), DAVIS, A B Region 3, Ofc of the Director 3pp. 
47897:206-47697 208 

1812060248 LER BB-010 OO.on 8B1105,8afety Injection accumulator fill line break due to 
fatigue requiring plant shutdown per Tech Specs.Caused by fatigue induced 
cracking Accumulator fill lines dyo penetrant Insp Flawed pipes replaced W/8B1202 Ur 
TUIONJ.. PL6NIEWICZ,R. Commonwealth Edison Co. 68/12/02, 6pp. 47742.247- 
47742*261 


Operator Examinations 

^12010046 Requests approval to substitute INPO accredited, performance-based reac- 
tor operator & senior reactor operator license requaldicallon program for that previous- 
^ approved by NRC,por 10CFRB5 60 £ Generic Ltr 87-07 

TR^NA,G.E. Commonwealth Edison Co. 68/11/18, DAVIS, A B. Region 3, Ofo of ihe 
Director. Ip. 47703:174-47703 174 


IXICKET 8TM-50-455 BYRON STATION, UNIT 2 


F, Security, medical, emergency £ fire protection plans 

8612200091 Forwards Amend 11 to "Byron /Braldwood Stahons Fire Protection Ropt," 
hUNSADER.S.C Commonwealth Edison Co 08/ 12/1 4 MIJRLEY.TE Office of Nu- 
clear Reactor Regulation, Diroctor (Post 870411) 2pp 47071 ■350-47672.074. 


-8612200097 Amend 11 to "Byron £ Braldwood Stations Fire Protection Ropt *’ 

* Commonwealth Edison Co 08/12/31 77pp 47871 358 47872 074 

8812270161 Advises that 681018 Rev 2a £ 3b to Braldwood Annex & Byron Annex 
generating station emergency plans, respectively, consistent w/IOCFRSO 54(q) & 
acceptable Each rev Includes table of station-specific emergency action levels. 
QREQER.LRv Region 3, Ofc of the Director 88/12/15 REED.C Commonwealth 
Edison Co. 2pp 47924 248-47925.039. 

-8612270153 Forwards revised generic emergency action levels (EALs) for planta,ln re- 
sponse to NRC concerns Commitment to Implement EAL changes for Braldwood by 
680930 revised to Indicate that EALs will be Implemented within 30 days of NRC ap- 
proval 

JOHNSON,! M Commonwealth Edison Co B8/0D/20 DAVIS,A B Region 3, Ofc of 
the Director 150pp 47924 250 47925 039 


K. Utility Final Safety Analysis Report (FSAR) £ amends 

8812190196 Forwards updated FSAR for Byron Station Units 1 & 2 £ Braldwood Station 
Units 1 £ 2 

HUNSADER.S.C Commonwealth Edison Co 88/12/14 MURLEY,T E Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 2pp 47980 001-48012 114. 

-8812190216 Updated FSAR for Byron Units 1 £ 2 £ Braldwood Units 1 £ 2 Rev 0 to 
change log enct 

* Commonwealth Edison Co. 08/12/14 12,869pp 479BO 003 47909 134 

-8812190236 Chapter 1, "Introduction £ General Description of Plant," to Byron Units 1 
£ 2 £ Braldwood Units 1 £ 2 updated FSAR. 

* CommonwoBlih Edison Co. 88/12/14 221 pp 47002 050 47902 270 

-8812190250 Chapter 3, "Design of Structures .Components, Equipment £ Sys " to 
Byron Unite 1 £ 2 £ Braldwood units 1 £ 2 updated FSAR 

* Commonwealth Edison Co 08/12/14. 1.OOOpp 47982'271‘47983*314 

-8812190264 Chapter 2, "Site Characiorislics," to Byron Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co 66/12/14. 1,400pp. 47903*31 6-47087 08S 

-8812190269 "Results of Grouting Plant Foundation, Category I Strucluros" 

* Dames £ Moore. 80/12/14. 08pp 47987.007-47987.1 02 

-8812190326 "Results of Grouting Essential Svc Water Cooling Towers Foundation" 

* Dames £ Moore. 80/12/14 4Bpp 47907.183-47987.234 

-8812190327 "Fault Specific Geotechnical Invesligatlon." 

* Commonweallh Edison Co 80/12/14 124pp 470B7’235 47087 357, 

-8812190329 "Oolalled Mapping of Excavallons." 

* Dames £ Moore 88/12/14. 131pp 47 9 87-3 58-47 0B8 125 

-8812190330 "Blast Monitoring Program " 

" Dames £ Moore 88/1 2/ K 134pp. 47080 126 479a0’261. 

-8812190331 "Wntten CommunloationB Rot In Section 2 5" 

* Commonwealth Edison Co 88/12/14. 10pp. 47088* 262-4 7 988 271 . 

-8812190332 "Const, Surveillance £ Pipeline Corridor " 

* Dames £ Moore 88/12/14 126pp. 4 7988’ 2 7 2-4 7 089 035. 

-8812190336 "Addendum Rept Fill Placemonl Surveillance Byron Nuclear Generating 
Station Unite 1 £ 2 Commonwealth Edison Co," 

* Dames £ Moore. 6643 061 07. 70/05/03. 16pp. 47909 036-47989.051 

-BB12190337 "Rept Geological Investigation of Solution Features Byron Station Units 1 
£ 2 Commonwealth Edison Co." 

* Dames £ Moore 5643-120 07. 08/12/14 82pp 47909 052-47980'134. 

-8812190338 "flqpl Geotechnical Sves Selsmlo Crosshole Survey £ Dynamic Soil Prop 
erties at River Greenhouse Byron Station Units 1 £ 2 Commonwealth Edison Co " 

* Dames £ Moore. 08/12/14. 22pp 47089 136-479B9.168. 

-8812190352 "Subcompartmont Pressurization Studios Outside Containment " 

* Commonweallh Edison Co 88/12/14. 30pp 47993.110-47993*141. 

-8812190353 "Selection of Pipe Mall Properties for Use In Pipe Whip Analysis," 

* Commonweallh Edison Co. 80/12/14. 3pp. 47093.142-47003 144. 

-8812100355 **Maln Steamline Break In Main Steam Tunnel." 

* Commonwealth Edison Co. MAD 7577. 76/07/31. 31 pp 47093:146-47993-176. 

-8812190357 "Flooding." 

* Commonwealth Edison Co. 88/12/14. 3pp 47993.176-47993.314. 

-8812190360 "Issues re Reevaluation of Byron/ Braldwood Selsmlo Design," 

* Commonwealth Edison Co. 00/12/14. 450pp 47093,316-47996.091, 

-8812190386 Chapter 4, "Reactor," to Byron Units 1 £ 2 £ Braldwood Units 1 £ 2 up- 
dated FSAR. 

* Commonwealth Edison Co. 88/12/14 300pp. 47996 092-47998*356. 

-8612100367 Chapter 5, "RCS £ Connected Sys," to Byron Units 1 £ 2 £ Braldwood 
Units 1 £ 2 updated FSAR, 

* Commonwealth Edison Co 88/12/14. 400pp 47996.357-47997:265. 

-8812190389 Chapter 8, "ESF," to Byron Units 1 £ 2 £ Braldwood Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 86/12/14, 9O0pp, 47997*266 47009.068 

-8812190372 Chapter 7, "Instrumentation £ Controls," to Byron Units 1 & 2 £ Brald- 
wood Units 1 £ 2 updated FSAR. 

* Commonwealth Edison Co 88/12/14 450pp 47999.191-48000 309. 

-8812190378 Chapter 8, "Electric Power," to Byron Units 1 £ 2 £ Braldwood Units 1 £ 
2 updated FSAR, 

* Commonwealth Edison Co 09/12/14 276pp 48000*310-48001,090 
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-'0612190360 Chapter 9, ^'Auxiliary Sys," to Byron Units 1 & 2 & Braiefwood Units 1 & 2 
updated FSAR 

* Commonwealth Edison Co Ba/12/14 t.eoopp 48001099 48004 336 

-^6812190332 Chapter 10, "'Steam & Power Convemton Sys," to Byron Units 1 & 2 ^ 
Braidwood Unfts 1 & 2 updated FSAR 

* Commonwealth Edison Co 86/ 12/ 14. 400pp 4B004 339 43005 1 92 

--8612190383 Chapter 1 1, "Radwaste Mgt," to Byron Unit 1 & 2 & Broldwood Unit 1 & 2 
updated FSAR 

* Commonwealth Edison Co 68/12/14 600pp 48005.193 4 6006 329 

-86 12 19 0389 Chapter 12, "'Radielion Protection," to Byron Units 1 & 2 & Braidwood 
Units 1 & 2 updated FSAR 

* Co mm on wo a it h Edison Co 38/12/14 SOOpp 48008 330 46007 343 

-9812190390 Chapter 13, "Condjcl of Operations." to Byron Units 1 & 2 & Braidwood 
Units 1 & 2 updated FSAR 

* Commonwealth Edison Co 68/12/14 77pp 48007 344-48008 058 


6812090286 Informs of util intention to soJsmically quaJify two plant do op wolJs Er>d 
SqMo QuaWicatlon of Byron Deep Wells/’ Rev t.dtd Nov 1B6G will bo iitrliTOd la 
roviiae Byron/ Braidwood updated FSAR 

CHRHANOWSKI.R Commonwealth Edison Co 68/11/30 MURLGY.T i: Oll^ro cl 
clear Reactor Regulation, Director (Post 87041 1) Ip 47775 106 47776 192 

-881^2090294 Rev i to "Seismic Qualification of Byron Deep Wells " 

Sargent & Lundy. Inc SL 4492 R01 80/11/30 85pp 47776.107 47775 192 

RockvIlle.MD to diswg DCRDfl 

SANDS.SP Profect Directorate ll(*2 88/12/02 WURLEVT SNiEZFKJ 

MIRAGLIA,F NRC - No Detailed Affiliation Given 3pp 47749 275 47749 277 ' 

Remits foo for application for amends to Licenses NPF-37, NPF BAfiPF-72 

& NPF-77, 

URA^C Commonwealth Edison Co, 88/12/06 MURLEY.T.E Office of NwFoar Re- 
actor Regulation, Director (Post 07041 1) 1p 47748'076 47748 076, 


-8812190391 Chapiar 14, ’'Indlal Test Program," to Byron Units 1 & 2 & Braidwood 
Units 1 & 2 updated FSAR 

* Commonwealth EdHSon Co 88/12/14 123pp 48008 059-48008 1 81. 

-88121903B2 Chapter 15, "Accident Analyses," to Byron Units 1 & 2 & Braidwood 
Units 1 & 2 updated FSAR 

* Commonwealth Edison Co 68/12/14 400pp 40008 182 48009 290 

-6612190393 Chapter 16. "Tech Specs," to Byron Units 1 & 2 & Braidwood Units t 8i 2 
updated FSAR 

* Commonweailh Edison Co 80/12/14 12pp 48009 305 46009 316. 

-8612190395 Chapler 17, "OA," to Byron Units 14 2 4 Braidwood Units 1 & 2 updated 
FSAR 

' Commonwealth Edison Co 88/12/14 2pp 46009 317-48009 310 


8812200274 Appitcatfpn for amends to Licenses NPF-37.NPF 60.NPF 72 4 NFT- 
75,changng Tech Spec 4 22 2 e to remove fixed Fxy fimlts to NRC via 
limits rept Fee paid ^ 

CHR^NOWSKf.n Commonwealth Edison Co 80/12/12 WULLER.D B. Ofko of f Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp 47864 277-47864292 

-6812200276 Proposed Tech Spec 4 2 2 2 e, removing fixed Fxy limits & substiti/bno re- 
quire ment to submit Fxy limits to NRC via operating limits root 
* Commonwoairn Edison Co 88 / 12/12 14pp 47864 279 4 7864 -202 


8812230162 Application for amends to Licenses NPR.37,NPF-66.NPr-72 & NPF 
75.modifying Tech Specs to change Bases page 3/4 4-2 which adds clnilficatNNi fer 
power-operated relief valves operability 

CHRZANOWSKLR Commonwealth Edison Co 80/12/12. MULLER, D ft Preioct Di- 
rectorate lir-2. 2pp 47011 326 4791 1.330 


-8812160400 App A, "ApplJcolion of NRC Reg Guides," to Byron Units 1 4 2 4 Braid- 
wood Unlla 1 4 2 updated FSAR 

* IDommonwealth Edison Co. 08/12/14 210pp 48009.31946010172 

-8312100401 App B, "Const Mati.SId 4 QC Procedures,*’ to Byron Units 14 2 4 Braid 
wood UhUs 1 & 2 updated FS^R. 

^ Commonwealth EdisonCo 68/12/14 61pp 48010 173 48010 233 

-8312190402 App C, ’Tuiblna Mlssiio Study," to Byron Units 14 2 6 Braidwood Units 
1 4 2 updated FSAR 

* Commonwealth Edison Co. 66/12/14 50pp 46010 234-48010 283 

-8312190403 D. "Computer Programs," to Byron Units 14 2 4 Braidwood Units 1 
& 2 updated FSAR 

* Commonwealth Edison Co, 80/12/14 72pp 43010 204-4801 1,096 

-6612190404 App E, "Roquiromenia Resulting From TMI 2 Accident," to Byron Units 1 
4 2 4 Braidwood Units 1 4 2 updated FSAR 

* Commonwealth Edison Co. 88/12/14 400pp 43011 097-48012.114. 


-8612230172 Proposed Tech Specs 3/4,4 2-4,adding clarification for proBsurirer powiy 
operated relief valves oporabl'ity 

• Commonwealth Edison Co. 88/12/12 3pp 4791 1.328 4791 1.330 


8312220206 Forwards proprietary 4 nonpropri el ary NFSfl-0033, "VjpRE/ WRB'I DNQR 
Thermal Lirnil for Woslfnghouse OFA Fuel " Affidavit 4 application for winiheljing 
Proprietary version withhold (ref 10CFR2 700) 

TRZYf^.GE Commonwealth Edison Co 80/12/16 OfficeofNuclooFnooclorRoguh 
iation. Director (Post 070411) 4pp 47892 257-47892.330. 


Q. inspoctfon reports, IE Bulletins & corraepondenco 


8611300444 Forwards addl Info clarifying Westinghouse Rept MT-SME 427(88) re iVab- 
NRC^BuJWinllO^OO^^^^^ response to 801101 tolcon roqueal concerrvog 

CHRZANOWSKI.R Commonwealth Edison Co. 88/11/09. MURLEY,TE Ollico of Nu- 
clear Reactor Regulation, Director (Post B7041 1). 2pp, 47607 266 47697267 


-6612290223 App 6 3A, "Proper Poslt’oning of Valves." to Byron Units 1 4 2 4 Braid- 
wood Units 1 4 2 updated F5AR. 

* Commonweailh E^dison Co. 88/12/14 6pp 47999 069-47999.177 

-8312200226 "Iodine Removal Effeclh/enoss Evaluation of Conlalnmenl Spray Sys " 

* Commonweailh Edison Co, 88/12/14. Ilpp 47999.178-47999.100 

-8812200234 "Dose Models Used to Evaluate Environ Consequences of Accidents " 

* Commonwealth Edison Co 68/12/14. 7pp 46009.291-48009 297 

-8812200237 "Models for LOCA Analvals " 

* Commonwealth Edison Co 86/12/14, 7pp 48009 200-48009 304. 


P. Operating license slags documents A correspondence 


3811160211 NRC Info Notice 88 000, "Unauthorized Removal of IndualrlQl Nucloar 
Gauges " Sve list end 

of Industrial 4 Medical Nuclear Safety (Peal 670 72^) 
88/11/22 Consolidated Edison Co of Now York, Inc. 99pp 47708 265-47703257, 

8311160467 NRC info Notice GO 091, "Improper Administration & Control of FmholocF' 
cal Tests ”Svc list end j 

ROSSI.CE Division of Oparollonal Events Assessment (Post G70411) 08/11/22 
Consolidated Edison Co. of New York, Inc lOIpp 47700.04?-47708'142. 


8311280073 Forwards Safety Insp Repis 60-454/08-20 & 60 465/80-17 on 631010- 
1114.No violations noted 

CLAYTON.fi. Region 3, Ofc of the Director 88/11/23. REED.C. Commonw oatlh 
Edison Co 2pp 47664 057-47654*060 


8612010121 Requests NRC position re classification of emorgoncy diesel generator 
valid damand3.Cnterja re emergency diesel generator run ilstocL 
CHRZANOWSKf.R, Commonwealth EdisonCo. 68/11/22, MULIER.O.R Office of Nu- 
clear Reactor Regulation, Director (Post 6704 11) 2pp, 47703 014 47703015 

6812010228 Forwards lead summary re loss of offsite power, par NRC 830627 
request, showing (hat each 4T60 volt bus 4 breaker feeding ESF bus from startup 
transformer rated to carry LOCA foads of one unit 4 safe ^utdown loads of other 
unit 

CHRZANOWSKI.R. CJommonwaaflh Edison Co 33/11/22 MURLEV.TE. Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 9pp 47702*313 47702,320 

3811280043 Generic Llr 08‘20 to all licensees holding OLs & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnereUliUes Sve list 
end 

CRUTCKFIELD.D. Associate Director for Projects (Post 870411) 80/11/23 Consoli- 
dated Edison Co of New York, Ino. 81pp. 47728303-47729 024. 

6311290406 Forwards Amends 24 to Licenses NPF'37 & NPF 6e,re8pectivoly Amends 
change Tech Specs lo require availablirty of one unit essential sve water pump while 
olher unit operates. Safely evaluation end, 

OLSHAN.LN. Project Diractorale fll-2. 68/11/23, BLISS,HE. Commonwealth Edisori 
Co. 4pp. 47803:1 27-47638*1 30. 

6611330443 Requests FR publication of notice of Issuance of Amends 24 to Licenses 
NPF-37 3 NPF-66 Amends revise Tech Specs to require availability of one unit essen- 
tial 8vc water pump while other unit operating, 

OLSHAN,L N Projecl Directorate llt-2 6 3/1 1/23. NRC - No Detailed Affiliation Given 
4pp 47677.093-47677.096 


-8811280073 fnsp Repts 60 454/88-20 & 60 455/00-17 on 001OOM114 No vlolationj 
noted Major areas Inspected liconsoo actions on previous (nsp 
findfngs.LERa, operations summary .training, mQinl/survelilance.operationQl wfeiy * 
Region hi requests 

HINDS.J.M Region 3, Ofc of the Director 88/11/23. 10pp. 47654 059 47654 003 


9®^* "Tefethorapy Events " Sve list and 

CUNNING)MM,R E. Division of Industrial & Modical Nuclear Safety (Foal 3?i372a| 
88/12/02, Consolidated Edison Co. of New York, Inc. 112pp 4781l.103.4781i:2li 

“^290538 NRC Info Notice 80 094, "Potentiafly^nderslzed Valve Actualwa" Sve Bjt 


ROSSI.CE. Division of Operational Events Assessment (Post 870411) 08/12/02 
(Consolidated Edison Co or New York, fnc. 121pp. 47708:143-47708.254 


8812020207 NRC Info Notice 88 096, "Inadequate Procurement Requirements lmpos€Kl 
by Licensees on Vendors " Sve list end. 

ROSSI.CE Division of Operational Events Assoasmont (Post 070411), 60/1 2/OG 
Consolidated Edison Co of New York, Inc. 112pp 47007*191-47807.302. 

8812210399 Forwards Safety Insp Repts 60-454/80-21 & 60 455/08-10 on 661019. 
1103 & notice of violation 

3, Ofc of the Director 88/12/08 REED.C Commonwe^«j^ 
Edison Co 2pp. 47876 050 47876*066 


-6612210393 Notice of violation from Insp on e81019-1103,Violation noted lailufo to 
follow radiation protection procedure & shipment of radioactive mall w/o ro<{Uiro<j 
shlppliM notice & marking 

GREGER.LR Region 3, Ofc of the Director 00/12/08 2pp 47876 052 47676 0^3 


B612010305 Provides analysis of Reg Guide 1.B9,Bov 2, "Radiation Embntllement of 
Reactor Vessel Malls" for Impact on pressure-temp heatup & cooldown curves con 
tained In Tech ^cs,per Generic Ltr 86-11. 

RICHTER, M.H. Commonwealth Edison Co 80/11/28. Document Control Branch (Doc- 
ument Control Desk) 2pp. 47703,049*47703 050 


-80122103 96 Insp Repts 60 454/00-21 8 50-455/88-18 on 801019-1103 VJolatkhns 
noted Major areas Inspected occupational exposure during extended oulagos.shippfeno 
and transporlation & re^naa to NRC fnfo Notice 87-032. 

GRANT, WB„ GREQER,L.R, Region 3, Ofc of the Director 88/12/08 I3pp 
47876:054 47075.066 
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69 12220382 Forwards Rov 2 to "Braldwood Nuclear Power Statloo Units 1 & 2 Inserv- 
ice Insp & Testing Program Plan First In&p Interval ” Related info presontmg compon 
son ci BraidwoodA Byron plants msorvico insp programs end 
HUNSADER.SC Commonwealth Edison Co 80/12/15 MURLEY.TE Office of Nu 
clear Reactor Regulation, Director (Post 87041 1) I4pp 47904 037-47006 279 


R. Periodic operating reports & related correspoiidence 

6812080206 Forwards corrected effluant A wasto disposal semlanniral repta for Jan 
1985 through Doc 1986 

PLENIEWICZ.R Commonwealth Edison Co 80/11/21 Document Control Branch 
(Document Control Desk) Ip 47762 070 47762 003 

^612090211 Correctod "Effluent & Wasto Disposal Semiannual Rcpt for Jan June 
1985" 

• Commonwealth Edison Co 65/06/30 Ip 47762 000 47762 080 

-8612090221 Corrected "Effluent & Wasto Disposot Semiannual Rapt for Jul-Doc 
1985" 

• Commonwealth Edison Co 88/12/31 Ip 47762 061-47762 081 

-'8612090227 Corrected "Effluent & Waste Disposal Semiannual Ropt for Jan June 
1988 " 

• Commonwealth Edison Co 86/06/30 Ip 47/62 002 47762 002 

•'8812090231 Corrected "Effluent & Waste Diaposai Semiannual Ropl for Jul Dec 
1988" 

• Commonwealih Edison Co 06/12/31 Ip 47762 083 47762 003 

6812200027 Monthly operating repts for Nov 1988 for Byron Units 1 & 2 W/681210 Itr 
SPITZERAJ. PLENIEWICZ.R Commonwealth Edison Co 88/11/30 16pp 
47871280-47871.304 


& Reportable occurrencesi LERs & related correspondence 

8811300190 Responds to NRC 881004 Itr ro two concerns related to loss of one train 
of RHR that occurred on 880910 Ulil has conducted oxtonsivo investigation & self 
assessment review to determine how ovont occurrod 

RHED.C, Commonwealth Edison Co 08/11/17 MURLEYJ E Office of Nuclear Reac 
lor Regulation, Director (Post 870411) DAVIS, A D Region 3, Ofc of the Director. 3pp 
47697 206 47697 208 

88113D0392 LER 88-107-OOon 861005, 2A ciloael generator (ailed to roach rated speed 
& subsequently tnppod on Incomplete soquonco Caused by Intorniiltont oporalion of 
4EX3 relay Relay 4EX3 removed & replaced w/now relay W/801110 Itr 
WALTER, W, PLENIGWICZ.n Commonwealih Edison Co 88/11/18 DAVIS, A B 
Region 3, Ofc of Iho Director 3pp 47676 185 47676 167 


V. Operator Examinations 

HI 20 100 16 Requests approval to substitute INPO accredited, performance based reac- 
tor operator & senior reactor operator license requallficatlon program for that previous 
fy approved by NRC, per 10CFR55 69 & Generic Ltr 67 07 
7flZ^YNA,Q.E. Commonwealth Edison Co 80/11/10 OAVlS,AD Region 3, Ofc of the 
Director Ip 47703 174-47703 174 


tXWKET 8TN-58*456 BRAID WOOD STATION, UNIT 1 


F. Sflcurlly, madlcaf, emeroency & fire protection plans 

8810060121 Responds to NRC 000629 Itr ro violations noted in Insp Repts 50 466/86 
18 & 50-457/88-10 Corrective aclions-ulil policy of deadly force as currently slated in 
security plan has been oatablishod W/10CFR73 55 End withhold 
BLISS, HE. Commonwealth Edison Co 08/09/16 DAVIS, A.B Region 3, Ofc of the Di- 
rector 2pp 47701.361-47701,352 

8812050324 Forwards response to regulatory effective rovlow Response withhold (ref 
10CFR73 21) 

BLISS, HE. Commonwealih Edison Co 88/11/22. MURLEY.TE Office of Nuclear Ro 
actor Regulation, Director (Post 870411). 1p. 47731.220-47731 220 

8812060142 Forwards Safeguards Insp Ropt 60 456/00-30 & 60 457/88-30 on 881026- 
2e.No vfolatlons noted 

GREGERiLR, Region 3, Ofc of the Director 68/11/30. REED,C. Commonwealth 
Edison Co. 2pp 47741 -23 1-4774 1.233 

-8812060145 Insp Repts 60 456/88-30 & 50 457/06-30 on 081025 28 & 31 & 1101 No 
violatiorra noted Major areas Inspected mgt support, security program plans, & 
audits .protected A vital area physical barriers A detection A assessment aids 
MAOEDAJ J , CREED, J R Sogion 3, Ofo of the Director 80/11/30 Ip 47741 233- 
47741 '233. 

B81219028S Forwards Safety insp Repts 50-460/88-31 A 60-457/00-31 on 081202 No 
vIolationB noted 

GREQERiLR, Region 3, Ofc of iho Director 88/12/13 REED,C, Commonwealth 
Edison Co. 2pp 47653:204-47653 299, 

-8812190267 Insp Roots 60-456/88-31 A 60-457/88-31 on 881202 Major areas 
inspectedtopen items identified during previous emergency preparedness fnsps A on 
IE Info Notice 87-060. 

PLOSKI.T., SNELL, W. Region 3. Ofc of the Director. 88/12/12 4pp 47853.296 
47e53;209. 

8812200091 Forwards Amend 11 to "Byrori/ Braldwood Stations Fire Protection Rapt" 
HUNSADER,S.C. Commonwealth Edison Co. 08/12/14. MURLEY.TE Office of Nu 
clear Reactor Regulation. Director (Post 870411) 2pp 47871 ‘366-47872.074 

-8812200097 Amend 11 to "Byron A Braldwood Stations Fire Protection Ropt " 

• Commonwealth Edison Co. 86/12/31 77pp 47871-358 47872 074. 


0812270151 Advises that 0B1O1G Rev 2a A 3b to Braldwood Annex A Byron Annex 
generating station emergency plans, respectively, consistent w/IOCFRSO 54 (q) A 
acceptable Each rev Includes table ol station-specific emergency acuon levels 
GREGER,LR Region 3, Ofc of the Director 80/12/15 REtD.C Commonwealth 
Edison Co 2pp 47924 248-47925 039 

-8812270153 Forwards revised generic emergency action levels (EALs) for plants, in ro 
sponse to NRC concorrts Commitment to (mplomont EAL changes for Braldwood by 
880930 revised to indicate that EALs will be implemented wilhin 3D days of NRC ap 
provat 

JOVfNSON.IM Commonwealih Edison Co 88/09/28 DA VIS, AD Region 3, Ofc of 
the Director 150pp 47924 250 47025 039 


K. UIKIly Final Safety Analyflla Report (FSAR) A amends 

8812190196 Forwards updated FSAR for Byron Station Units 1 A 2 A Braldwood Slalion 
Units 1 A 2 

HUNSADER.SC Commonwealth Edison Co 88/12/14 MURLEY.TE Office of Nu 
clear Reactor Regulation, Director (Post 870411) 2pp 47080 001-48012 1 14 

-BB12100216 Updated FSAR for Byron Units 1 A 2 A Braidwood Units 1 A 2 Rev 0 to 
change log end 

* Commonwealth Edison Co 88/12/14 12,869pp 47980 003-4 7D8 9 134 

-8812190236 Chapter 1, "Introduction A General Doscrlplion ol Plant." to Byron Units 1 
A2A Braldwood Units 1 A 2 updated FSAR 

* Commonwealth Edison Co 88/12/14 221pp 47082 050-47902 270 

-8812190250 Chapter 3, "Design of Slructuros.Components, Equipment A Sys," to 
Byron Units 1 A 2 A Braldwood Units 1 A 2 updated FSAR 

* (Commonwealth Edison Co 66/12/14 I.OOOpp 47982 271-47903 314 

-8812190344 Chapter 2, "Site Characteristics," to Braldwood Umis 1 A 2 updated 
FSAR 

* Commonwealih Edison Co 88/12/14. 1.SOOpp 47909 157-47993 OflO 

-061219034S "Obsorvallons Made By Slate of IL Geological Survey Staff During Visit to 
Braldwood Sito on 76031 1 " 

* Illinois, State of 77/03/08. 3pp 47093 091-47903 093 

-8812190347 "Geologic Roconr^aissanco of Clinton A Braldwood Reactor Excavations " 
SKROVE.JW Division of Silo Safety A Environmental Analysis 76/04/27 3pp 
47993 094-47093 096 

-8812190349 "Onslle Water Well Borehole Log ” 

TnEWORQY,JD Illinois, State of 77/04/11 3pp 47993 097-4/993 009 

-8812190351 "Wnllon Communications Rof in Section 2 5" 

* Commonwealih Edison Co. 88/12/14. lOpp 47993 106 47903 109 

-8812190352 "Subcompartment Pressurization Studies Outside Conlainmont " 

* Commonwealth Edison Co 08/12/14 30pp 47903.110 47993 141. 

-8812190353 "Selection of Pipe Mall Proportios for Use in Pipe Whip Analysis " 

* Commonwealih Edison Co. 88/12/14 3pp 47993:142 47093.144, 

-8812190356 "Main Steamlino Droak In Main Steam Tunnel " 

* Commonwealth Edison Co. MAO-7677. 76/07/31 31pp 47903 145-47003.175 

-6812190357 "Flooding " 

* Commonwealih Edison Co 88/12/14. 3pp 47993 176 47993‘3M 

-8812190360 "Issues ro Reevaluation of Byron/Bratdwood Seismic Design " 

* Commonwealth Edison Co 88/12/14 450pp 47993 31 5'47006 091. 

-8012190366 Chapter 4, "Reactor," to Byron Units 1 A 2 A Braldwood Unite 1 A 2 up 
dated FSAR 

* Commonwealth Edison Co 86/12/14 300pp 47996092-47996 356 

-8812190367 Chapter 6, "RCS A Connected Sys." to Byron Units 1 A 2 A Braldwood 
Units 1 A 2 updated FSAR 

* Commonwealih Edison Co 68/12/14 400pp 47096 357-47907 265 

-8612190369 Chapter 6, "ESF," to Byron Units 1 A 2 A Braldwood Units 1 A 2 updated 
FSAR 

* Commonwoalth Edison Go 88/12/14 900pp 47997 266-47099 068. 

-8512190372 Chapter 7, "Instrumentation A Controls," to Byron Units 1 A 2 A Braid 
wood Units 1 A 2 updated FSAR 

* Commonwealth ^tson Co 80/12/14 450pp 47099 191 -4B000 300 

-8812190373 Chapter 8, "Electric Power," to Byron Units 1 A 2 A Braldwood Units 1 A 
2 updated FSAR 

* Commonwealih Edison Co 88/12/14 275pp 40000 310-46001 096 

-681 21 90380 Chapter 9, "Auxlliaiy Sys," to Byron Units 1 A 2 A Braidwood Unlla 1 A 2 
updated FSAR 

* Commonwealth Edison Co 88/12/14 1,8O0pp 46001.099 48004 330 

-8812190382 Chapter 10. "Steam A Power Conversion Sya," to Byron Units 1 A 2 A 
Braldwood Units 1 A 2 updated FSAR 

* Commonwealih Edison Go. 88/12/14. 400pp. 46004‘339-48005.1 02 

-6812190383 Chapter 11, "Radwaste Mgt," to Byron Unit 1 A 2 A Braidwood Unit 1 A 2 
updated FSAR 

* Commonwealth Edison Co. 80/12/14 600pp 48005 193-48006 329 

-8812190389 Chapter 12, "Radiation Protection," to Byron Units 1 A 2 A Braidwood 
Units 1 A 2 updated FSAR. 

* Commonwealth Edison Co 00/12/14, SOOpp 48006 330-48007:343. 

-8812190390 Chapter 13, "Conduct of Operations," to Byron Units 1 A 2 A Braldwood 
Units 1 A 2 updated FSAR. 

* Commonwealth Edison Co 88/12/14 77pp 46007 344-48008 058 



168 DOCKETED ITEMS 


-8912190391 Chapter ^A, "Initial Tesl Program," to Byron Units 1 & 2 & Braidwood 
Umls 1 & 2 ypdaW FSAR ^ ^ 

* Commonwealth Edison Co 68/12/14 123pp 48808 059 46008 181. 

-8912190392 Chapter IS, “'Accident Analyses,” to Byron Unit» 1 & 2 & Braldwood 
Units 1 & 2 updated FSAFI 

* Commonwealth Edison Co 88/12/14 400pp 48000182*48009 290 

-8812190393 Chapter 16, "Tech Specs,” to Byron Units 1 & 2 & Braldwood Units 1 & 2 
updated FSAR 

* Co mmoaweallh Edison Co 88/12/14 t2pp 48009 305 48009 316 

-8912190395 Chapter 17, "QA,” lo Byron Unils 1 & 2 & Braldwood Unlls 1 & 2 updated 
FSAR 

* Commonwealth Edison Co 88/12/14 2pp 48009 .317-48009 318 

-8812190400 App A, "Application of NRC Reg Guides" to Byron Unils 1 & 2 & Braid- 
wood Umla 1 & 2 updated FSAR 

* Comimonweallh Edison Co 88/12/14 210pp 48009 319 48010 172. 


6612230162 Application for amends to Licenses NPR 37,NPF 66,NPF-72 & IJPf* 
75, modifying Tech Specs to change Bases Page 3/4 4-2 which adds clarification for 
power-operated relief valves operability 

CHnZANOWSKI,R. Commonwealth Edison Co 88/12/12 MULLER, 0 R, Projccl Di- 
rectoralo 111-2, 2pp 479 1 1 326 470 1 1 330 

-8812230172 Proposed Tech Specs 3/4 4 2-4, adding clarification for prossurlior pofA&r 
operated relief valves operability, 

•Commonwealth Edison Co 08/12/12 3pp 47911 328-47911 330 

8812220206 Forwards proprfelary & nonProprietary NFSR-0033, "VIPRE/ WRO 1 DNBR 
Thermal Limit for Westinghouse OFA Fuel ” Affidavit & application (or withholding pro- 
prietary rapt also end Proprietary version withhold (ref 10CFR2 790) 

TRZYNA,G.E Commonwealth Edison Co. 88/12/15 Office of Nuclear Roadw nogu- 
lation. Direcloir (Post 870411) 4pp 47802 257.47892-330 


Q Inspection reports, IE Bulletins & correspondence 


-8812190401 App B, "Const Mall.Std A QC Procedures," to Byron Units t & 2 & Braid- 
wood Units 1 S 2 updated FSAR 

' Commonwealth Edison Co. 88/12/14 61 pp 48010 173 48010 233 

-8812190402 App C, "Turbine Wissife Study." to Byron Units 1 & 2 & Braldwood Units 
t & 2 updated F^SAR _ 

* Commonwealth Edison Co 88/12/14 50pp 46010 234-48010 283, 

-8812190403 /to 0, "Computer Programs.” to Byron Units 1 & 2 & Braldwood Units 1 
& 2 updated f^AR ^ 

* Commonwealth Edison Co 80/12/14 72pp 40010 284-48011 096 


8810050121 Responds to NRC 880629 ftr re violations noted in Insp Repls 60 45B/fte- 
18 A 60-457/68-18 Corrective actions util policy of deadly force os currontly stated in 
security plan has been established W/10CFR73 65 Enel withheld, 

BLISS, H E Commonweafth Edison Co 88/09/16 PAVIS,A B Region 3, Ofo of Ihfl Di- 
rector. 2pp 47701.351-47701 352 

6811300444 Forwards addi Info clarifying Wostinghouso Rent MT-SME 427(08) re 61rait^ 
ficatlon A thermal cycling Issues In response to BQ1101 lelcon requesl concorning 
NRC Bulletin 68 008 

CHRZANOWSKI.R. Commonwealth Edison Co, 80/11/09. MURLEY.TE Officoof 
clear Reactor Regulation, Director (Post 070411). 2pp 47697.256 47697 267 


-8812190404 App E. "Requiremenls Resulting From TMI-2 Accident." to Byron Units 1 
A2A Braldwood Units 1 A 2 updated FSAR „ . 

' Commonwealth Edison Co 80/12/14. 400pp 48011 097-48012 114, 


-0812200223 App 6 3A. "Proper Positioning of Valves.” to Byron Units 1 A 2 A Braid 
wood Units 1 A 2 updated FSAR 

• Commonwealth Edison Co 80/12/14 6pp 47999069 47999.177 


-8812209228 "Iodine Removal Effectiveness Evaluation of Containment Spray Sys." 
* Commonwealth Edison Co 88/12/14 1 1pp 47999 178 47999,190. 


8811300547 Forwards Safety Insp Repts 50-456/08-20 A 60 467/08 20 on 601015- 
1 l03.No violations noted. 

GREENMAN.EG Region 3, Ofc of the Director 88/11/17 REED.C Common Acalth 
Edison Co 2pp. 47673 105 47673.206 

-8811300551 Insp Repts 60-458/86-2B A 50 457/80-28 on 801016 11 03. No vlolaixxki 
noted Major areas Inspected avents surrounding several missed or Improperly por- 
formed Tech Spec surveillances 

HINDS, J M. Region 3, Ofc of the Director. 80/11/17. lOpp 47673.107 47673 206 


-8812200234 "Dose Models Used to Evaluate Environ Consequences of Accidortts" 

* Commonweallh Edison Co 88/12/14 7pp 48009 291 46000 297 

-0812200237 "Models lor LOCA Analysis " 

* Commonwealth Edison Co 88/12/14 7pp 46009 298-48000304 


6811300261 EN 08-101 on 661123, notice of proposed Imposition of civl;l ponailty in 
amount of $75,000 wifi be Issued to ficensoo Action based on falluros to adoquatofy 
jmplemonl environ qualification requirements of 1 0GFR50.46 
LUEHMANJ, LIEaERMAN.J. Ofc of Enforcement (Post 070413). aO/f1/1B Ip 
47677.322 47677:322. 


P, Operating Kcense stage documents A correspondence 

8611290081 Forwards addl Info supporting 881026 proposed amend to Tech Spec 
4 8 1 1 2f re diesel generator testing requirement Acceptance of amend will allow Unit 
1 surveillance outage to be cancelled 

HUNSADER.SC cSommonwaallh Edison Co 68/11/22. MUBLEY.TE Oflico of Nu- 
clear Reactor Regulation. Director (Poal 070411). 55pp 47665*323 47686017 

8612050324 Forwards response to regulatory offecllvd review, Response withheld (ref 
10CFR73 21). 

BLISS.H.E Commonwealth Edison Co 86/11/22 MURLEY.TB Office of Nuctear Re- 
actor Regulation, Director (Post 870411) Ip 47731 ’220-47731.220 

6811280046 Generic LIr 86-20 to all licensees holding OLs A CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vufnorabllitlosGvc list 
end 

CRUTCHFIELD.D Associate Dlreclor for Prolecia (Post 670411). 08/11/23, Consofi- 
dated Edison Co. of Now York, Inc 81pp. 47728* 303-4 7729 024 

6612010305 Provides analysis of Reg Guide 1.99, Rev 2^ "Radiation Embnttlemonl of 
Reactor Veseel Metis" for impact on pressure temp heatup A cooldown curves con- 
tained fn Tech ^ecs.pef Generic Ltr 86-11. 

RICHTER, M H Commonweallh Edison Co 88/11/28 Document Control Branch (Doc- 
ument Control Desk), 2pp 47703,049-47703 050. 

8812070057 Forwards util evaluation of ENSPEC 3000 englno analyzer roat»ll8,p0r 
081026 application for amend to License NPF-72, exlending,on one-time basis, 31- 
month surveillance testing requlremenl for Diesel Generators 1DQ01KA A IDGOIKB, 
HUNSADER.S.C. Commonweallh Edison Co. 88/11/29 MURLEY.TE. Office of Nu 
clear Reactor Regulation, Director (Post B70411) 2pp. 47763094-47753.095, 

8812070239 Notification of 881207 meeting w/utll In Rockville, MO to discuss DCRDR 
submittal of 60OB25. 

SANDS.S.P, Project Directorale 111-2. 88/12/02. MURLEY.T, SNIEZEM, 
MIRAGLIA.F, NRC - No Detailed Affiliation Given. 3pp 47749 276 47749 277. 

6612140141 Advises that ulll 881129 Ilf which provided evaluation of ENSPEC 3000 
engine analyzer results did not mention Ignition column data because data does not 
apply to plant dtesel generators which are compression fanitlon type. 

HUNSADER.S.C. Commonweallh Edison Co 88/12/05. MURLEY.T E. Office of Nu- 
clear Reactor Regufallon, Director (Post 870411). 2pp. 47812048-47812 049. 

8812070261 Remits fee for application for amends (o Licenses NPF-37, NPF 66, NPF-72 
A NPF-77 

LARA.S C. Commonwealth Edison Co 68/12/06, MURLEY.T.E. Office of Nuclear Re 
actor Regulalton. Dlreclor (Post 870411). Ip. 47748076 47746:076 

8812200274 Applfcaticn for amends to Licenses NPF'37,NPF e6,NPF->72 A NPF- 
76, changing tech Spec 4.2 2.2 0 to remove fixed Fxy limits to NRC via operating 
limits rept Fee paid 

CHRZANOWSKI.R Commonwealth Edison Co, 88/12/12. MULLER, D B, Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 2pp, 47864:877-47864:292 

-8812200276 Proposed Tech Spec 4,2 2 2.e,removlng fixed Fxy limits A substituting re- 
quirement to submit Fxy limits to NRC via operating limlte rept, 

* Commonwealth Edison Co 88/12/12 Upp. 47864:279-47664:292 


8611160211 NRC Info Notice 88 090, "Unauthorized Removal of InduslFlsl Nuc^oai 
Gauges " Sve list end. 

CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729) 
80/11/22. Consolidaled Edison Co. of Now York, Inc 09pp 4770Q’2B5 47708 257. 

8611160467 NRC Info Notice 88 091, "Improper Administration A Control of Psyebofos? 
cal Tests " Svo list end 

ROSSI,CE Division of Operational Events Assoasmont (Post 870411). 60/11/22 
Consolidated Edison Co. of New York, Inc 101 pp. 47700 042-47708 142 

6812060262 Responds to NBC 081027 Ilf re violations noted tn Insp Ropls 50 456/68 
26 A 50 457/08-26 on 880828 1015 Corrective actlons'shift personnel Informed that 
chemistry to be notified of panel/slnk trouble annunciator alarms 
BLISS.H.E Commonweallh Edison Co. 88/11/22 DAVIS.A B Region 3. Ofc of the Di 
rector 3pp. 47741’047*47741‘049. 

8611290644 Ack receipt of 081118 Hr A payment In amount $50,000 for NRG imposod 
civil penally per NRd 881019 order. 

LIEBERMAN.J. Ofc of Enforcement (Post 070413) 80/11/23. REED.C Commoo 
wealth Edison Co. Ip 47650.135-47650.135 

6611300400 Forwards notice of violation A proposed imposition of clvtl ponalty ki 
amount of $75,000, 

DAVIS.A B Region 3, Ofc of the Director, 88/11/23. O’CONNOR, JJ Comtnonwoallft 
Edison Co. 4pp 47701.260-47701.295. 

-6611300406 Nollce of violation A proposed imposition of civil ponalty in amount or 
$76.OOO.Noncompfianc0 noted .electric equipment Important to safety not property 
qualified by testing A/or analysis A specific malnt aotlvltios not Implomentod 
DAVIS.AB. Region 3, Ofo of the Director 88/11/23. 6pp 47701.284 47701,205 

8612060142 Forwards Safeguards Insp Rept 50 456/08-30 A 50-457/88-30 on 08102*5- 
2a,No violations noted 

GFEQER,LR Region 3, Ofo of the Director 88/11/30 REED.C Commonwoai'ji 
Edison Co. 2pp 47741:231-47741.233, 

-8812060145 Insp Repts 60 456/88-30 A 60 457/08 30 on 881025-28 A 31 MW tio 
vfotatfons noted Major areas Inspectedimgt support, security program plans-, A 
audits, protected A vital area physical barriers A detection A assessment efd^ 
MADEDAJJ, CREED, JR Region 3, Ofc of the Director 00/11/30 Ip 47741 ^33- 
47741-233. 

6611200030 NRC Info Notice 88 093. "Teletherapy Events," Sve list end. 

CUNNINGHAM, R.E Division of Industrial A Medical Nuclear Safety (Posi e707£9j 
88/12/02. Consolidated Edison Co of New York, Inc 112pp. 47011.103 476151 & 

8611290536 NRG Info Notice 88-094, "Potentially Undersized Valve Actuators " Svo £$,1 
end. 

ROSSI, C.E. Division of Operational Events Aesessmenl (Post 070411). 80/1?/oz, 
Consolidated Edison Co, of New York, Inc, 121pp 47708.143 47708 264 

6812020267 NRC Info Notice 88-095, "Inadequate Procurement Requlremonis Ifi^po'sed 
by Licensees on Vandoirs," Sve list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411). a8/l2/i>e. 
Consolidated Edison Co. of New York, Inc, 112pp. 47007-191.47807:302 
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8B121432S5 Forwards Safety Insp Repla 50*456/80*a9 & SO'457/06 29 on 801016- 
1126 £( notice of violallon 

CLAYTON, B Region 3, Ofc of the Diroctor 60/12/09 REEO,C Commonweatth 
Edison Co. 2pp. ^800 175-47000 191 

-6812140286 Notice of vioialion from insp on 881016-1126 Violation noted condition 
adverse to quality not properly identified & corrected in that, on 801031 ,MStV 1A de 
dared inoperable, notification was not made within 1 h requirement to NRC 
CLAYTON.B Region 3, Ofc of the Director 88/12/09 1p 47800 177-47800 177. 

-8812140267 Insp Ropts 50 456/80-29 & 50-457/08-29 on 001016-1126 Violations 
noted Major areas inspected lice nsoe action on previously identified items,LERs 
re vfaw, regional request, temporary lnslruction,ESF aye & training efiecliveness 
HINDS,J M Region 3, Ofc of the Director 88/12/08 14pp 47800 178 47800 191 

8812100265 Forwards Safety Insp Repts 50-456/88-31 & 50-457/88-31 on 8B1202No 
violations noted 

GREGER.LR Region 3, Ofc of the Diroctor 80/12/13. REED.C Commonwealth 
Edison Co 2pp 47053 204-47653.299 

-8812180267 Insp Repts 50-456/80-31 & 50 457/88 31 on 661202 Major areas 
fnspected open items identllled during previous emergency preparedness Insps & on 
IE Info Notice 87 0S8 

PLOSKI.T, SNELL, W Region Ofc of the Director. 88/12/12. 4pp 47053 206- 
47853 299 

B8 12190368 Discusses enforcement conference held on 881123 re Insp conducted on 
881016-1103 concerning several instances of missed or improperly performed 
surveillance Summary enc), 

GREENMAN^E.Q Region 3, Ofc of the Director 08/12/13 REED,C Commonwealth 
Edison Co 4pp 47051-266 47051.269 

6S 12220362 Forwards Rev 2 to "Braidwood Nucloar Power Station Units 1 & 2 Inserv 
Ice Insp & Testing Program Plan First Insp Interval ** Related Info preserving comparl 
aon of BraldwoocTSi Byron plants Inaervlce Insp programs end 
HUNSAOER,SC Commonwealth Edison Co 88/12/16 MURLEYJE Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 14pp 47904 037-47906 279. 

-8B1 2220365 Rev 2 to "Braidwood Nuclear Power Station Units 1 & 2 Inservlce Insp & 
Tasting Program Plan First Insp Interval " 

* Commonwealth Edison Co 80/12/16. 800 pp 47904.051-47906:279 


R. Periodic operating reports & related correspondence 

8612020107 Forwards supplemental rept to 10CFRB0 69 annual ropt for plant to include 
inslruinenlalion setpolnt/scaling changes. 

HUNSADER,SC Commonwealth Edison Co 88/11/28. MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 6pp. 47707:176 47707.101 

6012 180217 Monthly operating repts for Nov 1988 (or Braidwood Units 1 2 W/6G1209 

f(r. 

PETERSON.M.W., QUERIO.R E. Commonwealth Edison Co 88/11/30. 14pp. 
47826*337*47826.350 


3. Reportable occurrencea, LERa & related correspondence 

881206(K111 LER 88 024 OQ.on 881 031 .operator noted that hydraulic pump on 1A MSIV 
pumping contfnuously.Ceused by failure of "Ml" four way valve Nucloar Work Ro- 
quesi /^6S31 written to replaco defective four way hydraulic valve Mt.W/861130 Hr. 
STROH.D, QUeRIO,R.E. Commonwealth Edison Co 88/11/07. 6pp 47743 080 
47743.093 

8812050206 Confirms 881123 plans for 881208 mat meeting w/util to discuss turbine 
bldg Instrument air ring header failure Induced Unit 1 & 2 scrams, review & analysis of 
1 988 reactor scrams. 

GR'EENMANjE.G. Region 3, Ofc of the Director. 68/11/29. REED,C Commonwealth 
Edison Co. 2pp 47731.145.47731-148. 

B812090297 Special rept. on 881 020, discovered that sensor Channels LM001 & LMOOO 
were in low alarm.Caused by (raying of Insulated fibre jacket of mIcrodot connector 
caWe Sensor channels replaced. 

HUNSADER,S.C Commonwealth Edison Co. 08/11/29. MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post B70411). 2pp. 47776:202 47776.203 

8812210007 LER 88-026 00. on 801 11 6, manual reactor trip Initiated due to docreasina 
atoam generator levels.Caused by Inadequate installation of coupling in instrument air 
header AddI pipe supports will be added to header, W/8B1212 Itr, 

NYKAZA.P., QUERIO.P. Commonwealth Edison Co 88/12/13. 6pp 47670 280- 
47878:292 


V. Operator Examinations 

8612140053 Informs that roqualificatlon program evaluation visit scheduled for wk of 
89041 7.FacKity wifi need to furnish approved Items listed In End 1 at (east 60 days 
prior to exam date 

WRIQHT.Q.C. Region 3, Ofo of the Director 88/12/06. REEO.C Commonwealth 
Edison Co. 8pp 47706.132*47706:139. 
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F. Security, medical, emergency & fire protection plana 

8810050121 Rasponds to NRC 800829 Itf re violations noted In Insp Repts 59 468/68- 
16 & 60-457/88-1 8. Corrective actions utii policy of deadly force as currently stated in 
ejMurity Plan has been established w/10CFR73.65.Encl withheld. 

BLISS, H.E. Commonwealth Edison Co 86/09/16. DAVIS, A<B Region 3, Ofc of the Di- 
rector. 2pp. 47701 .35M7701 .352 

8812060324 Forwards response to regulatory effective review. Response withhold (ref 
10CFR73 21). 

BLISS,H E. Commonwealth Edison Co. 88/11/22 MURLEY,T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 1p. 47731-220-47731:220. 


6812060142 Forwards Safeguards Insp Rept 50 456/88 30 & 50-457/66 30 or^ 881 025- 
20 No violations noted 

GREGER,LR Region 3, Ofc of the Director 88/11/30 REED,C Commonweallh 
Edison Co 2pp 47741 231-47741 233 

-8812060146 Insp Reels 5O-456/BB-30 & 50 457/88 30 on 881025-28 & 31 & 1101 No 
violations noted Major areas inspected mgt support, security program plans, & 
audits, protected & vital area physical barriers 8 detection & assessment aids 
MAOEbA,TJ Region 3. Ofc of the Diroctor 00/11/30 Ip 47741 233-47741 233 

8S12190265 Forwards Safety Insp Repts 50-456/88-31 & 50-457/88-31 on 681202 No 
vteJaWons noted 

GREGER.LR Region 3, Ofc of the Director 88/12/13 REED.C Commonweallh 
Edison Co 2pp 47853 204 47853 2D9 

-B812190267 insp Repts 50 456/88 31 & 50 457/88-31 on 881202 Major areas 
Inspected open Homs identified during previous emergency preparedness tnsps & on 
fE Into Notice 87-058 

PLOSKI.T, SNELL, W Region 3. Ofc of the Director 60/12/12. 4pp 47B53 296- 
47863-299, 

BB12200091 Forwards Amend 11 to "Byron/Braldwood Stations Fire Protection Rept" 
HUNSADEfl.SC Commonweallh Edison Co 8B/12/14 MURLEY.TE Office o1 Nu- 
clear Reactor Regulation, Director (Post 070411), 2pp 47871 366-47872 074 

-B812200097 Amend 11 to "Byron & Breldwood Stations Fire Protection Rept " 

* Commonweallh Edison Co 86/12/31, 77pp 47871 358-47872 074. 

BB1227D151 Advises that 881018 Rev 2a & 3b to Braidwood Annex & Byron Annex 
generating slatien emergency plans, respectively, consistent w/t0CFR5O,54(q) & 
acceptable Each rev includes table of station-specific emergency action levels 
GREGER.LR Region 3, Ofc of Ihe Director 88/12/15 RElED.C Commonwealth 
Edison Co 2pp 47924 248 47926.039 

-0812270163 Forwards revised generic emergency action levels (EALa) for plants,ln ro- 
Bponse to NRC concorns.CommItment to Implement EAL changes for Braidwood by 
880030 revised to Indicate that EALa will be Implemented within 30 days of NRC ap- 
proval 

JOHNSON, I.M Commonwealth Edison Co 08/09/28 DAVIS, A B Regior^ 3, Ole ol 
the Director 150pp 47924.250 47925 039 


K. Utility Final Safety Analyals Report (FSAR) & amende 

6012190196 Forwards updated FSAR for Byron Station Units 1 & 2 & Braidwood Station 
Units 1 & 2 

HUNSADER,SC Commonwealth Edison Co. 09/12/14. MURLEYJ.E Office ol Nu- 
clear Reactor Regulation, Director (Post 870411) 2pp. 47980 001-47089-1 66 

-BB121 00216 Updated FSAR for Byron Units 1 & 2 & Braidwood Units 1 &. 2 Rev 0 to 
change log end 

• Commonwealth Edison Co. 80/12/14 12,869pp 47980 003 47989.134 

-8B12190236 Chapter 1, "Introduction & General Description of Plant," to Byron Units 1 
& 2 & Breldwood Units 1 & 2 updated FSAR 

• Commonweallh Edison Co 68/12/14. 221pp 47002 050 47002 270. 

-B81 21 90250 Chrmter 3, "Design of Structures.Components.EquIpmont & Sys," to 
Byron Units 1 & 2 & Braidwood Units t & 2 updated FSAR 

• Commonweallh Edison Co. 86/12/14 I.OOOpp 47002-271-479&3 314 

-B8121 90344 Chapter 2, "Site Characteristics," to Braidwood Units 1 &. 2 updated 
FSAR 

• Commonwealth Edison Co 80/12/14 1,600pp 47989.157-47993 090 

-BB12190345 "Observations Made By Slate of IL Geological Survey Staff During Visit to 
Braidwood Site on 760311." 

• Illinois, Stale of 77/03/06 3pp 47993-091-47993 093 

-8812190347 "Geologic Reconnaissance of Clinton & Braidwood Reactor Excavations " 
SKROVe,J.W, Division of Sita Safety & Environmental Analysis 76/04/27 3pp 
47993 094-47993 09S. 

-8812190349 "OnsIte Water Well Borehole Log " 

TREWORGY,J.O Illinois. Slate of, 77/04/11. 3pp 47093.097-47993 099. 

-8612190351 "Written Communications Ref In Seclion 2.5 " 

• Commonwealth Edison Co 88/12/14 10pp. 47993-100 47993.100 

-6812190352 "Subcompartment Pressurization Studies Outside Containment " 

• Commonwealth Edison Co 88/12/14 30pp 47903-110-47993.141. 

-8812190353 "Selection of Pipe Mall Properties for Use In Pipe Whip Analysis " 

• Commonwealth Edison Co. 68/12/14 3pp. 47993-142-47093.144. 

-8812100356 "Main Steamline Break in Main Steam Tunnel " 

• Commonwealth Edison Co. MAD 7677. 76/07/31. 31pp 47093-145-47993:175. 

-8812100357 "Flooding." 

" Commonweallh Edison Co. 88/12/14, 3pp 47993.176 47993:314. 

-8612100360 "Issues re Reevaluation of Byron/Braldwood Seismic Design.'* 

• Commonwealth Edison Co 88/12/14. 460pp. 47993.316-47906 001 

-8812100386 Chapter 4, "Reactor," to Byron Units 1 & 2 & Braidwood Unite 1 & 2 up- 
dated FSAR. 

• Commonwealth Edison Co, 88/12/14 300pp. 47996 092-47996356 

-8812190367 Chapter 5, "RCS & Connected Sys," to Byron Units 1 & 2 & Braidwood 
Units 1 & 2 updated FSAR 

• Commonwealth Edison Co 08/12/14. 400pp 47996.357-47997.265 

-6612190369 Chapter 6, "ESF " to Byron Units 1 & 2 & Braidwood Units 1 & 2 updated 
FSAR. 

• Commonwealth Edison Co. 88/12/14. 900pp. 47097 266-479 OB -068. 



170 DOCKETED ITEMS 


-88121S0372 Chapter 7. “Inslrumemalion & Controfs/' to Byron Units 1 & 2 & Braid* 
wood Units 1 & 2 updated FSAR 

• Commonwealth Edison Co 68/12/14 450pp 47999 191 48000 309 

<-88121903-73 Chapter 6, “Electric Power,*' to Byron Units 1 & 2 & firaidwood Units 1 & 
2 updated FSAR 

' Commonweal Lh Edison Co 86/12/14 275pp 48000310 48001 090 

-8812190300 Chapter 9, "Auxiliary Sys," to Byron Units 1 & 2 & Braidwood Units 1 S 2 
updated FSAR 

‘ Commonwealth Edison Co 68/12/14 l.&OOpp 48001 099-48004 33B 

-8812190302 Chaptor 10, "Steam & Power Convorslon Sys,” to Byron Units 1 & 2 & 
Braid wood Units 1 A. 2 updated FSAR 

• Commonwealth Edison Co 68/12/14 400pp 48004 330 46005 192 

-8812190383 Chapter 11, “Radwasle Mgtj" to Byron Unit 1 & 2 & Braldwood Unit 1 & 2 
updated FSAR 

• Commonwealth Edison Co 88/12/14 600pp 4B005 193-48006 320 

-0612190389 Chapter 12, "Radiation Protection,” to Byron Units 1 A 2 A Braidwood 
Units 1 A 2 updated FSAR 

• Commonwealth Edison Co 88/12/14 500pp 48006 930 46007 343 

-8812190390 Chapter 13, "Conduct of Operatjons,” to Byion Units 1 A 2 A Braidwood 
Units 1 & 2 updated FSAR 

• Commonwealth Edison Co 8S/12/14 77pp 48007 344-48008 058 


881 2200274 Application for amends to llconsos NPF-37,NPF-66,NPF-72 4 rJPF- 
7r>,changing Tech Spec 4 222 0 to remove fixed Fxy limits to NRC via opcratii^ 
Imnlls root Fee paid 

CHRZANOWSKI.R Commonwealth Edison Co G8/12/12 MULLER, DD Olficoof 
clear Reactor Regulation, Director (Post 870411} 2pp 47Q64 277 478G4 202 

-8812200276 Proposed Tech Spec 4 2 2 2 o 'umoving fixed Fxy fimlls A suhstitut dq ro 
quiromoni to submit Fxy limits to NRC via operating llmils rept 

* Commonwealth Edison Co 68/12/12 14pp 47864 279 47804 292 

8812230162 Apf>lication for amends 1o Liconsos NPR-37,NPF-e6,NPF‘72 & NPF* 
75, modifying Tech Specs to change Bases Pago 3/4 4-2 which adds danlicationi fOf 
power oporalod rellof valves oporabllily 

CHRZANOWSKI.R Commonwealth Edison Co 08/ 12/12 MULLER.D R Prolocl I>- 
rectorate 111-2 2pp 4791 1 32G 4791 1 330 ' 

-8812230172 Proposed Tech Spocs 3/4 4 2-4, adding clarification for prossururor povnC^- 
operated relief valvos operability 

* Commonwealth Edison Co 88/12/12 3pp 47911 328-47911 330 

8812220206 Forwards proprietaiy A nonproprielary NFSR-0033, "VIPRE/ WREl 1 CflDR 
Thermal Limil for Weslinghouse OFA huol ” Affidavit A application for withholding pro- 
prietary rept also end, Proprietary version wiliihold (ref 10CFR2 790) 

TRZYNA,GE Commonwealth Edison Co 88/12/15 Office of Nuefonr Ronclor Roau 
lalion. Director (Post 870411) 4pp 47692 257-47092 330. 


-8812190391 Chapter 14, "Initial Tost Program," to Byron Uniis 1 A 2 6 Braidwood 
Units 1 A 2 updated FSAR 

* Commor^wealth Edison Co 00/12/14 123pp 48008 059 4BOOB 181. 

-8812190392 Chapter 15, "Accident Analyses,” lo Byron Units 1 & 2 A Braidwood 
Units 1 & 2 updated FSAR 

* Co m mo ri wealth Edison Co 08/12/ 14, 40Qpp 48008 182-48000 290 

-8812190393 Chapter 16, "Tech Spocs," to Byron Units 1 A 2 & Braidwood Units 1 A 2 
updated FSAR 

* Commonwealth Edison Co 86/12/14 12pp 48009 305-48009 316 

-8812190395 Chapter 17, "QA," to Byron Units 1 A 2 A Braidwood Unile 1 A 2 updated 
FSAR 

* Commonwealth Edison Co 88/12/14 2pp 48009 317-48009 310 

-8812190400 App A, "Application of NRC Reg Guides," lo Byron Units 1 & 2 A Braid 
wood Units 1 A 2 updated FSAR 

* Commonwealth Edison Co 8B/12/14 210pp 48009,319 48010,172 

-8812190401 App B, "Const Matl.Std A QC Proceduros," to Byron Units 1 A 2 A Braid 
wood Units 1 A 2 updated FSAR 

* Commonwealth Edison Co 86/12/14 81 pp 46010 173-46010 233 

— 88121 OQ402 App G, "Turbine Missile Sludy," to Byron Units 1 A 2 A Braidwood Units 
1 A 2 updated FSAR 

* Commonwealth Edison Co 86/12/14 50pp, 48010 234-48010 283 

-8812190403 D, "Compulor Programs to Byron Unite 1 A 2 A Braidwood Unite t 
A 2 updated FSAR 

* Commonwoahh Edison Co 88/12/14 72pp 48010 284-48011,098. 


Q. Inspection reports, IE Bulletins A correspondonce 

8810050121 Responds to NRC 880629 Ur re violations noted In Insp Repts 50 456/BA 
18 A 60 457/88 10 Corrective actions util policy of deadly forco as curronhy atitcJ 
secunly plan has been established w/10CfR 73.55 Enel withheld 
BLISS.HE Commonwealth Edison Co 88/09/16 DAVfS.AB Region 3, Ofcoflho O 
rector 2pp 47701 351-47701 352 

8811300547 Forwards Safety ir;sp Ropls 60 456/08-20 A 50 457/06 20 on 6*1016- 
1103 No violations noted 

GREENMAN.EG Region 3, Ofc of (ho Director 00/11/17 REED.C, Conimonwoahfi 
Edison Co 2pp 47073 105 47673 206 

“6811300551 Insp Ropts 50 456/08-26 A 50 457/06 20 on 001016 1103 No vlolat^i 
noted Major areas Inspected events surrounding several missed or impropeily por- 
formod Tech Spec surveillances 

HINDS, JM Region 3, Ofc Of the Dirootor 00/11/17, lOpp 4767 3’ 197-4 /673 200 

8611300261 EN-88 101on 081 123,no1icG of proposed Imposition of civil poria?ty In 
amount of $75,000 will be issued to llconsoo. Action based on failures to adaquaicV 
Implement orwiron quatificalion requirements of tOCFRSO 49 
LUEHMAN,J, LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/11/10 Ip 
47077.322-47677 322 

8811300444 Forwards addl Info clarifying Wostlnghouso Rent MT-SME-4 27(08) le strab 
ficatlon A thermal cycling Issues In rosponso to 081101 tolcon request cer^corrvnn 
NRC Bulletin 80 008 * ^ 

CHR2ANOWSKt,R Commonwealth Edison Co 00/11/09 MURLEY,TE Office of 
clear Reader Regulation, Director (Post 070411) 2pp 47697 256 47607 '2 57 


-8812190404 App E, "Requirements Resulting From TMI-2 Accident," lo Byron Units 1 
A2A Braidwood Units 1 A 2 updated FSAR 

* Commenweallh Edison Co 06/12/14 4O0pp 48011 097-48012 114 

-8812200223 App 0 3A, '’Pr^er Positioning of Valvos," to Byron Units 1 A 2 A Braid- 
wood Units 1 A 2 ^datod FSAR 

* Commenweallh Edison Go. 86/12/14. 6pp 47999 069-47999.177 

-B81220Q226 "Iodine Removal Effectiveness Evaluation of Containment Spray Sys," 

* Commonwealth Edison Co 88/12/14 lipp 47999 170-47999 190 

-8812200234 "Dose Mcxfels Used to Evaluale Environ Consequences of Accidents" 

* Commenweallh Edison Co 86/12/14, 7pp 48009 291-48009 297 

-8812200237 "Models for LOCA Analysis " 

* Commonwaallh Edison Co 86/ 1 2/1 4 7pp 46009 290-48009 304 


P« Operating license stage documents A corresponds nee 

88 12050324 Forwards response lo regulatory effective review Response withheld fref 
10CFR73 21) 

BLISS, H.E Commonwealth Edison Co 0B/11/22 MUHLEY.TE Office of Nuclear Re- 
actor Regulation, Director (Post 070411) tp 47731 229-47731 220 

8611280048 Generic Ltr 88-20 to all licensees holding OLa A CPa for nuclear power 
reactor facilities re indiWduet plant exam for severe accident vulnerabilities Sve list 
oncl. 

CRUTCHFIELD, D Associate Director for Projects (Post B70411) 06/11/23 Consoli- 
dated Edison Co of New York, Inc 81 pp 47728 303 47729.024. 

8812010305 Provides analysis of Reg Guide l99,Rev 2, "Radiation Embrittlement of 
Reactor Vessel Malls" for impact on pressure-temp heatup A cooldown curves con- 
tained in Tech i^ecs.per Generic Ltr 88 11, 

RICHTER,MH uommonwealth Edison Co 88/11/20 Document Control Branch (Doc- 
ument Control Desk) 2pp 47703 049-47703 050 

8812070239 Notification of 681207 meeting w/util in Rockville, MD to discuss DCRDR 
submittal of 860625 

SANDS, SP. Project Directorate III 2. 00/12/02 MURLEY.T NRC - No Detailed Affili- 
ation Given. 3pp 47749 27 5-4774 9‘277 


8611160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial NifcFoar 
Gauges" Sve list oncl 

CUNNINGHAM, R E Division of Industrial A Medical Nuclear Safety (Posl 0/0729) 
8B/11/22. Consolidalatl Edison Co of Now York, Inc, 99pp 47700 265 47700 257. 

8811160467 NRC Info Nolico 88 091, "Improper Adminlalration A Control of Rsychofco 
cal Testa " Sve list end 

ROSSI, CE Division ol Operational Events Assossmoiil (Posl 070411) 80/11/22. 
Consolidated Edison Co of New York, tnc. 101pp. 47708 042 47700 142 

0812060202 Responds to NRC 081027 Ur re violations noted in Insp Rents 60 156 /SA- 
26 A 50 457/88-26 on 000020-1016 Corrective actions shift peraonnol Infermod thial 
chemiBliy to be notified of panel/alnK trouble annunciator alarms 
8L)SS,H.E Commonwealth Edison Co 00/11/22 DAVIS,A.B. Rooion 3, Ofcol Iho E>- 
rector 3pp 47741 047 47741.049 

8811300400 Forwards notice of violation A proposed Imposition of civil penally *n 
amount of $75,000 r r k \ t 

DAVIS, A B Region 3, Ofc of the Director 08/11/23. O'CONNOR, JJ. Commorwoi?:h. 
Edison Co. 4pp 47701 260 47701 '205 

“8811300406 Notice of violation A proposed imposition of clvi) penalty In amount cjf 
$76,000 Noncompliance noted electric equipment Important to safely not proporiy 
qualifiod by testing A/or analysis A specifiCimalnt aclivitlos not lmplomori.lGHJ 
DAVIS.A B, Region 3. Ofc of the Director 08/11/23. 6pp. 47701 264-47701 205 

6812060142 Forwards Safeguards Insp Rept 50-456/80-30 A 60 457/80 30 on 001025- 
20.No Violations noted 

GREQER.LR Region 3, Ofc of Iho Director 88/11/30 REED,C Commonweal 
Edison Co 2pp 47741*231 47741:233 

-8812060146 tnsp Repls 50-456/88-30 A 50-467/08-30 on 801026 20 A 31 A 1101 No 
violalions noted, Major areas Inspecled’mgt support, security program plans, A 
area physical barriers A detection A assessment aldg 
CREED, JR Region 3, Ofc of the Director, 88/11/30 Ip 47741 2^^. 


881 1290030 NRC Info Notice 00 093, "Tolelhorapy Events " Sve list end 
CUNNINGHAM, R.E Division of Industrial A Medical Nuclear Safety (Posl 07O7?9fc 
0B/12/O2 Consolidated Edison Co ol New York, Inc, 112pp 47011 103-47611 3i5 


8B1 20 70261 Remita foe for application lor amends to Licenses NPF-37, NPF‘60.NPF-72 
ANPF-77 

LARA,SC. Commonwealth Edison Co 68/12/06 MURLEY.T E Office of Nuclear Re- 
actor Regulation. Director (Post 070411) Ip. 47746 076-47748 076 


881 1290538 NRC Info Nolico 00 094, "Potentially Undersized Valve Actuators " Sve Irsi 
end. 

ROSSfC.E. Division of Operational Events Assessment (Posl 870411) 60/12,^02 
Consolidated Edison Co of New York, Jnc. 121 pp 47708 143 47708 254 
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8 B1 2020287 NRC Info Notice 8B-095, “Inadoquato Procurement Roqulrements Imposed 
by Licensees on Vendors *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), flB/12/Ofl 
Consolidated Edison Co of Now York, Inc 1 12pp 47807 191-47807 302 


8812140255 Forwards Safety Insp Repts 50 456/Q8 29 & 50 457/08 29 on 081016 
1 126 & notice of violation 

C LAYTON, 0 Region 3, Ofc of tho Director 88/12/09 REED,C Commonwealth 
Edison Co 2pp 47000.175 47000 191 

^8812140257 Insp Repts 50 450/88-29 & 60 457/88-29 on 081016-1126 Violations 
noted Major areas inspected llconsoo action on previously Identified l1oms,LERs 
roview.reglonal request, temporary fnstructlon.ESF sys & training effectiveness 
HINDS,J M Region 3, Ofc of tho Director 68/12/00 14pp 47800 170 47000 191 

8812190265 Forwards Safety Insp Ropts 50-456/80 31 & 50 457/88-31 on 081202 No 
violations noted 

GREQER.L R Region 3, Ofc of the Difoctor 08/12/13 REEO.C Commonwealth 
Edison Co 2pp 47B53 2O4-47063’299 

-8B12190267 Insp Repts 50 456/88-31 & 60-457/00-31 on 681202 Major areas 
inspeclod open Items Idontlfied during previous emergency preparedness Insps & on 
IE Info Notice 87-058 

PIOSKI.T, SNELL, W Region 3, Ofc of the Diroclor 08/12/12 4pp 47853 206- 
47B53 299. 


8812190366 Discusses enforcement conference hold on 081123 re Insp conducted on 
G01016-1103 concerning several Instances of missed or Improperly performed 
surveillance .Summary end 

GREENMAN.EG Region 3, Ofc of Iho Director 00/12/13 REED.C Commonwealth 
Edison Co 4pp. 4705 1.266-47851 -269 


8612229382 Forwards Rev 2 to "Braldwood Nuclear Power Station Units 1 & 2 tnserv- 
Ice insp & Tealing Program Plan First Insp Interval ** Related Info presenting compari- 
son of Braldwooa & Byron plants Inservice Insp programs end 
HUNSADER.SC. Commonwealth Edison Co 00/12/15 MURIEYJE Office of Nu 
clear Reactor Regulation, Director (Post 070411). 14pp. 47904 037-47906,279 


-661 2220385 Rev 2 to "Braldwood Nuclear Powor Station Units 1 & 2 Inservlco Insp & 
Testing Program Plan First Insp Interval " 

* Commonwealth Edison Co. 00/12/15. OOOpp 47004 051-47906.279. 


R, Periodic operating reports & related correspondence 

6812020197 Forwards supplemental ropt to 10CFR50 59 annual repl lor plant to include 
Instrumentation sotpolni/scallng changes 

HUNSADER.se Commonwealth Edison Co 00/11/26 MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 070411) 6pp 47707.176 47707.101. 

6612150217 Monthly operating repts for Nov 1988 for Braidwood Unite 1 & 2 W/CGt209 
Hr, 

PETERSON.M.W., QUERIO.R E. Commonwoallh Edison Co 88/11/30. 14pp. 
47628 337 47826.350. 


8. Reportable occurrences, LERs & related correspondence 

6611290161 LER 86-029 OO.on 00 1026, manual roador trip & RCS Inventory balance in 
excess of required time interval occurred Caused by condensate pump suction strain 
era plugging Main condenser thoroughly (napectod & cleaned W/Q81 122 Hr. 
LEWANO,j!m., QUERIO.R.E. Commonwoallh Edison Co 80/11/09, 6pp 47649-207- 
47649-292 

8912080034 LER 08 030 00 on QB1030.ateam generator water tovel reached ht hi ievol 
due to overfeeding. Caused by nuclear station operator lack of oxporlonce Steam gen- 
orator water levels restored to normal band W/861129 lir, 

IBRAHIM,DW., QUERIO.R E Commonwealth Edison Co 80/11/14. 4pp 47744 206- 
47744 298, 


8612060010 LER 08 031 OOlon 601105,reaclor trip duo to negative ralo trip on all (nstru 
mentallon sys power range channels occurred Caused by Incorrect relay 1H soiling 
due to conflicting Info In technical manual W/001 1 28 lir. 

WIEQAND.C, QUER10,RE Commonwoallh Edison Co. 00/11/18. 4pp, 47735001- 
47735,004. 

B61 2050206 Confirms 081123 plans for 881206 mgl mooting w/util to discuss turbine 
bldg Instrument air ring header failure induced Unit 1 & 2 scrams/evlew & analysis of 
1 968 reactor scrams 

GREENMAN.E.Q. Region 3, Ofc of the Director 60/11/29. REED.C Commonwealth 
Edison Co 2pp 4773V145.47731-146 

8812210003 LER 88-027-00’on 8811 16,containment ventilation Isolation occurred duo to 
transient loss of 345 kV switchyard lino due to thunderstorm Radiation monitor Initiat- 
ed Interlock & manually reselEvont conslderod spurious W/801 209 Hr. 

ROUNTREE, R., QUERIO.R E Commonwealth Edison Co 86/12/02 4pp, 47089,231- 
47089.^4. 


8B12210001 LER 00 020 OO.on 0D1117,rGaclor trip due to lo-lo level in 2B steam gener- 
ator occurred. Caused by procedural dellcloncy. Pneumatic converters & positioners of 



47878 310, 


V. Operator Examinations 

8812140053 Informs that requallficatlon program evaluation visit scheduled for wk of 
89041 7,Facillty will need to furnish approved lloma listed In End 1 at least 60 days 

e rlor to exam date. 

BRIGHT, QC Region 3. Ofc of tho Director, 88/12/05 REED.C, Commonwealth 
Edison Co 8pp. 47796 132-47796.139. 


DOCKET 60-468 RIVER BEND STATION. UNIT 1 


P. Security, medical, emergency A fire protection plans 

8D1 1300086 Advises that 081014 changes to emergency plan acceptable. 

CALLAN.L J Region 4, Ofc of Iho Director 00/11/18 t3EDDENS. J C Gull Stales Ulll- 
llles Co 2pp 47696 282-47696 283 

8812080310 Forwards supplomonlal response to violation noted in Insp Ropl 60 458/ 
88 09 Response withhold (ref 10CFR73 21) 

BOOKER, JE Gulf States Utilittos Co 88/11/30 Office of Nuclear Reactor Regula 
tJon, Director (Post 870411) Ip 47741 062 47741 062 

6612140006 Fonvards Insp Rept 50 458/88 23 on 880918-1105 & notice of violation 
CALLAN.L J Region 4, Ofc of Iho Director 88/12/07 DEDDENS.J C Gulf Slates Util 
Hies Co 2pp 47799 213 47799 231 

-8612140083 (nsp Rept 50 458/88 23 on 880916 1105 Violations noted Major areas 
Inspecled-licenseo aclion on previous Insp findings & NRC Nolico 88 043, surveillance 
test & maint observations, operational safety verification & security 
FORD.E J . JONES.WB . CONSTABLE, Q L Region 4, Ofc of Ihe Director. 88/12/06 
15pp 47799 217-47799 231 

6812140103 Forwards Rev 11 to physical security plan Rev contains safeguards mall & 
withhold (ref 10CFR73 21) 

OEODENS.J C Gulf States Utllilios Co 88/12/00 Office of Nuclear Material Safety & 
Safeguards, Diroclor 2pp 47802 268 47D02 269 

8B12140107 Forwards Rev 7 to security training & qualification plan Rev contains safe 
guards mail & withheld (rof 10CFR73 21) 

OEDDENS.J C Gulf Stales Utilities Co 08/12/09 Office of Nuclear Material Safoty & 
Safeguards, Diroclor 2pp 47802 266 47802 267 


K. General correspondence 


0612060008 Fonvards oulhorizallon of Board of Directors of ulll for JE Booker to sign 
llrs lo NRC transmiUing amends to OL or in response to any NRC Insp rept. 
OEDOENS.J.C Gulf States Ulilltlos Co 80/11/29 Document Control Branch (Docu 
moot Control Desk). 2pp 47743 065 47743 066 

8812200364 Responds to 801017 Itr expressing concerns ro Rev 1 lo updated 
SAR Affidavit end w/880825 Hr accoptabto cerlificatfon & licensee chose special 
symbol indicators placed above & below area ctiangod 

PAULSON, W A Division of Reactor Projects III.IV.V & Special Projects (Post 
070411) 88/12/14 PLETTINGER.H A, /Affiliation Not Assigned 4pp. 47864177- 
47804.180. 


P. Operotlng license stage documents & correspondence 

6011200212 Forwards Amend 30 to LIcooso NPF-47 & safety evaluation Amend do- 
lotos roqulromonl for NRC approval of asiatic clam control program prior lo Introduc- 
ing fiver water to plant sys & adds monitoring clarifier Influent for Cmblcula 
PAULSON, W A Prelect DirGCloralo IV 08/11/16 DEDDENS.J C Gulf Slates Ulllities 
Co. Bpp, 47656-317 47656 330 

-8011280213 Amend 30 lo Llconso NPF-47,de1eting requirement for NRC approval of 
aslatlc clam control program prior to river water introduction to plant sys & adding ro 
quiroment for monitoring clariflor Inlluenl for Corbicula 
CALVO.J A. Profoct Dtroclorato IV 6Q/11/1Q 5pp 47656 322-47656 326 

-8011280214 Safety evaluation simporllng Amend 30 to Llconso NPF-47 

* Office of Nuclear Reactor Regulation, Director (Post B70411). 88/11/10 4pp. 
47656-327.47658 330 

8S1 1300099 Forwards SER accopling util 840803,850520 & 080512 & 0811 responses 
to Generic Lir 86 20, Item 2 1 (parts 1 & 2) ro equipment cl ass if I cation & vendor Inter- 
face programs 

PAULSON, W.A, Project Dlreclorato IV 88/11/18. DEDDENS.J.C. Gulf States Utllllles 
Co. 4pp. 47696 336 47696,361. 

-0611 300105 SER accepting util responses to Generic Ltr B3-28,lloin 2,1, Part 1 re re- 
actor trip sys components. 

* NRC - No Detoilad Affiliation Given 80/11/10. 2pp 47696.340 47698.341. 

-6010120268 'Technical Evaluation Rept Conformance to Generic Ltr 83-20 Item 2 1 
(Part 1) Equipment Classification River Bond Slalian.Unll 1 

MCCORMICK.R D EG&G Idaho, Inc (subs, of EG&Q. Inc ) MCCORMICK.R D Idaho 
National Engineering Laboratory, RN D 6001 EGG NTA-8142 00/07/31 NRC • No 
Detailed Afflllallon Given 8pp 47696 342-47606 349 

-B81206006G SER accepting util response to Generic Ltr 83-28, Item 2.1, Part 2 re 
vendor interface programs for reactor trip sys components. 

" NRC - No DetailetTAffiliatlon Given 08/11/18 2pp 47696 350 47696351 

8811300040 Forwards Amend 31 to License NPF 47 & safety evaluation. Amend revises 
Tech Specs to allow single recirculation loop operation. 

PAULSON.WA Project Direcloralo IV 88/11/22 DEDDENS.J C Gulf States Utllllles 
Co 4pp 47676.054 47676-104 

-8811300043 Amend 31 to License NPF 47.revislng Tech Specs to allow single recircu 
latlon loop operation 

CALVO.J. A Project Directorate IV 88/11/22 36pp 47676 058-47676 093 

-6611300046 Safely evaluation simporling Amend 31 to License NPF-47 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/11/22 9pp 
47676-094-47676.102. 

-8811300046 Notice of issuance of Amend 31 to License NPF-47 .Amend revised Tech 
Specs to allow single recirculation loop operation 

PAULSON, W A. Pro|oct Directorate IV 80/11/22. 2pp 47676.103-47676.104. 
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8812090003 Forwards notice of consideration of Issuance of amend to Licor^se NPF-47 
& opportunity for hearing Amend doletes ticenao Condition 2 C {4), Attachment 2Jl6m 

PAULSON.WA Project Directorate IV 80/11/22 DEDDENSJC Golf Slates Utilities 
Co 3pp 47702 347-47782 353 


8B12060220 Forwards supplemental response to violations notod In Insp Itopi £>0-453/ 
80 18 Corrective actions temporary change notice Issued for STP 403 ocof to rcftc^t 
actual losling requirements for standby gas treatment sys Affidavit end 
DEDDENS.JC Gulf States Utilities Co 08/11/30 Document Control Branch [C>oa>- 
mont Control Desk) 6pp 47743 001 47743 006 


-88 1 2M000i| Notice of considoralion of Issuance of amend to License NPF-47 & pro- 
posed NSHC dslermfnatlon & opportunity lor hearing Amend deletes License Condi- 
tion 2C C4).AttachmQn1 2Jtem 1 

CALVO.JA ProjQCl Oireclorale IV 88/11/22 4pp 47762 350-47782 353 


G012O6O31O Forwards supplemental response to violation noted in Insn Bcol 50 455.' 
00 09 Response withhold (ref 10CFR73 21) 

BOOKER.JE Gulf States Utilities Co 88/11/30 Office of Nuclear Reactor 
llon, Director (Post 870411) Ip 47741 062-47741 002 


Generic Hr 88 20 to all licensees holding OLs & CPs lor nuclear power 
reactor facilities re Individual planl oxam for severe accident vulnerabilities Svc list 

c'rUTCHFI.ELD.D Associalo Director for Projects (Post 870411) 88/11/23 Consoli- 
dated Edison Co of New York, Inc Olpp 47728 303 47729 0 24 


8611300056 Advises lhal NRC concurs w/onci EGG-NTA-7301, "Conformance to Go 
node Ltr a3*2BJtom 221 - Equipment Classification For At! Other Safely Related 
Components River Bend 1 ” « „ 

PAULSON.WA Projocl Directorate IV. 89/11/23 OEDDENS.JC Gulf Stales Utilillos 
Co 4pp 47702 14B-47702 151 


-8011210007 "Conformance to Qenanc Llr 83 28. Item 221 • Equipment Classification 
lor All Olher Safety- Related Components River Bend 1 " 

UDY.A C EG&G Idaho, Inc (subs ofEG&G, tnc) FIND-6001 EGG NTA-7301 80/ 
10/31 NRC No Detailed Affiliation Given 16pp 47702 152*47702 166 


8S1 1300241 Forwards safety evaluation accepting util 840803^850520 & 870922 ro 
sponsea to Generic Ltr 63 28, Item 4 5 2 re reactor trm sys reliabiUty & on-line testing 
PAULSON.WA Proiect Directorate 1-4 80/11/23 DEDDENS.JC Gulf Stales Utilities 
Co 4pp 47680 116 476B0 120 


-6811300242 Safety evaluation accepting responses re Item 4 52 of Generic Llr 83 28 
re reactor Irlp sys reliability on line testing 

* Office of Nuclear Reactor Regulation, Direclor (Post 870411) 80/11/23, Ip 
47680 120-47680 120 


8012050127 Forwards environ assessment a finding of no significant fmpacl re 980012 
application for amend to Liconse NPF-47, revising Tech Specs lo reduce min water 
coverage for irradiated fuel & conlrol rods during handlirig 

PAULSON.WA, Proiect Directorate IV. 80/11/29 DEDDENS.JC Gulf Slates Ulilitlos 
Co 3pp 47734 001-47734 008 

-8812050141 Environ assessment & finding of no significant Impact re 880012 
application Amend revises Tech Specs 4961c & 4962c to permit doacrealng min 
water coverage for Irradiated fuel & control rods during handling 
CALVO.JA Project Direclorato IV 88/11/29 5pp 47734 004 47734 008 

0012060163 Forwards response lo 001003 request for addi info re 880805 application 
(or amend to License NPF 47 to allow operation w/foedwater hooters oul of svc 
BOOKER.JE Gulf Slates Ulililios Co 80/11/30. Document Control Branch (Docu 
ment Conlrol Desk) 4pp 47741 214-47741 217 

0012060172 Forwards response to W Paulson 891114 lelcon request re Tech Spec 3/ 
46 (or primary conteinment integrity requiromonls during refueling. 

DEDDENS.JC Gulf States Utilities Co 08/11/30 Document Control Branch (Docu 
moni Conlrol Desk) 9pp 47743 115 47743 123 


0012869154 Updates ulil 650114 response re status of const completion & testing a1 
fuel load Bldg roof & storm drain activities not related to plant startup or operations & 
scheduled for completion prior lo first refueling outage 

BIOOKER.J E Gulf Slates Utilities Cki 08/12/02 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 3pp 47743 155-47743 157 

8612210204 Forwards Amend 32 to Liconse NPF-47 & safely evatuollon Amend re- 
duces min water coverage above spent fuel assembly in storage pool & above irradi- 
ated control rod during spont fuel & irradiated control rod handling operations, 
PAULSON.WA Project Direclorato IV 08/12/13 DEDDENS.JC gTuK Stales Utilities 
Co 4pp 47676 233-47076 24Q 


BB 11290030 NRC Info Notice 80 093. "Tololharnpy Events " Svc list qpcI 
CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safoly (iiost 67072^) 
00/12/02 Consolidated Edison Co of New York, Inc 112pp 47011 lOJITflU 215 

0O112OO53B NRC Info Notice 00 094. "Potentially Undoraizod Valvo Actuators " S»c Ssl 
end 

ROSSI, CE Division of Operational Evonls Assessment (Post 070111) 06/12/02 
Consolidated Edison Co of Now York, Inc 121pp 47700 143 47709 254 

0612130130 Forwards Insp Ropt 50 450/00 25 on 081031-1104 No violations cm 
aliens notod 

CALLAN.L J Region 4, Ofc of the Director 00/12/02 DEDDENS.JC fiuK Slaloi Lfi 
itfes Co 2pp 47794 331-47794 343 

-8812130141 Insp Ropt 50 458/00-25 on 001031-1 104 No vIoInllOD'S or doviahv^s 
noted, Major areas inspoclod (ollowup on previous Insp findings, bulletins, PiO/l 21 
repts.dolormino Implemonlation scram discimrgo vol capability 
MURPHY.M E . BUNDY, H F , MCNEILL.W M Roglon 4, Ofc of Iho Oiracloi fr3 / 1 U2J 
lipp 47794 333 47794 343 

0012140066 Forwards Insp Ropt 50 450/08 23 on 000910 1105 & notice of vKyjUo 
CALLAN.L J Region 4, Ofc of the Director. 00/12/07 DEDDENS.JC (lulf J t'd 
itios Co 2pp 47790 213 47709 231 

-B01214OO01 Notice of violation from inop on 000010-1105 Violation nolcd fa-lure k. 
follow malnt work order procedures 

‘ Roglon 4, Ofc of tho Director 00/12/07 2pp 47790 215 47700 210 

-001214OOB3 Insp Ropt 50 450/60 23 on 000018-1 105 Violnlions nolod 
inspected liconsQG action on provious Insp findings & NRC Notice O0Ot3,iLjr\c.^i^'K< 
tost & malnl observatlons.oporatlonal safoly vorlficatlon & sacunty, 

FORD.e J . JONES.W D , CONSTAQIE.G I Region 4. Ofc of Iho Direclor 60/12.'« 
15pp 47700 217-47700,231, 

8812020207 NRC Info Notlco 00-005, "Inndoqualo Procuromenl RoquIroirDota I'liJO' 
by LIconsoos on Vendors *' Svc tisl end. 

ROSSI, CE Division of Onorntlonal Evonls Assossmoni (Post 070411) fig/f?/:-? 
Consolidated Edison Co of Now York, Inc 112pp 47007 101 47807,30? 

001 2160076 Ack receipt of 001123 llr informing NRC of stops lakon to co/m^.l vJ-ysi-x' 
noted In Insp Ropt 50 458/00-10 on 001010 

CALLAN.L J Roglon 4, Ofc of tho Director 00/12/09 DEDDENS.JC (Sull Uni 

itios Co 2pp 47024 177-47024 102 

BB1 21601 12 Ack rocefpt of 800030 & 1130 Itrs Informing NRC of tilojis InVim to cevic 
violations notod In Insp Ropt 50 450/00 1 0 

CALLAN.L J Roglon 4. Ofc of Iho Director 00/12/00 DEDDENS.JC Gull Sln-ct UJ 
Itios Co 2pp 47026 255 47026 256 

8BI2220073 Responds to viofationa notod In Inap Ropt 60 450/OB 22 C-BC-E-?} 

0015 Corrective actions Mod Roquosl MR 00 0300 Issued lo provide control 
Illation sys local hoator operability indicator light Adidavll end 
BOOKER,JE Gulf States Utililtoo Co 60/12/16 Document Contml 0farv:h 
mont Control Desk) 7pp 47014 041 47014 047 


R. Periodic operating reports & related corroepondonco 


-8012210206 Amend 32 to License NPF 4 7, reducing min water coverage above spent 
fuel assembly In storage pool & above irradiated conlrol rod during spent fuel & (rradi 
ated control rod handling operations 

CALVO.JA Project Direclorato IV 08/12/13 7pp 47076 237*47876 243 

-0012210200 Safety evatuation supporting Amend 32 lo Llcer^so NPF-47. 

* Project Directorate IV 89/12/13 3pp, 47070 244 47870 246 

-0812210210 Notice of issuance of Amend 32 to License NPF-47.roducino min walor 
coverago above spent fuel assembly In slorage pool & above irradiated control rod 
during spent fuel & irradiated control rod handling 

PAULSON.WA ProjeclOirectoralG IV 80/12/13 2pp 47876.247 47076 248 


O Inapaolion reports. IE Bulletins & correspondence 

6811220457 Ack receipt of 080519 llr informing NRC of stops taken to correct vfotatlons 
noted in lr>sp Repl 50-458/68 21 

CALLAN.L J Region 4, Ofc of the Director 09/11/17. DEDDENS,JC Gulf Stales Util 
Hies Co 2pp 47875 313 47676 327 

6011180211 NRC Info Notice 86-090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end 

CUNNINGHAM.H E DtvisEon of Industrial & Medical Nuctoar Safety (Post B70729) 
06/11/22 Consolidated Edison Co of Now York, lac, 99pp 47709 265 4770B 257 

8611160467 NRC Info Notice 86-091, "Improper Administration & Control of Psycholool- 
cal Tests " Svc list end 

ROSSLCE Dwision of Operational Events Assessment (Post 670411), 88/11/22 
Consolidated Edison Co of New York, Inc. 191pp 47708 042-47700 142, 


6012020250 "River Bond Stnlion Unit 1 Sominnnual Radionctlvo Fffluorl fk'ea'io 
Addendum” W/001123 llr 

FANTACCl.CL , CARQILL,EM . OOOKER.J.E Gulf Slnlos Ulililios Co Jf>; 

47716 323 47716 320 


8812010313 "Rtvor Bond Station Annual Environ Operating Ropl I 

Period 070020 Q00020 '* W/001123 llr 

CONNEn,JV, ODELL.WH , QRAHAM.P D Gulf Stales Ulllitloa Co 00/09/ I 7r- 
47709 179 47709100 


6011300231 Forwards revised monthly oporaling ropt for Sept 1000 for finer <■' 
lion Unll 1 Ropt rovlsetl lo correct forced oulano ralo.duralion for ShuldoAri e 9 
ration ot Power Roducllon 08 15 & duralion of Shutdown 00 16 
BOOKER, JE GuK Slntos Utilities Go 00/11/22 Document Control Qfarvh (CX.O 
ment Control Desk) Ip 47677'204-47677 200. 


-8811300272 Revised monlhly oporaling ropl for Sept 1080 (or River Bond SiaKnrk i> 
cioLE.R E Gulf Slates Ulililios Co 00/09/30, 4pp 47677 295 4767/200 


S. Reportable occurrenceSj LERe & related correspondence 

0011300318 LER 00 021-01, on 8BO9O0, reactor scram occurred Gnu sod by fa'/t ot ric- 
tral grounding transformer duo lo stray cal shorting out lijgh 
transformer Transformor replaced & protection of lormlnollons undor Inve^' v 
001 123 Hr 

ENQLANO.LA, BOOKER.JE Gulf Stales Utilities Co 08/10/05 5pp 2\ 

47697 216 


8811300101 Responds te NRC 801018 llr re violations noted in Insp Rapt 60 458/88- 
19 Corrective actions training conducted to caution all technicians on requirements for 
following steps in sequence prescribed in procedures 

DEDDENS.J C Gulf States Utilities Co, 08/11/23 Document Control Branch (Docu 
mont Conlrol Desk) 4pp 47670026-47678031 


6011300207 LER 00 022 02’on 800900,1011 & 22,fuol bldg venlilalion Uoaln^rt Sj-jt 
tostarted due to high radiation alarm Caused by background aclivity duo ijt 
radon & previously contaminated ductwork, Work request initialed W/901 1 2 1 Vj 
ENQLAND.LA, BOOKER.JE Gulf Stales Ulililios Co 00/11/21 5PP 4rCj72^ 
47697 266, 
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68113D€1fi6 LER 86>045 01 on 860713, reactor scram occurred Causod by level Indica- 
bon transient in evaporator level Indicator electronic circuitry rosuUIng m condensate 
fged Isolation Crack In probe sealed w/sificone W/Bai123 lir 
ENGLAND.LA, BOOKER, J,E GuK Slates Utilities Co 06/11/23 5pp 47676 279 
47676 203 

1300206 LER DB-024-OQon 881027,ESF actuation occurred resulting In Isolation of 
flweti sys Caused by cross tripping phenomenon of temp switches 4 procedural 
error Temporary change notice prepared to leave switches in bypass position W/ 
681123 Itf. 

ENGLAND, LA., BCX)KER,J E Gulf Stales Utilities Co 66/11/23 4pp. 47681 043 
47681.046 

3312010232 LER 06*006 01 on 0802 19, reactor shutdown required by TS duo to reactor 
reciiculallon pump motor trip Caused by moisture Intrusion from leaking sve water 
vafve Leaking valve repaired & termination cabinet cleaned Bl dried W/861i23 Itr, 
ENGLAND.LA, BOOKER, J E. Gulf Stoles Utilities Co 60/11/23 4pp 47703 201* 
47703 204 

8312919235 Special repi on 8B082S & 0906, two Injections of ECCS occurred during un 
related but similar reactor scrams Caused by reactor scram Initiated by turbine conlrol 
vat/e fast closure 

QOOKER.J.E Gulf States Utilities Co 08/11/23. Document Control Branch {Docu 
menl Conlrol Desk) 3pp 47703 303-47703 305 


V. Operator Examinations 

8811300392 Confirms operator license exams at site during wka of 090213 & 20, per 
lelcorvUtll should furnish approved ref mail listed in one) by 891213 Rule & guidance 
& exam requirements also end. 

CALLAN,L J. Region 4. Ofc of the Director 86/1 1 /18 DEDDENS.J C Gull States Util* 
itioaCo Itpp 47674 092-47674.102 


OOCKET 60*460 WPPS3 NUCLEAR PROJECT, UNIT 1 


A. AppHcatlon/conatruclIon stage documents & correspondence 

1811280048 Generic Ltr 68-20 to all llconsoes holding OLs & CPs for nuclear power 
roaclor facilities re individual plant oxam for severe accident vulnerabilltioa Sve list 
end. 

CRUTCHFIELD,D. Associate Director for Projects (Post 670411) 60/11/23. Consol! 
dated Edison Co. of New York. Inc. 61 pp 47728 303*47720.024 

3312150225 Discusses MPA B-01 requirements for Units 1 & 3,pef Generic Ltr 03*28, 
"Required Actions Based on Gonorlc Imollcallons of Salem ATWS Events Reactor 
tnp breaker maint & trending Issues should bo addressed as plant-specific Issues 
BRADFUTEJ.O Prole cl Olroctoralo V 68/12/06 VISSlNG,QS Standardization & 
Non Power Reactor Project Directorate 3pp 47626 295 47826 297 


DOCKET 60*461 CLINTON POWER STATION, UNIT 1 


F, SectiritVi medical, emergency & fire protection plans 

83 12070061 Revised emergency plan Implementing procedures, Including Rev 3 to PR- 
02, ‘‘Joint Public Info Ctr Oporallons," Rev 3 to PR-03, ''Proparalion of IPG Emergen 
cy Info" & Rev 3 to PR-04, '‘DIs semination of IPC Emergency Info " 

PAULSON,BF, HALL,SP, MADISON, J R. Illinois Power Co 60/11/26 68pp. 
47740' 119-4774B;1 86 


K. Ulltlly Final Safety Analysis Report (F8AR) & amends 

38121901M Forwards updated FSAR for Byron Station Units 1 & 2 & Braldwood Station 
Unllsl &2 

HUNSAOER,S.C. Commonwoalth Edison Co. 86/12/14 MURLEY.TE Office of Nu 
clssr Reactor Regulation, Director (Post 670411). 2pp 47980 001 47DD9.1B6. 

^12190347 “Geologic Reconnaissance of Clinton & Braidwood Reactor Excavations " 
SKROVE,J.W. DivMon of Site Safety & Environmental Analysis 76/04/27. 3pp. 
47693.a94-479g3'096. 


M. Antitrust correspondence 

6611690203 Forwards FR notice of proposed amend to License NPF«62 re merger of 
Soyland Power Cooperative, I no & Western Illinois Power Cooperative, Inc & request for 
oomments on antitrust Issues 

THOMAS.C.O. Policy Development & Technical Support Branch (Post 670411). 66/ 
11/17, NRC - No Detailed Affiliation Given. 2pp 47677.053-47677.064 

-6S11300205 Notice of proposed amend to License NPF 82, reflecting morger of Soy- 
land Power Cooperative, I no & Western Illinois Power Cooperative, Inc 6 request for 
comments on antltmst Issues, 

MULLER, D.R Project Dlractorote ill-2. 66/1 1/22. 3pp 47677 055-47677:064. 


P. Operating Ifcente stage documents 3i correspondence 

661130Q44O AcK receipt of 681021 Itr & attachments describing actions taken re poten- 
tial tampering of nonsafety-related valves. Util lnveatigatlon,analy8l8 & corrective ac- 
tion a thofou^ & appropriate to address Issue. 

NOREHUS.CE. Region 3, Ofc of the Director 88/11/17 QERSTNER.W.C. Illinois 
Power Co. 2pp. 47681:040-47681 041 

6611S66260 Requests FR publlcallon of notice of Issuance of Amend 12 to License 
NPF-62. Amend deletes requirement for chlorine detection ays. 

STEVENS, J. A. Project Directorate III-2, 86/11/21. NRG - No Detailed Aifdiatlon Given. 
2pp. 47652:069-47652-070. 


6611280048 Goneric ltr 06 29 to all licensees holding OLs & CPs for nuclear power 
reactor facilities ro Individual plant exam for severe accident vulnerabilities Sve list 
end. 

CRUTCHRELD.D Associate Director for Projects (Post 870411) 86/11/23 Consoli- 
dated Edison Co of New York, Inc 81pp 47726 303-47729 024 

8B 12070 130 Requests FR publication of notice of consideration of Issuance of amend 
to License NPF-62 & proposed NSHC determination & opportunity for hoaririg on 
660510 request re rev to Tech Spec Table 3 3 7 5-1, "Accident Monitoring " 
STEVENS, J A Project Directorate 111 2 08/12/01 NRC - No Detailed Affiliation Given 
epp 47748 355-47746 360 

B6120701G1 Requests FR publication of notice of consideration of issuance of amend 
to Llconsa NPF-62 & proposed NSHC determination & opportunity for hearing on 
880205 request to incorporate startup tost program data Into tech Specs 
STEVENS.J A Project Directorate 111-2. 00/12/01 NRC - No Detailed Affiliation Given 
6pp 47746-303-47746 307 

6612070191 Requests FR publication of notice of consideration of Issuance of amend 
to License NPF 62 6 proposed NSHC determination & opportunity for hearing on 
600205 request re dololion of License Condition 2 C 6 

STEVENS.J A Project Directorate 111-2 80/12/01 NRC - No Detailed Affiliation Given 
5pp. 47747 064-47747050 

6612070216 Requests FR publication ol notice of consideration of issuance of amer^d 
to License NPF-62 6 proposed NSHC determination & opportunity for hearing on 
060205 request re deletion of note attached to CHANNEL CHECK requirement 
STEVeNS.J A Project Directorate lit 2 88/12/01 NRC - No Detailed Affiliation Given 
6pp 47746 263 47746 268 

6612070253 Requosts FR publication ol notice of consideration of Issuance of amend 
to Licence NPr-62 & proposed NSHC determination & opportunity for hearing on 
660516 request re revising Tech Spec Section 4 1 3 3 b 1 b 
STEVENS. J.A Project Directorate III 2 86/ 12/01 NRC • No Detailed Affiliation Given 
5pp 47746 077-47748 001 

8612080006 Requosts FR publication of notice of consideration of Issuance of amend 
to License NPF-62 & proposed NSHC determination & opportunity for hearing on 
660516 request re channel configuration for main steam lino 
STEVENS, J A Project Directorate III 2 89/12/01 NRC - No Datailod Affiliation Given 
5pp 47763' 157-47753 161 

8812060083 Roquosts FR publication of notico of consideration ol issuance of amend 
to Ucenso NPF 62 & proposed NSHC determination & opportunity for hearing on 
880518 request re Tech Spec 4 11 2 1 to Includo several changes re Note C 
STEVENS.J A. Project Directorate 111-? 88/12/01. NRC • No Dolallod Affilialion Given. 
6pp. 47763.117-47753 122 

6812140178 Responds to Genonc Ltr 88 11, "NRC Position on Radiation Embrittlomenl 
of Roactor Vessel Metis & Impact on Plant Operations" to comply w/Rov 2 to Reg 
Guido 1.99 Neutron dosimetor will be removed during first refuollr^g oulaqo 
HOLTZSCHER.D L Illinois Power Co 86/12/06 Document Control Branch (Docu 
manl Control Desk) 3pp 47800 201 47000 203 

8812130294 Summary of 881207 meeting w/utils & DHVONRUE re uso of HPG3 diesel 
generator as alternate ac power source to satisfy 10CPRS0 63 for BWR/6 plants 
TAM.P.S Project Directorate I 4 88/12/07 Project Directorate 1-4, ISpp. 477D0O17- 
47706034 

88122100B9 Submits util interpretation of Tech Spec provisions re operability of ays pro 
viding support to safety ays Examples of consequences rosuUIng from inlorprotatlon of 
operablli^ which would restrict limiting conditions for operation end 
HALL, DP Illinois Power Co 89/12/00 Document Control Branch (Document Control 
Cask) 5pp 47060 340-47880 352 


Q. Inspection reports, IE Bulletins & correspondence 

8611160211 NRC Info Notico 88 000, "Unauthorized Removal of Industrial Nuclear 
Gauges " Sve Hat end. 

CUNNING14AM,R E Division of Industrial & Madica) Nudoar Safety (Post 070729). 
88/11/22 Consolidated Edison Co of Now York. Inc. OOpp 47708'265 47700 257 

8811160467 NRC Info Notico 80 091, "Improper Admlnlslralion & Conlrol of Psychologi- 
cal Tests ■’ Svo list end 

ROSSI.C.E. Division of Oporatlonal Events Assessment (Post 870411). 66/11/22 
Consolidated Edison Co of New York, Inc 101 pp 47700 042-47708*142. 

881130016B Informs that Insp of PMS records Indicatod (hat utit purchased Class IE 
components or sves for plant PMB certifications covering safety related etectdcal 
equipment supplied to llcenseos not adequately documentecT 
MULLER, DR. Projoct Directorate 1112 88/11/23 HALL.DP Illinois Power Co. Bpp 
47671:011-47671.616 

BB 11290030 NRC Info Notice 80-093, "Telolherapy Events." 5vc list end. 
CUNNINQHAM.R.E. Division of Industrial 6 Medical Nuclear Safety (Post Q70729). 
08/12/02, Consolidated Edison Co of Now York, Inc 112pp 47011-103 4761 1.215. 

6611290538 NRG Info Notice OB 094, "Potentially Undersized Valve Actuators/' Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) OB/ 12/02. 
Consolldotod Edison Co. of Now York. Inc 121pp. 47706 143 477O0'264. 

8612140235 Forwards Safety Insp Ropt 50*461/88*28 on 801 114-17, No violations 
noted (nsp conducted in response to 8011 14 event which resulted in fose of main 
transformer dua to tiro 

KNOP.R.C, Region 3, Ofc of the Director, 80/12/07 QERSTNER,WC Illinois Power 
Co. 2pp 47800 219 47800 233 

**8612140238 Safety Insp Rapt 60 461/06*28 on B91114-17.No vIolaUons noted Major 
areas inspected 981114 event re loss of main transformer due to fire resulting In loss 
of all nonvital ac loads In plant Some procedural weaknesses noted, 

COOPER.R.W. Region 3, Ofc of the Director. 88/12/06 13pp, 47600 221-47800:233 
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8ft1 2020287 NRG Info Notfc© 80 095. "Inadequata Pfocaremeol Requirements Imposed 
by Ucensoes on Vendors Svc list end . oa/ia/no 

ROSSI.CE DrvJSion of Operational Everts Assessnnenl {Post 070411) 80/ 12/08 
Consolidated Edison Co of New York, Inc 112pp 47807 191 47807*302 


08 12190274 Responds to violations noted In Insp Rept 50-461/80 23 Corroctlvo 
acuona Procedure 3506 01 will be revised to Incorporala results of review 
HOLTZSCHER.O L Illinois Power Co 08/12/09 DA VIS, A 0 Region 5, Ofc of ino Di 
roclof 6pp 47851 245'47G51 249 


8812200260 Forwards Inservjce insp program Relief Request 2008,Rev 2, Involving re- 
queats to alter leak rate testing requirements for containment Isolation & excess flow 

HOLTZSCHER.O L Illinois Power Co 88/12/13 Document Control Branch (Docu 
ment Control Desk) 14pp 47867 320 47867,333 


8812220288 Forwards requests for addl into ro Amend D to Chapters 3,4. 5 & cf 
CESSAR-DC.Sys 004 Response requested within 90 days from receipt of (ir 
VJSSINQ.G S Standardization & Non Power Reactor Project Dlrectorale 68/12/10 
SCHERER. A E Combustion Engineering, fnc 8pp 47900 209 47900 216 


E. NRC Safety Evafuation Report (SER). supple A correspondence 

8012210027 Responds to NRC rer^ost for addl Info on sioam gonaretoif lubo 
analysis for Sys 80 design, per SfcR confirmatory issue Dose mothodofogy & ro sdI'i 
conservativoly account for tube uncovery, 

SCHERER, A, E Combustion Engineering, Inc 88/12/07 VISSING.G S S1flr>da/d'ra 
tion & Non-Power Reactor Projoct Diroctoralo Dpp, 47680.340-47800 347 


DOCKET STN*50.482 WOLF CREEK GENERATING STATION 


R. Periodic operating reports & relaiad correspond enco 

0812190229 Monthly operating rept for Nov 1980 lor Clinton Power Station W/0e 121 5 
HOLTZSCHER.O L llirnols Power Co 08/11/30 6pp 47055023 47865 028. 


S. Reporlabla occurrences, LERe 4 related correspondence 


8812C2>O220 LER 88 025 OO on 800728, partial loss of feedwater {W healJno led to 
Train A FW heating sys Isolation Caused by inappropriate soltlno of PW healer level 
controllers Lave! controllers adjusted & procedure revked W/8B1 f23 llr 
FREEMAN.RD. HOLTZSCHER.D L lirnols Power Co 06/11/23 8pp 47711 024- 
47711.031 

8812050040 LER 80 024 00 on 881019, failure to recognize inoperable damper Impacl 
results in Inoperable control room ventilation sys initiatlori of Tech Spec 3.0 3 
shutdown Caused by pereonnel error Ventilation sys clarified W/BB1 1 30 Itr 
SCHALlER.fi F , HOLTZSCHeR.D L Illinois Power Co 86/11/30 8pp 47733,299- 
47733 306. 

0812060279 LER 88 022*01 on BOOQOl.aulomailc initiation of HPCS sys injoction of 
water Into reactor occurred Causod^^^felsejow reactor pressure vessel water level 


signal technicians briefed on event W/681130 llr 
CAMILLERI.TJ. HOLT2SCH 


47734 344 


HOLTZSCHER.O L Illinois Power Co 88/11/30 6pp 47734 330 


0812140231 LER 88-028-00 on 861 111, main power transformer fault results In turbine 
geaeraLlor trip & reactor acram Caused by Interna! fauh on high voltago side of main 
power transformer Main power transformer "C” replaced W/8ai209 llr, 
SCHALLER.RF, HOLTZSCHER.D L Illinois Power Co 80/12/09 5pp 47800 330 
47800 343 

6812200101 lER 68 026 00 on 881 109, air identified flowing into secon-dary containment 
pressure boundary Caused by absance of foop soal traps In floor drain sys A Inoper- 
ability ot loop seal trap In pressure boundary W/08 1 20 9 Itr 
SCHALLER.R F , HOLTZSCHER.D L Illinois Power Co 00/12/09. 6pp. 47064 225- 
47864 230 


6012220133 LER 88 027-00 on OaillO.ldenlifled failure to back (mplomanlaliort of 
design change removing disk from byposs oxhausl Imo rendering Oiv 111 diesel genera 
tor Inoperable Caused By personnel tatiuro Disk removed W/00 1213 llr 
FREEMAN.R.D.^ HOLTZSCHER.D L Illinois Power Co 00/12/13 5pp 47000 204- 
470CK) 208 


V. Operator Examinations 


6612150126 Forwards rev to roquallficallon training program, tor review A 
approval Proposed changes provide gonoral program Improvements & support require 
menis o1 10CFR55 

HOLT2SCHER,D,L Illinois Power Co 80/12/06 Documeni Control Branch (Oacu- 
menl Control Desk) 13pp. 47030 240 47830 252 


DOCKET S7N-5Q-470 CESSAR SYSTEM 60 


A. Applicftt lon/co nat ruction alage documanta A correspondence 

8011300491 Forwards Advanced Reactor Severe Accident Program Topic Paper Sol 6, 
‘■Development of Severe Accident Mgl Program,” for review 
SCHERER, A E Combustion Engineenno, Inc 88/11/11 CRUTCHFIELD.O Associate 
Director for Projects (Post 070411) 3 ipp< 47600 222 47600 262« 

8012060189 Notification of 881220 mooting w/C-E In Rockvj!le.MD 10 discuss soismio 
Issues involved In containment design for CESSAR-DC Sys 60e re soll/sliuoturo Inter- 
action phase 

VISSING.G S Standardization A Nori-Powe/ Reactor Project Directorate 88/11/20 
IVIILLER.CL. Standardization A Non Power Reactor Project Directorate 4pp 
477321300*47732 303 

0012150015 Forwards addl Info re CESSAR DC.Chaptors 6 A 9,per GS Visaing 860003 
request 

SCHERER.AE Combustion Enginoerjng, Inc 08/12/07 VISSING.G Standardization 
A Non-Power Reactor Project Directorate 34pp 47002,329 47802 362 

0012200161 NoUfles of relocation of C-E nuctear licensing dept, Washington nuclear op 
eralions ofc from Bettiesda to RockvrIla.MD New address A telephone numbers pro- 
vided 

GRfNKMAN.CB Combustion Engineering, Inc, 08/12/13 VISSING.G Slandardizatfon 
A Non Power Reactor Project Directorate Ip 47906 293 47906 293. 

6012220242 Forwards request for addl Info re ARSAP Topic Paper 3, including Hem 3,1. 
"External Events." Item 3 2, "Success Criteria A Mission Time'* A (tern 33, "Accldeni 
Sequence Seleclion “ Response requested within 60 days 
VISSING.G S Standardization & Non Power Reactor Project Directorate 88/12/15, 
SCHERER, A E» Combustion Engineering, fnc. 14pp, 47900’220-47900'233. 


F. 8ecurlly» medical, emergency A fire protection plana 

8611300300 Revised emergency plan ir^lomontlng procedures, including fmor^'OCy 
Procedure Change Notice 01-2 1-6-1 to Rev 6 to EPP 0l-2 I.Rov 9 to EPP 02 1 S.flerv 
6 to FPP 02.1.4.ROV 0 to EPP 03-5 2 A EPP 03-5 3, Rev 2 to EPP 03 7.1 W/eSI t21 
Itr 

BAILEY.JA Wolf Crook Nuclear Operating Corp 08/11/21 78pp 47677,144- 
47677 221 


P. Operating llcenae stage documents A correopondence 

8812020178 Advises that time for Commission to review Decision [>r> 14 

expired Commisglon declined review Decision became (Inal agency act'on on 
800916 Served on 860926 

CHILK.SJ Office of the Secretary of the Commission /If 460 /145. 00/09/23 
GARDE, B P Govomment Accounlablllly Project 1 p 47680.047 47600:047 

6811280185 Application far amend to License NPF-42,rsvising Tech Spec O* 1 2 re 
plant safety review cemmllloe composition to add manager nuclear plant engiJKiCirirhi 
Wolf Creek as committee member roe paid 

BArLEV,J,A Wolf Crook Nudoar Oporallng Corp GO/1 1/21. DocumoiU Control Qrar»cb 
(Document Control Desk) 4pp 47650.2DO 47656.303 

-8B1128O107 proposed Tech Spec 6512 adding manager nuclear plant enj'rrooririg 
Wolf Creek to plant safety review committoo 

* Wolf Creek Nuclear Operating Corp GB/11/21. 2pp 47656302-47656 303. 

0611260046 Generic Llr 88 20 to all licensees holding OLs A CPa for nuclo^ir powev 
reactor facilities ro individual plant exam for sovoro accident vulnorabllitlosSvc 
end 

CRUTCHFIELD.O Associnlo Director for Projects (Post 870411) 08/11/23 Consc-V 
dated Edison Co. of New York, Inc 81pp. 47/28 303 47729 024 

081131)0059 Summary of 881117 meeting w/ul!f ro decision to roplaco rod clNjftcr cc>r>- 
trol assemblies at plant 

PICKETT, O.V Project Directorate IV 88/11/26 CALVO.JA Project Daoc loro lb IV 
6pp 47660'303-47660.308 

8912050043 Requosts NRC authorize use of ASME Code Case N 460. "Momalo t’xdiTi 
Coverage for Class 1 A Class 2 Wolds, Section XI DIv 1 " per lOCFMSO 55fl{a)Oj tof 
plant Fee paid. 

WITHERS, B.O, Wolf Creek Nuclear Operating Corp 00/11/28 Documoii.| Coniicl 
Branch (Document Control Desk) 2pp, 47732 072-47732 073. 

8912020232 Forwards onvlron assessment & finding of no significant Impact ro B30ZZA 
request to revise emergency vontilatlon/ exhaust sys Tech Speca 
PICKETT, O.V. Projoct Directorate IV 88/11/29. WITHERS.BD Wolf Crook Nuckiar 
Operating Corp. 2pp 47722 114 47722 122 

-8812020234 Environ assessment A finding of no significant Impact ro proposed amqnd 
fo License NPF‘42 revising Tech Specs TS 3/4 7.6.3/4 7 7 i 3/4 0 13 A Toch Spoc 
Bases B 3/4 7.7 & B 3/4.9.13 

CALVO.JA Project Directorate IV 00/11/29. 6pp, 47722 118 47722 122, 

8012090224 Requests that util address Generic Ltr 68-17 re loss of DJ1R during non- 
power operation Industry response to Generic Llr 07-12 deficient in areas ot proven- 
don of accident Ir^iliallon A mitigation of accidents 

MURLEY.T.E. Office of Nuclear Reactor Rogulatfon, Director (Post 870411) 69/12/ 
02 WITHERS, OD Wolf Croak Nuclear Operating Corp 3pp 47781 ‘354-4770 ^ 3 Se 

0812090302 Forwards Amend 22 to License NPF-42 A safety ovafualion Amond 
Tech Specs 0/4 7 6,3/4 7 7,3/4 9 13 A Bases 0 3/4 7 7 A B 3/4 9 13 ro cmfQency 
exhaust sys Notice of issuance end 

PICKETT, b.V Project Directorate IV 88/ 12/05. WITHERS.BD. Wolf Crook NiKtoJU 
Operating Corp. 4pp 47786 032-47786 056, 

-8612090309 Amand 22 to License NPF 42, revising Tech Specs 3/4 7 8, 3/ 

4 9. 13, Bases B 3/4 7 7 A B 3/4 0 13. 

CALVO,J A, Project Diroctoralo IV 00/12/05 13pp 47780 036-47766 040 

-0812090311 Safety evaluation supporting Amend 22 to License NPF 42 

Office of Nuclear Reactor Regulation, Director (Post 870411) 60/12/05 epp- 
47786.049 47786 054 

-8612090318 Notice of Issuance of Amend 22 to License NPF- 4 2, revising Tech Specs 
3/4,7.6,3/4 77.3/4,0 13 A Bases B 3/4 7 7 A B 3/4.9 13 re emergency oxhaual 
PICKETT, D.V Project Directorate IV 88/12/05 2pp. 47786 065 47786 056 

8012160030 Forwards Amend 23 to License NPF-42 Amend revises Tech Spoc* & cor- 
responding bases necessary for Cycle A operation Changes increase boron Corm;«^ 
trations In refueling water storage tank A accumulators Safety evaluation onci 
PICKEH.DV Pr^oct Directorate IV. 08/12/05 WITHERS.BD Wolf Crook fluctoa/ 
Operating Corp, 4pp. 47869,036 47869.070 

-6612160032 Amend 23 to License NPF-42 re changes to Tech Specs A corresporKtr^ 
bases necessary for Cycle 4 operation 

CALVO.JA Pfooct DiroctoratQ IV 08/12/05 27pp 47069040.47069,066 
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-^6 12 16003 3 Safoty ©valuation si^pofting Amend 23 to Liconsa NPF 42 
^ Olffca of Nuclear Reactor Regulation, Director (Post 070411) OB/1 2/05 4pp 
47B69067 47669 070 

1612220163 Forwards portions of Itrs to utils utilizing hafnium rod cluster control assem 
biias & synopsis of info provided to NRG in B61123 tolcon Potential safety Issue con 
corns mechanfeaf funclionofity of rod cluster conlrof aasemfaftos 
JOHMSON.WJ WestinghousG Electric Corp BQ/12/00 ROSSI, C E Division of Oper 
fitlonal Eventa Asaeasmenl (Post B70411) 13pp 47B92 1B1 47B92 193 

1612160023 Fonvarda Tech Spec Pages 3/4 1-11 & 3/4 1-12 omitted from Amend 23 
1o license NPF‘42 Issued on B81205 which rovisod Tech Specs & corresponding 
beaes necessary for Cycle 4 operation. 

PICKETT.OV. Pfoiect Directorate IV 68/12/13 WITHEnS,BD Wolf Creek Nuclear 
Operating Corp 4pp 47835*1 27'47036 133 

<*6612160025 Tech Spec Pages 3/4 1-11 & 3/4 1-12 to Amend 23 to license NPF 42 
inadvertantly omitted from amend Issued on 661205 Tech Specs concern reactivity 
control sys.borated water course - shutdown & borelod water sources - operating 
* Prolect Directorate IV 68/ 12/ 13. 3pp, 47635.131-4/836 133 

3812210119 Forwards requests for relief from certain roquiromonts delineated In Section 
XI of ASME Bolter & Pressure Vessel Code Foe paid 

WITHERS, 0 D Wolf Creek Nuclear Operating Corp 88/12/13 Document Control 
Branch (Document Control Desk) lOpp 47889 012 47080 021 

8812219093 Advises that ulll 001128 request for use of ASME Section XI Code Case N 
460, '“Altornale Exam Coverage for Class 1 & Class 2 Wolds, Section XI Div 1" ac- 
ceptable 

CAlVO,JA Region 4, Ofc of the Director 88/12/14 WITHERS, BD Wolf Creek Nu 
clear Oparaling Corp 5pp 470BB 080 47880 084 


Q. Inspection reports, IE Bulletins & correspondence 

8611290202 Advises that 880706 & 0920 responses to NRC Dullelin BB 004 fulfill re 
qulrernenl In re^nding to bulletin. 

PICKETT, D.V. Prolect Directorate tV. 68/11/17 WITHERS, BD Wolf Crook Nuclear 
Operating Corp. 4pp 47661:265-47651.258 

8011290328 Advises of cancellation of Insp Ropl 60*482/08 31 Instead of Inadvertently 
cancelled Insp Root 60-402/80-33 

CAlLAN.t J. Roelon 4, Ofc of the Director. flB/11/10. WITHERS, B D Wolf Creek Nu- 
clear Operating Corp 2pp 47605110 47665*111. 

8811300404 Responds to NRC 801021 Itr re violations notod In Insp Rept 50-482/66 
25 Correctivo actions Procedure HPH 04 077 being revised to provide clarification of 
sot up following filter change out & require logging background & alarm setting 
BA1LtY,J A wolf Crook Nuclear Operating Corp 88/11/21 Document Control Branch 
(Document Control Desk) 4pp. 47677 200-47677*203. 

8811 1602 11 NRC Info Notice 88-090, ‘'Unauthorizod Romovat of Industrial Nuclear 
Gauges." Svo fist encf 

CUNNING HAM, R.E Division of Industrial & Modicel Nucloer Safety (Post 070729) 
68/11/22. Consolidated Edison Co of Now York. Inc flOpp 47700 265 47700 257. 

8811160467 NRC Info Notice 08-001, "Improper AdmlnKlratlon & Control of Psychologi 
cal Testa" Sve list end. 

ROSSI, CE. Division of Operational Evonla Assessment (Post 870411) 08/11/22 
(Jonwlldated Edison Co ol New York, Ino 101 pp 47700 042-47708*142 

881 1290402 Informs of changes made In motor-operated vatvo program developed to 
meet requirements of NRC Bulletin 85-003. Limltorquo motor actuator characterizer 
wilt be used to test valves rather than MOVATS slgnaluro analysis technique, 

DAILEY, J A Wolf Creek Nuclear Oporaling Corp 80/11/22, Document Control Branch 
(Documonl Control Desk) 2pp 47030*250 47930 257 

8612080153 Responds to NRC 601028 Itr re violations notod In Insp Rept 60-402/08 
24 Corrective actions troubleshooting activities on four-wav valve in progress, Mode 3 
to two checklists revised & survelllanco procedure changed 
WITHERS, B.D Wolf Creek Nuclear Operating Corp. 08/11/26 Document Control 
Branch (Oocument Control Desk) 6pp 47732*295 47732 209 

88120502B6 Responds to NRC 881019 itr re violations notod In Inop Rept 50 402/00* 
20 Cofieclive actions work slopped .vendor contacted & heating limUatlons added to 
govern fng work request by rev, 

WITHERS.B.O. Wolf Creek Nuclear Operating Corp 08/11/30 Document Control 
Branch (Document Control Desk) lOpp 47730 309*47730 326 

6812060283 Ack receipt of 871211 & 801021 lira Informing NRC of stops taken to cor- 
rect violation noted In Insp Rept 60-462/87-23. 

CALLAN,L J. Region 4, Ofc of the Director. 68/1 1/30 WITHERS, B D, Wolf Creek Nu 
efsar Operating Corp. 2pp 47744*320-47744*326 

-8810200324 Forwards SuppI 1 to Spedal Rept 07 007Suppl withhold (ref 
10CFR7:^21). 

WITHER s,B D. Wolf Creek Nuclear Operating Corp. 88/10/21 Document Control 
Branch (Document Control Desk) Ip, 47744.326-47744*325 

8812960269 Ack receipt of 801114 Ur informing NRC of steps taken to correct violations 
noted In Insp Rept 60-482/60-29 

CALLAN.LJ Region 4, Ofc of tho Director. 88/11/30 WITHERS, B D Wolf Creek Nu- 
clear Operating Corp. 2pp 47763.001 -47763 003 

6812050179 Responds to NRC 801031 Ur re violations noted In Insp Rept 50 482/06-28 
& probloms identified w/PASS.CorrectWe actlons.technldans Involved tested more fre 
quanta on failed parameter & tracked for analytical performance 
WITHERS, B.D. Wolf Creek Nuclear Operating Corp 80/12/01 Document Control 
Branch (Document Control Desk). 4pp 47732 304-47732*307. 

8811290030 NRC Info Notice 08-093, "Toletherapy Events.'' Sve list end 
CUNNINGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 670729) 
08/12/02 Consolidated Edison Go of New York, Inc. 112pp. 47811 103-47011 216 

881 1290538 NRC Info Notice 88-004. "Potemiatly Undersized Valve Actuators" Sve list 
end. 

ROSSIC.E. Division of Operational Events Assessment (Post 870411), 88/12/02. 
Consolidated Edison Co of New York, Inc 121pp 47708.143 47708 254 


8612140060 Ack rocolpt of 801026 Ilf Informing NRC of stops taken to correct vLolalior\ft 
noted in Insp Rept 50 402/86-22 

CALLAN.LJ Region 4. Ofc of the Diroctof 08/12/07 WITHERS, B D Wolf Creek Nu- 
clear Operating Corp 2pp 47799 289 47700 293 

8812140152 Forwards Insp Rept 50 482/80 30 on BB 1001 -31 & nollce ol vjoJalJoo 
CALLAN.LJ Regicn 4. Ofc of lha Director 80/12/07 WITHERS.B D Well Crook Nu- 
clear Operating Corp 2pp 47021 114-47021 126 

-8012140161 Notice of violation from Insp on 081001 13 Violation noted on 881 020, w/ 
plant In Mode 0 & less than 23 ft of water above vessel flange.one diesel not main- 
tained operable 

* Region 4, Ofc of the Director 80/12/07 1p 47821 1 16 47821 116 

-8B12140168 Insp Rept 50 402/88 30 on BBIOOl-SI Violations noted Major areas 
inspected plant status, opefationol safely veriflcation.monlhly survolllanco 
observation.monlhly maint observation.cold weather preparations & onsite event 
BARTLETT.BL, SKOW.M E , CHAMBERLAIN, 6 Region 4, Ofc of the Director 88/ 
11/30 lOpp 47821 117-47821 126 

8012020287 NRC Info Notice 80 095, "Inadequate Procurement Requirements Imposed 
by Licensoos on Vendors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 0B/ 12/00 
Consolidated Edison Co of New York, Inc 112pp 47807 191-47007*302 

8812150067 Foiwards Insp Rept SO4B2/88-30 on B81 107-11 No violations or devi 
ations notod 

CALLAN.LJ Region 4. Ofc of tho Director 88/12/09 WITHERS.B D Wolf Creek Nu- 
clear Operating Corp 2pp 47028 0B6 47828 094 

-86121B0073 Insp Rept 60 402/88-38 on 081107-11 No violations or deviations 
noted Major areas inspoctort Tech Spec required calibr program re plor^t Instrumenta- 
tion & oction on previously Identified Insp findings 

JOHNSON, A R , STETKA.T Region 4, Ofc of tho Director 88/12/09 7pp 47828 088- 
47028094 

8812160024 Ack receipt of 881121 Hr Informing NRC of slops taken to correct violations 
noted In Insp Rept 50 482/08 26 

CALLAN.LJ Region 4. Ofc of tho Director 00/ 12/09 WITHERS.B D Wolf Creek Nu- 
clear Operating uorp 2pp 47073 230 47073 232 

Q812210401 Provldos oddl info re violations noted (n Insp Repl 50 402/88 21 Corrective 
actions control procedure rovisod to require oporetor specifically verify that main feed- 
water pump reset push button has been reset 

WITHERS, DO Wolf Creek Nuclear Operating Corp 86/12/12 Document Control 
Branch (Document Control Desk) 3pp 47882.053-47082 055 

8012220026 Foiwards Insp Rept 50 402/00-39 on 001128-1202 Violations notod NRC 
concerned that typo of failures discussed In rept could itavo led to common modo 
failures of plant emergency diesel generators 

CALUN,LJ Region 4, Ofc of the Director 08/12/12 WITHERS.B D Wolf Creek Nu- 
clear Operating Corp 2pp 47003 229-47903 239 

-*6812220027 Insp Rept 50 402/08-39 on 001 120 1202 Violations noted Major areas 
Inspected actions on previously Identified Insp fin dings .surveillance test observation & 
followup on omorgoncy diesel gonorntor fire on 08l 1 27 

BUNDY.H F . SEIDLE.W C, Region 4. Ofc of the Director 88/12/09 9pp 47903 231- 
47m 230 

B612210331 Foiwards Insp Kept 50 482/80 27 on 080919-23 & 1003 07 & notices of 
violation & dovlation. 

CALLAN.LJ. Region 4, Ofc of the Director 86/12/15 WITHERS.B D Wolf Crook Nu- 
clear Operating Corp 3pp 47887*100-47007 160 

-B8 1221 0337 Notice of violation from insp on 600919-23 & 1003 07 Violation 
no!od*safoty related check valves Isolatlna nonsafoty-r elated portion of compressed 
air ays not included In Itcensoo established check valve tost program 

* Region 4, Ofcol tho Director 00/12/16 Ip 47807 103-47007 103, 

-8812210341 Notice of deviation from Insp on 880910 23 & 1003 07 Deviation 
noted.batte^ powered emergency tlghllng units In south electrical penetration room 
(ncperablo & inadequate In some areas of plant 

* Region 4, Ofc of the Director 88/12/15 2pp 47007104-47887.105 

-8812210342 Insp Rept 50-482/00 27 on 680910 23 & 1003 07 Violation & deviation 
noted Major areas Inspected.maint program consisting of overall plant porfortnanco re 
malnt,mgi support of maint & ma!r\t activities Implementation 
GAGUAHDO.J.E Region 4, Ofc of tho Director. 80/12/12 45pp 47087,106- 
47887.160 


R. Periodic operating reports A related correspondence 

8811300193 Summary of Operating Reactor Events Meeting 88 46 on 881122 
LANNING.W.D Events Ass ess me nl Branch 60/11/25 ROSSI, C.E Division of Oper- 
ational Events Assessment (Post 870411) 11pp. 476B0;201 -47800 211, 

8812200208 Monthly operating ropt for Nov 1988 for Wolf Greek Station. W/081213 Hr 
WILLIAMS, M, G , WITHERS, BO Wolf Creok Nuclear Operating Corp. 80/1 1/30 7pp, 
47088:139 47860.145 


8. Reportable occurrencea, LERe & related corroepondenco 

6811300219 PNO-IV-Q8 0D9*on 881 121, seven people oxtornally contaminated w)ien low 
temp reactor coolant Inadvertently sprayed from top of reactor vessolAII work 
stopped pending decontamination or reactor bldg Cause under (nveeligatlon 
HOWELL, AT Region 4, Ofc of the Director 88/11/21 2pp 47701.319 47701 920 

0811300483 LER 0QO21-OO*on fl01026,conlalnmoni cooling fan B declared 
Inoperable Caused by motor overcurrent condition Motor replaced & eddi evaluations 
ongoing W/G01125 Ur, 

WILLIAMS, MG„ BAILEY, J A Wolf Creek Nuclear Operating Corp. 80/11/25 5pp 
47673.128-47673*132 
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6-612090105 LGR 86 021-01 on 66l025,contalnmDrit cooling fan coutd not be relied 
upon to peiiorm intended design function due to motor overcurrenl condition Fan de 
clared Inoperable Motor replaced w/qualified motor W/8fil 202 Itr 
WILUAMS.M G . WITHERS, B D Wol) Greek Nuclear Operating Corp 68/12/02 5pp 
47766 351 47766 355 

6612130272 LEFI 68 023 00 on 8 50906, cavitation downstream of throttled butterfly 
valves causes erosion of essential svc water discharge piping below code allowable 
thickness Essential svc water sya & damaged piping replaced w/ea 1207 Itr 
WILUAMS.M G , WITHE RS,B D Wolf Creek Nuclear Operating Corp 68/12/07. Bpp 
47796 227*47796 232 

8612140260 LER 68 024-00 on 8B1 1 lO.contemment purge isolation signal, control room 
ventilation isolation signal & fuel bfdg isolation signal actuations occurred Caused by 
failure of -f 16 volt dc power supply Evaluation Initiated W/eai209 Itr 
WILUAMS.M G , WITHERS, BO Wolf Creek Nuclear Operating Corp 86/12/09 4pp 
47814 060-4781 4 OB3 

6812200349 Special Rapt 8BO02 on BQ1115 16, two failures of emergency diesel gener 
ator B occurred Caused by inadequate lorqulng of capscrews Capscrews 
replaced Testing frequency increased Supplemental rept will bo submitted by 890315 
WiTHERS.BD Wolf Creek Nuclear Operating Corp 88/12/15 Document Control 
Branch (Document Control Desk) 3pp 47862 2t9 47862 221 


V< Operator EKamlnalfons 

681 12900102 Notifies that TE Wooley no longer employed as licensed reactor operator 
at plant.per 10CFR50 74 

BAtLEY,J A Wolf Creek Nuclear Operating Corp 88/11/21 Document Control Branch 
(Document Control Desk) 2pp 47650 051 47650 052 


DOCKET STN 60-483 CALLAWAY PLANT, UNIT 1 


F. Securlly, medical, emergency & fire protection pfana 

6811300144 Requests initiation of Inquiry of allegation ro aborrant behavior of secunty 
officer at plant & implementation of corrective actions as approprioto Wrilten rapt of 
results of review within 30 days of receipt of Itr also requested 
NOBELIUS.CE Region 3, Ofeof the Director 68/11/18 SCHNELL.DF Unlor> Elec- 
tric Co 2pp 47673 243-47673 244 

8B12050319 Rev 9 to Emergency Pfan Implementing Procedure EIP ZZ-00224, "Injury 
Of Illness Procedure for Callaway Plant 

SUDNAK.P Union Electnc Co B8/11/23 30pp 47740 08147740 090 

6812060033 Rev 4 to Emergency Plan Implementing Procedure EIP-2Z-C0015, "Actlva- 
ben of Backup Emergency Operations Facility” 

HARVEY, S Union Electric Co 98/11/23 16pp 47741 354-47742 009 

8912130052 Rev 14 to Emergency Plan Implementing Procedure EIP-ZZ 00201, "Notifi 
cations " 

FAULKEN.M Union EfeclricCo 88/12/08> 27pp. 47794 131-47794 167 

6812210972 Rev 6 to Emergency Plan Implementing Procedure EIP-ZZ OOZOZ.Rev 3 to 
EIP-ZZ 00221 & Temporary Change Notice 86 0779 to Rev 2 1o EIP-ZZ 00230 
HARVEY.SP Union Efeclric Co 68/12/09 15pp 47876 300 47075 314 


H. General correspondence 


6812020007 Comment on proposed rule tOCFR26 re Rfnoss fox Duty Program Policy of 
yearly testing & tosling for cause, backed up by training for drug prevention supported 
PATTERSON, JT Affilialion Not Assigned 88/11/25 ROBERT’S NflC - No Dolailed 
Affiliation Given Ip. 47690 049 47680049 


P. Operating license stage documents & correapondence 


8611300334 Forwards addi info to suppi 8B0330 application for amend to License NPF- 
30 ra steam gen era lor low level trip circuits 

SCHNBLUDF Union Electric Co 86/11/18 Document Control Branch (Oocumonl 
Control Desk), 7pp 47674 129 47074 135 

8611300591 Forwards Westinghouse revised application for 
contained fn 880830 application for amend to License 
marked in WCAP-118B3 be v^lhheld from public disclosure 
SCHNELL,DF Union Eloctric Co. 88/11/16. Document 
Control Desk) 3pp 47674’103 47674 1 15 


wilhhotdjng proprietary Into 
NPF-30 Requests lhaf Info 
(ref tOCFRi 790) 

Control Branch (Document 


-881 1300582 Requests that proprietary Info marked In WCAP-11B83, "Implementation 
?! level Reactor Trip Time Delay & Environ Allowance 

Modifier In Callaway Plant" be wlihheld from public disclosure (ref 10CFR2 790) 
WIESEMANN.R A Westinghouse Electric Corp 68/11/11 MURLEY.T. Office of Nu- 
clear Reader Regulation, Director (Post 678411) 10pp. 47674*106 47674115 


0811260040 Generic Llr B8-20 to all ficensees holding OLs & CPs for nuclear power 
reactor facilities ro Individual plant exam for severe accident vulnerabilities Svc list 


CRUTCHFIELD, D Associate Director for Projects (Post 870411). 88/11/23 Consoll 
dated Edison Co of New York, Inc. Bipp 47728303-47729 024 


8612020199 Summary of 861005 maabng w/utll re licensee proposed steam generator 
levof reactor trip mod for plant, List of attendees & nonproprietary slides one) 
ALEXION.TW, Project Directorate 1113 88/11/29. Project Directorate III-3. 49 dd 
47716:330 47717*018. 


8612060016 Responds to Qenenc Ltx 08-11 re radiation embrittlement of reader vessel 
matls.Utll utilizes draft Rev 2 to flog Guide 1 99 methodology to predicl effect of neu 
Iron radiation on reactor vessel ms tie 

SCHNELL.DF Union Electric Co. 88/11/30 Document Control Branch (Document 
Control Desk) 4pp. 47741.062-47741 055 


8612070155 Requeste that util address Generfc Llr 88-17 re loss of DHR nonpower op- 
eration accordingly due lo industry deficient response to Generic Ur 07-12, 
MURLEY.T E, OTfico of Nuclear Heador Regulation, Director (Post 870411) 86/12/ 
02 COflNELIUS,WE Union Electric Co 2pp 47746 245 47746 246 


0812060338 Forwards Amend 40 lo LIconso NPF-30 & salotv a ^ * 

Tech Spec 3 5 1 to allow plant remain In hot alandby w7rcS SsuroTI? tlSm 

accumulator inoporobte prosauro loss than or 

2PP SCHNELL.DF Union EteeWe Co 

-8612060337 Amend 40 to License NPF-SO.revisino Tech Sdbc i i-,. 

mXtor'lnoporff'’'' Pressure less thnn or equal to 1,000 pslg w/ooo aco 

HANNON.JN ProjedDiredorale III 3 80/12/05 7pp 4774433147744337 

“6612060339 Safety evaluation aiipportlng Amend 40 lo License NPF-30 
4774 lpraD 47744 340 '’®“'°' 86/1 7«S 3pp 

Fotwarrte portions ollirs to ullls ulllteing halnlum rod cluster conirot flsstn-- 
blies & synopsis o( Info provided to NRC In BS1 153 telcon Polenlla) safoN cov 
ret* "PS''’' “I'rel assemblies ^ 

JOTNMN.Vy J WesOnghouso Eloclric Corp 88/12/08 ROSSI, CE DMstan d( 0«ir. 
ational Events AssessmenI (Post 87041 1) I3pp 47992,181-47892 193 

Q. fnapectlon reports, IE Bulletins & correspondence 

® Gauges "^sliTltet end Removal of fnduskial Hixloar 

Industrial & Medical Nuclear Safety (Post 870725) 
08/11/22 Consolidated Edison Co of Now York, Inc. 90pp 47708 255 47708 267 

^^cVl Tost?‘ Svc lid end^^^^ “Improper Adminfsirallon & Control of Ps>..hol>j- 

ROSSf.CE Diy sfon of Operational Events Assessment (Post 070411) 80/11/22 
Consolidated Edison Co of Now York, Inc lOIpp 47700*042-47700 142 

"Tolelherapy Events " Svc list end 
Int^Listrfal & Modical Nuclear Safoty (Post 6707^5) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 4701 1*103 4?an 215 

Notice 08 094, "Polenlially Undersized Volvo Actuators" fis.1 

Sdafod'eS & 

“TS/eoT^n V?ndTa'” ProouromenI Roqulromante Ir^pceyd 

ROSSI,(T E CM^sion of Operational Events Assossmenl (Post 070411) 08/12/09 
Consofidated Edison Co, of Now York, Inc 112pp. 47007.101 47007 302 

Forwards Safoty Insp Ropl 60 483/00-18 on OD1031-1t30No 

SVpp"47062"®^“4"7i6^^^^^^^^ SCHNELl.DF Union £104 be 

50^83/08-10 on 8G1 031-11 30 No violallons ot dS'»iii1or-ii 
protoclion radwasto mgt program s.lncludirw or- 
gan izalion mis, training & & oKlomal oxposuro conlrds 

21PM7B62 224 ^7062^4^4’ GREQER,L R Rogion 3. Ofc of Iho Ofroclor 06/12/1? 

891031 Ilf transmlltlng SALP 9 Board Ropl £D 46-3/ 
Significant commonts on rept offored Areas fdor > 
fled for Increased altenllon & improvemont ack 

S^oSStf 2pM7925fn.4792®^^^^^^^^^ 

concluding that first 10 yr insarvCco Insp c^o- 
^ specific written rellofs.consliluloB basis for moetira 
uamS ??? ^*® ® roquIremont8.EGQ.SD-7637 also end 

2pp^4790n 78^4^901*^^^^ SCHNELL,DF Union Elcci/lc Co 

concluding that facility first 10 yr insorvlco Inup wogram 
K inrcQcJPcc t specific wfilten reliefs granted constlluto basos Kf 
plance w/IOCFRSO 65a & Tech Spec 4.0 6 

470()1 700^47901 *186 Regulation, Director (Post B70411) 00/12/14 Tpp 

on First 10-Yr Insorvlco Insp Protwan^ 

u5£ywliSArt«i Waho, Inc. (subs of EG&G, Inc ) DHOWM.O W 

f Laboratory FIN D 6022. EQQ-SD 7637. bWoD/OO. f Jnc - 

No Detailed AfflliatTon Given 37pp 47901 •107-47901. 223 

fl. Perfodio operating reports A related correspondence 

6612130291 Monthly operating rept for Nov 1980 for Callaway Plant Unit 1 W/aat2-:iS 
47797 078^"*'’ ^'oclrfc Co 80/11/30 7pp 47707 072- 


8, Reportable occurrences, LERs & related correspondence 

®®’0^3 00on B81029, steam generator level Iransmltlor AC LT- 05-3 3 
iln as heaving Improperly Installed Raychem heatshrink lorrrUri#- 

outdated procodure.W/B8112a Itr 

47723 148’'^'^ ■ Union Electric Co, 88/11/29 7pp 47723 141 - 

881 210, unit shut down to inspect Raycliomi heat shrink 
ImwSS splicoa A penelrations lo Dssur{> thiit 

tubggin^HabonrneotsenjJroriquall^^^^^ 

4787%^^’^" *he Director 80/12/12 Ip 47077 055^ 
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6812210107 LER 8B014*00<Qn 0B1115.TGch Specs Surveillance 4,81 1 1 nol per- 
formed within 1 h of diesel generator Train 8 Inoperability Caused by copnitive person- 
nel errors Personnel self critique & event analysis performed W/B81214 Ur. 
TAYLOn.ME, BLOSSER,JD Union Elactric Co 80/12/14 5pp 47876011- 
47876 016 

6812210057 LER 00-015 00 on 081116 & 17, two ESFs actuations occurred Caused by 
Ineffective training & spurious high spike, AddI training planned & relays 
recafitinaffld 1V/e0f216 f(r 

TAYLOft^ME, BLOSSER.JD Union Electric Co 08/12/16 8pp 47880 210- 
47880 226 


V. Operator Examinations 

6612200062 Forsvards Safety Insp Rept 60 483/88-18 on 081031-1130 No violations 
noted 

QREGER.L R, Region 3, Ofc of the Director. 00/12/12 SCHNELL,DF Union Electric 
Co 2pp 47862 222-47062.244 

-6612200055 Insp Rept 60 483/08 10 on 681031-1130 No violations or deviations 
noted Major areas Inspected, rad I alien protection radwasto mgt programs, including or- 
oaniiallon & mgt conlrols, training & qualifications & external exposure controls 
GILL.CF,. KUKOWSKI,M A., QREGER,LR. Region 3. Ofc of the Director 80/12/12 
21pp 478B2 224-47062 244 


DOCKET STN-S0-49B SOUTH TEXAS PROJECT, UNIT 1 


F. Securiiy, medical, emergency & fire protection plans 

6611300064 Advises that 680930 Rev 13 to physical aecurily plan consistent w/pfovl- 
slons of 10CFR50 64(p) & acceptable 

CALVOJA Pfolect Directorate IV 80/11/22 GOLDBERG, JH. Houston Lighting & 
Power Co, Spp 47680-127-47080.131 

6812060294 Forwards prompt notification ays lost ropl using FEMA Region VI reporting 
form lor Apr-Oct 1980, 

MCBURNETT,M A Houston Lighting & Power Co. 08/11/23 LANSFORD.R A Texas. 
Stale of 3pp, 47744.326 47744.320. 

8813068152 Revised emergency plan implementing procedures including Rev 4 to 
aEPP01-ZA-0003.Rov 6 fo OEPPOI-ZA-OOOS.Rev 6 to OEPP01-ZA 0014, Rev 8 to 
OEPP01-ZA-0016,Rev 3 lo OEPP01-ZA- 00l8 & Rev B to OEPPOI-ZA-OOSI W/ 
601202 ftr. 

MCBURNETT,M A. Houston Lighting & Power Co 08/12/02 240pp. 47765.301- 
47766:188. 

6612090320 Discusses NRC Invosligatlon Rept 4 88-004 on 800120-0415 ro apparent 
falsification of fire watch logs at plant on Dec 1987 & Jan 1980 & forwards notice of 
vtolelion 

MARTIN, no. Region 4, Ofo of the Director. 08/12/05 QOLDBERG.J.H Houston 
Lighting a Power Co 2pp 47762.203-47762-208 

-6612090320 Notice of violation from NRG Investigation rept on 080129 0416 Violations 
noted plant tire watch supervisor a fire watch personnel assigned fire protection sye 
con^nsatory hourly watches Initialed fire watch logs. 

MARTIN, R.D Region 4, Ofc of the Director. 88/12/06. 2pp. 47762-206-47762.206. . 

BeiSISOIOl Forwards insp Repts 60-400/80-71 a 50>490/B8-71 on 80 1031 -11 04 .No 
vfofaffons or devfaltons noted. 

CALLAN.LJ, Region 4, Ofc of the Director 80/12/00. GOLOBERG.JH. Houston 
Lighting & Power Co 3pp 47826 367-47826 380 

-8812150105 Partially withheld Physical Security Insp Repts 60-490/60-71 a 60-499/ 
BB'71 on BB1031-1104.No violations noted Major areas inspoclediphysical barriers - 
vital area,datoction aids - vital are a,communl cations a lighting. 

EARNEST, A B., TOBIN.W., EVERETT,R.J. Region 4, Ofc of the Director. 08/11/22. 
tp 47826360 47826,360 


P. Operating license stage documenta & correspondence 

8811300492 Requests fee for 880601 application submitted for review be remitted for 
Unit 1 .Costs for Unit 2 will be Included In OL review costs 
DIGGS, R.M. License Foe Management Branch 08/11/01 VAUGHN, GE. Houston 
Ughling & Power Co Ip 47701 269-47701.269 

8811290164 Forwards Rev 22 of QA program description for design & const phase, per 
requirements of 10CFR 50.65(f) (3). 

GOLDBERG, J H Houston Lighting & Power Co 88/11/22 Document Control Branch 
(Document Control Desk). 3pp. 47664*27 1-47604:281. 

-8611290175 Rev 22 to QA program for design & const. 

♦ Houston Lighting & Power Co. B8/1 1/22 Vp. 47664.274-47664-281 

6812C20090 Forwards response to Generic Ltr 88-11, "NBC Position on Radlstlon Em- 
brttttament of Reactor vessel Matls & Impact on Plant Operadons." Pressure tomp 
curves determined more conservative than Rev 2 to Reg Guide 1.99 requirements. 
GOLDBERG, J.H. Houston Lighting 8 Power Co 00/11/22. Document Control Branch 
(Document Control Oosk) 3pp. 4771 1:129-4771 1:131. 

8812060202 Forwards response to NRC concerns fdentified durfng onsite assessment 
of qualified display processing sys. Procedures will provide cheCKlist 8 response for 
each item on diagnostics display which includes power supply voltage. 
MCBURNETT,M.A. Houston Lighting 8 Power Co. 80/11/22. i)ocum8nt Control 
Orsfveh (Document Control DesiO. 9pp. 47767.001-47767:009 

8811280048 Generic Ltr 08-20 to all licensees holding OLs 8 CPs for nuclear power 
reector facilities re individual plant exam for severe accident vulnerabilities, Sve list 
end. 

CRUTCHPIELD.D Associate Director for Projects (Post 070411). 08/11/23. Consoll 
dated Edison Co. of New York, Inc. 81pp. 47720:303-47729:024. 

8811290363 "South Texaa Project Electric Generating Station Unit 1 Startup Rept." W/ 
881123 Ur. 

MCBURNETT,M.A. Houston Lighting a Power Co. 88/11/23 200pp. 47030.000- 
47030.253. 


8B 11 3001 39 Forwards summary schedule for corrective actions & responses to findings 
of operational readiness review during wk of 0811 14 Detailed response to Instrument 
air Issues will be provided In response to Generic Ltr 88-14 

VAUGHN,GE Houston Lighting a Power Co 60/11/23 Document Control Branch 
(Document Control Desk) 6pp 47676:013-47676 010 

8812020283 Forwards Amend 3 to License NPF-76 a safely evaluation Amend changes 
App A Tech Specs by deleting Figure 6 2-1, "Offsite Organization," a Figure 6 2-2, 
"Unit Organization " 

DICK.Q.F Project Directorate tV 8B/11/2B GOLDBERG, J H Houston Lighting a 
Power Co 7pp 47734 068-47734 087 

->8612020288 Amend 3 to License NPF‘76, changing App A Tech Specs by deleting 
Figure 6 2-1, "Offsite Organization," a Figure 6 2-2, "Unit Organization." a providing 
appropriate changes to administrative control requirements 
CALVO,J.A Project DirGClorato IV 88/11/20 lOpp 47734 075-47734 004. 

-6812020290 Safety evaluation si^porting Amend 3 to License NPF-76 
• Office of Nuclear Reactor Regulation, Director {Post 670411) 08/11/26 Spp 
47734-005-47734,007 

8812220049 Forwards proprietary draft WCAP-12067, "South Texas Unit 2 Pressurizer 
Surge Line a BHR Lino Stratification Presentation to NRC 801 130 ’’ Rept withheld (rel 
10CFR2JO0) 

BURNETT.M A Houston Lighting a Power Co 08/11/29 Document Control Branch 
(Document Control Desk) 2pp 47903 282-47003 283 

8812070192 Advises that proprietary WCAP-1 1963, "NRC Update MeDtinq, South Texaa 
BMI Ftux Thimble Woar,680010," will be withhold from public disclosure {ref 
10CrR2 700), 

D;CK,G.F Project Directorate IV 80/12/01 GOLDBERG.J H Houston Ughling a 
Power Co 6pp 47749 245 47749 240 

8812080001 Grams withholding of WCAP 11761,Rov 1, "South Texas Units 1 a 2 Roac 
tor Veaaol Till 8 Wavinoss Clarification Study," per 10CFR2 790 
DICK.G.F Project Dlrecloralo IV, 80/12/01 GOLDBERG.J H Houston Lighting & 
Power Co 5pp 47753 166 47753.170 

0612OBOO7O Grants withholding of WCAP-1 1555, "Technical Bases for Eliminating Rup- 
ture of Accumulator Line a Attached RHR Piping from Structural Design Bases for 
South Texas Project, Umts 1 & 2," per 10CFR2 790. 

DICK,QF. Project OIreclorato IV 88/12/01 GOLOBERG.JH. Houston Lighting & 
Power Co 4pp. 47757-003 47767,007 

BB12DB0076 Grants withholding of WCAP 11773, "Technical Bases for Eliminating RHR 
Line Rupture From Stmeturaf Design Basis for South Texas Project Units 1 a 2 ” 
DICK.G.F Project Directoraio tV, 60/12/01. GOLDBERG, J.H Houston Lighting & 
Power Co Spp 47764*214-47764-210. 

8812090337 Submits outline of plans for usage a monitoring of full length hafnium con- 
trol rods Util will perform control rod insps similar lo those at Wolf Creek at or before 
third rofuolinn outago 

MCBURNETTjMA Houston Llnhling a Power Co 86/12/02 Documonl Control 
Branch (Document Control Desk). 2pp 47764 360 47704 361 

8812130300 Requests that survolllanco associated w/GV 0216 not bo Included In Tech 
Specs Rationale for not Including valve In surveillance program provided DIkitlon flow 
path will bo removed at first refueling outago.W/ono oversize drawing 
MCBURNETT,M.A Houston Lighting a Power Co 00/12/05. Document Control 
Branch (Document Control Desk) 4pp 47798 242 47798-245 

8812140003 Forwards draft proprietary WCAP-1 2007, "South Texas Unit 2 Prossurizor 
Surge Lino a RHR Lino Slratillcallon," (ref 1OCFR2.70O).Ropt rovisod to include add I 
Info requested by NRC during util 601130 prosentation 

MCBUBNETT,M A, Houston Lighting a Power Co. 06/12/06 Document Control 
Branch (Document Control Desk) 3pp 47821 001-47821.003 

8012070168 Requests that util addresses Generic Ltr 88-17 ro loss of DHB during non- 
power operation Issue of high priority a should be addressed accordingly, 

MURLEY.TE Office of Nuclear Reactor Regulallon, Director (Post 870411) 88/12/ 
07. JORDAN, D.D Houston Induslries. Inc, 4pp. 47749 311 -47749 3 1 4. 

6812130115 Discusses review of Tech Spec Table 6 7-1, per apparent discrepancies be- 
tween Tech Spec tablo a FSAR Table 3 0-8 ro monitoring plant transients to assure 
cyclic stress limits 

McbURNETT,M A, Houston Unhling a Power Co 08/12/07. Document Control 
Branch (Document Conlrol Desk) Spp 47796-239 47796.235 

8812130207 Forwards annotated FSAR pages to provide advance clarification in plant 
organization.per discussion w/ EJ Holler.tJescripllon of proposed changes to Cfieptor 
17 end. 

MCBURNETT,M A. Houston Ughling a Power Co. 80/12/07 Documonl Control 
Branch (Document Control Desk) 41pp 47707 148-47797 213 

8612140251 Forwards preliminary response to Generic Ltr 00 17, "Loss of DHR" No 
reduced inventory operations will be conducted until actions taken to resolve con 
corns Idenlifiod In ltr. Response lo generic ltr will be provided by 6901 1 B. 

VAUGHN,Q.E Houston Lighting a Power Co. 00/12/09 Document Conlrol Branch 
(Document Control Desk) 8pp. 47812.040-47812.047 

8612150095 Forwards response to NRC questions re corrective eclion to address mi- 
crobiologies reduced corrosion In emergency diesel generator jacket water. 
MCBURNETT,MA Houston Lighting a Power Co 88/12/09. Documonl Conuol 
Branch (Document Conlrol Desk). 4pp 47825 089-47825 072. 

6812150099 Certifies that end final draft Tech Specs conslster^t w/FSAR & as built fa- 
cfiltlea except for comments a ediiorlaf changes noted on allacfied marked pages. 
VAUGHN, Q.E Houston Lighting a Power Co. 88/12/09 Document Control Branch 
(Document Control Desk) 49pp 47825,076 47625.124. 

BB12210029 Forwards proprietary WCAP-12067 a nonproprletsry WCAP-120B7, "South 
Texas Units 1 a 2 Prossurizor Surge Line a RHR Line Stratification " Proprietary rept 
withheld (rel 10CFR2.790) 

MCBURnETT,M A. Houston Lighting a Power Co 88/12/09. Document Control 
Branch (Document Conlrol Desk) 3pp. 47807-156-47808 076. 
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-8812510031 RequQsls svjlhholdmg of WCAP 12087. ‘'South Texas Unis 1 & 2 Prassur* 
!Z 0 r Surae Lina & RHR Una StratificatJon;' per 10CFR2 790 Affidavit end 
WtESewANN.R A> WGsVoQhouso Etaciric Corp 88/12/09 MURLEYJ Office of Nu 
Clear Reactor Rogufation, Director (Post 070411) lOpp 47807 159*47087 166 

-8012210034 Nonpropnstary “South Texas Units 1 & ? Pressurirer Surgo Line & RHR 

QAMFOnD.W^H? 0RICE NASH.R L . CARLSON.ftW Weshnghouse Elactnc Corp 
WCAP-12007 ee/12/31 265pp 47887 169 47888 076 

8812200012 Responds to Generic Ltr 86*14. “Inslru/nont Air Supply Problems Af- 
focting Safely Related Equlpmonl" Util reviewed generic Mr & NUREG*1275,Vol 2 & 
performed dosign A operatrons vorificalion of instrurnent air ays for plant 
QOLOBERGJ H Houston Lighting A Power Co. Ga/12/ia Document Control Branch 
<Docu men! Control Desk) flpp 4787 1 348-47871 355 

6812210397 Forwards annotated FSAR text & revised figures re updated plant subsid- 
ence rnfo Into covers monitoring rosults for deep ref benchmarks & rogfonat near sur- 

MCeURNETT.WA Kfijslon Lighting & Power Co 88/12/14 Document Control 
Branch (Document Control Desk), lOpp 47891 144-47681 153 

6812220384 Forwards License NPF* 76 ,aulhofi 2 lnQ operation at up to five percent full 
power Technical basis included In SER.SuppIs 1* 6 iNUREG 076 1) 

HOLAHAN.Q M Division of Reactor Projects * III, IV, V & Speclai Projects (Post 
670411) flB/12/16 GOLDBERG.JH Florida Power & Light Co 5pp 47903 244- 
47903 261 

-8812220394 "Environ Protection Plan (Nonradblogical) for Facility, App P to Licenses 
NPF-76 & NPF-7a *' 

• Office of Nuefear Reactor Regulation, Director fPost 870411) 88/12/31 20pp 
47903 262-47903 281 


O, fnspectlon repons, IE Bulloilns A correspondence 


8812220190 Responds to NRC 881116 ltr ro violations noted In Insp Repts 50-4 96 /Si- 
46 A 60-499/60-46 Correclivo actions Maint Work Request HE 65094 inliatod to re- 
place El Cl 1 heater control panel bolts A crew briefings provided 
WUGHAN.G E Houston lighting & Power Co 86/12/14 Documonl Controt Branch- 
(Documenl Control Desk) 5pp 47094 356 47894 360 


R. Periodic operating reporta A related correepondence 

8612200127 Monthly operating repi for Nov 1986 for South Texas Electiki Qeo«vaCng 
Station Unit 1 W/fl81213 Mr 

KENT,AP, MCBURNETT.MA Houston Lighting A Power Co 68/11/30. ^ 
47664 316 47064 324 


S, Reporlabte occurrences, LERs A related correspondence 

0611300154 Special reptfooso parts monllorfng ays (LPMS) Channels 2,6 & II KriO^- 
able for 30 days UPMS Channel 6 inoperable duo to failed accoloromoterCf^rr&Ts Z 
A 1 1 1noperable due to continuous alarms Accelerometer will be replaced 
VAUGHN.GE Houston Lighting A Power Co 08/11/18 Documant Control Branch 
(Document Control Desk) 4pp 47695 339-47696 342 

8812029087 LER 68 061-00 on 881 027, emergency operating procedure eirof fcxnd 
during special Insp duo to inadequate review Procedure roqulrod to iinvt oonse- 
quencos of lube rupture accldont Procedure revised lo correct error W/oat 121 ltr 
AVALA,C A , VAUGHN, G,E, Houston Lighting A Power Co 68/ 1 1/21 6pp 477 1 1. 1 24* 
47711 120 

8812050122 Special ropton 851027, standby diesel generator (SDG) 13 tiipp^dwlre^ re- 
loasod from ernergoncy mode during startup Caused by nonomergoncy mod* ihit- 
down circuit Instrumentation connected to shutdown air header A restarted 
VAUGHN, Q E Houston Lighting A Power Co 00/11/23 Document Conuoi Branch 
(Document Control Dosk) 4pp 47734 009-47734 012 


8B1 11 60211 NRC Info NoMco 68-090. “Unauthorized Removal of Industrial Nuclear 
Gauges " 6vc list end 

CUI^INGHAM.R E Division of Induslral A Medical Nuclear Safo^ (Post 070729) 
86/11/22 Consolidated Edison Co of New York, Inc S9pp 47708 S55 47706 257 


SB1202D302 PNO IV'08 092 on 881 1?9,dlscoverod thal vortox broakora not ins la Fed to 
any of throe omorfloncy conlalnmonf sumps Util investigating why vortex breaVors ix4 
inatallod A initiated stops to fabricate replacement vortex breakers. 

HOLLER, G Region 4, Ofo of me Difoclor 88/11/30 2pp 47710307-47711)308. 


8811160467 NRC Info Notice 88 091, "Improper AdmFnlstraiion A Conlroi of PsychologI 
cal Tests " Sve list end 

ROSSI, CE. Division of Operational Events Assossmonl (Post 870411) 88/11/22 
Consolidated Edison Co. of New York, Inc lOtpp 47708 042 47708 142 


8B1 13 00032 Forwards revised response to violations noted In Insp Ropta 50 498/88 54 
A 50*499/88-54 Response addressed addi concerns In Insp Repis 60-498/08 61,50* 
409/88-61.50 498/08*72 A 5O-499/00'72 Corrocllv© actions procedures revised 
VAUGHN, Q E Houston Llghtlrg A Power Co 86/11/23 Document Control Branch 
(Document Control Desk) 6pp 47897 30& 47697*314 

6811290030 NRC Info Notice 66 003, "Teletherapy Events ’’ Sve list oncf 
CUNNINGHAW.R E Division of Industrial A Medical Nuclear Safety (Post 070729) 
83/12/02 Consolidated Edison Co of New York, tnc- 112pp 47&11 103 47811 215 


3811290538 NRC info Notice 83 094, "Potentially Undoraized Volvo Actuators" Sve list 
end. 

ROSSf.CE, Division of Operational Evonis Assessment (Post 870411) 80/12/02 
ConBolidated Edison Co of New York, Inc 121pp 47708 143*47700 254 


8312090320 Discusses NRC fnvestigatlon Rept 4-88 004 on 680129 0416 ro apparent 
falsification of Mro watch logs at plant on Doc 1967 A Jan 1986 A forwards notice of 
violation. 

MARTIN.RD Roflion 4, Ofc of the Director 88/12/05 GOLDBERG, JH Houston 
Lighting A Power Ch 2pp 47762 203-47762 206. 

•*-3812090323 Notice of violation from NRC tevestlgation rept on 680129 0415 Violations 
noted plant fire welch supervisor A fire watch personnel assigned fire protection ays 
compensatory hourly watches initialed fire waten legs 

MARTIN.RD. Region 4. Ofc of the Director 88/12/05. 2pp 47762*205*47762 206 

6812130231 forwards response scIkkJuIos for NRC generic correspondence, per G 
Dick reouest 

HCGURNETT.M A Houston Lighting A Power Co 06/12/06 Document Control 
Branch (Dociimenl Controf Desk) 5pp 47707 238-47797;242 

8812150224 Forwards Insp Repts 50-498/88-77 A 60 499/66-77 on fl81114*18.No vio- 
lations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director. 88/12/07 GOLDBERG.JH. Houslon 
Lighting A Power Co 3pp 47825 842-47325050 

-8612150226 Insp Ropls 50 490/83 77 A 60-499/88-77 on 081114-18 No violations or 
deviations noted Major areas inspected Unit 2 preoperalional testlng',(ncluding witness 
Ing of selected tests Apreoperaflonaf teat results evafuallon 
AZUA,R V. BUNDY.H F . SEIDLE,WC Region 4, Ofc of the Director 88/12/07. 0pp 
47825 045-47825.050 


8812020237 NRC Info Notice 88-005, "Inadequate Procurement Requirements Imposed 
by Lteensees on Vendors/* Sve list end 

ROSSLCE, Divisten of Operational Events Assessmonl (Post 870411} 68/12/08 
Consolidal^ Edison Co of New York, fnc t12pp 47807.191-47807 302 


6612200263 Part 21 A finaf deficiency rept re contalnmenl hydrogen 
anafyzors Rnmafnlng Unit 1 flow regulator replaced w/ regulator containing steilnteM 
stee) diaphragm (SSD) Unit 2 reoufators w/SSDs inatallod 

GOLDQERG.J H Houston Llghlmg A Power Co 68/12/13 Documant Conliol Brguxh 
(Oocumont Control Dosk) 6pp 47060.288 47880 202 

8812210011 LER OOOSOOl.on 680627, ESF actuation of alJ throe trains af HVAC fee 
control room envelope A fuel handling bldg occurred simulinneo us fy.C Bused bv Ngh 
frequency harmonic generated by ground fault Invertor wa ovaluatod w/BBiai4 ltr- 
AYAlA.CA , VAUGHN, G E Houston Lighting A Power Co 86/12/14. 6pp 4738 !■ 101* 
47061 105 

3612270282 Special fop1*on 001006, high head safely Inloclion lo RCS occurred Caused 
by Inadvertent start of Train C high head safety Injection pump by beor^sed 
oporalor, Value of usage factor not reportable at present, per Tech Spec 3 82 
VAUGHN.GE Houston Lighting A Power Co 80/12/21. Documonl Cer^l/N Branch 
(Documonl Control Desk) 3pp 47026 141*47926 143. 


DOCKET 8TN-60-499 SOUTH TEXAS PROJECT, UNIT 2 


A. Appllcatlon/construclton stage documents A correspondence 

8611290164 Forwards Rev 22 of QA program doscrfpllon for dosign A cons1ph*s« per 
roquiromonts of tOCFRBO 65(0(3) 

GOLODERQ,J.H Houston Lighting A Power Co 06/11/22 Documonl Con\{<A Brarich 
(Document Conlroi Desk) 3pp 47664*271 -47664*201. 

-8611290175 Rev 22 to QA program for design A cons! 

* Houslon Uflhtfng A Power Co 86/11/22 6pp 47664:274 47664 281 

8312020090 Forwards response lo Generic Ltr 88 11, "NRC Position on Radialtoni Er?v- 
brlltfemont of floactor vessel Mails A Impact on Plant Oparallons " Pressure tan^p 
curves doterminod raoro conservative than Rev 2 to Reg Guide 1 99 roquiremenli- 
60LDBERQ,J H Houston Lighting A Power Co 80/1 1 /22. Document Centrof OrarKh 
(Document Control Desk). 3pp 4771 tj120 4771 1.131 

8812080202 Forwards response to NRC concerns fdonlifiod during onsite assessment 
of qualified display processing sys Procedures will provide checKlisl A response for 
eacn Item on diagnoBltcs display which includes power supply voitago 
MCBURNETT.MA Houston Lighting A Power Co 08/11/22 Documonl Ccwitrd! 
Branch (Document Control Desk) flpp. 47757.001-47767.089. 

331 1280046 Generic Ulf 88*20 to all licensees holding OLs A CPa for nuclear p4>wer 
roaclof facilities re Individual plant exam for severe accident vulnarabliiUesSvc ti-t 
encL 

CRUTCHFIELD.O Associate Director for Projects (Post 870411), 88/11/23. ConSoS- 
dated Edison Co of New York, Inc 01pp 47728 303-47729 024 


8312160101 Forwards Insp Ropls 60 496/80 71 A 6O4&9/80-71 on 881031-1104 No 
viol a lie ns or deviations noted. 

CALLAN.LJ. Region 4. Ofc of the Director. 88/12/06 GOLDBERG, JH. Houston 
Lighting & Power Co 3pp. 47826 357-47626 380 


8311290322 Notification of 661130 meeting w/util In Rockvilfo.MO to discuss thermaf 
stratification In prossurizer surge line 

OICK.QF. Projact Directorate IV. 68/11/23 MURLEY,T, SNIEZEK.J, MlitAQLlA,f. 
NRC • No Detailed Affiliation Given. 6pp, 47649:1 73*47649' 177. 


-8312150105 Partially withheld Physical Security Insp Repts 50-498/8B-71 A 50 499/ 
88-71 on 881031-1104 No violellons noted Major areas inspected physical barriers • 
vital area,detection aids - vital area,communrcatlons A lighting 
EARNEST ,A.B. T08IN,VY, EVERETT.R J, Region 4, Ofc of die Diroclor 86 / 11 / 22 , 
Ip 47026 360 47826 360 


6311300139 Fonvards summary schedule for corrective actions & responses to lirbcfings 
of operational readiness review during wk of B81114.Ddtdiled response to instrument 
air Issues will be provided In response to Generic Ltr 68-14. 

VAUGHN, G.E Houston Llghling A Power Co 08/11/23 Document Control Brarwh 
CDocurnenI Control Desk). 6pp. 47676*013 47676 010. 


0612200021 Provides revised schedule for completion of Open ttema 498/36-30-10 A 
498/67*20 02 re calibr of gaseous A liquid radloactivl^ monitors A sampling A anafy* 
sis of plant effluents by 600101 eg^reed to dunng 660428 telcon. 

VAUGHN, G E. Houston Lighting a Power Co 86/12/14. Document Control Branch 
(Document Control Dosk) 4pp 47856 286 47658,208 


6312220049 Forwards proprietary draft WCAP-12067, "South Texas Unit 2 Pfessurfczer 
Surge Line A RHR Itne Si ratification Presentation to NRC 681130 " Rept withbekl <ref 
10CFR2 700). 

BURNE7T,M,A Houslon Lighting A Power Co. 08/1 1 /20 Document Control Branohi 
(Documenl Control Desk) 2pp 47003 282 47903.203 
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8B1 20t0080 Forwards draft unsigned.undatod Ucanso NPF-76 & nolica of issuance of 
licenso. 

HOLAHAN,G M Division of Reactor Projects - lIf.lV.V & Special Pfoiecls (Post 
870411) 00/12/01 GOLDBERG, JH Houston Lighting & Power Co 4pp 47703 116 
47703 129 

-8812010003 Draft License NPF-78. 

• Division of Reactor Projects < 1 11,1V ,V & Special Projects (Post 070411) 08/12/01 
6pp 47703121 47703' 126 

-8812010005 Draft notice of Issuance of License NPF-7G to South Texas Project Unit 2 

* Pfojeot Directorate IV. 08/12/01 3pp 47703127-47703*129 

6012070192 Advises that proprietary WCAP-1 1963, "NRC Update Meeting, South Texas 
BMf Ffux Thimble Wear, 080010," wllf bo withheld from public diBclosure (ref 
10CFR2 790) 

DICK.QF Project Directorate IV. 88/12/01 GOLDBERG, JH. Houston Lighting & 
Power Co. 6pp 47749:245-47749,249. 

8812080061 Grants withholding of WCAP.11761.Rev 1, "South Texas Units 1 & 2 Roac- 
tor Vessel Tilt & WavIness Clarification Study/' per iOCFR2 790 
DICK.O.F Project Directorate IV. 08/12/01. GOLDBERG, JH Houston Lighting & 
Power Co 5pp 47753*1 66.47763*1 70 

8812030070 Grants vrithholding ol WCAP.11655, "Technical Bases for Etimlnating Rup- 
ture ol Accumulator Line & Attached RHR Piping from Structural Design Bases for 
South Texas Project, Units 1 & 2," per 10CFR2.790 

DICK.QF Project Directorate IV 88/12/01 GOLDBERG, JH Houston Lighting & 
PcTwerCo 4pp 477S7 003-47757 00?. 

6012060076 Grants withholding of WCAP-11773, "Technical Bases for Eliminating RHR 
Line Rupture From Slrucluf at Design Basis for South Texas Project Units 1 & 2 " 
DICK.GF. Project Directorate IV. 80/12/01. GOLDBERG. J.H Houston Lighting & 
Power Co 6pp. 47754.214-47764:218. 

6612090344 Discusses status of equipment qualification program to provide assurance 
that safety-related electrical & mechanical equipment perform Intended function, per 
NRC request for addi Info re differences between Unite 1 & 2. 

WESTERMEIER.J Houston Lighting & Power Co. 08/12/01. Document Control 
Branch (Document Control Desk) Bpp 47702*214-47782.219 

8812090305 Summary of 081129 meeting w/utll & Newman & HolUingor re readiness 
for low power Ilcenso.Llst of attendees & vlewgraphs end 

DICK.GF. Project Directorate iV. 00/12/02 ProM Directorate IV 22pp 47767.339- 
47767.360 

3612090337 Submits outline of plans for usage & monitoring of full length hafnium con 
trol rods.Util will perform control rod Insps similar to those at Wolf Creek at or before 
third refuoline outage, 

MCBURNETT.M A. Houston Lighting 8 Power Co 00/12/02 Document Control 
Branch (Document Control Desk). 2pp. 47704.360 47784*301 

8812120211 Requests schodular exemption from requirements of l0CFR60 33(k) & 
50.76 re submittal of ropt containing certification of financial assurance for funds to 
decommission facility Affidavit end Fee paid. 

VAUGHN, QE Houston Lighting & Power Co. 80/12/02 Document Control Branch 
(Document Control Desk). 4pp 47780.017-47708*020. 

8B 12090346 Informs of util readiness for fuel loading & low power testing of utif as early 
as 861216 but no later than 001224 Completion of NRC requirements at time of fuel 
load expected except items detailed in oncl. 

60LDBERQ.J.H. Houston Lighting & Power Co. 68/12/03 Document Control Branch 
(Document Control Desk). 42pp. 47776:236 47776 277 

6612180300 Requests that surveillance associated w/CV-0215 not be included in Tech 
Specs Rationale for not Including valve in surveillance program provided Dilution flow 
path will bo removed at first refueling outago.W/ono oversize drawing 
MCBURNETT,M.A Houston Lighting & Power Co. 88 / 12 / 06 . fJocumont Control 
Branch (Document Control Desk) 4pp. 47708*242-47700.245. 

6812140003 Forwards draft proprielary WCAP*12067, "South Texas Unit 2 Pressurizer 
Surge Line & RHR Line Stratification;’ (ret 10CFR2 79O).R0pt revised to include addI 
Into requested by NRC during util 881 130 presentation. 

MCBURNETT.M.A Houston Lighting & Power Co. 08/12/06 Document Control 
Branch (Document Control Desk) 3pp. 47021*001-47021.003. 


-0012130256 Environ assessment & finding of no significant Impact re exemption from 
lOCFRSO 33(k) & 10CFR50 75 

CALVO.JA Project Directorate IV 08/12/07 4pp 47797 261-47797 264 

0S1212O22O Submits addi status of eqmprnent qualification program Sys compononl 
evaluation worksheoLselsmlc & dynamic qualification summary & status of safelv re- 
lated equipment for new equipment end 

WESTERMEIER,J Houston Lighting & Power Co 80/12/00 Document Control 
Branch (Document Control Desk) 43pp 47788 211-47788:253 

8812140261 Forwards preliminary response to Generic Ltr OB-17, "Loss of DHR " No 
reduced Inventory operations will bo conducted until actions taken to resolve con- 
cerns identified in ltr Response to generic ltr will be provided by 0901 18 
VAUGHN,QE Houston Llghlmg & Power Co 86/12/09 Document Cortlrol Branch 
(Document Control Desk). 8pp 47612 040-47812 047 

6612150095 Forwards response to NRC questions re corrective action to address mi- 
croblologlcolly reduced corrosion lit emergency diesel generator Jacket water, 
MCBURNETT.MA Houston Lighting & Power Co 88/12/09 Document Control 
Branch (Document Control Desk) 4pp 47025 069 47825 072 

0612150099 Certifies that end final draft Tech Specs consistent w/FSAR & as-built fa- 
cilities except for comments & editorial changes noted on attached marked pages 
VAUGHN, GE Houston Lighting & Power Co. 00/12/09 Document Control Branch 
(Document Control Desk) 49pp 47025 076-47025124 

8812210029 Forwards proprietary WCAP-12067 & nonproprielary WCAP-120a7, "South 
Texas Units 1 & 2 Pressurizer Surge Line 5 RHR Lino Stratification" Proprietary repl 
withheld (ref 10CFB2 790) 

MCBURNETT.MA Houston Llohtjng & Power Co 80/12/09 Document Control 
Branch (Document Control Desk) 3pp 47007*1 56 47008 075 

-6012210031 Requests withholding of WCAP-t2067, "South Texas Units t & 2 Pressur- 
izer Surge Line & RHR Lino Stratification,'* per tOCFR2 790 Affidavit end 
WIESEMANN.RA Wesllnghouse Electric Corp 88/12/09 MURLEY.T Office of Nu- 
clear Reactor Regulation, Director (Post 07041 1) tOpp 47087 159 47807 168 

-8612210034 NonproprIetary "South Texas Units 1 & 2 Pressurizer Surgo Line & RHR 
Stfdtif ic0tion 

BAMFORD.WH., BRICE-NASH.R L . CARLSON, RW Wesllnghouse Electric Corp 
WCAP-1 2087. 88/12/31 265pp 47807*169.47800 076 

B812200250 Informs that equipment covered by seismic & environ quatillcatlons quoll 
fled & Installed. 

BAILEY, JN. Houston Lighting & Power Co 80/12/12 Documonl CorMrol Branch 
(Document Control Desk) 2pp 47062 166 47062 167 

8812200012 Responds to Generic Ltr 08 14, "Instroment Air Supply ^a Problems Af- 
fecting Safety Related Equipment." Util reviewed generic Ur & NUREQ-1275,Vol 2 & 
performed design & operations verification of instrument air ^s for plant 
GOLDBERG, JH Houston Llghtir^g & Power Co 08/12/13 Document Control Branch 
(Document Control Desk). 8pp 47871 348 47871*355. 

6812200260 Discusses commitment to Install low noise prearnpllfior in remaining source 
range channel prior to fuel load Addi justification lor rev to Tech Spec surveillanco re 
qulrements for source range channels end^or 801208 ltr 

WESTERMEIER.J Houston Llahling & Power Co, 88/12/13 Document Control 
Branch (Oocomonl Control Desk) 6pp 47064*306 47064 310 

8812210397 Forwards annotated FSAR text & revised tiguros re updated plant subsid- 
ence Info.lnfo covers monitoring results for deep rof benchmarks & regional near sur- 
face subsidence. 

MCBURNETT.MA, Houston Lighting & Power Co 08/12/14 Document Control 
Branch (Document Control Desk). lOpp 47881.144 47001 153 

8612270291 Submits notification that all mechanical equipment covered by seismic S, 
environ qualification qualified & installed & malr\i & surveillance programs to preserve 
qualification of equipmer^t In place 

BAILEY.JN Houston Lighting & Power Co 88/12/15 Documonl Control Branch 
(Document Control Desk). 2pp 47026 022-47026023 


E. NRC Safety Evaluation Report (SER), euppis & correspondence 


&&120T016B Requests that util addresses Generic Ltr 66-17 re loss of DHR during non 
power operation Issue of high priority & should be addressed accordingly. 
MURLEYJ.E Office of Nuclear Reactor Regulation, Director (Post 070411). 88/12/ 
07. JORDAN, D D Houston Industries, Ino. 4pp 47749:311-47746.314. 


8612130116 Discusses review of Tech Spec Table 6 7-1 , per apparent discrepancies be- 
tween Tech Spec table & FSAR Table 3 9-8 re monitoring plant transients to assure 
cyclic stress limits. 

mCBURNETT,M A. Houston Lighting & Power Co 80/12/07 Document Control 
Branch (Document Control Desk). 8pp. 47796:233-47796:235. 

8612130207 Forwards annotated FSAR pages to provide advance clarification in plant 
organization, per discussion w/ EJ Holler Description of proposed changes to Chapter 
17 end. 

MCBURNETT.MA Houston Lighting & Power Co 80/12/07. Document Control 
Branch (Document Control Desk). 41 pp 47797:140-47707.213 

8812130246 Forwards environ assessment & finding of no significant Impact re 860115 
request for exemption from 10CFRS0 App J. Evaluation published In SSER 3 
(NUREG-0781). 

CALVO,J.A. Project Directorate IV 86/12/07. GOLDBERQ.JH. Houston Llghling & 
Power Co. 6pp. 47796.262-47796:260 


-B612130247 Notice of Environ assessment & finding of no significant Impact re 
060115 ltr concerning exemption from lOCFRSO App J. 

CALVO,J.A. Project Directorate IV, 08/12/07. 4pp, 4779Q*267-47796'260 


BS1 21 30260 Forwards environ assessment & finding ol no significant Impact re 881202 
request for temporary exemption from scheduler requirements of decommissioning 
rule,10CFR50 33(k) & 10CFR60.76 

DICK.QF. Project Directorate IV. 88/12/07. GOLDBERG, JH. Houston Ughling & 
Power Co 4pp 47797:267-47797.264. 


6012130246 Forwards environ assessment & finding of no significant impact ra 6601 15 
request (or exemption from 10CFR&O App J Evaluation publishod in SSER 3 
lNUREG-0781) 

CALVOJA Project Directorate )V. 88/12/07. QOLD0ERG.J.H. Houston UglUing & 
Power Go. 6pp 47706*252-47796.260. 

66122203B4 Fonvards License NPF-78, author! zing operation at up to five percent full 
power.Tochnlcal basis Included in SER,Suppls 1- 6 (NUREG 07S1). 

HOLAHAN.QM. Division of Reactor Projecls - III, IV, V & Special Projects (Post 
870411) 88/12/16. GOLDBERG, J H. Florida Power & Light Co. 6pp 47903 244- 
47903:201. 


F« Security, medical, emergency & (Ire protection plans 

8B1 1300064 Advises that 800930 Rev 13 to physical security plan consistent w/provl- 
Blons of 10CFR50.64(p) & acceptable. 

CALVO.JA. Project (Directorale IV. 88/11/22 GOLDBERG. J.H Houston Lighting & 
Power Co 6pp, 47600:127-47680 131 

8812060294 Forwards prompt notification ays test rept using FEMA Region Vt reporting 
form for Apr-Oct 1968 

MCBURNETT.MA Houston Ughling & Power Co 88/11/23 LANSFORD.RA Texas, 
State of 3pp. 47744.326 47744 328 

6812080152 Revised emergency plan Implementing procedures includmn Rev 4 to 
OEPP01-ZA0003,Rev 5 to OEPP01-ZA-0005,Rev 6 to OEPP01-ZA-O014 ,Rgv 0 to 
OEPPO1-ZA-OO10,Rev 3 to OEPPOI-ZA- 0016 & Rev 6 to OEPP01-ZA 0031 W/ 
801202 ltr 

MCBURNETT.MA Houston Lighting & Power Co 88/12/02 240pp 47755*301- 
47756.1 80 



180 DOCKETED ITEMS 


ae 1ja51)320 O scusses NHC Invcslgaiion Rfpl 4 aa 004 on 860129 0415 ra apparenj 
falBjficalion of Jiro vvatth logs ai ptani on Dec 19C7 & -Jan 198B & fofwaros notice oi 

MART°N.RO Reg, on 4 Ofc of the OrecJor 88/12/05 GOLDBERG.JH Houston 
UghtJ/ig & PoAGr Co 2pp 47762 203 47762 206 


-8812070107 *'PfGsefvicG In^ (PSh Suniinnry Ftopt for Class n - , 
ponent Supports al South Toxas Project Electric Generaimg s- ' ' 
views bases for PSI program & cfascnboa scope of PSI exams 
STEWART.M A . BEVERLY, R L . MCINTYRE.A C Houston U'^ < 

12/31 15DPP 47745 051 47745 200 ^ ' 


-8812090326 Notjce of \tofat'on from MRC investigation rept on 880129 0415 Violations 
noted plant fire watch supervisor & fire watch personnel assigned fire protection sjfs 

com peasa lory hourly watches initafed fire watch fogs 

MARTIN.RD Region 4, Ofc of the Director 88/12/05 2pp 47762 205 47762 206 


8812150101 Forwards fnsp Repts 50 498/86 71 & 50 499/88 71 on 881031 1104 No 

viofalions or deviations noted 

CALIAN.LJ Reg on 4, Ofc of the Oreclor 88/12/08 GOLDBERG.JH Houston 
Ughlng & Power Co 3pp 47626 357 47826 360 


— 63121S010S Partially withheld Physical Security Insp Repts 50 498/88*71 & 50 499/ 
88 71 on 881031-1104 No vioialfons noted Major areas inspected physical barriers - 
vital area.deteciJOn a'ds - vital aroa.commurucalions & lighting 
EARNEST, A 6 Region 4. Ofc of the Director 69/11/22 Ip 47626360 47826360 


J. Insi/rance & indemnity Information 


BB1 2090345 Responds to NHC Bulletin oa 010, "Nonconforming 
Breakers ’’ Duo to magnitudo & complexity of task, not clear tr. r 
actions required prior to fuel load Results of evaluation expecit.-! : , - . , 
VAliGHN.uE Houston Lighting & Power Co QO 12/02 Do'i ' 
(Document Control Desk) 5pp 47761 126 47761 130 

6812130287 Foiwards tabulnlion of asbinll reconcilfation /, 
CBlculatlons.por IE Bulletin 70 14 No rmacceplahlo doviatjona f n 
figurations found 

WESTERMEIER,J Houston Lighting & Power Co 80/t2/o> f* 
Branch (Document Control Desk) Opp 4 /796 001 47796 006 

8812090320 Discusses NRC Invoslinnlion Ropl 4-68 004 on 880 1 2 j . 
falsification of fire watcfi logs nl pfnnl on Doc 1007 & Jan 1988 A <V» , 
violation 

MARTIN.R.D Region 4, Ofc of the Director 88/12/05 GOLD*" 
Llflhling & Power Co 2pp 47762 203 47762 206 


8812200138 Forwards Certificates W-116 4 N-116 to MAELU Policy 1 4 NELIA Policy 
l.iespoclivefy. which provides proof of secondary financial protection 
BAILEY.JN Houston Ughiing & Power Co 68/11/29 Document Control Branch 
(Document Control Desk) 32pp 47868 197 47866 228 

8812096324 Forwards environ assessment 4 finding of no sfgniflcanl Impact re exemp 
ton from 10CFR5054(w)(5}[i) re Fncroase rn amount of onsite property damage Insur- 
ance required earned by power reactor licensees 

DICK.GF Pfoiecl Direclorala IV 68/12/05 GOLDBERG.JH Houston Lmhling & 
Power Co Spp 47775 193 47775 201 

-88120^329 Environ assessment & finding of no significant impact concerning exomp 
bon from 10CFR50 54(w)(5)(i) re increase tn amount of onsilo property damage insur* 
ance rec^^L/ired earned by power reactor licensees 
CAL VO. J A Project Direclorals jV 68/12/05 4pp 47775 198 47775 201. 


P, Operating license stage documeitU A correspondence 


-8812090326 Nollco of Violation from NHC jnvosllgalton rept on 
noted plant firo walcfi supervisor & lira watch personnel a$stgr<-i ^ - 
cor^onsatory hourly walchos Inllfaled foo watch logs 
MARTIN, RD Region 4, Ofeof tho Diroctor 60/12^5 2pp 477621 t 

6012130231 Forwards responflo schedules for NRC genenc correv 
Dick request 

MCBURNETT.MA Houston Lfghling & Power Co 88/12/06 (*/ 
Branch (Document Control Desk) 6pp 47707 230 47797 242 

8812130297 Forwards Rov 2 to "IE Dullolln 00 005 Investigation P ■ 
Project Electric Generating Station * Uni 1 2 " 

GOLOBERG.J H Houston Lighting 4 Powor Co 06/12/06 DocuTr:, r 
(Oocumont Control Dosk) Qpp 47013 27/-47613 317 

-0812140018 Rev 2 to "IE Bullolin 60 005 Invostigalion Rept South Tr t 
trie Generating Station - Unit 2 " 

* Houston Lighting & Powor Co DG/I2/0G. 36pp 47813 260 47813 3'' 


8812220384 forwards Ucense NPF*76.aulhoriz)ng operation at up to five percent full 

K Dwer Technical basis included in SER,Suppls t- 6 fNUREG4)7ef) 

OLAHAN.GM Dtvisron of Reactor Projects - III, IV, V 4 Special Prolecls (Post 
870411) 88/12/16 GOLDSERGJH Florida Power 4 Uoht Co 6pp 47903 244* 
47903 261 

NPF-7e, authorizing operation at up to five oorcenl of full powor 
MURLEY.TE Office of Nuclear Reactor negulation, Director (Post 870411) 68/12/ 
16. 7pp 47903 249-47903 255 « . j 

-8812220391 Notice of consideration of issuance of amend to License NPF-78 & pro 
posed NSHC determination & opportunity for hearing License authorizes operation al 
up to five percent of full power v 

DICK.GF Project Directorate IV 88/12/16 6pp 47903256*47903 261. 

Protection Plan (Nonradiologlcal) for FacilHy.App B to Ucenses 

rjrF*76 & NPF 70 

47^3^262-47^3*281^*^^^^'^^ Regulation, Director (Post 870411) B8/12/31 20pp 

Q. Inspection reports, IE Bulletins & correspondence 

8811300456 Advises that a ddl chemical & mechanical lesUng described in 881101 Itr 
corjrjpl6tod,{»r NRC Bullolin 88-05 Enel results of tealng do not alter conclusion that 

””a1,na SiLto Tom P.o|9cl Elec 

• Houston Lighting & Power Co 88/11/15 34pp 47702044 47702,07/ 

“Unauthorized Removal of Industrial Nuclear 

^ Division of Industrial 4 Medical Nuclear Safetv (Post Rimoax 
88/11/22 Consolidated Edison Co of Now York. Iric gOpp 

* wVt 05?8 " Svf llsUrS^^ "Improper Administration 4 Control of PsychologI 

Operational Events Assessment (Post 870411) 88/11/22 
Consolidated Edison Co of New York, fnc lOlpp 47708 042 47708,142/ 

response to viotations noted In fnsp Reols 50*49a/fln *ia 

gKsarei 

8811290030 NRC Info NotfCe 88 093, "Teletheraov Events ** her 
CUNNINQHAM.R E Dfvisfon of Industrial 4 Medical Nuefear Safphf fPner n7A7nni 
ea/«2/02 consolidated Edison Co ot Now Yo“ he 112pp «ai'{ }m 

«ema053a NHC mto Notloo ea 034, ••PolonlialV Undarsbed Valva Aclualora » Sve llsl 

ROSSf.C E [^isfOin of Operational Events Aasossment (Post 8704111 Rnrio/nn 
Consolidated Edison Co ofNewYork, Inc 12tpp 47708 14V47708'2S4.’ 

B81 2070106 Forwards "Preservice Insp Summary Real tor Gtasa i „ 

Component Supports al South Tax as Project EtLffi^GSiarH?nn ^ 

BAILEY.JN Houston Uflhbna & Power^ XiwnTrW 
(Document Control Desk)® 2pp® 47745 049* W45®20^ Document Control Branch 


8812160224 Forwards Insp Ropls 60 400/00 77 & 50 409/88-77 on esi 4 
latlons or dovlattons noted 

CALLAN.LJ Region 4, Ofc of Iho Olroctor. 88/12/07 GOLDy£P“. 
Llghllng & Powor Co 3pp. 47026 042 47025 050. 

-8812160228 Insp Ropta 60 4O8/0G 7/ & 50 400/88 77 on 881 1 14 16 
deviations noted Major areas Inspoctcd Dnlt 2 prooporational test ^g ta.' 

Ingot seloctod losIsA prooporaiional tost results ovaluation 
AZLIAaR V , BUNDV.H F , StiDLE.W C Roglon 4, Ofc of the Diroclor i ' 
47D26 045 47025050 

8012020287 NRC Info Nollco GO 005, "Inadoquato Pfocuromenl Reo’j'fc. 1 ' 
by Llconsoos on Vendors " Svo list onci 

ROSSf.CE Division of Operational Evanls Asso&smont (Post 8704’ - 

Consolidatod Edison Co. of Now York, Inc 1 12pp 47007 191 4780? y. 

8812130236 Rosponds to 801100 roquosi ro apociflc disposition of pfe- . . 
fosuha rovlow 2-SI P 01. "Snfoly (njoction Sys Train A.'^per unreso^zW - 
Insp Rent 60 409/80 89 Flow orifice modiflod 
WESTERMEIER,J. Houston tlghling & Power Co 88/12/08 Do' 
Branch (Documont Control Doak) 3pp 47707 069 47707 071 

0812160101 Forwards Insp Ropta 60 400/00 /I & 50-490/88 71 on fcs 
violallons or dovlallons noted 

CALLAN.LJ Region 4, Ofc of tho Olroctor 00/12/00 GOLDBFR3 'i ‘ 
Lighting & Powor Co 3pp 47820,357-47020 360, 

withheld Physical Security Insp Ropta 50 499/63 i 
8B-7t on 001031*1 104 No violaliona nolod Major areas Inspected phiV' v * 
flroa.communicniiona & lighting 

fARNEST.AB. TOOIN.W, EVERETT, RJ Rogion 4. (5fc of the D.t.-.’ r * 
Ip 47026,360 47026*300 

061221)0286 Documonis iiconaeo commllmont to submit InservIce Insp p , t 
I nterval, per 1OCFR6O,55 q(o){4)(0 

BAILEY,J,N, Houston Lighting & Power Co. 00/12/13 Document > 
(Documont Control Doak) 2pp 47071.030 47071*039 

0812290016 Provides aupplomonlal roaponso (0 NRC Bulletin 88-001. ' " 

l^nghouso Circuit Broakera ” DoficlonI polo shafts for 34 DS-206 4 14 C’ - l 
?n?r?orS^ poBsIng wofd Insp for unreslncted usa 

GOLDBERaj,H Houston Ughiing & Powor Co 60/12/14 Documeni C, t ' 
(Documont Control Dosk) Spp 47860.304-47060 306 

8812220190 Rosponds to NRC 001116 Ur re violations noted In Insp Raj 5 ’ + 
50 400/80-46 Corroctivo aclionsMaint Work Roquost HE-65094 ru ‘ 
Eam?>ua?i conlrol panol bolls & crow briefings prowded 

Lighting & Powor Co 08/12/14 Document C- 1 ' 
(Documont ConUol Doak) 6pp 47894 350 47004 369 

8. Reportable occurroncea, LERs & related correspondence 

^ doficloncy ropt ro ESF diesel g<v«nj f 
n « 7 roportod on 061026 Damagod parts on diesel 
rAi 1 attnbutablo to Coopor-Bossemer maint 

Lfghling A power Co 80/1 1/23 Document C' ^ 

(Documont Control Dosk) 4pp 4774 


7742 196 47742 109 


oceldontally electroculed whfe v 
1 BCfoon on site water won. Ono omployoo declarad tkii' 
®‘«5?^o«ni)13(>NVsleclricljno. ' 

nuNNIUUTT.D Region 4, Ofc of the Director. 08/12/09 Ip 47798 



DOCKETED ITEMS 181 


S9I23(}026S Part 21 & final daficloncy rcpl ro containment hydrogen 

a nalyiars Remaining Unit 1 flow regulator replaced w/ regulator containing stainless 
steel d^aphragn 1 (SSD) Unit S regulahra w/SSOs Installed 

GOLDBERG^JH Houston Ugtiling & Power Co 08/12/13 Document Control Branch 
(Document Control Desk) 5pp 4/060 288 47060 292 

0612200267 Final deficiency & Part 21 rept re Class IE battery cables Initially reported 
on 861109 Util completod quatification of other lumper cables for use & unquatifiod 
cables replaced w/ qualified cables 

GOLDBERG.JH Houston UghHng & Power Co 08/12/13 Document Control Branch 
{Document Control Desk) 4pp 47660 208 47860 211 


DOCKET $TN*S0'50D WPPBS NUCLEAR PROJECT, UNIT 3 


A. Application/ CO net ruction stage documents & correspondence 

8811300235 Submits addi info In response to questions on geosclonces program clarify- 
ing rates of erosion elong State of OR & State of WA coastlines re formation of 
modern wavecut platforms Questions arose from NRC Sept 1908 visit 
SORENSEN, QC Washington Public Power Supply System 08/11/21 Document 
Conlrol Branch (Document Control Desk) 4pp 47077 261-47677 264 

60 1 1260040 Generic Hr CB'20 to all licensees holding OLs A CPa for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabilities Svc list 
ortcl 

CnUTCHFIELD.D Associate Director for Pfoiocls (Post 870411) 86/11/23. Consoll* 
dated Edison Co. of New York, Inc 81 pp 47728 303 47720.024. 

8012160245 Notification of 690111 meeting w/util in Rockville, MD to discuss faclltly 
geoscience program Agenda end 

vlSiSlNG,Q8 Standardization & Non Power Reactor Project Directorate BO/12/07 
MILLER, CL Standardization & Non Power Roactor Project Directorate, 3pp. 
47030.232*47030 234. 

0B121EO226 Discusses MPA 8 01 requirements for Units 1 & 3,por Generic Ltr 03 20, 
"Raquired Actions Based on Generic Implications of Salem ATWS Events Reactor 
trip breaker malnt & trending Issues should bo addressed as plant-spoclfic Issues 
BRADrUTE,JO. Project Dlreciorato V 68/12/05. ViSSING.QS Standardization & 
Non Power Reactor Project Directorate. 3pp 47026 205 47026 207 


Q. Inapsctlon reports, IE Bulletins A correspondence 

8611160211 NRC Info Notice 66*090, "Unauthodzod Removal of Industrial Nuclear 
Gauges " Svc ffst end. 

CUNNINGHAM, R E. Division of Industrial A Medical Nuclear Safety (Post 070729) 
66/1 1/22 CofTSOlWalod Edison Co of Now York, Inc. flQpp 47706 265-47706 267, 

6611160467 NRC Info Notice 80 001, “Improper Administration A Control of Psychologi- 
cal Tests" Svc list end. 

ROSSLC.E Division of Operational Events Assessment (Post 070411). DB/11/22. 
Consolidated Edison Co. of Now York, Inc 101pp. 47708 042 47708:142. 

88112^0030 NRC Info Notice 80-093, “Tolethorapy Evonts “ Svc list onci, 
CUNNINGHAM, R E. Division of Industrial A Medical Nuclear Safety fPost 070729) 
80/12/02. Consolidated Edison Co of New York, Inc 112pp 4781 1 103 47611.215 

061 1290536 NRC Info Notice 00-094, "Potentially Undersized Valve Actuators" Svc list 
encL 

ROSSI,C.E Division of Operational Events Assessment (Post B70411) 80/12/02 
Consolidated Edison Co. of New York, Ino 121 pp 47708*143 47708 264 

8612020267 NRC Info Notlco 00 095, "Inadequate Procurement Requlromonts Imposed 
by Licensees on Vendors '* Syc list end 

ROSSLCE, Division of Operational Evonts Assessment (Post 070411} 66/12/08. 
Consolidated Edison Co of Now York, Inc. 112pp 47807,191*47807*302 


DOCKET 8TN-6O-510 HARTSVILLE NUCLEAR PLANT, UNIT 1 


Q, Inspection reports, IE Bulletins A correspondence 

8612010341 Provides supplemental response to violations noted in Insp Rept 60 818/ 
67 01 .Corrective actio ns.comple Hon of procedure on prescribing preventive mainte- 
nance requirements rescheduled for 890301. 

QHlDLEY.n, Tennessee Valley Authority 68/1 1/20. Document Control Branch (Docu 
ment Control Desk), 3pp 47703 O5t*47703*053 


DOCKET 8TN-50-628 PALO VERDE NUCLEAR STATION, UNIT 1 


P. Security, msdlcal, emergency A fire protection plans 

6812070006 Advises that Amend 17 to ptwalcal security plan consistent w/provlsions of 
10CFR60 64 (p) A acceptable. 

SCARANO.RA Region 6, Ofc of the Director 88/11/30 KARNER,D.B. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co) 4pp. 47749,233*47749'236, 

6812210066 Forwards Security Insp Repts 60*528/00-31,60-520/88*30 A 60-530/88-29 
on 880926*1025 A notice of vlolation.tnsp ropts A notice of violation withheld (ref 
10CFR2.790). ^ 

PATE,RJ. Region 5, Ofo of the Director. 88/12/09 KARNER.D /Uizona Nuclear 
Power Project (formerly Arizona Public Service Co.) 3pp 47889022*47689,024, 


J. Insurance A indemnity Information 

6812070016 Forwards Endorsement 10 to NELIA Certificates N 88 A N-107 A Endorse* 
menl 10 to MAELU Certificotes M-00 A M-107. 

KARNER,D.B. Arizona Nuclear Power Project (fo uarly Arizona Public Service Co). 
60/11/30 Document Control Brandi tDocumont Cordrol Desk) 25pp, 47749278- 
47749.302. 


P, Operating license stage documents A correspondence 

8B113000B0 Notification of significant meeting on 681201 In Wlnloraburg,AZ to review 
util action on NRC concerns 

• Region 5, Ole of the Director B8/11/21 Region 6. Ofc of Iho Director ?pp 
47696 200-47606 281 

6811300130 Notification of 881209 meeting w/ulil In Rockvillo.MD to present engCnoBr- 
fng excelfenco program. 

DAVIS, M J. Project Dlroctorate V 68/11/21 Project Directorate V 5pp 47670 264- 
47670 266 

681 1260048 Generic Ltr 8B-20 to all licensees holding OLs A CPs for nuclear power 
reactor facllillos re Individual plant exam for severe accident vutnembilities Svc list 
end 

CRUTCHFIELO.D Associate Director for Projects (Post 870411) 88/11/23. Consoli 
dated Edison Co of Now York, Inc 81 pp 47728 303 47729 024 

6812070135 Forwards EGG-NTA-7432, "Conformance to Genoric Ltr 03 28, Item 2 21, 
'Equipment Classiffcation for ail Other Safely- Related Comporienls/ Palo Verdo Units 
1,2 A 3.“ Response acceptable 

CHAN.TL Project Dlreciorato V 08/11/20 KAnNER,D B Arizona Nuclear Power 
Pro|ect (formerly Arizona Public Service Co) 4pp 47747 123 47747 147 

-8811220443 "Cordormanco to Generic Ltr 83 20, item 2 2.1 - Equipment Cl asslfic alien 
for All Other Safety Related Components Palo Vorde Units 1 ,2 A 3," informal rept 
UDY.AC EGAG Idaho. Inc. (subs of EGAG, Inc) UDY.AC Idaho National Engineer- 
ing Laboratory FIN D 6001 EGG NTA-7432 80/02/29 NRC - No Dotaileci Affiliation 
Given aipp. 47747*127-47747 147 

BB1 2 160132 Requests response to Generic Ltr 88 17 re loss of shutdown cooling con- 
current w/aignilicant core decay heat Industry rosponso to Generic Ltr 87-12 doficiont 
in areas of prevention of accident Initiation A mitigation of accidents 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 88/12/ 
02 DEMICHELE.O M Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 3pp 47830129 47630131. 


0. Inspection reports, IE Bullellns A correspondence 

6612050202 Forwards Insp Repts 60 520/88 33,50 529/00 32 A 50-530/08*31 on 
000019-23 No violations noted (Continuing need (or Improvement In area of occupa* 
Oonal radiation protection indicated Ref made to 10CFR19 15,19.16 A 19 20 
SCARANO.RA Region 5, Ofc of the Director. 80/1 1/15 KARNER.OB Arizona Nu 
clear Power Project (formerly Arizona Public Service Co) 2pp 47731 055-47731 068 

-6612060204 Insp Ropts 50-528/60.33.50-529/08-32 A 50 630/08-31 on 080910 
23 No violations or deviations noted Major areas inspected followup of open Items A 
Info notices, (ollowup of enforcement items A review of Allegation 08 RV- A-Q041 
C/LUS,M.. NORTKHS. Region 5, Ofc of (fte Director 08/11/16. (Opp 4773(057- 
47731 060 

6611160211 NRC Info Notice 88 090, "Unauthorized Removal of Industrial Nuclear 
Gauges " Svc list end. 

CUNNINGHAM, n E Division of Industrial A Medical Nuclear Safety (Post 070720) 
mni/22 Consolidated Edison Co of Now York, fnc 99pp 47706 255-4 7 708 257 

061 1160467 NRC Into Notice 88*091, "Improper Admlnislralion A Conlrol of Psychologi- 
cal Teats “ Svc list end 

ROSSI.CE Division of Oporaiional Evonts Assessment (Post 070411). 08/11/22 
Consolidated Edison Co of New York, Inc 101pp. 47708 042-47706 142 

6612070073 EN 80-103.on 001201.r\olice of proposed imposition of civil penalty In 
amount of $250,000 will bo Issued to llcensoo based on problems in areas of plant 
operations A radiological controls 

LUEHMAN.J, LIEBERMAN,J. Ofc of Enforcement (Post 070413) 00/11/29 2pp 
47746 001-47746062 

6612210017 FOfwarda Insp Ropts 60*526/68 32.50 529/08 31 A 50-530/88 30 on 
860918*1105 A notice of violalion Number of observations made by Inspectors indi- 
cate personnel not consistently edhoring to procodurol requirements 
PATCrJ, Region 6, Ofc of the Director 88/ 11/30 K/vRNER.DB, Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 3pp 47831:032-47801 060. 

-0812210016 Notice of violation from Insp on 060918-1105 Violation noted Train A 
diesel generator malnt progressed to disassembly of temp control valve w/e corre- 
sponding documentation of previously completed steps in Instruction 
PATE,R.J Region 6. Ofc of the Director. 80/11/30. 2pp 47861,035 47081 036 

-6812210023 Insp Repls 50 528/8 8 *3?. 50-529/ 06-31 A 50*530/88-30 on 000018- 
tlOS.Violatlons noted Major areas Inspected* previously idontifled itemsjoview of 
plant actIvitios.ESF sys waikdownS.survoilianco testing A plant mainl 
POUCH, T., COE,D, FIORELU.G. Region 6, Ofc of the Director 80/11/30 24pp. 
47001:037-47881:060. 

8812190171 Discusses Insps Repts 50 529/88-14,50-529/08 22, 50 520/88-24,50 529/ 
06-26,50-528/68-30,50-523/68 36, 50-529/06*37 A S0*53D/B6>33 on 880520*1012 A 
forwards two notices of violation A proposed Imposition of civil penalty. 

MARTIN.J.B, Region 6, Ofc of the Director. 88/12/01 KARNER,D.B Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.) 4pp 47650 224*47050 236. 

-8812190174 Notice of violation A proposed Imposition of clvl.1 penally in amount of 
$50,000 Violation noted*both loops of essentia) chilled water eys rondored 
Inoperable, but util neither restored operability nor placed unit in required mode 
MARTIN,J e Region 5, Ofc of the Director 86/12/01 2pp. 47050*228-47850 220 

<**8612190178 Notice of violation A proposed imposition of civil penalty in amount of 
$200.000.Violatlon3 noted. individual received accumulated whole body dose of 3.209 
rem (or Second Quarter 1986 A ALARA meellngs not held from Mar 1987 - Jul 1988 
MARTIN, J B Region 6. Ofc of the Director 0B/f2/O1. 7pp. 47650 230-47860 236. 

6811290030 NRC Info Notice 88 093, "Telelhorapy Events “ Svc list end 
CUNNINGHAM,R>E Division of Industrial A Medical Nuclear Safety (Post 870729), 
88/12/02. Consolidated Edison Co ol New York, Inc 112pp. 47011*103*47811.215, 
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«aiia90538 NRC Info Notice 88 094. "Polenlially Undefsized Valve Actualws" Svo «sl 

ROSSI.Ce Oivisfon ol Ope'alional Events AssessmOTl (Poy B70411) 88/12/02 
Consol'dared Edison Co of New YorK. Inc 121pp 47708 143-47708 254 

flAiQisOdis Fo/wflfds InsD Rfipls 50 528/38 40,50-529/88-39 & 50 530/08-38 on 
681031 1104 & notice of violationOna activity vsias not conducted in full compliance 

YuSASGrRS^S Ofc of Ihe Director 88/12/02 KARNER.DB Arizona Nuclear 
PovnerProiac& 2PP 47050^345 47850 358 

“8812190414 Nolle© of violation from Insp on 681031*1104 Violation noted flowmoter 
(or Environ SamplifJfl Station 15 A 14a returned to sve w/o having been adjusted to 

iuKAsIc^^Reg^on 5, Ofe^ of the Director 88/12/02. 2pp 47850 347-47850 348 


“8812190415 Insp Repis 50 528/68 40.50 529/88 39 & 60 530/88 38 on 081031- 
1 104 ViolaLon noted Major areas inspected environ protection.followup A lours o( fa- 

CI§^)TTEGR. NORTH.HS Region S, Ofc of tho Director 88/11/29 lOpp 
47850349-47050 358 


6812210028 Forwards Insp Repls 50-528/80 39,50 529/86 38 A 50 530/68-37 on 
80103 M 1 04 No violatsons rioted 

RICHARDS.SA fleflion 5 , Ofc of the Director 88/12/05 KARNER,DB Anzona Nu 
clear Power Projecl (formerly Arizona Public Service Co ) 2 pp 47890,105 47890 118 

“8812210035 Insp Repts 50 528/80 39.50 529/88-98 A 50 530/68-37 on 861031- 
1 104 No viofalions noted Major areas Inspcclod various vital areas and equipment A 
assessment of follovrup items A LEBs 

BURDOIN.JF Region 5, Ofc of the Director 80/12/05 12pp 47690 107-47690118 

8812020287 NRC Info Notice 68-095, "Inadequate Procuremont Requiremenls Imposad 
by licensoea on Vendors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 68/12/08 
Consolidated Edison Co of New York, Inc 112pp 47807 191 47807302 


8812200334 Forwards Exam Repts 50-528/0188 01.50 529/01-88 01 A 50 530/OL- 
88 01 of oxams administered dunng wks of 891012 A 25 Recurring problem of simula- 
tion facility modeling & simulator fdeCity was again noted In preparation of exam 
RICHARDS.SA Region 6 , Ofc of the Director 88/12/08 KAFINER.D. Arizona Nucio 
ar Power Pr ojecl (formerly Anzona Public Service Co ) 5pp 47655 235-47668 283. 


“0012200335 Exam Repts 50.520/0188 01,50 529/01 88 01,50 530/01 86 01 on 
681012-14 A 25 28 Exam results nine senior reactor oporalors A six reactor operators 
passed wnUen portion of exam One reactor operator failed written exam 
ROyACK,M J, DEFFEflDING.L, ELIN.JO Region 5, Ofc of the Oireclor 88/12/02 
lOOOpp 47865 240 47858 263 


6812210066 Forwards Seounty Insp Repts 50-528/88 31.60 529/86 30 A 60 530/88-29 
on 880926 1025 A notice of wolation Insp repts A notice of violallon withheld (ref 
10CFR2 790) 

PATE.RJ Region 5. Ofc of the Director 88/12/09, KARNER.D, Arizona Nuclear 
Power Project (formerly Anzona Public Service Co) 3pp 47689022-47809 024 


R. Periodic operating reporta A related correspondence 

6012190278 Monthly operating repts for Nov 1968 for Palo Verde Nuclear GoneroUng 
Station Units 1.2 A 3 to 812 15 It; 

BORST.SG , HAVN 6 S,JG Anzona Nuclear Power Project (formerly Arizona Public 
Service Co) 88/11/30 16pp 47850 302-47850317 


S. Reportable occurrences, LERs A related correspondence 

6811300261 LER 6Q-O09-OOon 881016,incorrect setpoint for control room vaniilaUon ra- 
diation monitor identified Caused by incorrect conversion factor A alarm setpoints en- 
tered bypersonnel Alarm/tnp setpoint reset W/801 117 Hr 
SHRIVEh.T D , HAYNES, J G Anzona Nuclear Power Project (formerly Arizona Public 
Service Co ) 88/1 1 / 17. epp 47676 288-47 876 293 

0011290358 Special Rept 1 SR 68-008 .on 8811 13, Tech Specs viofalad Caused by 
loose part detoclion channel being Inoperable for moro than 30 days due to probfoma 
w/false fllarms Sys will bo monitored once per 24 h A fnvestigalion Initiated 

Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 
88/11/22 Document Control Branch (Document Control Desk) 2pp. 47685,280 
47665"270 

8612130041 LER 88 026 GO on 861 105, control element assembly slipped approx 10 
inc^s betow other assemblies in group during performance of surveillance 
test Caused by apparent ground on lower gnpper coil Assembly realigned W/B81205 


V. Operator Exemlnalfons 

’ eMI10W/o"«ncl“‘*^ maellnfl o 

PATE.R J Region S, Ofc ol tho Diroclor 88/12/05 fERNQWW Atliona Muriiu 
Power Proiect (lorraerly Artjoria Public Service Co ( Ip 477(l6^<?7Bft150. 

50-528/01 a8x)i.6052o/OL.M 01 &5osao/a 
S?P,’ ?! f ’“'"’2 ?‘"'"fl wks ol 001012 4 26 Recurring probloriMitsIrnuI 

foolilv wss agoln noled In prppataibn ol Stwn 

p^sed written portion of exam One reactor operator failed wntteji exnm ^ 

Wrtetffiior. 68 / 12/0 


DOCKET STN-60-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plane 


8012070009 Advises Ihet Amend 17 to physical security plan consistoni w/mrv.. 
l0CFR5O.54(p) A accoplable. 

SCARANO.RA Region 6 , Ofc of the Director. 88/11/30 KARNERDB 
clear Power Project (formerly Arizona Public Sorvico Co ) 4pp 47749,?3a 

6812210006 Forwards Socudty Inep Repts 60-520/08 31,60-529/88 30 & Bo 
on 800926-1025 A nollco of violation Insp repts A notice of violation 
10CFR2.790) ('«! 

PATE.RJ Region 5, Ofc ol Ibe OIrocloj. 88/12/09 KARNERD AftzoniiWuL. 
Power Project (formerly Arizono Public Sorvico Co). 3pp 47080.022 47080024 


J. insurance A Indemnity Information 


8812070016 forwards Endorsemon 1 10 to NELIA Certificates N-00 A N 107 A FivI/v. 
ment 10 to MAELU Corllficates M 88 A M-107. 

KARNEfl.DB. Arizona Nuclear Power Project (formerly Arizona Public Sorvlror/ii 
£8/1^30^ Document Control Branch (Document Control Desk). 2 Spp 477^3 


P, Operating license stage documants A correspondence 

86113000SO Notlllcalfon ol significant mooting on 001201 in Winlorsburfl A2 lo/ov^-* 
util action on NRC concerns. 

• Region 5, Ofc of the Director 00/11/21. Region 5, Ofc of iho Diroclw 7 m 
47696200-47696 201 ^ 

8811300130 Notification of 001209 mooting w/ulil in RockvlIle.MD (0 prosont ooalfwr 
Ing excellence program 

DAVIS, MJ PfolocT DIroctoralo V 00/11/21 Project Directorate V Spp 47070261 
47870-26O, 

8611200049 Qonerfe Ltr 00-20 to all licensees holding OLs A CPs for nudoarpoAiy 
reactor facililies re Individual plant exam for severe accident vulnombllitfoi tn 
ancL 

CRUTCHFIELD, D Associate Dlroclor for Projects (Post 070411). 08/11/23 CorivV 
dated Edison Co. of Now York, Inc, 01 pp 47720 303-47729 024 

8812070135 Forwards EGQ NTA-7432, "Conformanco to Qonerlo Ur 63 28. Horn 221, 
'Equipment Classification for all Olhor Safely- Rolatod Compononis,' Palo Vordo Uftti 
1,2 A 3 " Response acceptable, 

CHAN.TL. Project Diroclorato V. 00/11/29 KARNER.D.B Arizona Nuclotir Pwtf 
PfOjecI (formerly Arizona Public Service Co.) 4pp. 47747.123 47747:147 

-6911220443 "Conformance I 0 Qonerlo Llf 03-20,llom 2 2.1 - Equipmoni 
for All Other Safety- Rolatod Compononls’ Palo Vordo Units 1 ,2 A 3." fnlomial rcfi 
UDY.AC EQAG Idaho. Inc, (subs, of EQAQ, Inc.). UDY.A C. Idaho National I noinw 
Ing Laboralory FIN D 6001 EQQ NTA-7432. 00/02/20 NRC - No Dotflllod 
QNen 21pp 47747.127 47747:147. 

8812160132 Reouosts response to Generic Ltr 00-17 re loss of ahuldown coolJno con 
curronl w/algnilicanl core decay heal Industry response to Generic LIr 67-12 tloWfinl 
In areas of prevenllon of accident Initiation A mitlaation of accidents 
MtJRLEY.TE. Office of Nuclear Floactor RogulaTion, Dlroclor (Posi 870411) 80/12/ 
02. DEMICHELE.O.M Arizona Nuclear Power Pro oct (formorly Arizona Public 8ww 4 
Co). 3pp. 47030.120 47830.131. 


0. Inspection reporie, IE Bulletins A correspondence 


8012050202 Forwards Insp Repts 60 628/08-33,50 520/80-32 A 60 530/8831 m 
890919 23.No vlolallona notod.ContlnuIng need for Improvement In area ol oocuN 
Ifonal radiation protection Indicated Ref mode to 1 0CFR 1 9,1 6 J 0 1 8 A 10 20 
SCARANO,R.A Region 6 , Ofc of the Direclor. 00/11/16 KARNEfl.D.B. Arizona jjv 
cloar Power Project (formorly Arizona Public Sorvico Co,). 2 pp 47731 055 47/31 OW 


-SB12050204 insp Repts 60 620/00-33, 60-529/08-32 A 60-530/88 31 00 W/m 
23 No viofalions or davialions noled, Major areas In spooled ifoJIowup of open itomJ ft 
Info nolicos,followup of enforcement Items A review of Allegation 00 RV-AOOfJ. 
CtUUS.M, NORTHHS Region 6 - Ole of tho Director. 88/11/16 10pp 4773Uif 
47731:066 


8811160211 NRC Info Notice 88 000, "Unauthorized Removal of InduftWal Nud®*/ 
Gauges." Sve list end. 

CUNNINGHAM, R.E Division of Induslrlal A Medical Nuclear Safety (P^' 
88/11/22. Consolidated Edison Co ol New York, Inc. G 9 pp 47708-256 4770825? 

8811160467 NRG Info Nolice 88 091 , "Improper Administration A ConVo! of Paychokjgi- 
cal Tests." Sve list end 

ROSSI, CE, DMsfon of Operational Events Assessment (Post 870411) 68/11/” 
Consolidated Edison Co. of Now York, Inc. 101 pp 47708-042-47700.142 

8812070073 EN 08-t03.on 80 1201, notice of proposed Imposition ol cMI 
amount of $260,000 will be Issued lo licensee based on problems In oroos 01 p*" 

ffi?KN,J,rLIE^R^ of Enforcemonl (Post 070413) 68/11/29 

47746:001 -47746 082 


f’opi® 60-520/88-32,60-629/00 31 & 50 530/66 30^ 
080918-1105 A notice or viola lion, Number of observations made by ^ 

consistently adhering to procedural requirements . 
PATE.R J. Region 6 , Ofo of the Diroctor 88/11/30. KARNER^DB A/iZon^'<^ 
Power Project (formerly Arizona Public Service Co ). 3 pp. 47881-032-47881 000 

-8812210019 Notice of vlofation from Insp on 000910 1105 Violation noled Jrftjn A 
diesel generator maint progressed lo disassomlijy of temp conirol valva w/o 
sponding dwumentatlon of previously completed eteps In inslruclloo 
PATE,R.J. Region 6, Ofo ol Ihe Piroclor 88/11/30. 2pp 47801 036 - 4708 1 038 


V 
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-M»i100>3 Insp Repts 50 528/08-38,50-529/60 31 5 50 530/66 30 on 000510- 
1105 Violations noted Major areas Inapoctad previously Identified Itoms, review of 
Marti acttvItJes.ESF ays waikdowns .surveillance testing & plant mninl 
WLICH.T, COE.D, FIORELLI.G Region 6, Ofo of the Director. 88^11/30 a^pp 
47881 037-47881 060 

8412100171 Discusses Insps Repts 50 529/68-14,50 520/68-22. 50 526/BB 24.50-529/ 
88-26,50 528/88-30.50 528/86 35. 50-529/68.37 & 50-530/66-33 on 6B0520 1012 & 
forwards two notices of violation & proposed Imposition of civil penalty 
MARTHJe flegfon 6, Ofc of the Ofrector 80/12/01. KABWen.OB Arizona Nucfesr 
Power Project (formerly Arizona Public Service Co ) 4pp 47B50 224-47850 236 

^812190175 Notice of violation & proposed Imposition ol civil penalty In amount of 
$200,000 Violations noted individual received accumulated whole body dosa of 3 200 
rem for Second Quarter 1968 & ALARA meatlnga not held from Mar i9Q7 - Jul 1988 
MARTIN, J B. Region 5, Ofc of the Director 08/12/01 7pp 47850 230 47650 236 

4611290030 NRC Info Notice B8-093. 'Tolethorapy Events '* Svc Hat and 
CUNNJNCHAM.R E Division of Indualrial & Modicaf Nuclear Safety (Post 870729) 
88/12/02 Consolidated Edison Co of New York, Inc 112pp 47611 103 47811 215 

8811290538 NRC Info Notice 68-094. "Polentiaily Undersized Valve Actuators " Svc list 
and 

ROSSI.CE Division of Operational Events Assessment (Pool 670411) GB/12/02 
Consolidated Edison Co. of New York, Inc I21pp 47708 143-47708 254 

4812190413 Forwards Insp Repts 50-528/88 40.50 529/08-39 8 50-530/08 36 on 
681031-1104 & notice of violation One activity was not conducted In lull compliance 
w/NRC requiremanta 

YUHAS.Q.P Region 5. Ofc of tho Director 08/12/02 KARNER.D B Arizona Nuclear 
Power Project (formerly Anzona Public Service Co ) 2pp 47850 345 47850 358 

HB812190414 Notice of violation from Insp on 801031-1104 Violation n.otod llowmoter 
for Environ Sampling Station 15 & 14a returned to svc w/o having been ndjuatod to 
1 5 contsJnmenf failure mode 

YU HAS, Q P Region 6. Ofc of the Director. 88/1 2/02 2pp 47850 347 47850 34B 

-4812190416 Insp Repts 50-528/88 40,60-520/88 39 & 50 530/88 30 on 081031- 
1104 Violation noted Major areas inspected environ protoction^followup & lours of fa 
clli^. 

CICOTTE,Gfl, NORTH, H.S Region 6. Ole of tho Director 88/11/29 lOpp 
47650 349-47860 356 

4412210028 Forwards Insp Repts 60-528/00-39,60-529/08.38 & 60 530/B8 37 on 
08 103 M 104.No violations noted 

RICHARDS, S A. Region 5, Ofc of the Director. B8/12/05 KARNER.O.B Arizona Nu 
clear Power Projeci (formerly Arizona Public Sorvlco Co) 2pp 47890 105-47690 110 

-^12210035 Insp Repls 50-528/80*30,60.629/68-38 & 60-530/88-37 on 681031- 
11 04 No violations noted Major areas Inspected various vital areas and equipment & 
asses ament of followup Items & lERs 

BURDOIN.J.F. Region 5, Ofc of the Director. 06/12/05 12pp 47000 107-47890 116 

0412020247 NRC Info Notice OB 095. ''Inadequate Procurement Roquiromonts Imposed 
^ Licensees on Vendors " Svc list enci. 

ROSSI ,CE. Division of Operational Events Assessment (Post 870411). 06/12/00 
Consolidaled Edison Co of Now York, Inc 112pp 47807.191-47807 302 

4612300334 Forwards Exam Repts 50-526/OL.88 01 ,60.520/01.-08 01 0 50 530/01- 
88-01 of exams adminislered during wke of 001012 & 25.RecurTif\g problem ol Simula 
bon facility modeling & simulator fidelity was again noted In preparation of exam 
RICHARDS, S A. Region 5, Ofc of the Director 86/12/00 KAwfER.O Anzona NUcto- 
ar Power Project (formerly Arizona Public Service Co.) 5pp 47655:236 47C58.203. 

-08122OO33S Exam RoptS 60 520/01-80.01, 60-529/OL.88.0 1,50-530/01 80-01 on 
60101 2-14 & 26-20.Exam resultsmlno senior reactor operators & six reactor operators 
passed written portion of exam One reactor operator failed written exam 
ROYACK.M J„ OEFFERDING.L,, ELIN.JO, Region 5, Ofc of the Olroctor 88/12/02, 
lOO^p 47855 2A0-4?e5B'm. 

4812210046 Forwards Security Insp Repts 50-528/00-31,50 529/80-30 & 50 530/88-29 
on 000926-1025 & notice of violatlon.lnsp repts & notice of violation withhold (ref 
10CFR2.79q), 

PATE.RJ. Region 5, Ofc of the Director. 88/12/09 KARNER.D Anzona Nuclear 
Power Pro(ecl (formerly Arizona Public Service Co ), Spp. 47000022-47869024 


R. Periodic operating reporta A related correspondence 

4612190276 Monthly operating repls for Nov 1988 for Palo Verde Nuclear Generating 
StaUon Units 1,2 & 3.W/6812i6 Itr, 

BORST.S.Q, HAYNES, JG. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 88/11/30 16pp 47050.302-47850.317. 


S, Reportable occurrences, LERs & related correepondenco 

4411280060 PNO-V-80 061 ’on 001 107, reactor cavity sump level Inside containment ob- 
served to Increase slightly & on 881 116. reactor trip occurred due to low steam goner- 
aiof water tavelCaused ^ failure of main feedwater pump 

RICHARDS, S, FOLICH.T Region 6. Ofc of the Director, 88/11/16 Ip 476541162- 
47a54-162 

4811300264 LER 88 009 01 'on 88091 S.condenser evacuation affluent monitor sample 
filler improperly assembled .Caused by personnel error New paniculate A charcoal fil- 
tere assembled & relnstalled.W/BSlIl? Ur 

SH RIVER, t.D, HAYNES, J.Q Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.) 88/11/17. 6pp 47676- 294 -47676 .29 9. 

8612130306 Special Rept 23-SR.BG.00B;on 881 108 J day limit for inoperability of post 
accident sampling sys exceed ed.Caus 0 d by Inadequate Ilow measuring unit Inlet Isola- 
Won valve reinstallea. 

HAYNES, d.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co,), 
46/12/00 Document Control Branch (Document Control Desk) 2pp. 47797:236' 
47797-237. 


4812210144 lER 6B 014 00 on 881 tte.reactor trip occurrod as result of low at earn gar- 
orator water lovalCaus-ed by Inadequate load water flow due to leakage ol 
packing Procedural changes Implomented & evaluation boliig performed W/fiOl 21 4 hr 
SHRIVER.TD , HAYNES, JG Anzona Nuclear Power Projoct (iormorly Arizona Public 
Service Co) 80/12/14 9pp 47877 046 47677 054 


V. Operator Examinations 

4612140065 Forwards revised agenda for annual operator liconslng mcotinu on 
890110 W/o end 

PATE.RJ Region 5. Ofc ol the Director. 0D/12/O5 FERNOW.W Arizona Nuclear 
Power ProjGct (form orty Arizona Public Sorvire Co) Ip 47706 150 47706 150 

4812200334 Forwards Exam Repts 50-529/OL-aa 01 ,50 529/OL-0D-O1 & 50-530/OL 
08 01 of oxams administered during wks of 881012 & 25 Recurring problem of simula- 
tion lecllily modeling & simulator hoelity was ogam noted In props ration of exam 
RtCHARDS.S A Region 5, Ofc of the Director 88/12/00. KAHNER,D Artzona NucId 
ar Powsr Project (formerly Arizona Public Sorvlce Go ) 5pp 4705 5 235 47058 263 

-0012200336 Exam Repls 50-528/OL 88 01.50 52&/OL 06 01.50-530/OL-8D-01 or» 
081012-14 & 25 28 Exam results mne senior reactor operators fi six reactor operators 
paissed writlen portion of exam One reactor operator failed written exam 
ROYACK.M J , MORRILL, P , JOHNSTON ,G Region 5, Ofc ol the Director 88/12/02 
lOOOpp 47855 240^7858253 


DOCKET STN-60-530 PALO VERDE NUCLEAR STATION, UNIT 3 


F Security, medical, emergency A fire proteclton plana 

8812070009 Advises that Amend 17 to physical security plan coirsisteni w/provislons of 
1 0CFR50 54(p) a accop table 

SCARANO.R A Region 5, Ofc of the Director 88/11/30 KARNER.D B. Arizona Nu 
clear Power Project (Iormorly Anzona Public Service Co) 4pp 47749 233 47749 236 

481221O806 Forwards Security Insp Repls 60 528/68-31,50-529/88-30 & SO -63 0/08 29 
on 600926-1026 & notice of vielatton tnsp ropts S. notice of violation withheld (ref 
iaCFn2 790) 

PATE,R J. Region 5, Ofc of the Director 06/12/09 KARNER.D Arizona Nuclear 
Power Proloct (formerly Arizona Public Soivice Cto } 3pp 47809 022-4 70QB 024 


J fiiBuroncQ & Indemnify Information 

4B1297C015 Forwards Endorsement 10 to NELIA Cortilicates N 89 & N 107 & Endorso- 
monl 10 to MAELU Certificates M 88 fii M-107 

KARNER.D B Arizorta Nuclear Power Projoct (formerly Arizona Public Servico Co) 
88/11/30. Document Control Branch (Document Control Desk). 25np 47749 278- 
47749'302 


P Operating license stage documents & corresp-ondonca 

441 1300060 Notification of significant moating on 881201 in Wintor8burQ,A2 to review 
util action on NRC concerns, 

• Region 5, Ofc of the Director. 0Q/11/21 Region 6, Ofc of tho Director, 2pp 
47606200-47695281 

8811300138 Notification of 891209 mooting w/uUI in nockville.MD to present onglnoor- 
ing excollenco program 

DAVIS, MJ ProJecT Dlroclorato V. 68/11/21. Projeci Directorate V 5pp 47670 264- 
47670 268 

4811280048 Gonoric tir 00-20 to all liconsoos holding OLs & CPa for nuclear power 
reactor facilities re individual plant exam for severe accident vulnerabilities Svc Hat 
onci 

CRUTCHRELO.O Associate Oiroctor for Protects (Post 670411) 86 / 11/23 Consoli 
dated Edison Co of New York, Inc. 01pp 47726 303 47720 024 

DB1 2070135 Forwards EQQ-NTA-7432, "Conformance to Generic Ltr 53-28, Item 2 2 1, 
’Equipmant Classification for all Other Safety- Related ComponenlB,* Palo Verde Units 
1,2 8i 3 " Response accept able, 

CHAN.TL Project Directorate V. 60/11/20 KARNER.D B Arizona Nuclear Po-wer 
Project (formerly Arizona Public Service Co ) 4pp 47747.1 23 47747 147 

-8811220443 "Conformance lo Generic Ltr 03 20Jtom 2 2 1 - Equipment Classlhcatton 
for All Other Safety-Related Components Palo VereJo Units 1,2 & 3," totormal rept 
UDY,AC EQ&G Idaho, Inc (subs of EG&G, Inc.) LIDY.AC Idaho National Englaeer- 
inn Laboratory FIN D 6001 EOG-NTA-7432 eo/02/?9 NRC - No Detailed Alfiliallon 
Gwen 21pp. 47747-1 27-47747 147 

6812150132 Requesla response to Generic Ltr 88 17 re loss of shutdown cooling con- 
current w/slgnilicant core decay heat Industry rosponso to Generic Ltr 67-12 deficient 
in areas of prove ntlort of accident Initiation & mitigation of accidents 
MURLEY,TE. Office of Nuclear Reactor Rogulalion, DIroctor (Post 070411) 88/12/ 
02. OEMtCHELE.O M, Arizona Nuclear Power Proleci (formerly Arizona Public Service 
Co). 3pp. 47030 -12&-47830 131. 


Q. Inapaction reports, IE Suite tins & correspondence 

8812050202 Forwards Insp Repts 50-528/08-33,60-520/08-32 & 50-530/84 31 on 
&S091&-23NO violations noted Continuing need for improvement In area of occupa- 
tional radiation protection Indicated Ref made to 10CFR10.1B,19 16 & 19 20 
SCARANO.R A Region 5, Ofc of tho Director 60/11/16. KARNER.D B Arizona Nu- 
clear Power Projeci (formerly Arizona Public Service Co) 2pp 477G1 955 47731 066 

-6812050204 Insp Repts 50 628/80-33,50 529/08.32 & 60 530/8Q-31 on 680919- 
23.No violations or deviations noted Major areas in spa etc d followup of open items & 
Info notices, followup of entorcemant items & raviow of Allegation 88 RV-A 0041 
CILLIS.M,, NORTH.HS Region 5. Ofc of Ihe Director 66/11/15 10pp. 47731.057- 
47731 066. 
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8B1116{^211 NRG Info Notice 9B 090. "Unaulhorized Removal of Incfostrial Nuclear 


Gauces. ” Svc list oncL 

CUNNINGHAM.R E Division of fnrfustrtal & Medical Nudoar SafeW (Post 070729) 
86/11/22 Consotidafed Edison Co of Now York. Inc 03pp 47708 265-47700 257 


8B1 1160467 NRC Info Notice 8B 091 , '■Improper Administration & Control of PsychologI- 


ROSSI, C E Division of Operalional Events Assessment (Post 870411) 08/11/22 
Consolidated Edison Co of New York, Inc tOIpp 47708 042-4770B 142. 


8B12070073 EN 88 103 on 881201, notice of proposed imposilfon of civit penally in 
amount of $250,000 will be Issued to licensee based on problems in areas of plant 
opera tjona & radfological controls 

UUEHWAN.J Ofc of Enforcement (Post 870413) 88/11/29 2pp 47746.081- 
47746 082 

8812210017 Forwards Insp Repla 50-528/88 32,60 529/88-31 & 50-530/88 30 on 
880916-1105 & notice of violation Number of observations made by inspectors Indi- 
cate personnel not consislently adhering to procedurat requlremonls 
PAT^RJ Region 5, Ofc of the Director 68/11/30 KARNER.DB Arizona Nuclear 
Power Pfolecl (formerly Arizona Public Service Co) 3pp 47881.032-47881 060 

-0812210023 Insp Repts 50 528/68 32.50-529/06-31 A 50-530/80 30 On 880818- 
1 105 Vfolationa noted Major areas Inspected previously Identified Items, review of 
plant acivjlIoa.ESF sys walkdowns, surveillance leating A plant mainl 
POUCH, T, COE.D, FIORELLl.G Region 5. Ofc oT the Director 80/11/30 24pp 
47861 037 478 81 060 

B8 12 190171 Discusses Insps Repls 50 529/88-14,50-529/88 22, 50 528/68-24,50-629/ 
88-26,50 528/38 30.50 528/88 35. 50 529/68 37 A 50-530/88 39 on 800520-1012 A 
forwards two notices of violation A proposed imposition of cIviJ penalty 
MARTIN, J B Region 5, Ofc o1 the Djreclor 08/12/01 KARNER.D B Arizona Nuclear 
Power Project (formerly Arizona Publcc Service Co ) 4pp 47850 224 47650 236 

-0812190178 Notice of violation A proposed imposition of civil penalty In amount of 
$200, 000. Violations noted IndivJdual received accu mutated whole body doso of 3 209 
rom for Sei-ertd Quarter 1988 A ALARA meetings not field from Mar 1987 • Jul 1988 
MARTIN.J 0 Region 5. Ofc of the Director. 88/12/91 7pp 47850 230-47850 236 

0811290030 NRC Info Notice QQ 093, 'Tele therapy Events Svc list end. 
CUNNINGHAM, R 6 Division o1 Industrial A Medicaf Nuclear Safely (Post 870729) 
83/12/02 Consolidaled Edison Co of New York, fnc 112pp 4781 1.103 47811*215 

0311290538 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators " Svc fist 
and 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/12/02 
Consolidated Edison Co of New York, Inc 121pp 47708143 47700 254 

0012190413 Forwards fnsp Repts 50-620/60 40,50 529/88-39 & 60-530/68 30 on 
681031-1104 A notice of vIolallonOne activity was not conducted In Ml compliance 
v^/NflC requirements 

YUHAS.G P Region 6. Ofc of the Director 86/12/02 KARNER.D 0. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 47850 345^47850 356 

^3812190414 Notice of violation from insp on 881031-1104 Violation noted, flowmeter 
for Environ Sampling Station ISA 14a returned to svc w/o having boon adjusted to 
1 6 containment failure mode 

YUHAS.GP, Region 5, Ofc of tha Director. 08/12/02 2pp 47850 347*47850348 


V. Operator Examlnatione 

8612140065 Forwards revised agenda for annual operator licensing mectAg pn 
890110 W/o end 

PATE.RJ Region 6, Ofc of the Director 80/ 12/05 FERNOW.W Arizona 
Power Project (formerty Arizona Public Service Co) ip 47796 150 47790 150 

8812200334 Forwards Exam Repts 50-528/01-88-01 ,50-52 9/OL B8 01 & 50-550 roc- 
88-01 of exams administered during wka of 081012 A 25 Recurring problcnof SJiTH/a 
tion facility modeling A simulator fld^BlIty was again noted in preparation of oxam 
RICHARDS, S A Region 5, Ofc of Iho Director 88/12/08 KARNER.D Arizona Nuc e- 
ar Power Project (formerly Arizona Public Service Co ) 5pp 47855 235 47B5B 2'63 

-0812200335 Exam Repls 60-520/OL 88 01,60 529/01-88 01,50 530 /OL-50-0 1 On 
881012-14 A 25-28 Exam rosullsmlna senior reactor operators A six reader ofwraic^ 
passed wntten portion of exam One reactor operator failed written exam 
ROYACK.M J . MORRILL, P., JOHNSTON.G Region 5. Ofc of the Director 88/12/0? 
lOOOpp 47855 240-47858*263 


DOCKET 50*537 CLINCH RIVER BREEDER REACTOR 


A. Appllcatlon/const ruction stage documents & correspondence 

8011280048 Generic Llr 80-20 to all licensees holding OLs & CPs for nuclear per^cf 
reactor fadlltfes re individual plant exam for severe accident vulnorsbrliljos S vc I s1 
end 

CRUTCHFIELD, 0 Associate Director for Projects (Post 870411), 88/11/23 Ck>n&Cr5- 
dated Edison Co. of Now York, Inc 81 pp 47728*303-47729 024 


DOCKET 60-601 RESAR SP/90 


A- Appilcatlon/constructfon stage documents A correspondence 


0812020013 Provides responses re review of resolution of USIs A ganedc safaly Issue i 
for RESAR SP/90, per 881027 request. 

BAGCHI.Q Structural A Geosciences Branch 88/11/18, MILLER, CL StandarcRiaWr 
A Non-Power Reactor Project Dlrecloralo 2pp 47722*180 47722 1DQ 

8011300223 Provides guidance re scope of dosign A NRC review of RESAR SP/EO 
design WoslInghousQ Intends to apply for dosign certification for RLSAH SP/M 
design currenlTy Inhouso for preliminary design approval rovlow 
CRUTCHFIELD, D Assoclaio Director for Projects (Posl 870411) 80/11/22 
JOHNSON, WJ Westinghouse Electric Corp. Opp 476Q0 161 -4780 0.1 G0 

0812220309 Summary of 881108 09 moollnga ro opproech lo bo used during fovL&w of 
USlB A modlum A nlgVi priority gonerlc safety lasuos for RESAR SP/00 dosign VHt of 
meeting attendees A viowgraplis oncl. 

KeNY<5N.T J Standardization A Non-Power Reactor Projecl Dlractorals 83/ 1 2/Cx3- 
MILLER, C L. Standardizotlon A Non Powor Roactor Prelect DIrcclorato 1 6cp 
47000;100-47900’1t4 


R. Periodic operating reports A related correspondence 


-8012190415 Insp Repts 60 520/88 40,50-529/88-39 A 50-530/86 38 on 0B1O31- 
11 04 .Violation noted Major areas Inspected environ protecllondoliowup A tours of fa- 
cility 

CICOTTE.G R , NORTRHS Region 5, Ofc of the Director 88/11/29 lOpp 
47B50 349-47850 36B 

6612210028 Forwards Insp Ropts 60 523/83 39,50-529/86 36 A 50-530/88-37 on 
881031*1104 No violations noted 

niCHARDS.S A Region 5. Ofc of the Director, 88/12/05. KARNER.D.B Arizona Nu- 
clear Power Project (formerly Anzona Public Servico Co ) 2pp 47890 105 47890:118. 

-0012210035 Insp Repls 50-526/06-39,50 529/08 38 A 50-530/8$-37 on 681031- 
1104 No violations noted Major areas inspected various vital areas and equipment A 
assessment of followup lie ms A LERs 

BURDOIN.J.F Region 5, Ofc of the Director. 08/12/05 12pp 47690,107 47890*116 

8012020207 NRC fnfo Notice BQ-095, "Inadequate Procurement Requrremonts Imposed 
by Licensees on Vendors." Svc list end 

ROSSf.CE Divlsfon of Operational Evenle Assessment (Post 870411) BB/12/08 
Consolidated Edison Co of New York, Inc. 112pp. 47807 191-47007.3 92 

8012200334 Forwards Exam Repts 50-528/01-88 01,50-629/01-88 01 A 50 530/0 L- 
88 01 of exams administered during wks of 661012 A 25 Recurring problem of simula- 
tion facility modeling A simulator flcTellty was again noted in preparation of exam 
RICHARDS, S A. Region 5, Ofc of the Direclor. 88/1 2/08, KARNEaC, Arizona Nucle- 
ar Powor Projecl (formerly Arizona Public Service Co ) 5pp. 47855 235 47858*263. 

-8B1220033S Exam Repts 60-520/01 68-01,50-529/01-88 01 ,50-53 O/OL-BO 01 on 
001012-14 A 25-2B,Exam results nine senior reactor operators A six reactor operalcrs 
passed written portion of exam One reactor operator failed wnlten exam 
ROYACK.M J. Region 5, Ofc of Iho Director 88/12/02 lOOOpp 47855 240- 
47653 263. 

0012210006 Fotwards Secunly Insp Repts 60-520/88-31.50-529/88-30 A 60-530/83-20 
on 030926-1026 A notice of violation insp repts A notice of violatfon withheld (ref 
1OCFR2-70O). 

PATE.R.J, Region 5, Ofc of the Director. 60/12/09, KARNER.D, Anzona Nuclear 
Power Projecl (formerly Arizona Public Service Co.) 3pp 47880-022-47880:024 


R. Periodic operating reports & related correspondence 

8012190276 Monthly operating repls for Nov 1988 for Palo Vorde Nuclear QonBratiofl 
Station Units 1.2 A 3 W/B8121B Hr- ^ 

BORST.SG., HAYNES, JG Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 8B/11/30 18pp 47650 302-47650:317. 


0312060315 Fonvards status ropt for Nov 1088 re sld plant design technical rofvlows 
MILLER, C L Standardization A Non Powor Reactor Projecl Diroctordle 84/ 1 1 /2^9 
SHAO.L- Division of Engineering A Systems Tochnofogy (Post 870411) GfllMES.B 
Division of Reactor Inspection A Safeguards (Post 870411) CONQEUf Oivislcn of 
Radiation Protection A Emergency Preparedness (Post 870411) ISpp 47742 200- 
47742*214. 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. ApplJcatlon/consIruotfon stage documents A correspondsneo 

8012080065 Application for amend to CPRR-123,0xtonding final complolisn date to 
891231. 

BAUER JL, KLEIN, D. Texas, Unlv, of, Austin, TX. 88/11/23 ADAMS,A Office of N->- 
dear Reactor Regulation, Direclor (Post 870411), 2pp. 47753:164-47763 165 


DOCKET 60*603 ALCHEMIE FACILITY 1 - CPDF 


A. Applloation/constructlon stage documents A correspondence 

0812190093 Forwards environ assessment A finding of no significant ImpacUo 0&O-ai7 
request lor exemption from 10CFRB0.34(a)(iO),60.30{b)(0)(v) A App H. 

R(3USE,L,C Fuel Cycle Safety Branch. 88/12/07. SMeLsER,J,H All ChomIcaJ t6i> 
lope Enrlchmenl, Jnc. Ip. 47049*145-47849 166. 

-6612190098 Environ assessment A finding of no sfgnlficanl Impacl re consJderobon ol 
Issuance ol exemption from requlremenls of 1OCF^6O34(a)(i0),5O34(b)(6)jv) & App 

CUNNINQHAM.R.E Division of Industrial A Medical Nuclear Safely (Post 670759} 
88/12/07. 3pp. 47849*146-47049:140. 

•*6912220045 Environ assessment A finding of no slgnlflcanl Impact re consMorabOin of 
issuance of exemption from requirements of 10CF^60 34(a){i0),6O34(b)(6)(v) A App 

CUNNINGHAM, R E, Division of Industrial A Medical Nuclear Safely (Post 07D759> 
88/12/07. 0pp 47849:149-47849.166. 

061 22 10126 Responds to 081028 Itr to Chairman Zech on expeditious processing of fc- 
cense applfcailon of AlChemlE-Underslands negotiations to accommodate schedufo hn 
contract underway A progressing satisfactorily 

STELLO,V. Ofo of the Execulive Director Tor Operations 88/12/13, CIEWENT.B 
House of Rep Ip. 47876 067-47876 068. 
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Q Adjudicatory correBpondence 


8S12Q20067 Memorandum memorializing telcon of 68 11 2 1.* Discusses Board 881121 
tefoon w/counsel for parties re prehearing & scheduling matters Served on 681123 
MARQULIES.MB Atomic Safety and Licensing Board Panof, #^88 7552 QB/11/22 
3pp 47643 204-47643 206 

S8 12020072 Lists questions raised by Board study of licensee environ repts on 
facilities, for responses & comments Served on 661125 

MARGUUBS.MS, Atomic Safety and Lfconsing Board Panel ^486 7561 86/11/23 
BDRDENICK.Q M Assistant General Counsel for Hearings IRVING.SA All Chemical 
Isoitope Enrichment, Inc. 2pp 47843.207-47643 208 

881 2 14001 a Memorandum memorallzing 881129 telcon * Applicant & NRC agreed to 
submit Joint proposed findings of fact & conclusions of law Served on 661 202 
MARGULIE^M B. Atomic Safety and Licensing Board Panel #468 7603 88/12/01 
3pp 47770 243 47770 245 

8812140025 Notice of hearing * Notifies that hearing to bo hold In CP application pro 
ceedings on 861221 cancelled & rescheduled to commence on 890104 Served on 
801202. 

MARGULIES,MB Atomic Safety and Ucenslng Board Panel #460 7604 88/12/01. 
1p. 47770 242-47770 242. 

8G1S14004S Notice ol reconstitution of Board * Board reconstituted by appointing FJ 
Shon In place of EA Luebko as administrative ludge Served on 661202 
COTTER, BP. Atomic Safety and Licensing Board Panel #408 7607 80/12/01 2pp 
47770239 47770 240 


fra 13 160119 Forwards NRC supplementary testimony of JJ SwlfUddresslng ASLB in- 
guEries of 801018 & two attachments End supple 881 104 tesllmony 
60RDENICK,B.M Assistant General Counsel for Hearings #460 7841 88/12/08. 
MARGULIES,M B , SHON,F J , PARIS.O H. Atomic Safety and Licensing Board Panel 
Ip 47BD1.144-4780V149 


"8612190126 NRC Staff supplemental testimony of JJ Swift addressing ASLB Inquiries 
of 881018.* Proposed use of Oliver Sjprlrtgs site compatible w/protection of ertdan- 
gered or threatened species. Rotated info end. 

SWIFTJ j. Office of the General Counsel 88/12/08 6pp 47601: 145-47601. 149. 

8812190136 Forwards NRC 8B1202 Itf to applicant, for info 
BORDENICK.B.M Assistant General Counsel for Hoarltigs #408 7842 80/12/06 
MARQLILIES^M B., SHON,F J , PARIS.O H. Atomic Safety and Ucenslng Board Panel 
2pp 47801-123 47801 124 

0812100105 Forwards proprietary NRC testimony of WG Burnside & CB Sawyer ad- 
dressing ASLB Inquiries of 801 1 16 8 throe aUacnments End withhold. 

BORD^lCK,B M Assistant General Counsel for Hearings #488 7639 80/12/07 
MARQULIES.M B , SHON.F J , PARIS.O H Atomic Safety and Licensing Board Panel. 
Ip 47801 163-47801.163 

6612100041 Memorandum memorializing telcon of 881207 * Parties advised that Board 
has no Intentions to make site visits .An other prehearing telcon scheduled for 
801220 Served on 881209, 

MARGULIES.M.B Atomic Safety and Licensing Board Panel, #488 7662 86/12/08 
dpp 47802065-47802 066. 


6812100211 Forwards NRC Staff 880817 environ assessment & finding of no slonificant 
Impact In connection w/app!icanl request for exemption from provisions of 
10CFR50 34{^(10h 60. 3 0(0) (6) (v) & lOC^SO.App E 

BORDENICK.B.M Assistant General Counsel Tor Homings. #408 7671 00/12/12. 
MARGULIES.M.B , SHON.F J., PARIS.O H. Atomic Safety and Licensing Board Panel. 
14pp. 47601 .005-47601 -01 8. 


0612280166 Forwards NRC tostlmoriy of JJ Swift addresslr^ ASLB inquiries of 881116 
responses of AlChemlE to ASLB Inquiry of 881123 NRC will present testimony at 
hearing scheduled to commence on 890104 

BORQENICK.B.M Assistant General Counsel for Hearings. #400 7750 88/12/20 
MARGULIES.M B., SHON.F.J.. PARIS.O H. Atomic Safety end Licensing Board Panel 
4pp 47004*266-47004.270. 


-*6812200178 NRC Staff testimony of JJ Swift addressing responses of AtCIwmiE to 
ASLB Inquiry 1 of 801 123 * 

SWIR,J.J. Office of the General Counsel. 80/12/20 2pp 47884.269.47804 270. 


881220D186 Forwards proprietary Part A & nonpropriotary Part B to SSER 1 for const 
mcxl & licensing ol Oak Ridge facility & for Cr for Oliver Springs facility Part A with* 
held 

GORDENICK,B M. Assistant General Counsel for Hearings. #488 7761 88/12/20. 
MARQULIES.M By SHON.F J . PARIS.O H. Atomio Safety and Licensing Board Panel 
Spp. 47884 271 -47884:278 

0012280134 Advises that NRC contemplating having all wllnessos, AT Clark, JJ Swift & 
CB Sawyer, w/exception of WG Burnside & JC Petersen, physically present at hearing 
In Krioxvfffe.TN to commence on 800104. 

BORDENICK.B M. Assistant General Counsel for Hearings #488 7746 83/12/21. 
MARQULIES.M.0 , SHON.FJ . PARIS, O.H Atomic Safety and Licensing Board Panel. 
4pp 47886,1 80 47088.1 83 


l« Financial information 

0011300437 Confirms 881110 telcon re financial assurances AlChemlE 881111 submit- 
tal did not provide financial assurance Info that satisfies decommissioning 
reflulflf/on.Addl Info reqiilfod. 

SWIFT, JJ. Fuel Cycle Safety Branch. 80/11/21, SMELSER,JA. All Chemical Isotope 
Enrichment, Inc. 2pp 47030 '254-479 3 0.265. 

0B129BO231 Confirms 881202 telcon re draft trust agreement provided on 
681l29.Agfe0m0nt In concert w/ltr of credit acceptable In principle & meets NRC do- 
commlsslonlng rule amends 

ROUSE, L.C Fuel Cycle Safety Branch 88/12/02, SMHLSER,J.H All Chemical Iso- 
tope Enrichment. Inc ip. 47 7 83: 283-4778 3- 283 


0612020229 Transcript of 061 129 prehearing telcon In Bothesda.MD Pp 101-142 

* Atomic Safety and Licensing Board Panel 88/11/29 44pp 47711*310 47711 353. 

8812060050 Transcript of 881201 hearing In Bothesda.MD Pp 143 152 

* Atomic Safely and Licensing Board Panel 88/12/01 12pp 47742 340 47742 351 

3812100110 Forwards NRC supplementary tesllmony of JJ Swift, ad dressing ASLB In 
qulriea of 801018 & two attachments End suppls 881104 testimony 
BORDENICKBM Assistant General Counsel for Hearings #488 7641, BB/12/06 
MARGULIES.M B , SHON.F J , PARIS, O H Atomic Safety and Licensing Board Panel 
Ip 47801 144 47801 149 

-8812100126 NRC Staff supplementary tesllmony of JJ Swift addressing ASLB Inquiries 
of 881018 • Proposed uso of Oliver Springs site compatible w/proteclion of ondan- 
gored or (hroafened species Rofafed info end 

SWIFT, J J. Office of the General Counsel 38/12/06 5pp 47601 145-47801 149 

BB12280165 Fonvards NRC testimony of JJ Swift addressing ASIB Inquiries of 381 116 
& responses of AlChemlE to ASLB Inquiry of 301123 NRC will present tesllmony at 
hearing scheduled to commence on 090104 

BORDENICK.B M Assistant General Counsel for Hearings #480 7750 88/12/20 
MARGULIES.M B , SHON.F J , PARIS.O H Atomic Safety and Licensing Board Pans! 
4pp. 478B4 265 47884 270 

-8812200178 NRC Staff testimony oi JJ Swiff addressing reaponsea of AlChemlE to 
ASLB Inquiry 1 of 331123 * 

SWIFT.JJ Office of the Genera) Counsel 80/12/20 2pp 47afl4'269-47084'270 


DOCKET 50-604 ALCHEMfE FACfLITV 2 - OLIVER SPRINGS 


A. AppUcallon/constructlon stage documents & correspondence 

8312010373 Forwards '‘AlChemlE Facility 2 • Oliver Springs Ecological Survey," per 
801117 request re evidence of threatened or ondangerod species 
THOMPSON.HL All Chemical Isotope Enrichment. Inc 88/11/21. SMELSER.J H 
Office of Nuclear Material Safety & Safeguards, Director 2pp 47 703'2 15-47703 272 

-6812010376 "AlChemlE, Inc Facility 2 - Oliver Springs Ecological Survey " 

* EOQo Group 88/11/18. All Chemical Isotope Enrichment, Inc. 28pp. 47703 217- 
47703*272 

8812120055 Dlscussos survey of flora & fauna conducted at Olivor Springs site on 
881111 Area not appropriate habitat for any federally throatenod or ondangored plant 
species List of endangered plant species known to occur on reservation end. 
HAMMELMAN.J E Science Applications IntarnalionQl Corp (formoily Science Applica- 
tions, Ino) 88/12/05 SWIFT.JJ Division of Industrial & Medical Nuclear Safely (Post 
070729) 4pp 47780 142-47780.145 

6312190003 Forwards environ assessment & finding of no significant Impact re 880817 
request for exemption from 10CFR50 34fa){t0},50 30(b)l6)(v) & App E. 

ROUSE, LC Fuel Cycle Safety Branch 80/12/07 SMELSER,J H All Chemical Iso- 
lope Enrichment, Ino Ip 47040 145 47849i56 

-8612220045 Environ assossmont & finding of no significant Impact ro considoralion of 
Issuance of exemption from requirements ol 10GFR50.34(a)(10),50 34(b) (6)(v) & App 

CUNN(NQHAM,R.E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/12/07. 0pp. 47849.149 47849 150 

B81221012G Responds to 6Q1D28 Ur to Chairman Zoch on expeditious processing of If- 
cense application of AIChemlE.Undordtand3 negotiations to accommodate schedule In 
contract underway & progressing saliafactorlly, 

STELLO.V. Ofc of tne Executive Director for Operations 08/12/13 CLEMENTES, 
House of Rop, Ip 47876.067-47e75 068. 


Q. Adjudicatory correspondence 

6612260134 Advises that NRC centomplatinja having all witnesses, AT CLork,JJ Swift & 
CB Sawyer, w/exception of WG Burnside & JC Petersen, physically present at frearlng 
In Knoxville, TN to commence on 800104. 

BORDENICK.B.M Assistant General Counsel for Hearings. #4B8 7746. 63/12/21, 
MARGULIES.M B Atomic Safely and Licensing Boaro Panel 4pp 47086 1 BO- 
47806 183. 

6612020067 Memorandum memorializing telcon ol 881121 * Discusses Board 861121 
telcon w/counsel for parties ro prehearing & scheduling matte ra.Served on B81 1 23 
MARGULIES,M,B. Atomic Safely and Licensing Board Panel. #488 7652. 08/11/22 
3pp. 47643*204 47643:206 

86 12020072 Lists questions raised by Board study of licenseo environ repts on 
facllilies.for responses & comments Served on 881126 

MARGUL1E8,M.B. Atomic Safety and Ucenslng Board Pane) #400 7561 80/11/23. 
BORDENICK.B, M Assistant General Counsel tor Hearings IRVING.SA Ail Chemical 
Isotope Enrfciiment, Inc 2pp. 47643:207-47643.208 

8812140019 Memorandum memoralizlng 881129 telcon* Applicant & NRC agreed lo 
submit joint proposed findings of fact & conclusions of law Served on 3B1202 
MARQULIE§,M B. Atomic Safety and Licensing Board Panel #408 7603. 88/12/01. 
3pp. 47770*243-47770*245. 

8612140025 Notice of hearing * Notifies that hearing to be held In CP application pro 
ceedings ort 081221 canceled 81 rescheduled to commencei on 890 164 .Served on 
881202. 

MARGULIES.M 0. Atomic Safety and Licensing Board Panel. #408 7604, 06/12/01. 
Ip 47770.242 47770.242 


T. Hearing transcripts on non-antltruat matters 

8011280173 Transcript of 061121 telcon In BaihesdcLMD re AlChemlE. Pp 70-100. 

* Atomic Safety and Licensing Board Panel. 88/11/21 33pp. 47653*a77'47653'30& 


8812140030 Notice ol reconstitution of Board.* Board reconstituted ^ appointing FJ 
Shon in place of EA Luebke as administrative judge.Sorvod on 881202 
COTTER, B.P Atomic Safety and Licensing Board Panel #486 7606, 88/12/01 2pp 
47770:237-47770,238 
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8812190119 Forwards NRC supplementary testimony of JJ Swift.atKJres'jfnfl ASLB ia 
quinns of 681016 & two attacfiments End suppfs 8ai 104 tostmony 
0iQRDeNlCK.B M, Assistant General Counsel for Rearm QS ^486 7641 B07 15/05 
MARGULIES.M 0 , SHON.F J, PAR IS. 0 H Atomic Safety and Licensing Board Panel 
Ip 47G0M44-4 760 1:149 

-88121D0128 NRC Staff supplementary teslioiony o1 JJ Swift addressing ASLB in^;u!rio9 
of 661018 * Proposed use of Oliver Springs site ■compatible w/proloction of endan 
gered or tliraatofied species Related enfo end 

SW1FT.JJ Office of the Consral Counsel 68/15/06 5pp 47801 145 47801 149 

6612190136 Forwards NRC 851202 Itr to applies ill, for info 
BORDEN 1C K.B M Assistant General Counsel for Hearings ^f40e 7042 60/12/00 
MARGlIt-IES.MB, SHQN.FJ , PARIS.OH Atomic Safety and Licensing Board Panel 
2pp 47801 123 47801 124 

8812199105 Forwards propnolary NRC (ostimony of WG Burnsldo & CB Sawyer ad- 
dressm ASLB Inquiries of 8811 16 fi Ibree attachmenfs End withheld 
BPRDENICK.BW Assisianl Conoral Counsel for Hearings ^408 7630 80/12/07 
WARQULIES,W 0 , SHON.F J , PARfS.O H Atomic Safety and Licensing Board Panet 
Ip 47601 163^7601 163 

881219084 T Mamcrandum fnemonalijing telcon of 691207/ Parlies advised that Board 
has no intentions to maKe site visits Another prehearing tolcon scheduled for 
881220 Served on 881209 

MARGULIES.M B Atomic Safety and Licensing Board Pane! //480 7652 88/12/00 
2pp 47802 065-47805 066 

6812190211 Forwards NRC Slaff 880817 environ assossmenl & finding af no sfgnificanf 
impact ift connection w/appl:cant request for oxempiion from provisions of 
10CFR50 34<a)(lO). 6(>a0(b)(6)(v) & lOCFFtSO.App E 

BORDENICK.B M Assistant General Counsd) for Hearings ^408 7671 88/ f 2/1 2 
MARGULIES,MB, SHON.F J , PARIS, OH Atomic Safety and Licensing Board Panel 
14pp 47801:005-47801 018 

6612269165 Forwards NRC testimony of JJ Swift addressing ASLB inquiries of 801 116 
& responses of AlChorrrlE lo ASL8 mquiry of 881123 NRC will present testimony at 
hearing scheduled lo commence on 690 104 

BORDENICK.BW Assistant General Counsel for Hoa/fnga //40B 7750 68/12/20 
MARGULIES.M B , SHON.F J , PARIS.O H Atomic Safety and Licensing Board Panel. 
4pp 47804 265 47084 270 

»86122aoi76 NRG Staff testimony of JJ Swifi addressing responses of AlChemIE to 
ASLB fnqurrv t of BB1 123 * 

SWIFT, JJ Office of the General Counsel 86/ 12/50 2pp 4705450947884 270 

8812280180 Forwards pfopnelary Pari A & nonpropnelary Pari 0 lo SSER 1 for const 
mod & licensing of Oak Ridge facility & for CP tor Qtiver Spnnga facitilyPflTi A wilti 
held 

6 OR DENICK, BM Assislani General Counsel for Hoadngs #488 7751 96/12/20 
MARGULIES.M B , SHON,F J , PARIS, O H Atomic Safety and LicenBfng Board Panel. 
6pp. 47884'271-47aQ4'278 

6612290134 Advises that NRC contompraling having all witnesses, AT CLark,JJ Swift & 
CB SawyerKW/exception of WG Burnside &. JC Petersen, physically present at hearing 
In KnoxvilleJN to commence on 899104 

BORDENfCK.B M Assistant General Counsel for Hearings 7/488 7748 80/12/21 
MARGULIES.M B , SHON.F J , PARIS, 0 H Atomic Safely and Licensing Board Panel 
4pp 47865 189 47688 163 


i. financial Information 

8911300437 Confirms 661119 telcon ro fInan'Cial assurances AlChom IE 681111 submit- 
tal dtd nol provide financial assurance Info thal satisfies decommissioning 
legulatlon-Addf Info required 

SWfn.J.J Fool Cycle Safety Branch 88/11/21 SMELSER.JA All Chemical Isotope 
EnrichmonL Inc. 2pp 47930 254-47030 265 

6812090231 Ck)nfjrni3 891202 telcon re draft trusl agreement provided on 
68 1129 Agreement In concert w/jtrof credit accoplabfo fn principle & meets NRC do- 
commisslonlno rule amends 

ROUSE,LC Fuel Cycle Safety Branch 86/12/02 SMELSER.J H All Chemical Iso- 
tope Ennchmonl, Ino. Ip 47763283-47763 283 


DOCKET STN-50‘605 GE ADVANCED BWH DESIGN 


A. Applfcatlon/conetructton stage documents & correapondenco 

0811300135 Provides rocenlly developed info re scope of future sld design eppf/rabc/y 
& of staff review of Advanced BWH 

CRUTCHFIELD, D Associate Director for Projocts (Post 87041 1J ea/H/52 
MARRIOTT.PW General Efeciric Co 16pp 47606 239-47696 254 

8812130262 Forwards re^onsos lo 880920,0926 & 1026 requests for aeWt ir!o re 
SSAR for advanced BWR.GE proprietary Info withheld 

MARRIOTT.PW General Electric Co 09/12/09 MILLER.CL Slandardualiori Njn- 
Powor Reactor Profecl Directorolo 166pp 47796 137 47795 302. 


R Periodic operating reports & related correspondence 

8815060315 Forwards status ropt for Nov 1908 ro std plant design technical revrews 
MILLER,Ct Standardization & Non Power Reactor Prolect Dirccleralo 89/ 11/29 
SHAO.L Division of Englnoonng & Systems Technology (Post 670411) GRiMESfl 
Division of Reactor Inspection & Safeguards (Post 070411) CONGgL.F Div?sJiCvi cf 
Radiation Proloclmn & Emergency Proparednoss (Post G 70411) 15pp 477^5 2C«> 
47742 214 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8012120174 Forwards CC Boyd 860623 Itr to WB Browrr.per 000127 ielcon Enel 
hold (ref lOCFRO S(a)(1)) 

VASSAaW.T, Babcock & Wilcox Co 80/01/28 DRACKEW. LFconsrriQ erarwA 
(870413 081217) Ip 47788 024-47/08 024 

8812220078 Forwards rev to physical security plan.rosultlng from NRC/ DOE ccnfiira 
bility rovlGw & expansion of facilities Rov wlltineld (10CFR9 59(o)(1)) 

BOYD.CC Babcock & Wilcox Co 88/10/05 SMITH.CN Division of Saleguards i 
Transportation (Post 070413) 2pp 47903 040-47903 040 

6812200320 Forwarda quarterly ropt on procuremonl of new drum scanner sys Soft« are 
mods addressed lo mfg which will Install new eoflware subsequent to receipt of rwn 
source 

BOYD,CC Babcock & Wifcox Co 80/10/14 SMITH, CN. Lfconsing Branch (070413- 
881217). Ip, 47067 209 47067 209. 

8S12200322 Forwards proposed license conditions lo 10CFR74 require meni s pof CC 
Boyd 000030 Ilf to CN Smith W/o oncl 

BOYD.CC Babcock R Wilcox Co 86/10/14 SMITH.CN Division of Safeguards A 
Trarisportalion (Post 070413) 2pp 47068.206 47060 267. 

8912220076 Applicellon for amend to License SNM-42,rovlslng License Condrlioo 3 4 ai 
stated Foo paid 

BOYD.C C Babcock A Wilcox Co 00/11/17 SMITH.C N Uconslnff Branch (97041 3- 
681217) 2pp 47003-309 47003 310 

8011290366 Discusses fnsp Repl 70 0027/80-10 A 70 0027/00 26 on 080810- -0909 & 
forwards notice of violation A proposed Imposition of civil penalty 
CRNST.MX Region 2, Ofc of ine Director 88/11/16. TETRAULT.RE Qaboock A 
Wilcox Co 4pp 47640 181 47640 190 

>•8811290368 Notice of violation A proposed Imposition of civil penally In amoonl c4 
$6,250 Noncomplianco noted licensee did not follow nuclear criticality double coribo 
g^oncy^Kiy incorporated 

ERNST, M L Region 2. Ofc of the Director 00/11/18. 6pp 47648.165 47048 109 

0811290454 Responds to violations noted In Insp Ropt 70-0027/00 30 on86103l.Cof 
rectivo actions roqulromenls for radiotlon safely/ monitoring training for Campbell 
County Sheriff Dept removed from RCP A plant emergency team trnlnfag condLKEGdi 
TETRAULT.r.E, Babcock A Wilcox Co. 88/11/10. Document Control Branch (Docu 
mom Control Desk) 3pp 47649.168-47649 160, 


T. Hearing transcripts on noti-anlltrusl matters 

0811260173 Transciipl of flftl 121 telcon In Belhesda.WD re AlChemIE Pp 70 100 

* Atomic Safoty and Licensing Board Panel 88/11/21 33pp 47653 277 47653.309, 

8B1202022» Transcript of 0Bt1Z9 pr6l\ear»rvg tolcon In Bolhesda.MD Pp 101-142 

* Atomfe Safety and Licensing Board Panel 68/11/29 44pp 47711 310 47711-353 

6812060050 Transcript of 861201 hearing In Bolhosda.MD Pp 143-162 

* Atomic Safety and Licensing Board Panel 08/12/01. 12pp 47742 340 47742 361 

8812190119 Forwards NRC supplementary tesllmony of JJ SwifLaddressIng ASLB in- 
quiries of 861018 A two ettacnmenls Enel suppfs Boi 104 toslimony 
BOR DENICK, B.M Assistant General Counsel for Hearings. #488 7641. 88/12/06 
MARQULIES.M B Atomic Safety and Licensing Beard Pane) Ip 47801.144- 
47fi0t’14& 

-8812190126 NRC Staff supplemenlary teslimony of JJ SwifI addressing ASLB inquiries 
of 081018 * Proposed use of Oliver Spnngs site compatible w/protoetton of endan- 
gered or th-aatened species Related Info enef 

Swift, J j. Office or th® Genera) Counsel 90/12/06 5pp 47801 145 47001 149 

6612280165 Forwards NRC te alimony of JJ Swiff addrossinfl ASLB Inquidos of 901116 
A responses of AlChomlE to ASLB inq^ulry of 081123 NFiC will prosonl tosimiony at 
hearing scheduled to commence an 8991 04 

BORDENICK,0 M Assfatanl General Counsel for Hearings 1^490 7750. 86/12/20 
MAnGULiES.M.O Atomic Safety and Lfconsing Board Panel. 4pp 47094 205 


'-8S1228'0178 NRC Staff lestimony of JJ Swift addressing responses of AlChernlE to 
ASLB friqulrv 1 of 881123.* 

f?w/PT,J.J. Office Of the General Counsel 88/12/20 2pp 47884.269 47894 270 


6812070242 Forwards Insp Repl 70 0027/88 33 on 881024-20 No Violations or dovi 
aiions noted 

CUNE.WE Region 2, Ofc of (he Diroclof 00/11/10 TETflAULT.n.l- Babcock A 
Wilcox Co 2pp 47763 061-47763 066 

-881 20 70246 fnsp Rept 70 0027/80-33 on 081024-28 No violations or davfatiOns 
noted Major areas inspected nuclear cnticallty safety A operations review 01 facijiy 
general purpose area 

KASNICKI.DA, MCALPINE.EJ Region 2, Ofc of the Director, 99/11/18 Apf> 
47763-063 47763 066, 

88122103S6 Forwards Insp Repl 70 0027/88 34 on 891025 31 No violaltons Of dorvl- 
alions noted Rept withheld (ref 1DCFR2 790(d) A 73 21) 

CLINE, W.E Region 2, Ofc of ihe Director. 80/11/16. fETRAULT.R E Babcock A 
W4COX Co 3pp. 47802065 47002 068 

-8812210360 Partially Withheld Insp Rept 70 0027/88 34 on 881026-31 (ref 
10CFn2.790(d) A 73.21) No vlofalions or doviations noted Major areai 
inspected phyafea) fnventory.moasuromenls, facility oporallonsjnternal controCs A pre- 
vious findings 

CLAY, EL. BATES. JW.. MCALPjNE.E J Redon 2, Ofc of the Director 88/11/10. Ip 
47062.060-47802 068 

8812140212 Application for amend lo License SNM-42,r©vi8in9 Soction fV re iadliat)Oni 
safety specs Fee paid 

BOYD.CC. Babcock & Wilcox Co. 08/11/21 ROUSE, LC Division of Industna! & 
Medical Nuclear Safety (Post 870729). 8pp 47021-040-47021-064 

8812050296 Ack recolpl of 081104 Itr Informing NRC of steps taken lo corroci vidau>ns 
noted fn fnsp Rept 70 0027/88 20, 

DECKER, TR Region 2. Ofc of the Director. 88/11/26 TETRAULT.RE Babcock A 
Wifcox Co Ip 47731 356 47731.356 
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8^12020293 Grants 631117 request for extension of 10 days to complete activities re- 
quired by 10CFR70 51(o) & 74 17 for Jul/Oct 1986 ending physical inventory Issues 
Temporary License Ckindition TC(MCAA)-6 & revises License SNM 42 
BURNETT, RF Division of Safeguards & Transportation (Post 870413) 88/11/30 
BOYD.C C Babcock & Wilcox Co Ip 47711 023 47711 023 

80 12060224 Responds to NRC 801110 Hr re violations noted In Insp Repl 70 0027/80- 
31 Corrective actions lead operators retrained to follow procedures literally & to recog 
nl2o difference between m^or & minor repairs 

TETRAULT.n.E Babcock & Wilcox Co 88/12/01 Document Control Branch IDocu 
meni Control Desk) 2pp 47734 352 47734 353 

8B1 2 160190 Ack receipt ol 881110 ttr informing NRG of slops taken to correct violations 
noted ti> Insp Ropt 70 0027/88 30 

DECKER,!, R Redon 2, 0(c of the Director 08/12/02 TETRAULT.RE Babcock & 
Wilcox Co 1p 47851 251-47851 251 

6812150036 Forwards Amend 17 to License SNM 42 & SER Amend Incorporates re 
vised radiological contingency plan 

ROUSE.LC Fuel Cycle Safety Branch 88/ 12/OB BOYD.CC, Sequoyah Fuels Corp 
(subs o( Kerr-McGeo Nuclear Corp ), 1p 47800 252-47800 257 

>-8612150043 Amend 17 to License SNM 0042 for B&W, authorizing use of 30,000 kos 
U enrfched 

ROUSE.LC Division Of Industrial & Medical Nuclear Safety (Post 670720) B8/12/08 
3pp 47800 253 47800 255 

-8612150046 Safety evaluation supporting Amend 17 to License SNM 0042 
SCXDNQ.AL Fuel Cycle Safety Branch 80/12/08 Ip 47800 256 47000,258 

-6612160049 Discusses categorical exclusion for amend request did 800929 Neither 
EIS nor environ assessment warranted for proposed action 
ROUSE.LC, Fuel Cycle Safety Branch. 00/12/08 Fuat Cycle Safety Branch Ip. 
47Bao.257-47800’2B7 


DOCKET 70-0036 COMDUSTiON ENGINEERING, INC., WINDSOR, CT 

6312220084 Forwards revised security plan for Homatito facility. W/o end 
RODE.JA, Combustion Engineering. Inc 08/10/27 QUNOERSEN.G.E Ucenslng 
Branch (8704 13 801217) Ip 47013 280 47913 280 

B8 12060247 Application for amend to License SNM-33, making orgonlznfional 
" cfranoes Fee paid 

SCHERER, A E Combustion Enginooring. Inc 08/11/11 ROUSE.LC Fuel Cycle 
Safety Branch. 63pp 47734 276 47734 330 

661 2060237 Forwards fee lor 081 1 1 1 application for amend to I Icense SNM 33,roftocl- 
ing organlzatlonat changos.por lOCFRI/O 31 

SCHERER.AE. Combualion Engineering, Inc 08/11/14. MCDONALD, WG. Office of 
Administration A Resources MnnagomonL Director (Post 870413) 1p. 47768 109 
47766 189 

BB 12 2003 10 Advises that License Condition 1 1 to Safeguards Amend SQ-1 to License 
SNM 33 revised as statod.per 881123 request 

SMITKaw Ucenslng Branch (870413-881217) 88/12/14 SCHEni:R,A E. Combus 
ion Engineering, Inc Ip 47803 063 47863 063 


DOCKET 70 013S BABCOCK & WILCOX CO., APOLLO, PA 

8811380507 Responds to 881028 Hr re request for ir>fo on releases of radioacHvo malls 
(ram B4W Apollo & Parks Township.PA B&W has Initiated cleanup of contaminated 
seifacQ & subsurface solI.Romnining soil moots established guideline value 
RUSSELL.WT Region 1, Ofc of the Diroctor, 88/11/18. LINKES.S Affiliation Not As- 
signed 6pp 47074 186-47674- 100 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

8812140013 Informs of withdrawal of Rev 108 to SoLtion 8 of FNMCP end w/KO Hens- 
l«» QB31 1 1 itr Refund requested 

HlNSLEY.KD Nuclear Fuel Services, Inc. (subs of Getty Oil Co) 08/02/09 
BRACH.EW Office of Nuclear Material Safely & Safoguards.Oirector. Ip 47799.202- 
47709 262. 

661214001)7 Forwards revised pages of radiological conllngoncy plan for replacomont 
KNIGHTB.E Nuclear Fuel Services, Inc Isubs of Getty Oil Co) 08/04/28 
ROUSE, L C Fuel Cycle Safety Branch 4pp 47799 203 47799 208, 

6B12200191 Application for amend to License SNM-124,rovl8lrrg License Condition 2.3 
to accommodate preliminary oporallons Involving SNM which must be completed prior 
1o planned decommissioning projects Foe paid 

HENSL1SY,I<0 Nuclear Fuel Sorvlcea, Inc (subs of Gouy Oil Co) 08/09/20 
SMITH.cn Licensing Branch (870413-081217) Opp 47868 07B-478GB 080 

6612200319 Forwards proposed changes to Section 1 0 of fundamenlel nuclear matt 
control plan End withheld (ref 10CFR2 700(d)) Foo paid 

HENS LEY, K.D Nuclear Fuel ServlCQs, Inc (subs, ol Getty Oil Co). 88/09/30 
SMITH,CN Licensing Branch (870413-801217) Ip 47880-212-47860 212 

8B12220109 Forwards proposed changes to Section 7 0 of FNMCP.Fee paid End with 
held (ref 1OCFR270d(d)), 

HEKsLEY.KD. Nuclear Fuel Services, Inc (subs of Getty Oil Co) 80/10/04 
SMITH.C N Licensing Branch (870413-001217), Ip 47692 243 47092 243, 

68122D0377 Forwards Rev 110 to Soctlon 8 0 to FNMCP Rev withheld (raf 
lOCFRa 790(d)). 

HENSLEY, K.b Nuclear Fuel Services. Inc (subs, of Getty Oil Co). 08/10/12, 
ERNST, M.L Region 2, Ofc of the Director Ip 47882-245-47862 245 

68122200169 Application for amend to License SNM’124,revlsing SQ-2 Condition 2.12 re 
highly enriched U-bearing liquid elfluents Feo paid 

HENSLEY, KD. Nuclear Fuel Services, Inc (subs of Geliy Oil Co), 88/10/14 
SMITH, C.N. Licensing Branch (070413-881217) 3pp 47903 311-47903 313. 


8812140202 Forwards revised pages to Nov 1980 Rev 6 to radiological contingency 

^ License Condition 29 

A Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 8D/ 10/28 ROUSE.LC 
Fuel Cycle Safety Drarrch 2pp 47814 084 47814 124 

-8812190394 Rev 6 to "Radiological Contingency Plan *' 

JAMES.W R Fuel Cycle Safety Branch 80/10/12 30pp 4/014 006 4 7 81 4 124 

8811230183 Fonrvords Insp Repl 70 0143/88 32 on 801017-20 No violations or davl- 
etons notad 

CLINE, W.E Region 2, Ofc of the Director 08/11/04 LONQ.J A Nuclear Fuel Serv- 
ices, Inc (subs of Galty Oil Co ) Ppp 47823 025 47623 027 

“8811230186 Partially withhold Insp Ropt 70-0143/08-32 on OBI 01 7-20 (ref 
10CFR2 790)No violations or deviations noted Major areas inspected facility oper- 
ations & internal controls, records & ropts & followup Items 

TODD.G A, MCALPINE.EJ Region 2, Ofc of the Director 68/11/04 Ip 47623 027- 
47023027 

8812010099 Forwards Nuclear Fuel Svc3.lnc escrow agreement w/NCNB Nall Bank 
NEWMAN, NJ. Nucioar Fuel Services. Inc (subs, of Getty OtI Co) 0Q/11/15 
ROUSE.LC Fuel Cycle Safety Branch Gpp 4/699 331 47699 339 

8811200528 Requests comments on end draft consolidation of NFS License SNM 124 
by 861 130 

BIDINGER,G H Office of Nucioar Material Safety & Safeguards, Director B0/1 1 / 1 B 
MCALPINE.EJ , LEE.T D Region 2, Ofc of the Director 15pp 476B2 223-47662.237 

0611300411 Forwards draft consolidation of License SNM-124 & 51 amends Requests 
review & comment on accuracy of document by 881 1 30 

BIDINQER.GH Fuel (^do Safety Branch 86/11/18 KNIGHT, B Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co) 16pp 47606 2S8 47696 272 

8812020268 Requests that listed changes bo made to Rev 6 to Radiological Contingon 
cy plan 

LONG,J A Nuclear Fuel Services, Inc (subs of Getty Oil Co ) SB/ 1 1/18 ROUSE, L C 
Fuel Cycio Safety Branch 2pp 4771 1 120 4771 1 121 

8612220050 Application for amend to License SNM-1 24 Foo paid End withhold (rof 
10CFR2 790(d)) 

HHNSLEY.KD Nucioar Fuel Services, Inc. (subs of Goltv Oil Co.) 83/11/16 
SMITH,CN Licensing Branch (870413 081217) Ip 47001 116 47961 116 

8812090128 Forwards Insp Ropt 70 0143/08-34 on 881024-28 No violations noted 
CLINE, WE Region 2. Ofc of the Director 80/11/22 LONG.J A Nuclear Fuel Serv- 
ices. Inc (subs of Getty OH Co) 2pp 47761,135 47781 137 

-0812090132 Partially withhold Insp Rept 70 0143/88-34 on 081024-28 (ref 
1DCFR73,21) No violations noted Major areas inspected' protoctod & mall access 
areas, componsalorv measures, assessment aids & access control of personnel 
MASNYK.O.M, MCGUlRt.DR Region 2, Ofc of Iho Director. 88/11/21 Ip 

47701.137-47701 137 

8812190226 Forwards "SWB46 Sampling 8 Analysis Program Nuclear Fuel Sves 
Erwin, TN Facility Surfaco Impoundments" 

LONG, J A Nuclear Fuel Services, Inc (subs of Getty Oil Co) BO/11/30 
LEMMING, E rennossee, Stalo of 3pp 47851 001-47851 237 

-8812190228 "SW-046 Sampling & Analysis Program Nucioar Fuel Sves, Erwin, TN Fa- 
cility Surface Impoundments " 

• EcoTok, Inc 08/11/30 215pp 47851 004-47051 237. 

8012190027 Forwards Insp Rept 70 0143/00 33 on 80101 1-1118 No violations or dovi 
affons noted Unrosofved item idenfifiod 

CLINE,WE Region 2. Ofc of the Director 88/12/02 LONG, J A Nuclear Fuel Serv- 
ices, Inc. (subs of deity Oil Co ) 2pp 47840 182-47840 188 

-8812100033 Insp Rept 70 0143/88 33 on 08101 1-11 10 No violations or deviations 
noted Major areas inspected facility operations, malm & mods*nucloar crilieality 
8af0ty,raoiQtiQn protection & radwaste mgt, emergency proparodnoao & mall control 
LEEjO, MCALPINE.EJ Region 2, Ofc of the Director 88/12/02. 6pp 47840164- 
47040 188 

8612200220 Forwards Rev 113 to Section 4 of FNMCP Enel withhold (ref 
10CFR2 7fl0(d)) 

HENSLEY, KD Nuclear Fuel Services, Inc (subs of Golly Oil Co) 88/12/05. 
ERNST, M L Region 2, Ofc of the Director 1p 47888 229 47068 229 

8812150231 Forwards Insp Rept 70-143/88 35 on 881116 17 No violations or devi- 
ations noted 

DECKER, TR. Realon 2, Ofc of the Director 88/12/00 LONG, J A Nuclear Fuel Serv- 
ices, Inc (subs of Gotly Oil Co ). 2pp 47830 145 47030 154 

-8812150233 Insp Rept 70 0143/08-36 on 881116-17 No violations Or devialions 
noled.MaJor areas Inspected annual radiological emergency oxerclso on 801116 
KREH.j.L, UEE,TD, RANKIN,WH Region 2, Ofc of the Director. 00/12/07 8pp 
47830,147-47830154 

8812200343 Responds to violations noted In Insp Rept 70 0143/0B-3O Corroctlve 
aclionSTotralning conducted for radiation monitors.monitor supervisors & emergency 
response organization membore & tracking sys developed. 

LONG, J, A Nuclear Fuel Services, Inc (subs of Getty OH Co) 88/12/08 
DECKER.T.R. Region 2. Ofc of the Director 3pp 47068 174-47066 176 

6812220030 Trip ropt of 881116-17 participation in observing NFS annual emergency 
exercise Because of limitation ol communlcatlona equipment, not! fioatlon oE emergency 
event to offaito agencies not completed in timely fashion Summary end 
SOONG.S Fuel CYcle Safety Branch. 06/12/12 BIDINQER.G H. Fuel Cycle Safety 
Branch 8pp. 47900 237-47900 244 

0012220034 Ack receipt of BB1115 Itr transmuting NFS escrow agroemonl w/NCNB 
Nall Bank 

SOONG.S Fuel Cycle SafeW Branch 08/12/12. NEWMAN,N.J Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co) Ip. 47892 352-47802 352 



188 DOCKETED ITEMS 


ifNrGTjftrrfflTM 

house- L c Fuol cycle Safely Branch 3pp 47926 170 47926 172 

docket 70*0384 BABCOCK & WILCOX CO., APOLLO, PA 

ADolicaKon for amend to License SNM 41«4,rfelBtlng Ml Vornon site \n Ml 
®®vSlN ffSso Sndil.0^ 10 A 11 Ootalled radioJooicsl survey resuHs 

^iSbErIoNDG Babcock 4 WiIco« Co 48/11/16 ROUSE.LC Fuel Cycio Sately 
Branch 23pp 47749001*47749 021 

Resoonds to 801020 Hr re request for Info on releases of radioacllvo mads 
from B&W aS & Parks TownshippA 0SW has ^itreted fonlaminalad 

' ft riftra soil R omal n Ina soil meet s established guideftno vain o 
nulsEUWT Redon 1 . ore 01 the 00/11/18 LII^KES.S AWBobon Not /te- 

slgnod ap'p 47674 186 4 7874 1B0 

ftat2iKfl209 Renuasts lliat NBC delay acliori on 801115 requosi due to nfOd to totunj 
®®Anil sys to llill Vernon silo tor next 3 months Vendor suit Intends to delete Ml 

CUl8ERloNAG‘'BabciV^^^^ ROUSE.LC Fuel CycHo Setoty 

Branch 3pp 47626283 47826 2B5 

DOCKET 70'0371 UMC NAVAL pnODUCTS, INC., UNCASVILLE, CT 

aftii23022B ADolicatJon for amend to LIcenso SNM 360,formatiz[no otaanizaliori 
cV^geauthor^ima modified use of carl, mriecjinq minor changes In fuel component 

s Dec & authorizing production limits tor new fuel design ofi/ncyriR 

f^EGGRI United Nuclear Corp (subs ot Uf^ RosourC'e^ Inc). 86/05/06 
ROUSE, Lc Fuel Cycle Safety Branch 16pp 47622 233-47622 247 

6811230240 /^plication for amend to License SNM 368 .authorizing modified storage of 

United Nuctear Co/p (subs of UNC Resources, Inc) 86/1 1 /1 1. 
rouse, L C Fuel Cycle Safety Branch lipp 47022 259 47622 289 

8812070221 Application for amend to License SNM 037 1 .authonzing modified storage 

UNC n^^rcs. Inc, 66/11/1. 
ROUSE^yLC Office of Nuclear Material Safety & Safeguards.Dlreclor lOpp 
47739 33 2'47730 341 

aai2i2001S Discusses lelcon w/T Gutman on 881202 re validation of ll•con^© nuclear 
code in error & rav of 880506 license arnond necessary Gulman ro- 
niiBstea that NPC not review application until rov submitted ^ 

SiDINGER G H NRC • No Dotaiiod Affiliation Given 68/ 12/00 NRG - No Oetailod Af- 
filiation Given ip 47780 216 47780 216 

flat 2270274 Forwards raquest for addi info to prepare environ assessment associated 
w/881014 request for amend to process fuol in Bldg LRosponso requested by 

hiORN^ML Fuol Cycle Safety Branch 88/12/22 GREGG, R United Nuclear Corp. 
(subs of UNC Resources, 1nc5 2pp 47924 246'47924 247 

docket 70-0300 COMMERCE, DEPT. Or, WASHINGTON, DC 

8611300396 Application for amend to License SNM 362,chanQing namo from NBS to 
Natl fnst of ^ds & Technology Add I info oncf . , 

PEVEY L E. National Institute of Standards & Technology (formerly National Bureau of 
Smnda 66/10/31. Fuel Cycle Safety Branch. Spp 47677 048 47677 052. 

8012270236 Forwards Amend 2 to Llcenao SNM 362,amonding Contditlons 1 ^ ® Id re 
* Hect name change to Natl InSi of Stda a Technology & to Include date of 081031, re 

Fuel Cycle Salety Branch 58/12/22 PEVEYLE Natonal Inshlula ol' 
Standards & Technology (forrrverly National Bureau of Slanda 3pp, 47927-134* 
47627.146. 

-8812270240 Amerfcd 2 to License SNM 962 for Natl insl of Stds & 

tat h nn-ineiv.au the rlzlno us-e of listed itcensod mall 

rOUSE^ o'vision of rnduslrial & Medical Nuclear Safely (Posi 670729). 88/12/22. 
3pp. 47927.137 47627.144 

12270246 SER suppofllng 861031 application for amend to LJeonse SNM'302 re re 
ouesl to chanoe narno of censee from NIBS to Naif Insl of Stds A Toclmolony 
SoBINSmC Fuel Cycle Safety Branch 80/12/22 Ip 4792M46 47027.145 

—fta 12270248 Informs of categorfcal exclusion for 861031 request for amend 1o License 
SNM-362 to change name on license to Natl Inst of Stds & Technology due to pas* 

aape of Omnibus Trade & Compelitivonoss Act ^ ^ ^ ^ 

ROUSE.LC Fuel Cycle Safety Branch 00/12/22 Fuel Cydo Safely Branch Ip. 

47027-146-47927' 140 


-8812060323 Safety evaluation supporting licensee 060727 application for amer^s la U 
cense SNM-561 ro physical security plan 

nOBINSON,C H Fuel Cycle Safety Branch 86/12/01 Ip 47741 043 47741 (I43 

-0812060330 Comments on llcensoo 860727 submittal of revised physical 
plan Revised plan adequately addressed NRC comments & me els requiremei,-| t/ 
10CFR73 67(d) Recommends approval of security plan 

GALLEGOS, RC Licensing Branch (870413-801217) 88/08/08 MCCOFIKIEQ u 
censing Branch (870413*801217) Ip 47741 '044-4774 1:044. 

“8610190472 Requests that slated license condition re physical secunty p^an be 
to License SNM-561,per 10CFR73 67(d) 

MCCORKtE.GW Licensing Branch (870413 881217) 88/08/09 ROUSE.LC 
Cycle Safety Branch Ip 47741 045 47741.045 

-8609020051 Requests that listed (iconso condition bo added to License SNM-561 
physical secunty plan 

MCCORKLE.G W, Division of Safeguards & Transportation (Post 870413) 84/03/05 
ROUSE.LC Division of Industriaf & Medical Nuclear Safely (PosI 870729} S; 
47741 046-47741 046 


DOCKET 70*0867 CINTICHEM, INC.. TUXEDO. NY 

8812220104 Requests fee for 660921 application for route approval W/o lOCFRITO 
JACKSON, O License Fee Management Branch 08/11/02 HART.HC Cintichem, Inc 
2pp 47903 085 47903 069 

“8812220100 Requests approval of route for shipment of 24 MTR typo spent IukH 
menls using BMl 1 USA/5957/B( \F shipping cask to Savannah Rivor rppioocsst’^g 
plant which was previously used In Dec 1907. 

HART.HC Cinllchom, Inc 86/00/21 HILLMAN, C Transport a lion Branch ?cp 
47903.060 4 7903 069 

6012120034 Forwards Matl Control & Accounting Insp 70-0607/88 07 on 881 101 -04 frj 
viotations noted 

BELLAMY, RR Region 1, Ofc of the Director 88/12/01 MCGOVERN ,JJ Onbclv:^ 
Inc (subs of Medl Physics. Inc). 2pp 47797 354 47797 360 

-8812120035 fnsp Repl 70*0687/88*07 on 801101-04 No violations noted Wajor arest 
Inspected facility organization & mgt controls, facility operations 8L Inicinj' 
controls, physical Inventory & records & repts 

DELLA RATTA.A. JACKSON.R , TING.P Region 1, Ofc of Iho Oiroclor 88/12/01 
6pp 47797 356-47797 360 


DOCKET 70-0734 GENERAL ATOMICS, BAN DIEGO, CA 

8B12130293 Forwards revised pages for physical protecllon plans W/o ends 
ASMUSSEN,K.E. General Atomics (formorly 6A Technologies, Inc /General AIoti,. 
Co) 88/03/11 MARTIN.JB Region 6, Ofc of the Diroclor 2pp 47708 24S- 
47790 247. 

8912140208 Requests approval to ship 16 TRtQA fuel elements from Rolla.MO to 
Oiogo.CA Licensee will send two specialists to Unlv of MO to direct 5 assist In pac* 
aging & shipping of fuel elements Fee paid 

ASMUSSEN.K t Gerioral Atomics (formerly QA Tochnofoglos, Inc /Goneral AtOi-ri 
Co ). 0B/09/0B ROUSE.LC., MCCAUQHEY.D.A Fuol Cycio Safety Branch 3pp 
47621 055*47821 056. 

6812070026 Application for emend to License SNM 69 6, authorizing stated addI addra^s 
for shipping & recotvlng Fee paid 

ASMUSSEN.KE General Atomics (formorly QA Technologies, Inc /General Atcyrpc 
Co) 88/11/02. ROUSE.LC Office of Nuclear Material Safely & Safoguards.Duec’cir 
4pp. 47747 089 47747:092. 

881201026S Forwards Safety Insp Rept 70 0734/88-09 on 081024*26 No vlo’alx^d 
noted 

YUHAS.QP. Reolon 6, Ofc of the Director. 88/11/25 RAOEMACHER.R W QeiKtdl 
Atomics (formerly GA Technologies, Inc /General Atomic Co ) 2pp 47698 PsS- 
47696*271. 

-8912010287 Insp Rept 70*0734/88*09 on 881024*28 No violations noted Major arcat 
inspocled'followup on Inspoctor fdonlilied ilems.mgl organization 8, controls. operate/ 
training &. retraining, criticality safety & emergency preparedness 
BROCK, B.L, PRENDERGAST.K , FISH.R. Region 5, Ofc of tho DJmcbr 66/1 1//^ 
I2pp 47698*260 47698.271. 

8812090101 Forwards "Confirmatory Survey of Phase IV Decommi&siontnp GorKrai 
Atomics, San Diego, CA" final rept. 

0ERGER.J D. Oak Ridge Associated Univa. 86/11/30 THOMAS.B negion 6. Ofc c/ 
the Director. 2pp 47782 110-47782*197 

-8812000104 ^'Confirmatory Survey of Phase IV Decommissioning Gererot Aiotnlcs.San 
Dlego.CA," final rept 

COTTEN.PR Oak Ridge Associated Univa ORAU OB/J 76 00/11/30 O/po 
47702.111-47782*197. 


DOCKET 70-0822 ARMY, DEPT. OF, DOVER, NJ 

0812220922 AppUcallon for amends to Licenses 29 0004 7 02,29*00047-06, 29-00047- 
O6,2a‘OQO47*09,SUB-34a & SNM 58l,flu1horizin0 R Moss as altamale radiation pro 

TARAsIoV^Arniy. Depi ot 88/11/22 Region 1, Ofc of tha Director lipp 
47902.333 47902 343 

0812060322 Forwards Amend X to License SNM-591 & SER Amend adds License Con* 

riiiion 19 re plwlcat protection plan _ _ . . 

ROUSE Lemuel Cycle Safety Branch 60/12/01 ELLIOTT.J E Army, Dept of, Arma- 
ment Research & Development Command ip 47741*040-47741 046 


8812210040 PNS-V-88 000 on 061 21 2, discovered lessor quantity of SNM in contaV.^ 
stored under tampersaflng than Indicated on mail accounting records Licensoo en 
process of opening each ot 20 containers to assure accuracy of SNM couni 
NORDERHAUG.L , SCHUSTER, M. Region 6. Ofc of the Director 86/12/13, 2pp 
47881*1 61 -47BB1. 162 


DOCKET 70-0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, Rl 

881201C402 "Annual Split Samples ” 

• UNC Recovery Systems 88/11/28 45pp, 47710.126-47710*170 


-8012060327 Amend 1 to Licenee SNM-561 for Dept of Army,US Army Armament Re- 
search & Dovelopment Commandjevislng license In entirety ^ 

HOUSE L C Divi&on of Industrfa) & Medical Nuclear Safely (Post 870729) 68/12/01, 
2pp. 47741 041-47741.042 


8312020016 Summary of 8B1117 meeting w/United Nuclear Corp In Rockville MO re 
status of decommissioning for Wood River Junction facili^ 

HORN.M L. Fuel Cycle Safety Branch. 88/1 1 /30 Fuef Cycio Safety Branc h, Bpp 
47707*243-47707 247 
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DOCKET 7I>-0S24 BABCOCK & WILCOX CO , LYNCMBURQ, VA 

0612060263 FO)A request for records re B&W Mount Attics plant, Including rept that ted 
8&W to be fined In 1965 for violations of NRG radiation protection requlromonls 
BRANDT.SQ. Affiliation Not Assigned BO/ 11/01 ROBtNSON.Ll NRG • No Detailed 
Affiliation Given 1p. 47729,329 47729 329 

66 11300 185 Infornns that wator leakage from transfer canal & storage pool discovered 
on 691013 Caused ^ pool inadvertontly filled to lip of guttors Drain tines from gutter 
temjMjrarily plugged Steel sump to bo constructed & installed 
01.SGN,AF. Babcock & Wilcox Co 06/11/11 Document Control Branch (Document 
Control Desk). 3pp 47680 169.47600 171 


8812210303 Forwards revs to Chapter 4 to FNMCP Revs Withhold (ref 10CFIR2 7fl0(d)) 
WINSLOWJP General Electric Co 88/12/07 ERNST, M L Region 2, Ofc of the Di- 
rector 2pp 47880 359.47680 360 

8812220088 Nollfies of Lynchburg, VA plant selection for application of IAEA 
safeguards Upon receipt of second notification due Feb.Mar 1 989, vendor inventory 
rept & subsoquont accounting repts required 

SMITH,CN Licensing Branch (870413 801217) 68/12/14 WATTERS.J P Babcock & 
Wilcox Co 2pp 47900 218 47900 219 


DOCKET 70-1161 WESTJNQHOU9E ELECTRIC CORP., COLUMBIA, SC 


DOCKET 70-0926 CIMMARON CORP., OKUHOMA CITY, OK 

8612140164 Forwards findings of Oak Ridge Associated Univs.of collected soil & water 
samples from 19 boreholes In potentially contaminated areas for Aug 1088 NRG 
unable to reconcile findings w/largo estimates of contaminated soli vols 
ROUSE, LC Fuel Cycle Safety Branch 88/12/07. STAUTER.J C Cimarron Corp Ip. 
47611.273-47811282 

-881219Q054 Forwards analytical results for sol) & water somplos collected In Aug 1900 
from 10 boreholes at Sequoyah Fuels Elevated concontratlons of gross alpha & gross 
beta contamination noted 

BERGER, J.D Oak Ridge Associated Unlvs 88/11 /1 1 SHUM.E Offico of Nuclear Ma 
terial Safety & Safeguards, Dlroctor, 9pp 4781 1 274-4701 1 ’282, 


8811230266 Discusses tnsp Rept 70-1151/80 14 on 880926-30 & forwards notice of 
violation 

Decker,! R Region 2, Ofc of the Director 88/11/09, LOCH.E P Westinnhouse 
Eleclfic Corp, 2pp 47631 302 47631 310 

-8811230267 Notice of violation from insp on 800026.30 Violation noted six contfolled 
copies of site emorgency plan & Implomentlng procedures incomplete or not main- 
tained In t^.to date manner 

DECKER.! R Region 2. Ofc of the Director, 88/ 11/09 2pp 47631,304.47631 305 

-8811230269 Insp Rept 70-1161/6G.14 on 880926.30 Violation noted Major areas 
Inspected routine unannounced Insp in emergency preparedness area 
TESTA,ED, RANKIN, W,H Region 2, Ofc of the Director 68/11/09 5pp 47631 306- 
47631 310 


DOCKET 76-1100 COMBUSTION ENQINEERINQ, INC , WINDSOR, CT 


681 2220Q40 Requests delay In reporting mensuroments for shipment of SNM received 
at Windsor facility on 880907 Windsor facility currontly does not have sufficient ware 
bouse space such that off load shipment can be stored Foe paid 
SCHERER.AE Combustion Engineering, Inc 80/09/23 SMITH.CN Licensing 
Branch (870413 081217) 3pp, 47903 314 47D03 318 

0811290460 Forwards Rev 1 to Port 2 of “C-E Nuclear Fuel Integrated Improvement 
Prooam," w/status of commltmonts as of 881024 

SCH6RER,A,E Combusllon Engineering, Inc 08/11/00 RUSSELL,W,T Region 1, 
Ofc of the Director 07pp 47663:106 47863 282 

0612090256 Forwards pages Inadvertently ornittod from Rov 1 to Port 2 of C E nuclear 
fuel integrated Improvement program.dld 88 1 100, 

SCHERER.AE. (Sombustlon Engineering, Inc 08/11/11 RUSSELL.WT Region 1, 
Ofc of the Direclor 5pp 47701.345 47781 340 


8012200082 Responds to violations noted In Insp Ropls 70.1100/08 05 & 70 1100/88 
00 Corrective action methodology to moaauro U content In non compactablo waste 
oslabllahed W/o slated ends 

SCHERER.AE Combustion Engineering, Inc 80/11/11 SMITH, CN Licensing 
Branch (070413 881217) 3pp 47068 235 47868 236. 

8812020261 Forwards ^'Radiological Survey Rept - Wooded Area C E,lnc Properly," 
Concurrence requested to release area for unrostflciod use 
SC MERER, A E. Combustion Engineering, Inc 88/11/29 ROUSE, LC Fuel Cycle 
Safety Branch. Ip 47703 330 47703 363 


-8^12020264 "Radiological Survey Rept - Wooded Area C-E,lnc Property, Windsor, 


• Combustion Engineering, Inc, 08/11/30 32pp. 47703 331 47703,383 


6812010196 Advises that License Condition 1 1 to Safeguards Amend SG-2 to License 
SNM 1067 revised to read os stoted.ln response to OOilIt submittal of revised pages 
to FNMCP. 

SMITH,CN Llconalng Branch (070413.881217) 88/11/30 SCHERER, A.E Combua 
lion Engineering, Inc Ip. 47709 237.47700 237 


8912090055 AcK receipt of 681104 Hr & payment for civil penalty proposed by NRG in 
681007 Itr In amount of $12,600 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/12/00. BREWER, S Combus- 
tion Engineering, Inc Ip. 47764-337 47784 337 


88122300B2 PNO.|.8&-124‘on 801209,workor broke 1 1 /2-Inch natural gas lino while re 
moving tree slumps from clearing Gas leak Immediately Isolated & gas flow shul 
off Facility evacuated & local fire company called to silo 

ROTH,J, PASCIAK,W. Region 1. Ofc of the Director 08/12/09. Ip 47914-350- 
47914-350. 


DOCKET 70-1113 QENERAl ELECTRIC CO., WILMINGTON, NC 


8812260247 Requests one-timo exemption to current mat) control & accountability 
regulations Fee pald.EncI withheld (ref 10GFR2 /90(d)) 

WINSLOW,! P General Electrlo Co G8/0g/l9 SMITH, CN Offico of Nuctear Matonal 
Safety & Safeguards, Director Ip 47083 075 47863 075 

6812260262 Forwards requests for change In FNMCP Foe paid End withheld (ref 
10CFR2 790(d)). 

WINSLOW ,T,P. General Electric Co 80/10/27 SMITH.C N Offico of Nuclear Material 
Safety & SafeguafdB,Diroctor. 1p 47068.147-47860-147, 

6812010201 Requests response to end 081020 Hr stating Intent to lower or not lower 
possession limit &/or onrichmont of current SNM, per 881122 lolcon, 

SMITH.C N. Licensing Branch (070413 881217) 88/11/30 WINSLOW.TP. General 
Electric Co. Ip. 47709:232-47709 234 


-8812010203 Requests response indicating which alternative electod re lowering of 
possession limit &/or enrichment level within 30 days Licensee may keep existing 600 
kg U 235 limit, but lower max enrichment to 9 99%,es onothor attornativo 
SMITKC.N. Licensing Branch (870413 081217). 86/10/20 WINSLOW, T.P General 
Electric Co 2pp, 47709 233-47709 234. 


0612210002 Forwards revs to Chapters 2 & 3 to FNMCP for fuel fabrication facility In 
Wllmlngton.NC Revs withheld (ref 10CFR2 790(d)) 

WINSLOW, T.P, Genera! Eloctnc Co. 08/12/02 ERNST, M L. Region 2, Ofc of the Dl- 


rector. 2pp 47880.160 47000161 


6811300460 Ack receipt ol 061106 Itr Informing NRC of steps Iskon to correct vbiBtlons 
noted In Insp Rept 70-1151/00-13 

DECKER.! R Region 2, Ofc of the Director 88/11/10 LOCH.EP Westlnghouse 
Electric Corp Ip 47076,221 47678221 


8812060026 Forwards Insp Rept 70 1151/88 15 on 881027-28 No violations or dovi- 
ntlons noted Weakness Idonlmed re failure to conduct annual radiological emergency 
drill at (aclllly In manner adequate to test ability to Implement emorgency plan 
COLLINS.DM. Region 2, Ofc of the Director 80/11/22 LOCH^ P Wosllnnhouso 
Electric Corp 2pp 47764-080 47764-085 


-8812080026 fnsp Rept 70-1151/08 15 on 881027-28, No violations or deviations 
noted Major areas inspoclod licensee annual radiological emergency drill on 881027 
KREH.J.L , TESTA,E D . RANKIN.WH, Region 2, Ofc of the Director 08/11/22 4pp 
47764 082-47754 085 


8812200324 Forwards Insp Rept 70.1151/88 16 on 881031.1103 No violations or dovi 
aliens noted Rept withhold (ref 10CFR2.790(d) & 73 21). 

CLINE.W.E Region 2, Ofc of the Director 80/11/20, LOCH.E P Woslinghouso Elec- 
tric Corp 2pp 47071 275-4787f-276. 

8812130111 Responds to NRC 881109 Ur re violations noted In I nap Rept 70 1151/89- 
14 Corrective actlon.manuals reviewed & updated correctly using page by page Insp 
method & administrative controls Innproved 

LOCH.E.P, Woslinghouso Electric Corp 80/12/07 Document Control Drench (Oocu 
mont Control Desk) 2pp 47794 OB8.47704.OB7 

6812200317 Forwards corrocted pages to 880930 application re License SNM 1107. 
NARDI.AJ Woalinghouse Electric Corp 88/12/09 ROUSE, LG Fuel (iycle Safaly 
Branch 4pp. 47888 329 47068,332 

6812210055 Ack receipt of 80 1207 Itr Informing NRC of steps taken to correct violations 
noted In Insp Rapt 70 01161/88-14 

DECKER.TR Region 2. Ofc of the Director 88/12/14 LOCH.EP Wostinghouse 
Electric Corp Ip. 47875.326-47875.3?8 


DOCKET 70-1201 B$W FUEL CO., LYNCHBURG, VA 

8812220117 Requests SO-day extension for conducting 1900 U physical Inventory to ac- 
comodate workloads & manpower requirements Fee paid 

WATTERS, J.P B4W Fuel Go 88/10/06 BRACH.E W Licensing Branch (870413 
081217) 2pp 47900 261 47900.252 

6812060148 Advises of NRC team insp on 8B1 128-1 201 to avatuaie mall control & ac- 
counting program for SNM.per )QCFR74.31 List of insp team members & areas as 
signed end. 

CLINE, WE Region 2. Ofc of the Director 88/11/10. ALTO.n A Babcock a Wilcox 
Co 3pp 47740 321-47740-323. 

8812160132 Forwards Insp Rept 70-1201/08-11 on 801114-10 & notico of Violation. W/o 
notice of violation Underslanoing ol program weakness roqueslecl. 

DECKER.TR, Region 2, Ofc of the Director 80/12/07 ALTO.R A B&W Fuel Co 2pp 
47830.290 47830-297. 

-8812160134 Insp Rept 70-1201/06-11 on 001 114-10 Violation noted (allure to docu 
mont fire protection equipment audit results per Proceduro AS 11 30, Major areas 
Inspected emorgency preparedness 

GCDODEN.A . RANKIN, W.H. Region 2, Ofc of the Director. 08/12/02. 6pp 47030,292- 
47830:207. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP,, RICHUND, WA 


6812210299 Forwards Rev 20 of to FNMCP Rov describes changes to matt control area 
atruclure Rev withhold (ref 10CFR2 790).Feo paid 

SCHNEIDER,R,A Advanced Nuclear Fuels (jorp (formerly Exxon Nuclear Co,, Inc ). 
08/10/17 SMITH.C N Licensing Branch (070413-801217) Ip. 47080:161.47080,161. 

9812220094 Application for amend to License SNM- 1227 .specifying aulhonzod posses- 
sion limit for U, enriched up to 19,99 weight percent IJ-235,por Category III 
classification Table listing SNM possession limits onci 

SCHNEIDERfl A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co„ Inc) 
00/11/03 SMITH.C, N, Licensing Branch (870413-881217) 3pp. 47892*158- 
47892-160. 



190 DOCKETED ITEMS 


8812070047 Informs lhal now page Inserted into Chapter 1 1 of demonslratlon section of 
license application, per licensee 861 1D1 correspondence 

PENNINGtON.W.S Fuel C^cle Safety Branch 68/12/01 MALODV.C.W Advanced 
Nucfoar Fuels Corp fformorfy Exxon Muclear Co, fnc) Ip 47749237-47749 237 

8812070268 Advises that new page Inserted Into Chapter 11 of demonstration section 
of Uoense SNM-1227,per 881 101 request 

PENNINQTON,WS Fuel Cycle Safety Branch 88/12/01 MALODY.CW Advanced 
Nuclear Fuefa Corp (formerly Exxon Nuclear Co , Inc} Ip 47748074 47746074 

8812230068 Responds to NBC 861103 Hr re violations noted in insp of License SNM- 
1 227 Corrective acliorvs protective clothing resuse policy w//espec1 to coveralls re 
viewed & revised 

MALODY.C.W, Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, fncj 88/ 
12/1 & Document Control Branch (Document Control Desk), dpp 47914 353 
47914 355. 


POCKET 70-2928 TENNESSEE VALLEY AUTHORITY^ CHATTANOOQA, TM 

8812050120 Advises that 081002 revised cl os si flea I Ion of facility fuel sloraBo ohvsh'-aJ 
10CF^2.79?»S?) W/10CFR70 32(e) provisions Enel wltiW 

CLJNE.WE 08/11/25 KINGSLEY.OD Tennessee 

Valley Aulhorfly 2pp 47732 293-47732 294. 

^w/?0CFf?70 32(e) Vacc^^^ storage phyaienj security plan consisfenl 

CLINE, W.E Regfon 2. of the Director 08/11/25 KINGSLEY, 0 D Tflnr 3 ess€^ 
Valley Authority 2pp 47761*130 47761 139 


DOCKET 70-2932 TEXAS UTILITIES QENEBATINQ CO , DALLAS, TX 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 

8813140130 Forwards review of NEDE-31659 re QA plan, reflecting revs to previous QA 
plan as result of recent organization changes 

ROBERTS. J P Division of Industrial & Medical Nuclear Safety (Post 070729) 88/12/ 
09 INGELS, TE General Electric Co 5pp 47814 IDO-47814 194 


DOCKET 79-1428 TRANSNUCLEAR, INC., FALLS CHURCH, VA 

8813120061 Notifies of transient shipment of SNM of moderate slratoglc 
signifies nee, per 10CFR7372(a} Informs that Hr also constltules compile nco on behalf 
or all carriers while shipmsnl In US territory, per 10CFR70 20b 
QUAIN.P.a. Transnucroar, Inc fl8/11/10> HILLMAN.C Division of Safeguards 
Transportation (Post 670413) dpp 47780 1 24 47760*127, 


DOCKET 70-1703 EASTMAN KODAK CO., ROCHESTER, MY 

8612210407 Forwards Safeguards fnsp Rept 70 1793/88 02 on 681116 No viofalfons 
(\oted 

BELLAMY, R.R Region 1, Ofc of the Director 8B/12/OB NEVER, JH. Easiman Kodak 
Co 2pp. 47877,057-47877 061. 

-6812310408 Safeguards fnsp 70-1703/68-02 on 0811 16 No violations noted Major 
areas Inspected* nuclear mail control.accounting & physical security, Including facility 
Qperationjnvontory, records 6 repts & physical protoollon measuros tor SNM 
DELLA HATTA,A, KEIWIG,flR, Rogion 1, Ofc of lha Director 88/12/07, 3pp 
47877 059 47877 061. 


DOCKET 70-1718 SHADVSIDE HOSP , PITTSBURGH, PA 

6812160018 Ack receipt of 861111 Itr & payment of civil ponaltloa in amount of 
82.600, per NRC 881028 (tr 

LrEBERMAN,J Region 1, Ofc of the DPreclor 88/12/09 MORDOH.H. Shadyside 
Hoap, Pitteburflh, RA Ip 47807*181 47007:181. 


DOCKET 70-1739 TRI-STATE MOTOR TRANSIT CO„ JOPLIN, MO 

6813050'338 Advises that McMastor Univ 680929 requost for approval of end route to 
be used for franwrl of spent reactor fuel from Fort Erie, MY to Aikon,SC moots ro 
quirements of 1 9CFR73 37. 

MACDONALD.CE Transporlalion Branch. 66/11/25. RITCHIE, OW. TriSialo Motor 
Transit Co (Subs of Georgia Pacific Co) 18pp 47740*297-47740 314, 


DOCKET 70-2479 TRANSNUCLEAR. IMC., FALLS CHURCH, VA 

8812050167 Discusses 881020 requot, for approval of route for transport of speni reac- 
tor fuel from Portsmouth Marine Terminal, Portsmouth, VA to DOE Savannah Rivor 
Plant, Aiken, SC .Including transient ports of Port EllzQb 0 tfi.NJ & Baltimore, 
MACOONALO.C.E Transportation Branch 88/11/29 MCLAUGHLIN, J. Tronsnuefoar, 
Inc 10pp 47732*308 47732317 

8812150060 Approves route to be used for iransportina spent reactor fuel from 
Porlamouth,VA to Alkon.SC^per 881020 Hr. 

MACOONALO,aE. Transportation Branch 86/12/02 MANDUSU. Trans nuclear Inc 
I0pp 47833.037‘47833046 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOQA, TN 

8813069120 Advisos that 881002 revised classlllcallon of facility fuel storago physical 
aacurlty plan consistent w/10CFn70 32(e) provisions End withlidd (ref 
ioGFa2 raow)) 

CLINE,W.E Region 2, Ofc of the Director 88/11/25, KINGSLEY, OD Teanossoe 
Valley Au1hori1y.2pp 47732.293 47732.294. 

8812090103 Advises that 861002 rev to fuel storage physical security plan consistent 
w/10CFR70.32to) & acceplable 

CLINE. W.E. Region 2, Ole of the Director 68/11/26 KINGSLEY,OD Tennessee 
Valley Authority 2pp 47761 138 47701.139 


DOCKET 70-3917 TENNESSEE VALLEY AUTHORITY, CHATTANOOOA, TN 

8812970268 Application for amend to Licenses SNM-te65 & SNM-iefl3. changing Sec- 
tion 2.1 re radiation control to clarify that Bolfefonte will not have onsite hoallh pVsIcb 
oroanizatkjn, but will bo supported by util corporate personnel 
QRIDLEY,RL. Tonnessoe Valley Authority. 68/11/16. Document Control Branch 
(Oocument Control Desk). 35pp 47746 016 4 7746.049, 

8812390323 Forwards Rav 4 to fuel storage physical security plan & siippla Hqv reflects 
new organizational structure & show main control room as primary monW & dispatch- 
er for aTarma.Rev withheld (rof 10CFH2.7fli0) 

QfllDLEY,R. Tennessee Valloy Aulhorlty. 86/11/23 Documont Control Branch (Docu- 
mofitconbol Desk) 3pp 47671.273 4787 V274 ' 


8612069312 Forwards Amend 6 to Uconsa SNM-1912 & safety ovoluatlon Amond r 


tends expiration date to 911231 
ROUSe.1. apuel^de Safety Branch, 06/ 12/0 1 COUNSIL.WG TU Electric (former- 
ly Texas Utilities Generating Co ). Ip 47742 223-47742 220 ' 


Amend 5 to License SNM-1912,au1horizlno use of 2,200 kg A 40 o of U- 
235 Isotopes ^ 

flOUSE.LC. Division of Industrial & Medical Nucfoar Safely (Post 879729) 60 / 12/01 
3pp 47742*224-47742 226 

-88120C0316 Safety ovafuation supporting Amend 5 to License SNM 1912 re kensa 
extension 

ROBINSON, C, BfDlNGER.GH, Fuel Cycle Safely Branch 88/12/01 Ip 47742 227 

Of fuc ccU 

-8812060317 Provides categorical exclusion for 861031 application for amend lo U- 
dato.EfS & environ asgossmonl uawarranl^ 
4842126^47742 2^*^^ 08/12/01 Fuel Cycle Safety Branch ip 


I wirrarua Miiiwnu p lu ucunso oiNM-Twiij & stH Amend translofs QW oSc 
ship Interests from Texas Municipal Power Agency to Texas Utils Electric Co Amor>d 3 
to Indemnity Agreement 0-96 also oncf 

COUNSfUWG TUEIocIricfrortnor- 
ly Texas Utmtlos Generating Co ). tp 47022 354-47022*360 


-8813150065 Amend 6 to LIconso SNM-1912 for Toxos Utils Efaciric Co, Tox la EiocUk; 
Lo^paralivo of Texas, Inc & Texas Munlcpal Power Agency.noting transfer of Oivnor- 

ROUSE.LC. Division of Industrial & Modlcal Nuclonr Safely (Post 870720) 86/12/ 13 


-8812160068 Safety evaluation supporting Amend 6 to License SNM'1912 to transfer 
Municipal Power Agency to Texas Uhls Ehwlrlc Co 
MCCAUGHEY.DA. Fuol CJyclo Safely Branch 08/12/13. 2pp 47822 358 4;822 359. 


•0812150071 Advises that nolthor EIS nor environ assessment warranted for 600722 
iScFRSI^fclAof^^ LIconso SNM-1D12,reflocling revised ownership fntorcsts.por 

47e22366%6223^°*° flO/12/13. Fuol Cycle Safety Branch rp. 


docket 70-3941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


.r L 7 ®" np^ipuuiiufi mr urnonu 10 ucensos snm loob 8i SNM *1803, clifirclM Seo- 
lion 2 1 re fa«on control to clarify that Bollofonlo will not have onsite health physics 
supported by util corporate porsonnol 

QRIOLEY.ra Tennessee Valloy Aulhorlly 80 / 11/18 Document Control Branch 
(Documont Control Desk). 35pp 47746.018-47746 049 


8812200323 Fowards Rev 4 to fuol storaae physical security plan & suppis Rev roflocls 
new organlzalionnl structure & show mam control room as primary monitor A dispalch- 
or for alarms Rov withhold (rof 10CFR2 790) r ^ r 

QRIDLEY.R. Teniiessoe Valloy Authority 86/ 11/28. Documont Conlrol Branch (Docu 
meal Control Desk) 3pp 47871 ■272-47671 -274 


DOCKET 70-3041 INTERNATIONAL FREIGHT FORWARDERS, INC., ATUNT/, QA 


8812130079 Requosls oxtonsion of onci roulo approval for 1009 In the name of Gorman 
cfl 0 nt,KFA,JueJlch W/o end. 

HALPAUS.P. International Frolghl Forwiardors, Inc 69/ 11/22. MACDONALO.C e. 
Transporlatlon Branch 2pp 47792.087 47702 006 


DOCKET 70-3064 PHILADELPHIA ELECTRIC CO., PHILADELPHIA, PA 


aupplemonlal Info re 080506 application for amend lo Llcenso 
McCaugtiy request during 001015 telcon 

KOWALSKI, S J. Philadelphia Electric Co 08/10/20 MURLEY.TE Office of Nuclear 
Reactor Regufallori, Director (Post 870411) 2pp 47662 232 47652 233 

8811300014 Forwards revised License SNM-1 977, adding Conditions 6.D,7 D, BD.17,1B 
& 10, revising Conditions 9 & 10, deleting Conditions 11 & 15 5 authorizing use o1 U 
235 isotope contained in fuel assemblios 

4?e8ole3^78o1?302.®™"^^ Philadelphia EleeWe 

Revised License SNM-1 977 for Philadelphia Eloctric Co. aulhorcing use 
of 2600 kg U-236 Isotqpe.addlng Conditions 6 0.7 D,6 D.17,18 & lO.dololing cSjncfl- 
Hons 1 1 , 1 6 & 1 6 & revising Conditions 9 & 1 0. 

industrial & Medical Nuclear Safety (Post 870720) 06/11/22. 
3pp 476BO'285-47680 287. 


■0611300016 Safety evaluation rept re amend to Llcenae SNM.1977 for storage A use 
of vnfrradlaled nuclear fuel assemblies. 

MCCAUGHEY.DA. Fuel Cycfe Safety Branch, 88/11/22 7pp 47680 206 47680 294 
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-6611300017 Notice of (IndiiiQ of no sfynlficont impact re amend to Llcenso SNM- 
1D77 Amend revises I'cense In entirely 

ROUSE, LC Fuel Cycle Safety Branch 80/11/07 Spp 47680 295-47680 299 

-0Q1 1300018 Concludes that no significant Impacts associated w/proposed action re 
license amend application to receive now fuel 

lAROCHE.G, HORN.M, BIDINGER, G H Fuel Cycle Safely Branch 88/11/04 Fuel 
Cycle Safety Branch 3pp 47690 300 47680,302 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0024 HITTMAN NUCLEAR A DEVELOPMENT CORP. 

8812210145 Fonvards QA program plan for review & requests rev of Bubj QA program 
approval Fee paid 

EASTIN.JJ. JOHNSON.WJ Westinghouso Electric Corp 80/11/03 
MACDONAUD.C E Transportation Certification Branch 2pp 47090 076 47600 103. 

-8612210162 "QA Program Plan for Nuclear Svca Oiv, Radiological Svcs Dept*' 
BASTIN,JJ, CHRIS rOPHER.T Westinghouso Electric Corp WCAP 9245 ADD 01 
nOO 08/11/30 26pp 47800 070-47090 103 

-8811260220 Requests remittance of foe for 001103 application for amend to OA pro- 

S ram re radioactive mail package 0024 

ACKSON.G Llcenso Foe Management Branch 08/11/21 BASTIN.JJ Westing- 
house Efooiric Corp Ip 47090 104-47090 104 


DOCKET 71-0102 SOURCE PROD A EQUIP CO.. INC 

8811290336 Forwards Rev 21 to QA plan tor reinstatement of QA program plan 
approval 0102 W/o end. 

OICHARRy.RD Source Production & Equipment Co, Inc DO/11/16. 

MACDONAl D,CE Transportation Branch, Ip 47664 360 4/664 360 

8811300028 Requests 3 month extension until 090300 to submit info requested in 
680600 ltr,per 001115 mooting AddI time required to mfg protolypos.perform Typo B 
package tests A prepare repts 

DICHARRY.RD Source Production A Equipment Co, Inc 00/11/16, 

MACDONALD, C E. Transportation Branch 2pp 47690 008-4769Q 009 


DOCKET 71*0276 DUQUESNE LIGHT CO 

0811230084 Forwards fee for 660607 application for amend to QA program for radioac- 
tive mail packages approval 0275 

VASSELLO.J V Duquosne Light Co 00/11/14, JACKSON, Q NRC No Detailed Affili- 
ation Given Ip 47631 360 47631 360 


DOCKET 71-0421 NAVY, DEPT. OF 

0812200292 Forwards application for amend to QA Program Approval 0421. 

MALI NOSKI, J.W. Navy, Dept of. Navol Sea Systems Command. 06/12/12 Division of 
Safeguards & Transportation (Post 670413), Ip 47662 145 47862 165. 

'-8812200205 Application for approval of QA program for radioadivo mall packages as- 
sociate d w/ radiography Instructions. 

BEAN, CD. Navy, Dept of 06/11/15 Offico of Nuclear Malorlal Safety & 
Safeguards, Director. lOpp 47082 146-47062 155 


DOCKET 71-0464 ATOMIC ENERGY OF CANADA. LTD. 

8312200103 Requests amend to QA program approval Certificate 0454 ro name chanae 
of AECL former Inc medical products div to Theratronlcs Inti Ltd, per 881209 
telcon Latest organization chart end Fee paid 

DOWNS, WE Theralfonica International. Ud. 00/12/15 WILLI AMS, S. Transportation 
Branch. 3pp 47607 09 1 -4 70 B7. 099 

-8813200111 Notifies that planned corporate reorganizotiori involving Incorporation by 
AECL former medical products div has taken place on 860927 Requests listed If- 
censes pertaining to business of div bo transferred to Theratronlcs Inll Ltd. 
WARLAND.HM Theratronlcs Inlornatlonal, Ltd 80/09/30 KINNEMAN.J Region 1, 
Offl of the Director 2pp 47807:005 47007-096. 

-8 B 12 200126 Notifies of planned corporate reorganization involving Incorporation by 
AECL of former medical products div Requests listed licenses pertaining to div be 
Iransforred to Theratronlcs Inti Ltd upon closing of transfer transaclions. 

WARLAND.H M Atomic Energy of Canada, Llo. 68^9/01 Region 1, Ofc of the Direc- 
tor. 3pp 47807.097-47007 099 


DOCKET 71-0606 BABCOCK A WILCOX CO. 

8812160255 Forwards QA program approval for radioaclive mall package: 0606, Rev 
2 Rov reflect chango In company name from BAW to BAW Fuel Co 
MACDONALD.CE. Transportation Branch. 60/12/12. MACKINNEY.AL BAW Fuel 
Co. Ip 47030143 47830144. 

-8812150267 QA program approval for radioactive mall package 0506,Rev 2 
MACDONALD.CE Transportation Branch 68/12/12 ip, 47830 144-47830 144 


DOCKET 71-0509 MET-CHEM ENGINEERING UBORATORIES. INC. 

8812000007 Forwards QA program approval for radioactive mall package, 0509, Rov 
2. W/o end, 

MACDONALD.CE. Transportation Branch 08/12/05 Met Chem Testing Laboratories 
of Utah, Inc 2pp 47753-162 47753 163 


DOCKET 71-0049 UNIV. OF CALIFORNIA, BERKELEY 


6812160261 Forwards OA approval for mdioadlve mail packago 0649, Rev 1 Approval 
revised to extend expiration date from 890220 to 690831 

MACDONALD.CE Transportation Branch 88/12/12 UM.TH California, Univ of. 
Berkeley, CA Ip. 47825 061 47825062 

-8812160262 QA program approval for radioactive mail package 0640, Rov 1. 
MACDONALD.CE Transportation Branch 06/12/12 Ip 47025 062-47025 062 


DOCKET 71-0665 ULTRASONIC SPECIALISTS, INC. 


BB1 1210133 Forwards Rev 0 to “Shipping Container QA Requirements," for containers 
used to ship lr-102 sources used for Industrial radiography purposes 
BLAKE, T Ultrasonic Specialists, Inc 88/11/10 Office of Nuclear Malorial Safety A 
Safeouards.DIrector Ip 47030 258 47930 265 

-BB11210135 Rev 0 to "Shipping Goniainar QA Requirements " 

* Ultrasonic Specialists. Inc 86/12/10 6pp 47930 259 47930 264 

-8812050106 Requests licensee remit foe for 881116 application for approval of QA 
program radioactive matt package O66SW/0 end 

JACKSON.G License Fee Management Branch. 60/12/01 BLAKE, T Ultrasonic Spe 
cialists, Inc Ip 47930 265-47030 265 


DOCKET 71-3005 IRRADIATOR, ROCKWELL INTERNATIONAL CORP. 


6812220008 Requests approval for onetime shipment of irradiatorjier 10CFR71.7 A 
71 41(c) Sketches of Irradiator & map showing transport route end Fee paid 
BEMLEY.ME Rockwell Intornatlonal Corp. 08/11/23 MACDONALD.CE. Transporta- 
tion Branch 8pp. 47902:300-47902 315. 

8812220004 Remits fee for 881 123 application for approval of transport of gamma radi 
ator 

REMLEY.ME Rockwell Intornatlonal Corp 88/11/28 MACDONALD.CE Transporta- 
tion Branch Ip 47892:144-47892 144. 

6812220005 Provides supplemental Info ro 881123 application for approval to transport 
Rockwell Science Ctr irradiator, per R Odogaardon tofeon request 
DENNISON, W.F Rockwell International Corp. 88/11/20 MACDONALD.CE Transpor- 
tation Branch 3pp 47804-350 47094 362 

8812050020 Advises that Rockwell Inll exempt from package approval aids of Subpart 
E of 10CFR71 for onetime shipment of irradiator containing 040 cl Co 60 In sealed 
capsules Approval record end 

MACDONALD.CE Transportation Branch. 06/11/30. REMLEY.ME Rockwell Interna 
tlonal Corp 3pp. 47740 315 47740 317, 


DOCKET 71-3006 MODEL: 1500. TRANSPORTATION, DEPT. OF 


8812230125 Requests assistance & recommendations ro review of info submiiied to 
qualify Type B(} package w/limltations as Type B(U} package (or import & 
export Confirmation of Certificate of Compliance 6939 authorizing byproduct mooting 
requested 

WANQLER.M.E Transportation, Dept of 80/11/22 MACDONALD.CE Transporta 
tlon Branch 2pp 47921.322 47021 342 

-8B12230120 "Model 1600 Transport Package 1073 IAEA Regulatory Assossmonl " 

* General EloeWe Co 08/10/31 lOpp 47021 324-47021 342 


DOCKET 71-4909 MODEL: GE-21PF-1. GENERAL ELECTRIC CO. 


8612070249 Foiwards second addendum to 060901 application for Cerlilicato of Com- 
plianc© 4909 for Model NCI 21PF-1 Addendum deletes request for Typo BQF approval 
& verifies request for Type AF certificate of compliance 

MOUSHOLDER.W R. Nuclear Containers, Inc. 08/11/28 MACDONALD .C,E Offico of 
Nuclear Material Safely & Safoguards.Direclof 2pp 47767 01 1 -47767 036 

-8812070254 Addendum to 001128 application for Model NCt-21PF-1 protective ship 
ping package. 

* Nuclear Containers. Inc. 88/1 1/28 32pp 47767:013-47757 036. 


DOCKET 71-5971 MODEL: 200, GENERAL ELECTRIC CO. 


8812230203 Requests registration as user of Model QE IPO 200, 

REMLEY.ME Rockwetl tnlernational Corp 08/12/06. MACDONALD.C.E Transporta- 
tion Branch ip 47916 147-47916 148 

OB12220170 Notification of registration as user of Certificate of Compliance 5971 .per 
801206 request 

MACDONALD, C.E Transportation Branch 88/12/19 REMLEY.ME. Rockwell Interna- 
tional Corp. ip. 47692:250 47892.250 


DOCKET 71-59B4 MODEL 5984, J.L. SHEPHERD A ASSOCIATES 


8B1 2120 170 Requests registration as user of Model DOT 20WC’5/B 
LACEY.WS, Duquesne Light Co. 08/11/29 Document Control Branch (Document 
Control Desk) ip. 47765 205-47785 206, 

8812220317 Informs of registration as user of Model DOT 20WC-5/B,per 061129 ro 
quest 

MACDONALD.CE. Transportation Branch 80/12/20 KOSMAL.J.A, Duquesne Light 
Co Ip 47892,256 47892-250 



DOCKET 71-6078 MODELr fi27Al & 927C1, COMBUSTION ENQINEERINQ, INC. 


DOCKET 71-9000 MODEL: HN-fiOO A NUPAC 100, WESTiNQHOUSE-HinMAH 
NUCLEAR 


0011230185 Informs of co/npififion of shipmoni of unused fuel rods on OB1 101 f/om 
Yankeo Rowe 

SCHERER, A E Combustion Englneertn^, fno 08/11/11. MACDONALD,.C E Transpor 
tfllion 0 ranch 2pp 47052 033 47652034 

0011300425 Forwards responses to CE MacDonald 861021 request for addi info re Cor- 
tjficate of Compliance 6078 amend request concerning application for use of 927A1 & 
927C1 fuel assembly shipping containers for transport of mall 
SCHERER.AE Combustion Engineering, Inc 68/11/16 MACDONALD, CE Transpor- 
tation Branch 4pp 47700001-47700034 

-0811300436 Rev 1 to application for use of 927A1 & 927CI fuel assembly shipping 
containers for transport of radioactive mall 

• Combuslfon Engineering, Inc 80/11/16 30pp 47700 005 47700 034 


DOCKET 71-6340 MODEL FSV-t A 1A, QA TECHNOLOQIES. INC 

8612130072 Forwards addI pages omitted from licensee B81025 Itr revising allowable 
leakage rale used for Modal FSV-I Revised request lo change Certificate of CompN 
ance 6346 also end 

A6MUSSEN,K E General Atomics (rormerly GA Technologies, Inc /General Atomic 
Co) 80/12/07 MACDONALD.C Transportation Branch 5pp 47792*23 6-47792 242 

0812220301 Forwards revised Page 1-4 to GADR 5 5, clan tying use of optional shield 
tube which may be used w/FSV-l'20A configuration 

ASMUSSEN.KE Genera! Atomics {formerly GA Technologies, inc /General Atomic 
Co) 88/12/12 MACDONALD.C Transportation Branch Ip 47900 234 47900 236 

-8812220303 Page 1-4 of Rev 1 to Vol 1 to GADR 55, consisting of table illustrating 
Modal FSV-1 cask & three configurations 

^ General Atomics ((ormorfy GA Technologies, Inc /General Atomic Co) GADR 55 
V01 ROl 06/12/12 2pp 47900235 47900 236 


DOCKET 71-6386 MODEL; 235R001, ENERGY, DEPT OF 

6612220172 Forwards Rov 1 1 lo Certiflcato of Compliance 6386 for Mode) 235ROOI 
MACDONALD,CE Transporiallon Branch 86/12/19 ENGEL, WP Energy, Dopi of 
ip, 47900 245 47900 250 

-8012220177 Certificale of Compliance 6386, Rev 11, for Modal 235no01 Approval 
record end 

MACDONALD.C E Transportation Branch 80/12/19 6pp 47900 246 47900 250 


DOCKET 7T-6400 MODEL: 6400, WESTINQHOUSE ELECTRIC CORP. 

8811290514 Forwards Rev 20 to Corlificate of Compliance 6400 for Model 6400 ship- 
ping package 

MACDONALD.C E Tran ^rl a lion Branch 80/11/26 MCCALLUM.C Energy, Dept of. 
Ip. 4764B 220-47648 235 

^8611290519 Certificate of Compliance 6400, Rev 20,for Model 6400. 

MACDONALD.C E Transportation Branch 06/11/20 15pp 47648 221 47646 235 


DOCKET 71-8001 MODEL* CN8 0-120, CHEM-NUCLEAR SYSTEMS, INC, 

9611230191 Requests registratien as user of Chem Nuclear Sys.Inc CNS a 120A radio 
active malls shipping cask. 

VANDALE.MT Yankee Atomic Electric Co 88/11/09 MACDONALD.C E Transporta 
Ifon Branch. 2pp 47631:329-47631 330 

8S121 60253 Nofifjcatfon of registration as irsor of Model CNS 8-120, per 881109 re- 
quest 

MACDONALD.C E Tran sporlal ion Branch 86/12/12 VANDALE.M T Yankee Atomic 
Electric Co Ip 47825 055-47826 065 


DOCKET 71*6039 MODEL- MH-tA, ENERGY, DEPT. OF 

6611230213 Requests that docket on MH-1A application be closed Immediately due (o 
lack of teaslblltw & practicality. 

MCCALLUM.EJ. Energy, Dept of. 88/11/07 MACDONALD.C E Transportation 
Branch 2pp 47022 250 47622.251 

08 1 2010260 Advises ihat review of application lor Modof MH 1A cask terminated, per 
881107 ilr 

MACDONALD.C E Transportalion Branch 8B/11/22 MCCALLUM.EJ, Energy. OopL 
of Ip 47707 096-47707 095. 


DOCKET 71-9010 MODEL: NLM/2, NUCLEAR ASSURANCE CORP. 

6812010328 Discusses 681116 lelcorv w/Nucloar Assurance Corp re NRC 880914 ap- 
proval Hr re Model NLl-1 /2 Approval does not require use of Configuration D 
OOEQAARDEN.R H. Transportation Bfanch 80/11/29 Transportation Branch Ip. 
47710 100-47710.100 

80121390-50 Forwards addI Info on amend to NLI'1/2 cask license for shipment of Mark 
42 fuel, per 681 107 request 

WELLSAH Nuclear Assurance Co/p. 08/12/05, MACDONALD.C E TransporlQllon 
Branch 24PP 4 793 1,00 1-4793 1.024. 

8B12130058 Forwards add! Info on amend (a NLI-1/2 cask license for shipment of Mark 
42 fuel, per 061107 request Plans to load fuel into shipping canister for trip from ptant 
to hot cell W/5 proprietary oversize drawings 

WELLS, AH Nuclear Assurance Corp 08/12/05. MACDONALD.C E, Transportation 
Branch 23pp 47031.001-47931 024 


8812050155 Confirms Nuclear Packaging will not apply for renewal of Ceitilicafo of 
Compliance 9000 for Model NuPac 100 packago 

TEMUS.CJ Pacific Nuclear ayslems. Inc 08/1 1/2B MACDONALD.C E NRC - No 
Data lied Affiliation Given 2pp 47732 31 B-47732 319 


DOCKET 71-9105 MODEL: RAD-WASTE CR I, CHEM-NUCLEAR SYSTEMS, tHO- 


8812010301 Appllcalion for renewal of Ceriificato of Compliance 0105 Fee paid 
PAQUIN.pl Chom-Nucfear Systems, Inc 00/11/21 MACDONALD.C 6 TiansporLa- 
tion Branch 2pp 47703 054-47703 055 


DOCKET 71-9107 MODEL 771, TECH/OPS, INC 


8812210353 Requests registration as user of TochOp/Amorsham package uncfor Certifi- 
cate of Compliance 9107, 

GAMBLE,© C Conam Inspection 08/12/06 MCDONALD.C E Ofhce of Nuclear Ma- 
terial Safety & Safeguards, Director 2pp 47B02 083 47B82 DB4 

8812220166 Notification of registration as user of Certiflcato of Compliarco &H)7.fher 
881206 request 

MACDONALD.C E Transportation Branch 00/12/19 GAMBLE, OC, Conam Inspec- 
tion Ip 47892 251-47602 251 


DOCKET 71*9147 MODEL: 850, TECH/OPS, INC 

0812080010 Requests addi Info re 670122 QpplIcation.suppiQmonlod on 0QO33O,fO 
questing amend to Model 650 packago Info should ho submitted within 30 days A in 
form of revised pages 

MACDONALD.C E Transportation Branch 08/12/05 ROUGHAN.C M Amorsham 
Corp 2pp 47783 241-47763 242 


DOCKET 71*9165 MODEL: 855, TECH/OPS, INC. 


0011300009 Requests renewal of Corlificate of Compifnnce 0165 for Amersham McKlChl 
855 Typo D{U) Foe paid 

ROUGHAN.C AmoraharnCorp 80/11/08 MACDONALD.C E Off ico of Nuclear Mate- 
rial Safely & Safeguards.Dfroctor 2pp, 47660 203 47668 204 


DOCKET 71*9100 MODEL SOO-SU-OP, AUTOMATION INDUSTRIES, INC. 


BB1 2 160058 Forwards Certificate of Complfanca 9 180, Rev 2 for Model 600 SU OP shlfr- 
ping package 

MACDONAID.CE Transportation Branch 88/ 12/1 3 ROUGHAN.C Amors ham Corp 
2pp 47033 076-47033.080, 

-8812160060 Certificate of Co/npllanco 9 180, Rev 2,for Model 500 SU-OP. Approval 
record end 

MACDONALD.C E Transportation Branch 88/12/13 3pp 47033 078 47033060, 


DOCKET 71*9107 MODEL: 005, TECH/OPS, INC. 


0011300002 Requests renewal of Certificate of Complianco 9107 for Amershsm ModeP 
065 Type a(U} Fee paid. 

ROUGHAN.C AmershamCorp 88/11/00 MACDONALD.C E Office of Nuclear Mala- 
rial Safety & Safeguards, Director 2pp 47660 206 47666*207 


DOCKET 71-9200 MODEL' 125-B, ENERGY, DEPT. OF 

8012220001 Forwards description of Model 125 B seal ovatuallon program. Model 125- 
B package determined to be In accordance w/ roquiremonls of 10CFR71 S coridicato 
of compliance, per results of seal evaluation program 

FRANZ, W. A, Idaho National Englneorlng Laboratory 88/11/23 MACDONAID.CE 
NRC - No Oolalled Affiliation Given 5pp 47894 345 47894 349 

6012080127 Forwards Rev 0 to SAR for Model 125-0,pBf NRC requesi for addi info Rav 
9 pages address questions Stated pages & drawing changes remain In effeci 
TEMUS.CJ Pacific Nuclear Systems, Inc 08/11/20 MACDONALD.C E NRC - No 
Detailed Affiliation Given 6pp 47754 148-47764 184 

-8012080136 Rev 9 to '’SAR for NUPAC 125-0 Fuel Shipping Cask 
* Pacific Nuclear Systema, Inc 08/11/30 30pp 47754 164-47754.104 


DOCKET 71-9202 MODEL: TN-BRP, TRANSNUCLBAR, INC. 

0012010318 Summary of 081103 meeting w/ DOE, Sand la. State of TN & EG&Q in 
Rockville, MD re Models TN-BRP & TN-REG Summary of stresses that will bo presort- 
ed fn revised SAR end 

ODEGAARDEN.R.H Transportation Branch 80/11/29 Transportation Branch 3pp. 
47710123 47710125 


DOCKET 71*9200 MODEL: TN-REG, TRANSNUCLEAR, INC. 

8812010318 Summary of B81103 meeting w/ DOE. Sand la. SI ate of TN A EQ&G ir> 
Fockville.MD re Models TN BRP & TN REG Summary of stresses that will bo present- 
ed \n revised SAR encl 

ODEQAARDEN,R H Trar^sportallon Branch. 88/11/29 Transportation Branch 3pp. 
47710'123.47710<125 



DOCKETED ITEMS 193 


DOCKET 71-0218 MODEL: TRUPACT-M, ENEROY, DEPT, OF 

B812010271 Llsls changes made to TFlUPACT-H Units 2 & 3 outlined during 081107 
telcon w/vandor Changes Include 1/4 Inch ceramic fiber (fell) added to outside of 
OCV & inside of outer shell & foam changed from 370B to 0008 series general foam 
OOEQMROEN.RH Transportation Branch 88/11/29 CHAPPELL,R Transportation 
Branch 2pp 47700.235-47700,236 

8812320833 Trip rapt of 801204 visit to Albuquerque, NM re TRUPAOT-ll testing 
LEE,HW. Transportation Branch. 88/12/10. Transportation Branch 2pp 47892 240- 
47892 241 


DOCKET 71-9219 MODEL: HFIR, ENERGY, DEPT, OF 

B81 2050147 Withdraws DOE appHcalion for corttficatlon of new shipping cask lor HFIR 
s^ent fuel.OOE will reapply for certiricate of compliance if necessary to be used for 

MA^JCK.CJ Energy, Dept of. 88/11/30 MACDONALD.C.E. Transportation Branch 
2pp 47732 330 4n32'331. 


DOCKET 71-9226 MODEL: QA-4, GENERAL ATOMICS 

8812210395 Requests dockets numbers for Models GA’4, *'Logat Weight Truck PWR 
Spent Fuel Shipping Cask" & GA-9. "Legal Weight BWR Spent Fuel Shipping Cask " 
ZIMMER, A General Atomics (formerly QA TecnnologlBa, Inc /General Atomic Co.). 
BB/05/17 MACDONALD.C.E NRC - No Detailed Affiliation Given 2pp 47874,357- 
47674:368. 


DOCKET 71-9227 MODEL; QA-9, GENERAL ATOMICS 

6812210395 Requests dockets numbers for Models GA-4, "Legal Weight Truck PWR 
Spent Fuel Shipping Cask" & GA-9, "Legal Weight BWR Spent Fuel Shipping Cask " 
ZIMMER, A General Atomics (formerly QA Tecnnologlos, Inc /General Atomic Co). 
88/05/17 MACDONALO.CE NRC - No Detailed Affiliation Given 2pp 47874 357- 
47874-358. 


DOCKET 71-9229 MODEL: TITAN, WESTINGHOU8E ELECTRIC CORP. 

8613220139 Requests that docket be established for legal weight Westinghouse titan 
cask certification offofte.Certlflcallon plan to provide further cfotalls on approach to ob- 
taining certificate of compliance being prepared, 

LITTLE, C C. WestInghouBO Electric Corp. 8B/06/22, MACDONALD.C.E Transporta- 
tion Branch 6pp 47911:349 47011-358. 


t>OCKET 71-9233 MODEL TN-RAM, TRANSNUCLEAR, INC. 

68 12060024 Application for Corllflcate of Compliance 9233 for Model TN RAM.Rept E- 
10621, "SAR for TN RAM," proprietary Drawings 900-002 through 99-008 & lead 
Pouring Procedure E-10616 end w/o proprietary drawings & procodure.Foo paid. 
NOLAN, O.J. Transnuclear, Inc. 88/11/22 MACDONALD,C.E. Division of Safeguards & 
Transportation (Post 870413). 2pp 47768-158-47760-105, 


-8812080031 "SAP for TN RAM " 

* Transnuclear, Inc £-10621. 88/11/30. 308pp 4775B 158-47750-195 


LICENSING OP INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8812140130 Forwards review of NEDE-31559 re QA pi a n,f of looting revs to previous QA 
plan as result of recent organization changes 

ROBERTS, J.P Division of Industrial & Medical Nuclear Safety (Post 870729) 08/12/ 
00 INGELS.TE General Electric Co 5pp. 47814 190-47614 194 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


8812130071 Forwards Rev 13 to ISFSI nuclear security persor^nei training & qualifica- 
tion program.Rev withheld (ref 10CFR73 21). 

CARTwRIQHT.W R. Virginia Power (Virginia Electric & Power Co ) 08/ 1 2/00 Docu- 
ment Control Branch (Document Control Desk). Ip 47792.128 47792-128 

8812130081 Forwards replacement transmittal cover llrs for 880914 Rev 13 to person- 
nel training & qualification program & plant ISFSI nuclear personnel training 6 qualifi- 
cation program W/o end 

CARTWRIGHT, W.R Virginia Power (Virginia Electric & Power Co.) 86/12/08 Docu 
ment Control Branch (Document Control Desk), ip 47794.068 47704 08B 


DOCKET 72-0003 OAROLINA POWER & LIGHT CO. 


8812150052 Application for amend to License 8NM-2502,ralslng limits fn Tech Spec 
2 41 for beta & gamma surface contamination of dry shielded canister Fee paid 
UTLEY, E.E, Carolina Power & Light Co. 88/09/09 ROUSE Division of Industrial & 
Medical Nuclear Safety (Post 870729). 6pp 47633.030 47033 035 

8811300042 Requests clarification of amended ISFSI decommissi orbing funding plan 
LOFLIN.LI. Carolina Power & Light Co 88/11/17 Document Control Branch (Docu- 
ment Control Desk), 2pp 4 7668- 222-47 668 223, 


DOCKET 72-0004 DUKE POWER CO., 60-269 


8812130117 Forwards responses to NRC 880727 questions re util license application 
for ISFSI SAR. 

TUCKER, H.B Duke Power Co 88/11/23 Document Control Branch (Document Con- 
UolDesk) 322pp. 47703.1OO-47794-O61. 




NONDOCKETED ITEMS 


\0Cm COMMISSION MEETING RECORDS 


3912150172 Transcript of 881209 mooting In Rockvilto.MD w^ubllc officials having ro- 
sponsibility for emorgor^cy planning for Pilgrim Noclear Power Plant Rolatod (nfo 
enc) Pp M85 

•Commissioners 88/12/09 300pp 47823 093 47824 080 

&a 11300578 Revised staff roquirements memo re 881110 brlofmg in Rockville, MD on 
final rule on stds (or protection against radiation Commissioner Roberts requested that 
ACNW provide Commission posllion on deletion of 10CFR20 205 
CHILK,SJ Office of tho Secretary of the Commission M0B111O 08/11/29 
STELLO.V Ofc of tho Executive Director for Operations PARLER*WC Office of the 
Generali Counsel MOELLER, D.W Advisory Committee on Nuclear Waste. 3pp 
47701 353^47701 355 


8812010026 Staff requirements memo re Commission 881116 briefing (n Rockville, MD 
on status of location of exploratory shaft at Yucca Mountain 
CHILK,SJ Office of the Secretary of the Commission M881116. 88/11/28 
STELLO.V Ofc of Iho Executive Director for Operations DENTON, H Office of Gov- 
emmonta! & Public Affairs (Post 870413) 2pp 4^02 276 47702 277 

8812010030 Staff requirements memo re Commission 881110 briefing In Rockville, MD 
on Onal rule on stds for protection against radiation, 

CHILK,SJ Office of the Secretary of the Commission, M6G1110 00/11/20. 
STELLO.V Ofc of the Executive Director for Oporalions PARLER.W C Office of the 
General Counsel MOELLER, DW Advisory Committee on Nuclear Waste 3pp 
47699328 47699:330 


8812020095 Transcript of 881 123 briefing in Rockville, MD re effectiveness of diagnostic 
ovatuatlons Pp 1-83 Supporting documentation end. 

•Commissioners 88/11/23 85pp 47711.224-47711.309 

8812020100 Transcript of NRC 801123 affirmation/discussion & vote In Rockville, MD Pp 
1 -S 

• Commissioners. 08/11/23 9pp. 47707,226 47707*234. 

8812050257 Staff requirements memo re Commission 881123 approval vote concerning 
SECY 68-298 final rule 10CFR62, "Criteria & Procedures (or Granting Emergency 
Access to Nonfedorot & Regional Low Level Waelo Disposal Facilities 
CHILK.SJ Office of tho Secretary of the Commfeslon M0D1123B 88/12/01 
STELLO.V Ofc Of the Executive Director for Operations Ip. 47740.140 47740 140 

8812050306 Final response to FOIA request for records App A document end & avail- 
able In PDR App B documents completely withheld (ref FOIA Exemption 6) 
QRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
080515) 88/12/02 POWELSON.R Scripps-Howard Newspapers 4pp. 47720 000* 
47720 034 


-86I29S0311 Staff requiroments memo on notice of violation & proposed Imposition of 
clvi! penalties re communication 

CHILK.SO. Office of the Secretary of the Commission EA-88-263 80/10/20, 
STELLO.V Ofc of the Executive Director for Operations Ip. 47720 084-47720 084. 

8812080218 Transcript of 801201 meeting w/Stato of NV In Rockville, MD re high level 
waste program Pp 1-64. 

• Commissioners 80/12/01 7Qpp 47762:204-47752.362 

8312060250 Staff requirements memo re 801123 briefing in Rockville, MD on offodlvo- 
rress of diagnostic evaluations 

CHILK,SJ Office of the Secretary of the Commission. M6ei123A 88/12/02 
STELLO.V Ofc of tho Executive Director for Operations. Ip. 47741.060-47741.060 

8812070180 Transcript of OBI 201 open meellng/affirmation/dlscusslon & vote In 
flockviflo.MD Pp 1-2 

• Cemmisslonora 80/12/01 7pp. 47753.072-47763.076 

8812130287 Staff requirements memo re 881201 affirmation/discussion & vote In 
Rockville, MD on SECY-80-291 A concerning facility exercise 
CHILK.SJ. Office of Ihe Secretary of tho Commission. M8ai201C. 00/12/08 Office 
of the Secretary of the Commission Ip 47795 367-47795.357 

0612140084 Staff requirements memo re Commissioners 881 201 meeting w/ State of 
NV In Rockvill 0 .MD re high level waste program. 

CHILK.SJ. Office of tho Secretary of the Commission MBB1201A 68/12/12. NRC • 
No Detailed Affiliation Given, ip 47797.223-47797 223. 

801221Q118 Partial response to FOIA request for closed Commission meeting tran- 
scripts between Jan 1980 & Dec 190o re plant App A documents avail^lo In 
PDR App B partially withheld & App C documents completely withheld per Sunshine 
Act 

QRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
6B0515) 88/12/19. SCHMIEQE.P.A O' Mel ve ny & Myers 7pp. 47e74-050-47074-127. 

-8812210120 Partially Withheld transcript of 810331 closed Commission meeting In 
Washington, DC to discuss plant order.Pp 1«ie. 

• Commissioners 81/03/31 1 3pp. 47074.060-47074 078 

-8612210122 Partially withheld transcript of 810826 closed Commission bnefing In 
Washfriglon.DC re pending adjudicatory proceedings.Pp 1-83 
^Commissioners 01/08/25 I6pp 47074.070-47874:123 

6812210178 Staff requirements memo re 881209 meeting w/publio officials In 
Rockvllld,MD re responsibility for emergency planning (or plant. 

CHILK.SJ Office of the Secretary of the Commission h^812O0. 80/12/20. Office of 
Ihe Secretary of the Commission. 2pp, 47877.071*47877:072. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


8611300578 Revised staff requiremer^ls memo re 081110 briefing in Rockvillo.MD on 
final rule on stds for protection against radiation Commissioner Roberts requested that 
ACNW provide Commission posllion on deletion of 10CFR20 205 
CHILK.SJ Office of tho Secretary of the Ck>mmlssion MasiilO 88/11/29 
STELLO.V, Ofc of the Executive Director for Oporalions PARLER.W C Office of the 
General Counsel MOELLER,D.W Advisory Commllteo on Nuclear Waste 3pp, 
4770 V353 47701 355. 

6812270247 Transcript of Advisory Commlttoe on Nuclear Waste 881221 meeting In 
Belhesda.MD Pp 1-1 18 Supporting documentation end 

• Advisory Committee on Nuclear Weslo 88/12/21 200pp 47924 012-47924 189 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8611230332 Transcript of ACRS 343rd general meeting on 881117 In Bethesda.MD Pp 
t-42Si^porting documenlalfon end 

* ACRS • Advisory Commlttoe on Reactor Safeguards 90/11/17, 60pp 47 64 1 *182- 
47641 241 

8612010110 Confirms understanding that Issuance of SER will not constitute approval of 
power reactor inherently safe module design 

REMICK,FJ. ACRS - Advisory CommRtea on Reactor Safeguards 88/11/22. 

2ECH.LW Commlsstorfflfs Spp 476m 307-47699 311 

6612010117 Concurs in NRC proposal to Issue Reg Guido I.O.Rev 3. 

‘‘Solectlon,Dosjgn, Qualification, Toallng & Reliability of Diesel Qonerator Units as 
Onsllo Electric Power Sys at Nuclear Power Plants 

REMtCK,FJ ACRS * Advisory Commltloe on Reactor Safeguards. 88/11/22 

STELLO.V Ofc of the Executive Director for Operations Ip 47699 312-47699 312 

6612010143 Concurs In regulatory posllion of proposed rog guide, Task EE 008-5, 
"Qualificalion of Safety Related Lead Storage Batteries for Nucloor Power Plar^ls/' 
based on ACRS 343rd meeting on 881 117-10 

REMICK.F.J ACRS • Advisory Commlttoe on Reactor Safeguards BO/ 11/22. 

STELLO.V Ofc of the Executivo Director for Operations 2pp, 47703 313 47703 314, 

6612140203 Transcript of ACRS Subcommllleo on Thermal Hydraulic Phonomona rnoot- 
fng on 801207 fn He (he 8da,MD Supporting documontafion oncf Pp t-277 

* ACRS * Advisory Commllteo on Reactor Safeguards 08/12/07 SOOpp 47812.080- 
47013.219 

8812150189 Trar\script of ACRS Subcommittee on Containment Sys 681206 mooting In 
Belh09cfa,MD Pp 1-212 Supporting documentation end 

* ACRS • Advisory Com ml liee on Reactor Safeguards. 88/12/06 2B0pp 47825.126- 
47028 009 

6612220054 Transcript of ACRS SubcommIUea on Reliability Assurance 881212 moot- 
ing In Beth09da,MD Pp 1-199.8upportlng documentation end 

• ACRS - Advisory CommiUoo on Reactor Safeguards 08/12/12 244pp 47010:103- 
47910*347 

6612220149 Transcript of ACRS Subcommittee on Advanced Reactor Designs meeting 
on 881213 In Bethesda,MD Pp 1-244 Supporting documontation oncL 

• ACRS • Advisory Committee on Reactor Safeguards 88/12/13, 286pp 47882.091- 
47863*117. 

6612220363 Transcript of ACRS 344lh meeting "(day ono) on 081216 In 
Bethesda.MD Pp l-a/O.VIewgraphs end 

• ACRS - Advisory Committee on Raactor Safoguards 08/12/16 381pp. 47890 120 
47891 138. 

8612220398 Transcript of ACRS 344th generol meeting (day two) on 081216 in 
Bothesda,MD Pp 1-248 Supporting documentation end 

♦ ACRS • Advisory Commlttoe on Reactor Safeguards. 00/12/18 42Bpp 47003*002- 
47804,053. 


ADVCM NRC ADVISORY COMMITTEE 


6611300578 Revised staff requirements memo re 881110 bfleilng In Rockville, MD on 
final rule on stds for protection against radiation Commissioner Roberts requested that 
ACNW provide Commission position on deletion of 10CFR20.205 
CHILK.SJ. Office of the Secretary of the Commission M881110. 68/11/29. 
STELLO,V Ole of the Executive Director for Operations. PARLEFt.W.C Office of the 
General Counsel. MOELLER, D.W, Advisory Committee on Nuclear Waste. 3pp. 
47701:359 47701*356. 

68 120600 14 Forwards charter (or Advisory Panel for Decontamination of TM I -2 .extend- 
ing committee (ffe until 901128. 

HOYLE, J C Office of the Secretary of the Commission 08/11/28. DEAN.J.L General 
Services Administration. 4pp. 47767*102 47767.1 17. 

-8612060015 Forwards updated charter by NRC on 881126 to extend tifo of Advisory 
Panel (or Deco nta min allon of TMI-2 until 901128. 

HOYLE, J.C. Office of the Secretary of the Commission 68/11/28. Library o1 Con- 
gress. Ip. 47767:106 47757:106. 

-6812060019 Forwards charter for Advisory Panel (or Decontamination of TMI 2 
BRADBURNG,J C NRC - No Detailed Affiliation Given 88/11/28 SHARP, PR House 
of Rep., Energy & Commerce, UDALL,M K House of Rep., Interior & Insular Affairs. 
BREAUX,J. Senate, Environment & Public Works. 6pp 47767.107-47767.1 1 1 

-8612060021 Confirms proposal to renew Avisory Panel for the Decontamination of 
TMI-2 for 2 yra. 

DEANJ.L. General Services Administration 88/11/09. HOYLE, J C. NRC • No Detailed 
Affiliation Given Ip. 47757 112-47767:112 
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-8812080022 Informs of NRC defermroalion fo renewal of Advisory Panel for TMI 8 for 
a<fcfl 2 yr penod 

HOYLt,JC Office of the Socrefary of Iho Commission 6B/11/01 DHAN,J L General 
Sorvicas Adminfst ration 5pp. 47757 113 47757 117 


-881205033D Tnp rept of J Lubennu & D Mackon 2 ie 080209 site visit of WRO Irw Jiii 
sufvws w/State of NY planned 

DENTON, HR Office of Governmental & Public Affair*? (Po*it 870413) fla/M-si 
ZECH, BOflERTS, BERNTHAL Commissioners ip 4//29 09B'4?72909a 


8812270247 Tran scrip I of Advisory CommUfee on Nuclear Waste 881221 mooting In 
Belhesda,MD Pp I'liaSupparling documentation end 

* Advisory Committee on Nuclear Waste 68/12/21 200pp 47924 01 247924 J G9 


COMMISSION NRC COMMISSfONERS 


3812070236 Comments on DOE iniliaf version dry cask storagn siLd/.per 
request Presentation of spent fuel storage roqulromonls.in pool consolidated (mH s’^f' 
age & dry storage technologies available well balanced 

ZtCH.LW Commlssfonafa 88/11/18 BOIJSSO.S Energy. Depi of 6no 477333^5- 

A77Q0 OKn * ' ' ~ 


8811140247 Responds to 881014 Itr /e Commission proposed rule 10CFR26 on fitness- 
for duty.Rula considered signincant step toward goat of ensunng that nuclear power 
plants operated by Individuals not impairod by drugs or alcohol 
ZeCH.LW Commissioners 53FR36795 68/11/04 SHARPER House of Rep, 
Energy & Commerce ip 47536 208-47536 216 

8811170122 Responds to 880927 request for review A comment of R ManefnI rept NRC 
reviewed rept A concludes that no new safety concerns known or not being adequate- 
ly addressed by ficensee Improvement program lltil committed to correct aeficfenclos 
2ECH,LW. Commissioners 88/11/10 DINQELL.JD Houso of Rep, Energy & Com 
merco 4pp 47587 160 47S67 168 

“8B120B0064 "Fermi IJ Problem Introduction," 

HUTCHINSON, WB Her Research Institute 88/08/12 76pp 47792 339 47793,052 

3811230077 Responds fo 691017 Itr ro plant & status of offsite emorgencY prepared 
ness for town of Plymouth, MA Plant will not restart until NRC satisfied that plant can 
be operated safely V Stello 881102 memo end 

ZECH.LW CommlssEonars 68/11/17 HADRELD.JD Plymoulh, MA 4pp 
47657 233-47667 242 

-8811230088 Comments on "under advisement" vote of NRC on 601 01 4, which would 
have given permission to restart plant NRC should contact author for current & up to- 
dale assessment of where Plymouth Is in planning process, 

HADFIELD.JD Plymouth, M A 88/10/17 ZECH.LW Commissioners Ip 47667 242- 
47657 242. 


0612070241 Responds to 081010 Hr re incident during Comnnssioo 631 OH 
meeting Meeting scheduled for 091209 re status of omargoncy nfans & read f>esi 
local communities to protect public in event of omorgoncy 

ZECH.LW Commissioners 80/11/20 DOWD.PA. VOGLER.nd. HAWADFriAC 
Duxbury, MA 2pp 47739 351-47739 353 

-8612070245 Expresses oulrage ro forcible ofoction of Slate of MA, Assistant Secfeti. 
of PuWic Saloty.P /^nes iiom 001 01 4 Commission ineotinn 
DOWD.PA. VOGLER.OJ. HAMADEH.AC Duxbury, MA 06/10/19 CommrssKxvfr 
Ip 47739 353 47739 353 

8812070259 Informs that Ofc of Invosligations reviewed nil info (lovelopaddLfl 4 ig mprs- 
tigallon of allegations & concluded that no addi hold work required Rept of invesl^i- 
tions oullining findings expected in Jan 1989 

ZECH.LW Commissioners 00/11/28 SHARP, P House of Rep. Fnerov ft <k^r 
morce ip 47739*354 47739 354 


6012080011 Responds to 001031 roquesls from Town of Plymoulh S Coinmonvioaliri 
MA for addI meetings re plant emergency preparedness Issues 
ZECH.LW Commfssionors 80/12/01 KENNEDY.E M , KERRYjr Scni '4 
STUDDS.QE Houso of Rop 4pp 47766 259-47756 204 


-8812080016 Urges NRC to agree w/Piymoulfi area rosidonts ro status of crnergci-^iiy 
preparednoss 

STUDDS.QE Houso of Rop KENNEDY.E M , KERRY.JF Stmale 05/10^31 
ZECH.L W Commissioners 2pp 47756 263*47756 264 


B8113OOG70 Forwards NRC quarterly status root covering Third Quarter CY8S In re- 
sponse to direction given in House Rept 07 050 

ZECH,LW. Commissioners 88/11/10 BEVJLL.T Houso of Rop, Appropriations 
12pp, 47733 001 47733,012 

6811300081 Forwards quarterly status rept on emergency preparedness for nuefear 
power plants for Jul Sept 1960 Inability of Commission to forecast licensing schodula 
for Shoreham & Seabrook noted 

ZECH.LW Commissioners OL-5 68/11/10 BREAUX, JB Senate, Environment & 
Public Works Spp 47754 227 47754 231 

8811300286 WeeMy info rept for wk ending 681118 
aLAHA,J L Ofc of the Executive Diraclor for Operations. 80/11/22 36pp 47697 316- 
47697,350. 

8811300288 Responds to 801020 ttr ro operation of plants following steam generator 
leak at Indian Point 3. NRC evaluated event & concluded that no fmmedlalo safety 
concerns warrant shutdown of fadliUes, 

ZECH.LW Commissioners 88/11/23 QflMAN.BA House of Rep 2pp 47668 313 
47889-125. 

-8811300290 Requests rept on steam gonerator release Incident at Unit 3 & overall 
safety of plant Plant should be shut down until public safety absolutely assured 
GILmAN.bA House of Rep 86/10/20 ZECH.IA Commissioners 3pp 47669.123- 
47663.125 

8812820002 Responds to 861012 Hr re restart of plant Commission has decided to hold 
public meeting In RockvIire.MD re status of emergency plans, 

ZECH.L Commissioners Qfl/11/28 YOUNG, A P, Chatham, MA 2pp 47754 224- 
47754-226, 

-8812020004 Urges that planl not be reopened until viable evacuation dan devised & 
approved based on 861011 meeting to discuss reopening of plan! 

VQUNG,A.P Chatham. MA 08/10/12 ZECH.L Commissioners Ip 47764:226- 
47754 226 

8812020012 Responds to 861124 Hr re reslart of Pilgrim Nuclear Power 
Station Notificallon of 861209 meeting fn Rockville MD re status of emergency plans a 
readiness of emergency planning 2 one a reception cir communities re public protec- 
tion 

ZECH.L Commissioners 68/11/26 KIRBY.EP Massachusetts, Commonwealth of. 
7pp 477 1 7 1 96-477 1 7 204 

-6612020014 Requests withhold of approval of operation at Pilgrim Nuclear generaling 
plant. 

KIRBY, E P. Massachusetts, Commonwealth of 88/10/24. ZECH.L Commissioners 
2pp 47717,203-47717.204 

6812050035 Weekly info rept for wk ending 881125 
BLA^A^iR Ofc of the Execullvo Director for Operations 88/11/30 31pp 47720,331- 


6812060044 Responds to 881012 Hr re roslart of plant Informs that Commission post 
poned decision on proposed restart of planl to further evafuaie emergency planninp 
tssues ft scheduled 881209 public meeting fn Rockville.MD for hearing, 

ZECH*L Commissionore. 88/11/28 LAWLER, HA Brewster, MA 47757.078- 
47757 080. 

-68120B0947 Informs that Board of Salaclmen for Town of Brewster voted during 
86101 1 meeting to request NRC not (o reopen planl. Board opposed to reopening of 
facility until adequate evacuation plan developed 

LAWLER, R. A. Brewster, MA 88/10/12 ZECH.L Commissioneia. lp 47757*080- 
47757,080. * 

88 12050 327 Final response Jo FOIA rerjuGst ^ for documentsjoiwards A|»p B documents 

^ ............ M. .A,...., „ -.-I. 


880515) 06/12/02. VAVRA. A- SIMCO Co. inc Spp, 47729 093-47729.186 


0012080040 Responds to recommendations by GAO In GAO/RECD 80-10^. NHC 
commissioning Cost Eslimaloa Appear Low " Disagroos w/GAO conclusion that NRC 
docommissloning cost estimates appear low 

ZECH.LW Commissioners 08/11/18 GLENN, J Sennto, Qovcriunonlal Alfars 
BROOKS, J Houso of Rep , Govornmont Operations BREAUX, J P So nil Co, En.Tfwr 
ment ft Public Works 13pp 47756-265 47766 324 

-8B12060045 "PNL Rebuttal to GAO Ropt on Decommissioning Coats "■ 

SMITH.RI Batlello Momoriaf InsliUilo, Pacific Norlfiwosi Laboratory HN t) 2902. 08^ 
10/31 Division of Enginooring (Post 870413) 4Cpp 47756 270 4775G?3?4 

8812080046 Informs that Commissioners will bo unable to atlond 801116 ho^iring re 
plant roslar1,por 001026 request 

ZECH.LW Commissioners 80/11/10 BELL, CD Ponnsylvanla, ConifiionAOrilLh cr* 
Ip 47753-111-47753110. 

-8812080049 Roquesls Commission allondanco at ooitiG hoarinn on Sniiato Rost-V 
lion 218 In Harrisburg, PA 

BELL, CD Pennsylvania. Commonwoallh of 68/10/26 ZECH.L Commissioners Spp 
47753112-47753 116 

88 12080052 Forwards rept of nondisclosure of safoguarda info by NRG for 
ending 880030 

ZKH,LW Commissioners 00/11/10 BUSH.Gfl Sonafo, Prosidont of the Send'e 
WRIGHT, J Houso of Rep 6pp 47763 123 47753 120. 

8812080055 Forwards MOU bolweon NRC ft DOJ to facililalo oxchanno of info to NRC 
enforcement actions ft DOJ criminal proaocullon 

ZECH.L W. Commissioners 00/10/31 DENNIS, ES Justico, Dep! of. All ornoy Goner- 
al.Officeof lipp 47763 171 •47753'101. 

8812090178 Informs of nomination of Cl Qrimos ft RT Novillo for CongrossJonal Award 
for exemplary sve to public.Nomlnallng slatomonls for each nomine o end 
ZECH,L.W. Commissioners, 80/11/30 Office of Personnel Mairngoment Bpp 
47791 -3 17*47791 338 

-881209016D Expresses appoclation for outstanding assistance in propanng for Com- 
mission meeting held on O7O224.Mo0ting domancled great amount of exUn plannlrig ft 
atlenlfon to detail due to spookers atlentlinn 

ZECH.LW. Commissioners 07/03/20 NEVILLE.R T Public Docuniarl Draiicf» Ip 
47791 323 47791 323 

rocefpt of generic tachnicaf position on Borehole ft Shaft soafirg of 
high level nuclear waste roposllorios ft technical position on iloms ft activities in h.'gh 
geologic repository program subl lo OA renulromenis 
CHASE.Q.H Interior. Dept of, Qeofoglcal Survey 68/10/19 SCffnOlLC.M PubHc 
Document Branch Ip. 47791 324-47701 324 

-8812090164 Informs of visit to LPDRCortoous ft professional asststanco neven bj 
NRC staff outstanding 

PERKINS, N.B. Automated Sciences Group, fnc 00/10/03 Public Docunionl EUrRiKh 
Ip. 47791.925-47791-325 

-6812090188 Expresses appreciation for fist of publications litfos requealocl doaLng w/ 
high level radwasto 

KEMPEN.T.V. Westac Services, fnc. 08/03/30 WARD.M Public Documeni 0 ranch 
Ip 47791.926 47791 326 

2090193 Expresses gratitude for outstanding assistance provided in ulilizing NRC 

ROTELU,R L Jordan, Aposifil, Ritter Associates, Inc 08/02/01 KILGOnC.L 
Document Branch. Ip 47791:327-47701 327 

E5<pressoB appreciation for sve provided by LPDR on sovcral occassions 
BECKER, 0 Nuclear Energy Services, Inc 07/12/31 SHELBURNE.E Public Docu- 
ment Branch Ip 47791.328-47791 ‘328 
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-8&1 2090198 Rgc^uosIs copy of NURCG 0900, per B70225 tolcon Exlonds approcialloo 
for support & cooperation over tasl aovoral wks 

K(JrJISH.0 Miller, Canfield, Paddock & Slone 87/02/26 WARD.M Public Document 
B/ench Ip 47791 329 47791 329 

-8312098207 E*<prossoss approcialion lor aGsistanco given by M Dunleavy 
EG AN, L <3 Software Certification In'stituto. Santa Maria, CA 07/01/03 

SKEL0URNE.E Public Document Branch tp 47791 330 47791 330 

-8812090212 Expresses appreciation for taking time to sot up special training session 
tor PDR bibliographic rotnnval sys for TERA personnel 

LEVIN, HA TERA Cofp 06/10/29 CALVIN,L Public Document Branch Ip 
47791 331-47791 331 

-6812090217 Expresses appreciation for assistance & understanding re visit to LPDR 
WIESS.HJ Fulbrighl & Jav/orski 88/10/17 WARD,M Public Document Branch Ip 
47791 332 47791 332 

-8B1 2090220 Expresses appreciation for tolcon & mails re FOIA-65 115 & list of throats 
& acts of vicfonce ma<fe on nuefoar facifitios 

SMITH.TG Mankato Stale Univ . Mankato, MN 86/10/16 DUNLAVEY.M Public Doc 
umont Branch ip 47791 333 47791 333 

-8812090225 Expresses approclatton for obtaining briefing on IAEA Chernobyl meeting 
(ranscrfpt 

OKONlEWSKI,C Affiliation Not Assigned 06/10/26 KELVIN, L Public Document 
Branch ip 47791 334 4/791 334 

-8812090220 Expresses appreciation for commendable support received during DOJ/ 
CACI phrase labeling operation hold at NRC on 060626 0926 
PARKER.C CACI, Inc Federal 86/10/06 SHELDURNE,E , KRONEBUSCH,J NRC - 
No Dotaifed Affiliation Given Ip 47791 335 47791 335 

-8B12C90238 Announces Congressional Award for exonnplary sve to public & Invites 
agency participation in Important honor awards program Related documer>l3 one! 
gTlMAN,DA House of Rop , Post Office & Civil Service 08/11/30 2ECH,LW Corn- 
miss toners 3pp 4779f 330 47791 33B 

8812120125 Weekly info ropl for wK ending 881202 
0LAHA,d L Ofc of the ExocuUvo DIroclor for Operations 08/12/07 25pp 47792 002* 
47702 026 

881213QD93 Responds to 0811 10 Itr roquosting Info ro Commission enforcement action 
corTcernirrg 080320 ffr from ufif 

CARR.KM Commissionors EA 88 253 88/12/06 DINQELL.J House of Rop, 
Energy & Commerce IBpp 47792 240 47702 270 

-8912130096 Requests that NRC provide listed Info re Commission dealings w/llconsoo 
860320 Ur concerning compliance w/Comrnission QA requiroments. 

DINGELL,J D Houso of flop, Energy & Commerce SECY 88-203 88/11/10 
2EGKL.W Commissioners 5pp 47792 266 47702 270 

9912200364 Weekly info ropl for wk ending 801209 
DLAHA.J L Ofc of the Executive Director for Operations 08/12/15 32pp 47868 022- 
47868 053 


GOHinACT NRC CONTRACTS AND MODIFICATIONS 


8811200203 Notification of contract execution ^Technical Assistance In Support of 
NRC Planning Function,” awarded to SOA/Maxima Corp 

FIELDS, J Administrative Contracts Branch (Pro 860421) FIND-1229 NRC 33 05- 
324 84/12/03 BASSE rT,HS Division of Automated Information Services (Pro 
861123) FROST, J NRC - No Detailed Afliliatlon Given Ip 47650 295 47651.087 

>-6611290205 Contract '‘Technical Assistance in Support of NRC Planning Function," 
awarded to SBA/ Maxima Corp 

JONES, P E Small Business Adminislration * Maxima Corp IVORY, B J Division of 
Contracts & Properly Management (Post 880515), FIN D-1229 NRC-33 85-324. 84/ 
12/03 152pp 47650 206 47651 007 

6612010214 Notification of contract execution, Mod 10, to "Support Sves lor Evaluation 
of Severe Accident Phenomena " Conlraclor BMI, 

PAGE,M Contract Administration Branch FIN D-1595 NRC-04-87-086 88/11/18 
QUSTAVE.R Program Management, Policy Dovolopmeni & Analysis Staff (Post 
870413) WALKER, T NRC - No Detailed Atfiliation Given Ip 47709 165-47709166 

-8812010221 Mod 10,addlng Incremental funding, to "Support Sves for Evaluation ol 
Severs Accident Phemmana ” 

Ballelle Memorial Institute, Columbus Laboratories HAGAN, TF. Division of Con- 
tracts 8 Property Mananemont (Post 800515) FIN D-1605 NnC-04-87-066 88/11/ 
18 Ip 47709 169 47709-1 66 

881 20 10-226 Notification of contract execution, Mod 2, to "On Cali Moint of NRC Periph- 
eral Computer Equipment " Contractor Computer Maint & Parts Corp 
DORSEY, M Contract Administration Branch FIND-1917 NRC-39 8B249 88/11/18, 
KRUZIC.PG Division of Computer & Telecommunications Services (Post 870413) 
JONHSON,C NRC - No Detailed Affiliation Given ip 47 70 9’ 176-47709 170 

—8912010237 Mod 2. revising statomont of work & location of oquIpmonMo "On-Call 
Malnl of NRC Peripheral Computer Equipment " 

STOVALL.W D Computer Maintenance & Parts Corp HAGAN, T F, Division of Con- 
tracts & Property Management (Post 800515) FIN D 1917. NRC.39-88.249. 80/11/ 
10 2pp 47709 177-47700 178 

8812010276 Notification of contract Gxacution,Mod 11, to "Tochnlcal Assistance in Goo 
physical Methods " Contractor Weston Geophysical Corp 

MACE.MH Contract Administration Branch NRC-02-84-001 80/11/16 

FUNCHES,J L Program Managomonl, Policy Development & Analysis Staff (Post 
870413) IBRAHIM, A B NRC - No Detailed Affiliation Given Ip 47709<173- 
47700 175 

-8812010278 Mod 11, extending period of performance at no addi cost, to "Technical 
Asslslance in Geophysical Methods " 

FAN NON, M Weston Geophysical Corp HAGAN ,T F Division of Contracts & Property 
Management (Post 080515) NRC 02-84 001 08/11/18. 2pp 47709 174-47709:176 


8812010260 Notification of contract execution, Mod 6, to "Data Entry/ Processing FBI 
Cards Criminal History Rule " Contractor SBA Subcontractor Kenrob & A&soc,lnc 
PAGE,M Contract Administration Branch NRC 33-87-225 BB/11/10 BRADY,RJ Di- 
vision of Security (Post 870413) BRADSHAW,B NRC - No Doialled Affiliation Given 
Ip 47709 170 47709 172 

-8812010282 Mod 6, providing incremenlai funding, to "Data Entry/ processing FBI 
Cards Criminal Hlstoiy Rule 

* Small Business Administration * Konrob & Associates, Inc EDGEWORTH, P J Divi- 
sion of Contracts (870413 860514) NRC-33-87-225 80/11/IB 2pp 47709.171- 
47709 172 

6B12010284 Notification of contract execution, Mod 2, to "Application of Optical Disc 
Technology ” Contractor Ref TochnQlogy,lnc 

FLEENOR,C Contract Administration Branch NRC 39 80-243 88/11/18 AMENTA, J 
Deputy Director for Adminlsirallon (Post 070413) SMITH, P A NRC - No Detailed Affili 
alion Given Ip 47709 256 47709 257 

-8912010286 Mod 2 ,changln 9 project officer, to "Application of Oplical Disc Technology. 

* Reference Technology, Inc HAGAN, T F Division of Contracts & Property Manage- 
monl (Post 080515) NRC 39 80-243 80/11/18 Ip 47700 257-47709 257 

6612010291 Notification of contract oxocutfon,Mod 18, to "Structural Integrity of LWR 
Boundary Componenls-tl " Contractor Mails EnginoGrlng Assoc, Inc 
BELL,S Contract Administration Branch NRC 04 04-102 08/11/18 FOREHAND, W 
Program Management. Policy Development & Analysis Stall (Post 870413). 
TABOADA.A NRC - No Detailed Affiliation Given Ip 47709 167-47709 169. 

-8612010204 Mod 16, extending period of porformanco for 2 months until 881201 at no 
addI cost, to "Structural Integrity of LWR Boundary Components II " 

GREENBLATT.M Materials Engineering Associates, Inc HAGAN, TF Division of Con- 
tracts & Properly Management (Post 080515) NRC 04 04-102 88/11/16 2pp 
47700 160 47709 169 

8812020003 Notification of contract execution "Engineering Design Study for New NRG 
Operations Clr," awarded to Science Applications Inti Corp 

MCLEAREN.T Contract Administration Branch FIN L- 10369 NRC-26 89 201 80/11/ 
15 SPESSARD.RL Division of Oporalional Assossmont (Post 870413) 
MARKSQERRY.O, NRC - No Dolalled Affillalion Given Ip 47722.074 47722 082 

-9612020005 Ur Contract NRC 26 89-291’ "Engineering Design Study for New Oper- 
ations Ctf" awarded to Science Applicolions IntT Corp 

WIGGINS.E J Division of Conlracls & Property Management (Post 800615) NRC 28- 
09-201. 08/11/15 ROOEHAU.TJ Science Appltcetions Inlernalional ODrp, (formerly 
Science Applications, Inc ) Bpp, 47722 075 47722 082 

0012060006 Notificalion of conlracl execution "Ofc Moving Sves.” awarded lo Allianco 
Moving & Storage, Inc 

HAGEY,H Contract Negotiation Branch 1 FIN D 2354 NRC 39 09-129 06/11/16, 
MATTIA.M J Division of Conlracls & Property Mannoomenl (Post B80515) ESTEP.G 
NRC - No Detailed Affillalion Given Ip 47733 162-47733 260 

-6612060010 Contract "Ofc Moving Sves," awarded to SBA Subcontractor Allianco 
Moving & Storage.lnc 

SWAILES.MP Small Business Administration WIGGINS, EJ Division of Contracts & 
Properly Management (Post 800515) FIN D-2354 NnC-39 09 129 BO/1 1/15 08pp 
47733' 163-47733 260 

8812130166 Notification of contract oxocutlon.Mod 6, to "Loaso/Purchase of WostIng- 
house PWR Simulator " Cor^lractor Wostlnghouso 

PAGE.M Contract Administration Branch FIN B0770 NRC 05-Q7.116. 88/11/28 
SPESSARO.R L Division of Operational Assessment (Post 070413) SHOWE,S NRC • 
No Delnllod AUiMlon GWon fp 47794 076-47704 078 

-891 2130 171 Mod G.addlng funds for oxerciso of option for simulator lease In FY89,to 
"Loaso/Purchaso of WesTinghouso PWR Simulator " 

HAMRICK.NP Weslinghouso Electric Corp EDGEWORTH, P.J. Division of Conlracls 
& Properly Management (Post 880515) FIN 0 8778 NRC 06 87-116 88/11/26. 2pp 
47704 077-47794 078 

9812130311 Notification of contract oxocutlon.Mod 14, to "Sum)ort of Conllnulng Activi- 
ties of US Natl Committee lor Rock Mechanics ” Contractor Buroeu of Mines 
CRAMPTON.S Contract Administration Branch GUPTA, D. NRC ■ No Dotollad Affili- 
ation Given NRC 02-80 038 60/12/06 DAVIS.E Office of Nuclear Material Safety & 
Satoguards.DIrecfof. fp 47826 325 4 7628 328 

-8812140096 Mod 14, extending period of performance for 2 months at no cost to 
govt.to "Support of Continuing Activities of US Nall Commiltoa for Rock Mechanics." 
WHITTLETON.T R Interior, Dept of. Bureau of Minos EDGEWORTH.P J Division of 
Contracts & Property Management (Post 880515) NRC-02-80 03B 80/12/06 Ip. 
47820.326 47826 326 

9912140105 Notification of conlracl oxecutlon.Mod 2, to "Environ Degradation of Over- 
pack Mails." Contractor Cortost Columbus, Inc 

MACE.M, Contract Administration Branch FIN 0-1692 NRC 04-87-069. 88/ 12/OS 
ARLOTTO.G Division of Enginoorfng (Post 670413) BOO Y,E. NRC - No Oelaffed Af 
filiation Given 1p 47790 267 47709.269 

-8812140112 Mod 2, providing Incremental funding for FY09 & revising Section C re de 
scriptton/Specs/work statement, to "Environ Degradation of OvarpacK Matls" 
THOMPSON, N G CorTost Columbus, Inc HAGAN, T F Division of Conlracls & Prop 
erty Management (Post 0BO516), FIN D-1692 NRC 04-87-080, 08/12/06 2pp. 
47799, 268-47709’269, 

0612150060 Notification of contract oxocutlon.Mod 5,lo "Workshop on High-Temp & 
Nuclear Chemical Processes In Severe Reactor Accidents ” Conlraclor Natl Academy 
of Sciences 

FIEENOR.C.M, Contract Administration Branch NRC.04-87-107, 88/12/06. 
QUSTAVE.R P Program Management, Policy Development & Analysis Staff (Post 
B70413) ELTAWILA.F. NRC - Ho Detailed Affliialion Given Ip 47824.083 47824.0B4 

-8812160066 Mod 6,extandlng expiration dele from 880930 lo 001231, to "Workshop on 
High-Temp & Nuclear Chemical Procossea In Severe Reactor Accidents " 

HAGANpTF. METZGER, N National Academy of Sciences NR 0-04 87-10? 88/12/ 
06 Ip 47024.084-47824’084 
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8fl12f60t59 Notification of contract execution, Mod 14, to ‘*Orc Moving Svcs" 
Contractor SBA.Subcontractor^Allianco Moving & Storaga.fnc 
PAG6,M Ctonlra cl Administration Branch NRC-1 0-86 255, 88/11/29 MATTIA.MJ Di* 
vision of Coni/arts A Property Management (Post CB0515) ESTEP.G NRC • Ho Do- 
tairad Affillallon Given 1p 47830 298 47&30 300 

^8512160161 Mod U.extondmg porfod of performance through! 88 1031 .to "Ofc Moving 
Svcs " 

SWAIUES,M P. Small Business Administration RILEY.J A, Alliance Moving & Storage, 
Inc EOGEWORTH,P J. Division of Contracts & Property Management (Post 080515) 
NRC-10 fi& 255, 88/11/20, 2pp 47830 298 47830 300 

8812180039 Hollflcation of contract 6xeciilion.Mad 19, to "Technical Assistance In Sup- 
port of NRC Licensing Actlvillos " Conlraclor,Sclence Applications Inti Corn 
FIELDS.J. Contract Administration Branch. FIN D-1313-9, NRC-a3-a7-029 88/12/12 
BAJWA.S S., WEST.S Office of Nuclear Reactor Regulalioa Director (Post 87041 1) 
CORLEY, D. Ofc of Special Projects tp 47840-169 47040 171 


0612050113 Final response to FOfA request No agency records subl to 
located Licensing Board decision not certified lo Commission 
chos0,throuqh exercise of discretionary authority, to lake jurisdicllon over sanctions 
GniMSLEY,D H Division of Freedom of Information & Publications Services 
8B0516) 80/12/01 BELAIR.fl. Kirkpatrick & Lockhart BELAIR.R, Suffolk C&orihy, rr/ 
Ip 47729 087-47729 087 ' 

6012050123 Second partial response to FOIA request App D documents available n 
PDR Records subl <0 request referred to Dept of Labor for review & dirocl response 
QniMSlEY,D H, Division of Freedom of Information & Publicallons Sarveos (Pvs; 
080516) 80/12/01 BAUMAN, L Government Accountability Project 2pp 47729 0(s8- 
47720 091 

6612060126 FOIA request for records showing efforts on part of NRC or Congress 
Inipose Prfce>Anderson requirements on mail licensees 

FELTON, JM Nuclear Licensing Reports 88/10/19 GRIMSLEY,DH NRC - ffo Oe- 
lalled Affiliation Given 1p. 47729 026 47720 025 


«-8012100040 Mod 18, providing Incremental funds & adding FIN L 1033-9,to "Technical 
Assistance In Support o1 NRC Licensing Acttvttles " 

* Science Applications International Corp (formerly Science Applications, Inc). 
EOGEWORTM.P J Division of Contracts A Property Management (Post 88051 5), FIN 
0 1313 9 NRC-03-a702e 68/12/12. 2pp 47840 170-47840 J 71 

$812190289 Netificallon Of contracl execution, Mod 2,lo "Improved Methods for Predict- 
ing Field-Scafa Contaminant Transport in Heterogeneous Unsaturated Soils" 
Contractor MIT 

BELUS. Contract Administration Branch FIN D-2044. NRC-04 80-074 88/12/09, 
ARLOTTO.GA Division of Engineering (Post 870413) NICHOLSON,! J. NRC - No 
Detailed Affiliation Given 1p, 47852 1 70 4 7852.172 

>^812190282 Mod 2, adding requirements for publication of research results, to "Im- 
proved Methods for Predicting Field Scale Containment Transport In Heterogenous 
Unsaturated Soils 

HARRtQAN,DJ Massachusetts Insiitulo of Technology, Gambndge, MA HAQAN,TF 
DMalon of Contracts A Property Managoment (Post 880515) FIN D-2044. NRC-04 68- 
074 86/12/09, 2pp 47852 1 71-47052 172 

$812190296 Notification of contract eKecutlon,Mod 9, to "Steam Generator & Gteam 
Line Overfill Issues " Contractor SBA. Subcontrector.SdentechJnc 
BELL,3 Contract Administration Branch, NRC-04 87-398 88/11/29 GUSTAVE,R 
Program Menagemenl, Policy Development a Analysis Staff (Post 070413} 
SHAUKAT.S K NRC - No Detailed Affiliation Given 1p, 47051.273-47851 275 

-8812190300 Mod 9,delefInQ completion date for Task 5, to "Steam Genoralof & Sleam 
line Overfill Issues " 

BAKER, LJ. Small Business Administration. YBARRONDA,LJ. Sdanlech. Inc 
HAQANJF. Division of Contracts (870413-860514) NRC-04-87-398 88/11/29 2pp 
47861:274-47861 276 

8812210134 Notification of contract execution* "ADP Sys Development & Programming 
Svcs,’* awarded lo CRC Sys 

BELU5 Contract Adminfstration Branch FIN 0^1428 NRC-39 80 247 88/05/10 
AMENTA, J, Deputy Director for Information Resources Management (Post 870413) 
MCCLENDON.H, NRC - No Detailed Affiliation Given, Ip. 47076 280-47877*042 

-8812210140 Contract' "AOP Sys Developmonl & Programming Svcs," awarded to 
CRC Sya 

• CRC Systems. Inc HAQANJ F Division of Coniracts & Proporty Managemani (Post 
800516) FJN D*142e NRC-39-88-247 88/05/18. 121pp. 47876*201-47877.042. 

88122701789 Notification of contract execution "Effective Communicetlona Madia Train- 
ing Workbook " awarded to CommCoreJnc 

HAGEY,H Contract Negotiation Branch-I FIN 0-2300 NRC-30 89-331. 80/12/21. 
GOLDMAN, P Ofc of Personnel (Post 670413) HARWELL,M NRC - No Detailed Alfill 
alion Gtvsn. Ip. 47927.147-47027.101. 

-8612270280 Coniract: ‘'Effective Communication Media Training Workbook,'* awarded 
lo CommCora.Ince. 

GILMAN, A D CommC<Ke, Inc. WIGQINS,E.J Division of Contracta & Property Man- 
agement (Post 800516) FIN D-2300. NRC-38 89-331, 88/12/21 45pp 47927 148- 
47927,101 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


681 2910003 FOIA request for Info ra phYSfologIcal effects of exposure to high levels of 
ionizing radiation.fncluding radiation Induced Injudes Buffered by victims of Chernobyl 
nuclear accident, 

CHIU.a Affilfadon Not Assigned, 68/11/00, FELTON, J. NRC - No Detailed AffiliaUon 
Given. Ip. 47602-127-47602.127. 


8612010005 Flr>al response to FOIA request for Info Computer printout of records avail- 
able fn PDR re Chernobyl eiwl W/o end, 

GRIMSLEY.D.H, Division of Freedom of Information & Publications Services (Post 
880516). 88/11/28. CHiU.R. AffifiaUon Not Assigned- Ip. 47682-128-47602*120 

6812819006 FOIA request for Eastman Kodak technical proposal for RFP RS-ARM-es- 
23i. 

NEWBY, C.T. Interleaf. Inc 68/10/10. ROBINSOH.U NRC ■ No Detailed Affiliation 
Given. Ip 47683.127-47683:127. 


8612010019 Partial response to FOIA request for document8.App A document partially 
vyithhefd (ref FOfA Exemption 6). ^ ^ 

PHILiPS.J. Division of Freedom of Information & Publications Services (Post 880516). 
08/11/29. NEWBY.CT. Interleaf. Inc 3pp 47683*128-47683.131. 


•>8812019013 Patlally withheld "Evaluation Hept of Operational Capabllitv Demonstra- 
tions for RFP ARM 880231 , 'Electronic Publishing Sys.'*' 

* NRC - No Detailed Affilialion Given 68/1 1/20 ip. 47683:131-47663.131. 

8812050109 FOfA request for records re B81109 decision to certify lo Commission 
appeal ot OL-3 decision to dismiss govts in licensing proceeding 
B^IR.R R. Kirkpatrick & Lockhart. BELAin,R,R. Suffolk County, NY. 08/11/17. NRC 
■ No Detailed Affiliation Given. 2pp. 47729085 47729.086. 


0912050277 Final response to FOIA request for documents Forwards App A & B 
documents App B documents partially withheld (ref FOIA Exemption 5}K>currve^"i 
also availabla in PDR, 

GRIMSLEV.DH Division of Freedom of Information & Publications ServEcos {PvM 
000515). 00/11/29, FELTON.JM Nuclear Liconsing Reports 4np 47729 0126- 
47720.078 

-8611040109 SECY-B8-204 Requests Commission approval of format & schedufe Iw 
Price Anderson negotiated rulemaking 

PARLER.WC Office of the General Counsel 80/10/05 20pp 47729062 47723 OTI 

-8812050279 Requests total number of licensees In listed categories, per Pnc<i-Ardtx 
son prooram actions 

LUBENaU.J O. Assistant Director for Slate Agreements Program flfl/10/04 Afriiiatcn 
Not Assigned 22pp 47729 030-47720 0B1 

-BB120S0286 Discusses schedule for Price Anderson program for radiopharm licenseej 
draft position slalemeni 

MCGLROY.NL Medical, Academic 8 Commercial Use Safety Branch 60/10/19 
THOMPSON.HL, BERNERO.RM, CUNNINGHAM.R E Office of Nuclear Matenjj 
Safety & Safeguards, Director 2pp, 47729 072-47729 073 

-8B120502B7 Forwards notice of Intent to conduct negotiated rulamaWng, prolimriav 
draft NRC position statement & NMSS addi text. Info partially withhold 
MCELROY, N Medical, Academic & Commercial Use Safely Branch 69/10/10 
THOMPSON.HL, BERNERO,R.M, CUNNINGHAM.R E Office of Nuefoar MsIch-aI 
Safety & Safeguards, Director 6pp, 47720.074-47729 070 

8812050278 Appeals denial of FOIA request for documents conloining prodecIsioTAl 
advise between Ck^mmlssioners & staff Documents do not contain adfudlcalon^riJlv^ 
or other decision of Commission 

RHODES, J Pennsylvania, Commonwoallh of 80/10/24 NRC - No DoialJod Alftlia'Ji-n 
Given ip 47729,107-47720.107 

0B 12050283 Responds lo appeal of denial of FOIA request for documents Forwardi 
portions of Elsasser 8805(15 memo.Marcus 671222 memo withhold (ref FOIA Exon>p- 
lion 5). 

CHILK,SJ Office of the Secretary of the Commission. 88/1 1 /30 R MODES, J Perw 
sylvanla. Commonwealth of 2pp 47729 106-47720.201 

-8812050288 Trip repl of Commissioner Carr & T Elsassar 871215 silo visit lo uM & 
871216 attendance at Region I periodic regional resident counterpart mootlr^l 
EISASSERJ NRC - No Detailed Affiliation Given. 80/01/05 NRC - No Dclojtod Affili- 
ation Given 3pp. 4772Q 109-47729.201 

8812050303 FOIA request for Ofc of Enforcement 081003 proposal to CornrrcssICHners 
recommending fines for TVA ro S White In accurate .written sworn stalemortls to NRC 
on QA 

POWELSON.R. Scrlpps-Moward Newspapers 88/ 10/25. GRIMSiEY.D Drvlsion of 
Freedom of Information & Publications Services (Post 8B0B15). 1p 47729 078- 
47720 079 

8812050306 Final response to FOIA request for records App A document ond & avaJ- 
ablG In PDR App B documents compleloly withhold (ref FOIA Exemption B) 
GRIMSLEY.DH. Division of Freedom of Information & Pubilealfons Servicos (Po$t 
880516). 86/12/02. POWELSON.R Scripps-Howard Newspapers. 4pp. 47?29O09' 
47729 084. 

-8812050311 Staff requirements memo on notice of violation & proposed Imposition ot 
chrtl penalties re communication. 

CHjLK,SJ Office of (he Secretary of the (Commission. EA-0G-263 60/10/20 
STEILO.V. Ofc of the Executive Director for Operations, ip, 47729684 47729 0G4. 

8812050326 FOIA request for documents ro Incidents or Investigations of products listed 
containing nuclear mails mfg by either NRO div of Mark IV Induslries or Iferbort Pvod- 
ucta Inc. 

VAVRA.A. SfMCO Co , Inc. 68/04/05. POOLE.M.J Office of AdminisUatlion A Ra- 
sources Management, Director {Post 870413) Ip. 47729.092*47720,092 

8812050327 Final response to FOIA request for documents. Forwards App 0 documenls 
& releasable portions of records fdentlflad In App C, Documents listed in App C partal- 
ly withheld (ref FOIA Exemptions 4 & 6).App A,B & C records In PDR 
GRIMSLEY.D.H, Division of Freedom of Information $ Publications Sorvfcos (Rost 
880516). 00/12/02. VAVRA,A. SIMCO Co., Inc 6pp. 47729:093-47 72 B*. 188 

-8812050330 Trip rept of J Lubenau & D Mackenzie 680209 site visit of NnD,fr»c Addi 
aurvws w/Slate of NY planned 

DENTON, H.R. Office of Governmental & Public Affairs (Post 670413) 68/03 /-O I 
ZECH, ROBERTS, BERNTHAL Commissioners Ip. 47729:000-47729.098, 

>-8812050333 Advises that on 88041 3, metal particles found In bottles blow rrcicled on 
press In faeikty & nuclear Ionizer containing Po-2t0 found missing Caused by accidorv 
tal grinding of static eliminator containing 3.6 mCl Po-210. 

KEATING, 1. NflD, Inc. 88/04/14 Region 1, Ofc of the Director. Bpp. 477J?9 09'9>- 
47729:104 
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~eS120S0337 Ad\rfses lhat on 8Q0413,me1al parllcloa found In bottles btow molded on 
blow molder at facility & nuclear ionizer w/Po-210 found missing Caused by accidental 
rinding of static eliminator Purging of press & ground matl disposal planned 
ELC.R A Evenfio Crater 88/04/14 Region 1, Ofc of the Director 2pp 47729105- 
47729.106 

•‘SB 12050339 Forwards 24 samples of polycarbonate bottles for analysis Bottles prior 
to accidental grinding of Po-2i0 Ionizer & after accidental grinding of radioactive matl 
mar1^ed 3/88 & e/2O/08j08pectivoly 

PELCpRA Evenflo-Crater 08/06/20 TAYLOR, M Region 1 , Ofc of Iho Director 40pp 
47729 107-47720 171 

12050 342 Forwards partially deleted documents re 3M static eliminator problem for 
Snfo 

NUSSBAUUER.O A Assistant Director for State Agreements Program 68/03/14 Af- 
filiation Not Assigned lipp 47729 172-47729 186 

6 B 1206001 3 FOIA request for documents re 1986 nuclear accident at Ctiernobyl & stud 
Ics compadng & contrasting subj accident to TMI 790326 accident 
0EK0K.0 Palriol, Harrisburg. PA 80/11/14. NRC - No Detailed Affiliation Given. 2pp 

47729 325-47729 326 

60 12060020 Final response to FOIA request for documents Forwards computer printout 
Of records available in PDR re Chernobyl accident & listing of repts avaRabie through 
US GPO & NTIS Identified during 081130 lelcon w/ D Lavins W/o printout 
GRIMSLEY.OH Division of Freedom of Information & Publications Services (Post 
660515) 88/12/02 OEKOK.D Patriot, Harrisburg, PA 2pp 47729 327-47729:328. 

0612060051 Final response to FOIA request for documonts Forwards App B & partially 
dieted App C documonts (ref FOIA Exemption 6) App 0 documonts also available In 

ORIMSLEY.DH Division of Freedom of Informallon & Publications Senricos (Post 
880516) 80/12/01 GUILYARD.R A Ridgway Record, Ridg way. PA, 6pp 47730 038- 

47730 242. 

*-6612060056 Trip rept ol 610313 prellconsing visit to Atlantic Refining Co re qualifica- 
tions of radiography personnel & institution of training program proposed In JK 
Oeichler 601006 & 1202 Itra 

HOPKINS,DR NRC - No Detaltod Affiliation Given 08/12/01 NRC - No DolailodAf- 
liHalJon Given. Ip 47730 045-47730 045. 

-6612060067 Provides comments on 501023 application for Itconso to use Ir.t02 
sealed source 6 requests for addi info re E Blumborg & LC Shaw radiological 
experience, Requests to revise procedures to Include items desenbed In comments 
BASSlNjN Atomic Energy Commission 22084 69/11/06. DEICHLER.JK Atlantic 
Richfield Co (ARCO). 2pp 47730 046 47730.047 

-^612060070 Requests revised procedures described In 600110 application for amend 
to License 37-01040-04 & clarification of location of signs described In Item 6(d) in 
subi emend request 

BAtelN,N Atomic Ertergy Commission. 60/02/11 OEICHLER, JK. Atlantic Richfield 
Co (ARCO) Ip. 47730 048-47730.040 

-8012060076 Applicalion for amend to License 37-01 048-04, naming ME Blumberg & 
MF McBride as supen/isors for use of byproduct matl 

OEIGHLER,J.K. Atianllo Richfield Co (ARCO) 24488. 80/02/25 BASSIN.N Atomic 
Energy Commission ip 47730 049 47730 049, 

-8812060081 Application for amend to License 37*01040-04,maklng changes to 
"Administrative, Operating & Emergency Instructions," governing use of rr-192 
DEICHLER,J.K Atlantic Richfield Co (ARCO) 28531. 60/04/11. BASSIN.N Atomic 
Energy Commission 1p 47730,050 47730,050 

-8612060087 Forwards Amend 3 to License 37-01048 04 re use of lf-192 sealed 
source,W/o end. 

MILLER, W.O. Atomic Energy Commission 60/05/13 DEICHLER.J K Atlantic Rich 
field Co. (ARCO). Ip. 47730 051-47730 051. 

-6612060099 Application for amend to License 37-Ot040-04,namlng RH Moore.ME 
Blumberg & NP McBride, os supervisors for use of byproduct matl. w/ partially dotetod 

DEtCHLER^J.K Atlantic Richfield Co. (ARCO) 27716 60/07/05. MILLER, W 0 Atomic 
Energy Ckimmlsslon. 6pp 47730.052-47730.059 

-6812060108 Responds to 600705 request for amend to License 37-01048 04, request- 
ing detailed Info on liconsoo training program for radiographers. 

BASSINjN. Atomic Energy CommTsalon. 27716, 60/08/01 DEICHLER,J.K. Atlantic 
Richfield Co (ARCO) Ip 47730 060-47730 060 

-6612060113 Responds to 601000 request for amend to License 37-01040-04 & re- 
quests to submit name, training & experience In radiation field of Instructors In licensee 
radiography training program. 

BASSn.N. Atomic Energy Commission 27716 60/11/14. DEICHLER,JK Atlantic 
Rlchneld Co. (ARCO) Ip 47730 061-47730.061. 

-6612060110 Denies 601006 request for amend to License 37-01048-04 In view of In- 
appropriate minimal training of NF McBride & ME Blumberg In radiation field, 
MAS€5N,J.R. Atomic Energy Commission 27716. 61/02^1 OEICHLER, JK. Atlantic 
Richfield Co (ARCO). Ip. 47730 062-47730.062 

-6612060123 Informs that no response received from NRC re licensee application for 
amend to Ucense 37-01048-04 referred to in NRC 601114 Itr & llcansee 601202 re- 
sponse Itr. 

OEICHLER, J.K Atlantic Richfield Co. (ARCO). 0869. 61/02/18 BASStN,N. Atomic 
Energy Commission. 1p 47 730. 063 -4 7 7 30 .063. 

-6612060130 Forwards Amend 4 to License 37-01 040-04, authorizing use of byproduct 
matl by persons w/satisfactory completion of training program described in licensee 
610328 Itr & Individual satisfying 10CFR31 201 provlsions.w/o end 
MILLER, W.O. Atomic Energy Commission 61/04/07. DElCHLEfl,J.K Atlantic Rich- 
field Co (ARCO). 1p. 47730 064-47730 064. 

-6612060132 Appllcafion for renewal of License 37'0104B-04,authonzlng use of 100 Cl 
lr*192 sealed sources for Tech Ops Model 4 98 -A prolector for Industrial radiography 
SHAW.LC Atlantic Richfield Co. (ARCO) 38944 61/11/09 2pp 47750,668- 
47730.069. 

-6612060138 Forwards application for renewal of License 37-01048 04 
ZACHOW.W.C. Atlantic Richfield Co (ARCO) 38944. 61/11/20 Atomic Energy Com- 
mission Ip. 47730 070-47730-070. 


-8812080140 Forwards application for renewal ol Ucense 37-01048 04, authorizing use 
of 1r-102 sources W/o end 

HIGGINS, RB Atlantic Richfield Co (ARCO). 55510 63/11/18 CUNNINGHAM,F.E 
Atomic Energy Commission 1p 47730 071-47730 071 

-8812080146 Application for renewal of License 37-01048 04,eulhorizlng use of lr*192 
sources 

MCBRIDE, NF Atlantic Richfield Co (ARCO) 00604 68/11/28 2pp 47730.072- 
47730073 

-8812060163 Forwards application for renewal of License 37-0104B-04, authorizing use 
of lf-192 sources 

HIGGINS.RB Atlantic Richfield Co. (ARCO) 90604 66/11/30 Atomic Energy Com- 
mission 16pp. 47730 074-47730 089 

-D6120801S5 Forwards application for ronowal of License 37-01040-04, authorizing use 
of Ir-ig2 sources 

HICKEY, KJ Atlantic Richfield Co. (ARCO) 16418 69/11/12 Atomic Energy Commis- 
sion Ip 47730090 47730.090 

-8812060169 Application (or renewal of License 37-01048 04,authortzing uao of 
100,000 mCl lr-102 sealed sources for Tech Ops Mode) 498A projoclor 
MCBR1DE,N.F Atlantic Richfield Co (ARCO) 16416 69/11/12. 3pp 47730.091- 
47730 004 

-8812060164 Inquires whelhar licensee 741106 Hr re application for renewal ol Ucense 
37-01040-04 acceptable for license renewal or submllta! of completed AEG Form 
31 3R required 

MCBRIDE.N.F Allanllc Richfield Co. (ARCO) 4668. 74/11/13, Atomic Energy Com- 
mission. Ip 47730 095-47730005 

-8812060169 Advises to submit revised application (or renewal of License 37-01 04B-04 
on Form AEC-313R, containing complete info on Item 6 of sub] Form 31 3R w/o ref to 
previously submitted Info W/partlally deleted end 

BASSIN.N Atomic Energy Commission 37141. 74/12/16. MCBRIDE.N.F. Atlantic 
Richfield Co. (ARCO). 40pp 47730,098 47730.135 

-8812060178 Partially deleted Hr providing list of ME Blumberg experience rocoh/od 
from T Marino & Snyder of United Engineers j>er V McDonald request 
OEICHLER, JK Atlantic Richfield Co (ARCO) 59/11/24 BASSIN.N Atomic Energy 
Commission 2pp 47730 136 47730.137 

-8812060180 Provides comments In response to questions raised In N Basefn 691 106 
Ur re licensee 601023 application for byproduct matl license W/parllatty deleted end. 
DEICHLER,JK. Atlantic Richfield Co. (ARCO). 50/11/13. BUCHANAN.G, Atomic 
Energy Commission epp. 47730.138 47730.143 

-88 120601 89 Partially doletod application for amend to Ucense 37-01048 04,amonding 
Items 4,5 & 18 re "Adminlatralivo, Operating, & Emergency Insf ructions." 

0EICHLER,JK Atlantic Richfield Co (ARCO) 23781 60/01/10. BASSIN.N Atomic 
Energy Commission 5pp. 47730 144 47730 148. 

-8812060192 Partially deleted response to AEG 600211 fir re licensee 600118 request 
for amend to Ucense 37-01040 04 Partially deleted proposed procedures Including 
changes to adrolnistrativo.operaling & emergency Instructions end. 

DEfCHLER.JK Atlantic Richfield Co (ARCO) 0917 60/02/12 BASSIN.N Atomic 
Energy Commission 4pp. 47730 140-47730.162 

-8812060200 Partially deleted response to AEG 600801 request for addi Info re llcons- 
00 600705 request for amend to License 37-01048-04 Requests addi revs to subj li- 
cense. 

DEICHLER.J.K Allantlo Richfield Co (ARCO) 27716 60/10/06. BASSIN.N Atomic 
Energy Commission lip. 47730.153-47730.163 

-8812060203 Partially deleted response to AEC 601114 ro License 37-01048 04, provid- 
ing records supporting claim of complete understanding of Isotope handling by NF 
McBride & all men Invotvod 

DEICHLER,JK Atlantic Richfield Co. (ARCO) 6542 80/12/02 BASSIN.N Atomic 
Energy Commission lOpp, 47730.184-47730.173 

-8812060205 Partially deleted response to AEC 601114 Ur re License 37-01048 04 For- 
wards detailed outline of licensee training program & revised operating & emergency 
Instructions for inclusion In licensee amend request 

DEICHLER.J K Atlantic Richfield Co (ARCO) 27710 61/03/28. Atomic Energy Com- 
mission. 12pp. 47730:174-47730.185 

-8812060209 Ack receipt of 631016 Ur Informing AEC of exposure of five employees to 
radlaiion.Prompt resubmlsslon of rept of subj employee exposure per end 10GFR9. 
"Public Records," 6 10CFR20, "Stds for Protection Against Radiation" requested, 
PRICE.E.R, Atomic Energy Commission 20545. 63/10/23. BRISSON.R.J Martin Mari- 
etta Corp Ip. 47730 186-47730.106 

-8812060211 Forwards parllally withheld rept re employee radiation exposure. 
BRISSON.RJ. Martin Marietta Corp. 729 63/10/18 Atomic Energy Commission. 
10pp. 47730.187-47730,196 

-8812060216 Application for renewal of Ucense 37-01048 04,authorlzlng use of 100 Cl 
lr-1&2 sources 

SHAW.LC Atlantic Richfield Co (ARCO). 65510. 63/11/16. 8pp, 47730.197* 
47730*204 

-8812060220 Partially deleted response to AEC 650629 Ur re proposed amend to Li- 
cense 37-01048 04,clan(ylng Items 5(b},17 & 22 of "Operating & Emergency Instruc- 
tions," Rev 9. 

HIGGINS, R B Atlantic Richfield Co. (ARCO). 65/07/13. MILLER, W.O, Atomic Energy 
Commission. 6pp, 47730-205 47730-210. 

-8812060223 Requests clarification of licensee procedures for physical security of unat- 
tended devices per 10CFR31 & into re model numbers of leak test kits 
MILLER, W.O. Atomic Energy Commission, 65/06/29. HIGGINS, R.B. Atlantic Richfield 
Co (ARCO). Ip. 47730.211-47730 211. 

-8812060226 Forwards partially withheld application for renewal of Ucense 37*01040- 
04 & requests amend to change Items 1(b) & 14, 

HICKEY.KJ. Atlantic Richfield Co. (ARCO), 53026 74/11/06 Atomic Energy Commls- 
Sion Ip 47730 212-47730:212 
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-fiB12060226 Application for ranowfll License 37 01046*04, authonilng use of 
1 00,000 mCi 1 92 se alfld sources W/partlally deleted end 

MCBRIDE.NF. AtlanliO RldtfioW Co. fARCO) 63025 74/11/06 7pp 47730 213* 
477aC.2t9 


12060233 Ad/lses that prematurG application for renewai of Ucenso 37*01048 04 
made fn error & requests 1o disregard sebj 730417 appljcatton ^ , 

HICKEY, KJ, Allantic Richfiaid Co WRCO) 2167, 73/05/25 VASSIN,N. Atomic 
Energy Commission 1p 47730 220 47730220 

-6612060240 Responds (o licensee 730417 application for renewal of License 37- 
01048-04 & advises that license not expired until 741231 

BASSIN,N Atomic Energy Commission 37141 73/05/16 HICKEY, KJ Atlantic Rich- 
field Co (ARCO), 1p, 47730.221-47730 221 


“8812060245 Forwards application for rerewal of License 37*01048-04, authorizing use 
of lr-1 92 sources W/o renewal application W/partially deleted end 
HICKEY, KJ Atlantic Richfield Co {ARCO) 73/04/17 Atomic Energy Commission 
21pp 47730 222-47730 242. 

8612060263 FOIA request for records re B&W Mount Athos plant, Indudino rept that led 
RAW to be fined In 1085 for violations of NRC radiation protection requirements 
BRANDT, SG Affiliation Net Assigned CB/1 1/0 1. ROBINSON, L.L NRC * No Detailed 
Affiliation Given Ip. 47729 329 47729 329 


8S 12080265 Rnal response to FOIA request for records App A documents end & avail* 
able in PDR . 

GRIWSLEY.D H Division of Freedom of Information & Publlcatfons Services (Post 
880615), 88/12/01 BRANDT.S G Affiliation Not Assigned 2pp 47729.330 
47730 037 


“8612090317 Forwards draft "Technical Position on Alternate Concentraber> Umu 
U Mills" dtd June 1988 & Ffl notice re "Technical Position on Info Needs to 
strate Compliance W/EPA Groundwater Protection Stda ’’ 

NtlSSBAUMER.D.A. Assistant Director for State Agreements Pfogrem 88/06/2+ Cd- 
orado. State of Ip 47764 066 47764 110 

“6812090333 Forwards principal documents re rev of NRC radiation proteClKSO sids r 
10CFR20 

NUSSBAUMER.DA Assistant Director for Slate Agfeemoms Program £B/06/24 A'- 
filfation Not Assigned Ip 47764-120*47764 120 

“8812090339 "Stds for Protection Against Radiation," 10CFR20 & IOCffl2. 
19,30,31,32,34,39.40,60,61 & 70, Commission rev of stds for protections against mrpg 
radiation, incorporating changes suggested In public oommants.as approp^le 
• NRC • No Detailed Alfiliatton Given 88/06/24 495pp 47764 121-47765255 

“6812120042 Forwards 880420 proposal to establish database on mail licensee s.-'es 
undergoing decommissioning for info & comments Recommends to establish s.mTar 
database to track activities of ficen sees, compatible w/NRC questions 
NUSSBAUWER.D A Assistant Director for State Agreements Program 86/06/27 Af- 
filiation Not Assigned Ip. 47765 256-47765 256 

“8812120053 informs of Region 111 Initiative to establish list to track decofnnlssionr>g 
sites where long lived radionuclides used & of NRC plan to extend sub) Initiate e lo 
compile database (or entire country.Forwards data outline for comments 
CUNNINGHAM, R E Division of Industrial & Medical Nucfear Safety (Post 87072 9J 
KNAPP, M R Dwislon of Low Level Waste Management & Decommissfon-ng fPost 
870413) 88/04/20, MARTIN, TT Region 1, Ofc of the Director STOHaJP Reoon 
2. Ofc of Ihe Director NORELIUS.C E Region 3, Ofc of the Director 2pp 47765 ?&7* 
47765-258 


“8612080270 List of notices of violation for Inspa w/transmlttat dales of Jan 1978 to 
present 

• Region 2, Ofc of the Director. 88/11/15 38pp 47729-332*47730037, 

6B1 2070010 Partial response to FOIA request for documents Forwards partially withheld 
Am R docijmenis (ref FOIA Exemplion 4), 

GRIMSLEY.D.H Division of Freedom of Information A Pubfications Services (Post 
880615). 88/12/01. JOHNSON,Q,E Swidler 6 Berlin. 4pp 47729.202*47729.324 


“8612070016 Partially defeled memorandum re stop work order at util End Info ro 
events leading to licensee decision to slop certain woiK being performed by contrac- 
tor employoos at p?ant Includo deterioration In radiation protecUon & security. 
GWYWP NRC - No Detailed Affillalion Given 80/11/11. ADER.C, MILIER.C, 
EL.SASSER,T. NRC • No Detailed Affiliation Given. 110pp 47729-200*47729.324. 


8812080126 Appeals denial of FOIA request re NRC safety insp of HAG Insp Co. 
BAUMAN, L L. Garde, B.P. 86/10/24. STELLO,V. Ofc of (ho Executive Director for Op 
era lions Ip 47763351 47763 367 


“6812120062 Forwards list of NRC licensees undergoing decommissioning In Reg-on i I 
where licensees used long lived radionuclides. Involved significant deconimjssiorkrig 
efforts & required long term decommissioning schedule.for Info 
PAPER IELLO,C.J. Region 3, Ofc of the DireeV. 88/02/12 THOMPSONS ct 
Nuclear Material Safely & Safeguards, Director 26pp. 47765 250 47765284 

“6812120065 Provides comments on B60420 proposal re mall licensee sites undergo- 

NSRiuUsTaE.°"Reg^ 3. Ofc of the Director. 08/06/12. CliNNINGHAM.RE . 
KNAPP, M.R Division of Industrial & Medical Nuclear Safety (Post 870729) 2pp. 
47765-285 47765-286. 

“8012120070 Forwards final draft '‘Technical Assurances for Reclamatioa 
Stabllfzollon.Oocontaminatlon A Long-Term Sun/elllance & Control of U Recovery Fa- 
cilities,” for Info A review. Document Intended for 10CFR40 Implomenllng guidance 
NUSSBAUMER,D A Assistant Director for State Agreements Program 88/07/06 Cd- 
orado, Slato of. 1p 47765 287*47765.287 


8812080129 Denies appeal of denial of 660725 FOIA request for documents re NRC 
safety Insp of HAG Insp Co , ^ . 

STELLO.v Ofc of (he Executivo Director for Operations. 88/12/05. BAUM AN, L 
Garde* B.P. lp 47763 358 47763.359. 

88120901 73 FOIA request for documents re emergency response plans for reentry of 
reactor aboard Cosmoe 1000 

AFTERQOOD,S Committee to BridM Ihe Gap, 88/10/04 Federal Emergency Man- 
agement Agency. 2pp 47785:149 4776S.150 

6612090174 Final response to FOIA request for documents Forwards App A documents 
PLULYI,J Dwision of Freedom of Information A Publications Services (Post 800515) 
88/12/07. AFTERQOOD.S, Committee to Bridge the Gap. 2pp 47785.161*47785-168. 


“8812120091 Forwards advance copy of temporary NRC Insp procedure on safely per- 
formance evaluation factors for malls licensees (Ti 2800/16) Rocommands lhal eacfn 
agreement state develop plan to implement A ovaluatod performance of subj proce- 
dure. 

NUSSBAUMER,D A Assistant Director for State Agreomonts Program 80/07/21 At- 
filladon Not Assigned Ip. 47766.006 47766-012. 


“8812120098 Fonvards Temporary Insp Procodure 2800/16, "EstablIsJimonlof Fegorv 
al Trial Program for Early Identification of Mail Licensee Needing More NRC Arten- 
tton;* A encourages to follow A Implement sub) proceduro on trial oasis 
NUSSBAUMER.DA Assistant Director for Stale Agroomonls Program 88/08/16 Af- 
filiation Not Assigned Ip. 47766:013*47766 023 


“8810140046 Discusses possible NRC regional Involvement In reentry of Cosmos 
IBOO.PIans developed for how govt will respond if radioactive debris landed In US A 
procedures to suppi Federal Radiological Emergen-cy Response Plan end 
JORDAN.E L Office for Analysis A Evaluation of operational Data, Director 08/00/ 
26, RUSSELL, W.T. Region 1, Ole of the Director, GRACE,JN Raglon 2, Ofc of the 
Director DAVIS, A B Region 3, Ofc of the DIreclor. 6pp 47785 167*47786-162 

6612090269 FOIA request for draft or advance copy of Commission paper, 
regulation^ policy 8latem&nt,reg guide, technical posIllontOr similar policy document 
made available to state officii^ or agency prior to publication In FR or availability in 
PDR, 

FELTON, J.M. Nuclear Licensing Reports. 88/10/06 QRIMSLEY,D.H. NRC * No De- 
tailed Affiliation Given 2pp. 47764.(»1 -47764 002. 

881201M279 Final response to FOIA request for documents Forwards App A Items 1,2 A 
3 App A, Items 4*1 1 available In PDR App B documents totally withheld 
GRIMSLEY.DH, Division of Freedom of Inforrriatlon A Publications Services (Post 
980516). 68/12/02. FELTON, J M. Nuclear Lfcenalng Reports 4pp. 47784 003* 
47760.046. 

“0807140281 Draft “Technical Position on Financial Assurances for 
Recfamallon,Stabfl1zation,DeconlamlnatIon A Long-Term Surveillance A Control of U 
Recovery Facilities ” 

* Division of Low Level Waste Management A Decommissioning (Post 670413). 88/ 
(>6/30 7flpp. 47765*268*47766005, 


“8812120111 Forwards notice of proposed rulomaking on custody A long term care ot 
U mill laliinge sites for comment Comment period expires 801024 
NUSSBAUMER.DA. Assistant Director for State Agroomonls Program B8/0S/25 
Texas. Stale of. Ip 47766.024*47766.024 

“8812120122 "Custody A Long-Term Care of U Mill Tailings Silos " Advar^ce notJca ol 
proposed rulemaking needeo to provide procedure that ensures malnt of closed sjtes 
In manner sufficient to protect public health A safety A environ 
CHILK.SJ. Office of the Secretary of the Commission 88/00/19 14pp 47766025- 
47768 038. 


“8812120128 Forwards summary of 870224 meeting on large irradiators Provides guid- 
ance on licensing of large Irradiators A as supplementary ref document to sld review 

E lar» for appifoallons for licenses for use of different Irradiators 
UBENAU,J.O. Assistant Director for State Agreements Program. 88/00/1 9 Affiliat'on 
Not Assigned. 8pp 47766.039-47766-046 


6812120044 Final response to FOIA request for dDcumGnls.Forwards documants listed 
In App C.App D totally withheld (ref FOIA Exemption 6) 

GRIMSLEY.D.H, NRC - No Detailed Affiliation Given. 88/11/28. EDER.TB Gamrto. 
Qalox A Cantor. 12pp. 47780-207*47709:318. 


“7905030213 Forwards application for renewal of Mall/Byproducl License 29 04239-02 
JOHNSON, DB. Burroughs Corp 09401. 79/03/22 Radioisotopes Licensing Branch 
(Pre 790501). 2pp. 47700006*47790.073 


“8812090290 Forwards NRC memo to NRC Regions re licensing of byproduct mall at 
fvenpower reaclcra, 

NUSSBAUWER.D A. Assistant Director for State AgreemanlB Program, B8/03/24. Af- 
filiation Not Aaeigned 6pp. 47764 007 47764015. 

“881200030 1 Forwards draft "Technical Position on Alternate (Doncantration Limits for 
U Mills, Std Format A Content Guide A Sid Review Plan for Alternate Concentration 
Limit /^plication," for info A comment, 

NUSSBAUMER.DA. Assistant Director for Slate Agreements Program 86/04/12. Col 
orado. State of. 2pp. 47764:016*47764.017, 


“8006070350 Informs that verification data re radioactive content for display devices^ 
under License 29-13377*01 E will be sent by 000505. 

REESE.KE Burroug^hs Corp. 0806. 80/04/10 BASStN.N Materials Licensing BrarKh 
1p, 47700:074-47790:123. 

“8612120072 Informs of notification of package containing radioactive mat! apparently 
damaged aboard Delta fllght.Related Info en^ 

SUTHERLAND.J.T. Atomic Energy Commission. 66/03/30. Atomic Energy Corrmls* 
eiqn. 87pp. 47790.124*47790.190 


“8812090308 Draft "Technical PosiUon on Alternate Concentrallon Limits for U Mills.Std 
Format A Content Guide A Std Review Plan for Atternate Concentration Limit Applfca* 
tlone " 

• Technical Branch. 88/04/30 4Bpp. 47784-01 6-47 784-065 


8612120157 FOIA request for SECy*86*101A,SECY-8a-127 A document re )ofn1 inleth* 
gence community assessment of domestic vehlcle'bomb Ihreal to nuclear reactors, 
KUPERMAN.A J. Nuclear Control Institute 80/07/10. ROBINSON, L. NRC - No Den 
(ailed Affiliation Given. 2pp 47836:331 *478 3 6-33 2. 
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aa 121 20159 Final response to FOIA request for documonls Forwards releasable por- 
tions of App A documenls (ret FOIA Exemption 5) App B documents totally withheld 
<raf FOIA Exemption 5) 

PHILIP.J NRG - No Detailed Affiliation Given 88/12/09 KUPERMAN.AJ Nuclear 
Control Institute 4pp 47836 333 47836 344 

“8812120162 SECY 06 101 A Partially doleterf Commission paper advising Commission 
of receipt of addi intelligence into & corresponding change in staff recommendalfon 
per SECY-B6-101 

STELLO.V 0(c of the Executive Director for Operations 86/06/12 4pp 47836 337- 
47836 338 

“6812140224 SECy-Q0-127 Parlialfy dolotod Commission paper providing Commission 
w/ range of options for consideration re contingency planning to counteract possible 
sujiace vehicle throat 

STELLO.V Ofc of the Executive Director for Operations 88/05/10 4pp 47836 339- 
47836 344 

6612120167 FOIA request lor documents re implementation of US Japan agreement for 
nuclear cooporatlon 

KUPERMAN.AJ Nuclear Control Irtstitute 88/10/20 ROBINSON, L NRC - No De 
tailed Afliliation Given 2pp 47036 320 47836 321 

6812120169 Final response to FOIA request for documents Forwards partially deleted 
App A documenl sub] to Category 4 of roguost (ref FOIA Exemption 61 No records 
subi to Categories 1 .2 & 3 of request located 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
880515) 88/12/09 KUPERMAN.AJ Nuclear Control Institute 3pp 47636 322- 
47836 330 

“B6121 40222 SECY -88 302 Partially dolotod Commission paper Informing Commission 
of staff conclusion about Murkowski amend requirements, re discussions w/Japanese, 
& initial steps In Implementing amend 

STELLO.V Ofc of the Executive Director for Operations 88/10/25 6pp 47B36 325 
47B36 330 

8612120169 Partial rosponse to FOIA request for documents Forwards App T & partially 
deleted App U documenls (ref FOIA Exemption 5) App S & T also available in 
PDR to V documents totally withhold (ref FOlA Exemption 6) 

GRIMSLEY.DH Division of Freedom of Information & Publications Sonrices (Post 
000515) 08/12/06 JOHNSON.G E Swidler & Berlin 14pp 47790 261 47791 170 

-6705290224 Forwards comments re draft containment response to WB Golden et o1 
660715 2 206 petition Commitment of stall resources on high priority roquosted Target 
dole of 870605 for draft response roquosted TAG 62080 assigned 
VARGA.S A Division of Reactor Projects - I/ll (Post 070411) TAG 62000 67/05/21 
SHAO.L Division of Enginoorino & Syatoms Technology (Post 870411) 2pp 
47791 017-47791 016 

“6603300034 Requests review of end Insp Ropl 50 293/07-53 on 871116-20 re loss of 
offsite power event on 871 111, for determination of any gonoric Implications resulting 
froin event Rosponse requested within 30 days 

VARGA.S A Division of Reactor projocls - l/ll (Post 670411) 08/03/21 SHAOX Di- 
vision of Enmnooring & Systems Technology (Post 870411) ROSSI, CE Otvlslon of 
Oporallonal tvonls Assossmont (Post 870411) ROE.JW Division of Licensee Per- 
formance 8 Quality Evaluation (Post 670411). Ip 47701 081-47701 066 

“8312120239 Summarizes obsorvalions re CV Barry “Rept to Governor on Emergency 
Preparedness for Accjdont at Pilgrim Nuclonr Power Station " 

BELLAMY.RR Region 1, Ofc ollho Director 07/01/21 MARTIN,! T. Region 1, Ofc 
ol the Director 23pp 47700 278-47700 350 

-6812120248 Discusses testimony boforo Bpocial Joint committee on Investigation & 
study of util on 870202 

KERR.G W NRC ■ No Detailed Affiliation Given 87/02/10 NRC • No Detailed Afflli 
ation Given. 16pp 47791'001 47791 016 

-0012120262 Forwards util biweekly status rept for period 070604-17 
WIGGINS.J T Region 1, Ofc of the Diroctor 87/06/19 COLLINS, S.J Region 1, Ofc 
of the Diroctor lipp 47701 019-47701 046 

“SB 121 20260 Summarizes minutes of util restart assessment panel 670921 meeting re 
status of NRC & licensee activities associated w/ proposed plant restart Outstanding 
actions as of end of 870903 panel mooting discussed 

COLLINS.S J Region 1. Ofc of Iho Director 67/10/07 RUSSELL.WJ Region 1, Ofc 
of the Director 3pp 47791 049-47791.051 

“6612120269 Summarizes minutQs of util restart assessment panel 871006 mealing re 
status of NRC & licensee activiiies associated w/ proposed plant restart Oeslanding 
actions as of end of 670921 panel meeting discussed 

COLLINS.S J Region 1, Ofc of tho Director 87/10/21 RUSSELL.WJ Region 1. Ofc 
ohhe Director 4pp 47701.052-47791.055 

“0612120270 Summarizes mlnulos of 871023 meeting w/proiecl manager ro proposed 
schedule & approach to response to State of MA 871015 2 206 petition 
BOGER.B A Assistant Director for Region I Reactors 2 206. 87/10/26 M|RAGLIA,F 
Office of Nuclear Reactor Regulation, Director (Post 870411), 2pp 47761*050- 
47761.001 

“8612130067 Discusses minutes of util restart assessment panel 871206 meeting re 
status of NRC & licensee activities associated w/ proposed plant restart 
COLLINS.S J Region 1, Ofc ol the Director 87/12/29 RUSSELL.WJ Region 1. Ofc 
of the Director. 5pp 47701 062-47791*068 

“8612130073 Forwards util biweekly status rept for period 860101-15 
BLOUGH,A.R Region 1 . Ofc of the Director 108-11 00/01/22 WIGGINS, JT Region 
1. Ofc of the Diroctor 3pp 47791 067-47791 069 

“6312130078 Discusses minutes of utll restart assessment panel 060202 tetcon re 
status of NRC & licensee activities associated w/ proposed plant restart 
COLLINS.S J Region 1, Ofc of tho Director 88/02/09 RUSSELL.WJ Region 1, Ofc 
of the Director 6pp 47791 070 47791 060 

“0012130062 Forwards responses to questions raised by Senator Kennedy during 
800107 hearing on proposed plant restart 

MURLEYJE Olfice of Nuclear Reactor Regulation, Director (Post 670411), 86/04/ 
01 REHM.T A Ofc of the Executive Director for Operations 31 pp 47701.087- 
47791 125 


“8612130086 Discusses minutes of util restart assessment panel 6B0426 meeting re 
status of NRC & licensee activities associated w/ proposed plartt restart 
COLLINS.S J Region 1, Ofc of the Director 00/05/09 RUSSELL, WT Region 1,Ofc 
of tho Director. 6pp 47791 126 47701 131 

“8612130087 Discusses minutes of util restart assessment panel 080519 telcon re 
status of NRC & licenseo activities associated w/ proposed plant restart 
COLLINS.S J Region 1. Ofc of the Director 66/05/25 RUSSELL.WJ Region 1, Ofc 
of the Director 5pp 47791 132-47791 146 

“6612130690 Discusses minutes of util restart assessment pane! 680630 meeting re 
status of NRC & licensee activities associated w/ proposed plant restart 
COLLINS.S J. Region 1, Ofc of the Director 00/oWl2 RUi^SELL.W J Region 1, Ofc 
of the Director 7pp 47791 147 47701 157 

“8812130092 Discusses minutes of util restart assessment panel 880011 telcon re 
status of NRC & licensee activities associated w/ proposed plant restart. 

COLLINS.S J Region J Ofc of the Director 88/08/16 RUSSELL.WT Region 1.0fo 
of the Director, epp 47791 158 47791 168 

“8812130108 Rarlially deleted Ur re proposed agenda for restart assessment panel 
000825 meeting In King of Prussla.PA 

* Messachusetts. Commonwealth of 67/09/29 MILLER.M NRC • No Detailed Affili 
allon Given, 2pp 47791.169 47791 170 

8612130135 Partial response to FOIA request for documents Informs that App E docu- 
ments available In PDR 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
880B15) 00/12/12 BAUMAN, L Government Accountability Project 2pp 47790 267- 
47790 260 

8812130164 FOIA request for documents re nuclear malls production complex of India 
QURROWS.AS Natural Resources Defense Council 87/09/16 State, Dept of 3pp 
47790 247 47790 249 

0612130163 Final response to FOIA request for documents Forwards partially deleted 
App A documents fref FOIA ExompUon 4) 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
600515) 86/12/12 BURROWS, AS, Natural Resources Defense Council. 3pp 
47790 250 47790 256 

“8812130187 Partially deleted Ur & end re NRC 660520 briefings to Stale & AGDA on 
sofely operation of Tarapur reactors 

SHEA, JR. NRC - No Detailed Affiliation Given 03/06/27 DEVINE.JB. State, Dept, 
of 4pp 47790 253 47790 256. 

6612130203 FOIA request for documents generated re 680817,22 & 24 meetings on 
Cosmos 1900 

AFTERGOOD.S Commltlee to Bridge tho Gap. 88/09/26 NRC ■ No Detailed Alflll- 
allon Given 3pp 47790191-47790,196 

“8812130208 FOIA request lor documents filed In NRC Incident Response Branch elec- 
tronic malt network ro Cosmos 1900. 

AFTERGOOD.S Commllloo to Bridgo tho Gap 88/10/08 NRC • No Dolallod Affili- 
ation Given 3pp 47790 164 47760 196 

6612130210 Final response to FOIA requosl for documents Forwrards NRC records subj 
to rdQUS8(> 

GRIMSLEY.DH Division of Freedom of Ir^formallon & Publications Sorvicos (Posl 
080516) 88/12/12 AFTERGOOD.S. Committee to Bridge the Gap, 1p 47790.1 97- 
47790 246, 

“0810140084 Forwards communication on COSMOS 1900 re predictions for date & 
limo of roontry Prodiclions not confirmod.but specific estimates will bo provided when 
available 

JORDAN, E I Office for Analysis ^ Evaluation of Operational Data, Diroctor 80/09/ 
26 STELLO.V Ofc Of the Executive Director for Oporallons. 3pp 47790.201- 
47790 207 

“8B1 21302 12 Lists & discusses actions taken by Region IV to ensure readiness for pos- 
sible NRC regional Involvement In COSMOS 1900 reentry. 

MARTIN, R.O Region 4. Ofc of the Diroctor 06/09/30 JORDAN.E L Office for Ar^aly- 
sts & Evaluation of Operational Data, Director. 2pp 47790,160 47790 199, 

“8612130214 Requests to pass info ro COSMOS 1900 reentry to staff imembora listed. 
2ECH.G fncldent Response Branch. 88/09/30 NRG - No Detailed Affiliation Given 
Ip 47790 200 47700*200. 

“8612130220 Forwards briofing papers providing Info for E Jordan use on atetos of 
COSMOS 1000 planning & current situation w/Natl Sys for Emergency Coordination & 
possible impact on NRC 

WEISS, B Incident Response Branch 66/09/09 PRIEBE.R Incident Response 
Branch 30pp 47700.206-47700 246 

“8810140084 Fonvards communication on COSMOS 1900 ro predictions lor date & 
time of reentry Predictions not confirmed, but specific estimatos will be provided when 
available. 

JORDAN, E.L Office for Analysis & Evaluation of Operational Data, Director. 66/09/ 
26. STELLO.V Ofc of the Executive Director for Operations 3pp. 47790 201- 
47790.207 

-8612130212 Lists & discusses actions taken by Region IV to ensure readiness (or pos- 
sible NRC regional Involvement In COSMOS 1900 reentry. 

MARTIN, R D Region 4, Ofc of the Director 86/09/30. JORDAN,E,L Office for Analy- 
sis & Evaluation of Operational Data, Director 2pp. 47760 196-47790' 199. 

“8812130214 Requests to pass info re COSMOS 1900 reentry to staff members listed 
ZECH.G, Incident Response Branch 66/09/30 NRC ■ No Detailed Affiliation Given 
Ip 47790:200-47790'200. 

-8812130220 Forwards briefing papers providing info for E Jordan uso on status of 
COSMOS 1900 planning & current situation w/Natl Sys for Emergency Coordination & 
possible impacl on NRC 

WEISS, B Incident Response Branch, 80/09/09 PRIEBE.R Incident Response 
Branch 30pp 47790,208-47790 246 
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M12100154 FOIA re<}uei1 (or Jnsp repis from l9&6-1BaO & application for renswaf of 

^INERTS^Si. Business Journal aa/1 1«3 NBC - No Dolailed Allidalion Given 
Ip 47841 202*47841 202 

8812190161 Final rosponsa to FOIA request for records App A documents end & avail 

PH°LUPS™ Division ot Freedom ot InlormaHon ^ P“WioalKKis Serves (Post 
880 ^ 5 ) 88/12/15, REINERT.S Boston Business Journal 2pp 47841 203- 

47841 288 

-8602250453 Forwards applicabcn tor renewal of Ucensa SUB 238, authorizing possos- 
slon & use ot U-238 tor alby fabncatwn, re search, dovolopment & prototype purposes 
A thontnn oicides for hioh iorfip vacuum rnelling „ 

T/$SS!oN^my. DopL of 03878 85/05/23 Region 1. Ofc of the Director 2pp 
4784 1 205-47841 288 

-88022 Ml 59 Appticabon for renewal of License SUB-236,aulhorizing use of U 238 tor 
aJfoy fabrtcabon.roseafch.deyolopment A prototype purposes A thorium oxide for high 

VVflRshfr^S Arm^ Depy of, Wetanala Technology Laboratory. 03B78 85/03/29 
71pp 47841 207 '47841 286 

8812100210 FOIA requesi (or W Butter & G Lalnas 760515 Id to KV Seytnt re require 
uwrvts for Type C testinq afts/ valve mainl.Seyfril 780522 memo to Operating 

miTAWsfoG *JfSiA M^aSt^OGW 88-099 88/11/30 G RIMS LEY. DH NRG - No 
Oetailod Affiliation Gwen 2pp 47808 327'47806 328 


-88122101 8 5 Temporary Change Notice TCN 1-3 to Rov 1 to /j 
P rococfure SOI 23 XV‘7 0, “Drug Tasting Program for Protectod \ / 

* Southern CalJfornfa Edison Co 66/00/10 2pp 47874 167 478/1 ‘ i 

8812210107 FOIA requosi for all closed sosgions &/of meetings c* ' . 
botwaon Jan 1080 ■& Dec 1905 ro plant 

SCHMIEGE.PA O'Melvony & Myors 00/^4/06 NRC - No 0:“’- - > 
2pp 47074 057 47074 050 

8012210118 Partial response to FOIA fQqwost for closed Comr- 
scilpts botwoen Jan 1080 & Doc 1965 ro plant App A dC'^i 
PDR App B partially withhold & App C clocumonts completety v» \ 
Act, 

QRIMSLEY.DH Division of Froodom of Informnlfon & Pubfjci* , 
880515) 68/12/19 SCHMIEGE,PA O' Mofvony & Myers 7pp AH i 

-0812210120 Partially withhold Irenscrlnt of 810331 closed Ccnr , 
Washington, DC to discuss plant order.Pp M6. 

* CommIssJoners 61/03/31. 13pp 47674 066 47074 '078 

-8812210122 Partially withheld transcript of 810825 closed Ccr . 
Wa 3 hfngton,DC ro ponding adludlcatoiy procoodinds Pp 1-83 

* commlssfonors 61/08/25. IGpp 47874 079 470% 123 

-6812210128 Partially withheld Iranscript of 82 1021 closed Cor 
Washlnglon.OC ro pending invosllgallons Pp 1-71 

* Commlsslonofs 62/10/21 4pp 47074 1% 47874 127 


8812190214 Rnal response to FOIA request for records No records subj to request lo 

^UXIPS,J Division of Froodom of Information A Publications Services {Post 
SaOolS) 88/12/15 WiLLIAWS.OG Jfl A Associates. Ip 47806329-47806 329 


U 12 190280 FOIA request for list cf places In US ticensod to ganerate low level nuclear 

bIn/^TI,M a Gannett Mows Sendee, Washington, DC 88/11/22 ROBINSON NRC 
No Detailed Affiliation Given Ip. 47841 200-47M1 200 


8812190393 Rnal response to FOIA nequesttnfo ertcl listed NRC cannot provide list 
contalnli« all Info roquesled 

PHfLLIP^J Division of Freedom of fnformaUon A Publications Services (Post 
880516) sa/12/15 BENAMTI.M Gannett News Service, Washlnflton, DC Ip 
47841 201-47841 201 


8812190269 Final rasponse to FOIA request for records Nonpropnetary portior^s of App 
B docurrwnls encl. 

GRIMSLEY,DH DMsIon of Freedom of Information A Publications Sondcos (Post 
880516) 88/12/13 NEWBY»CT (nterleaf. fnc 2pp 47841 059 47841 199. 


6012210291 FOIA roqwosl for records fdentifiod In oncl GC Peters-: n ► ' 

site omergoncy plans & proparodnoss 

BELAIR.ICr Kirkpalrlck a Lochharl BELAIR,R R Suffolk County Nr ^ 

- No Dotailod Afli'ialion Given 4pp 47074 04b 47074 046 

8012210294 Final rosponso to FOIA roquosl for records App A reccvJi ^ ,• 

in PDR 

GRIMSLEY.DH, Division of Froodom of Information & PublicaLzrj , 
800516) 88/12/20 BELAtR.R R KIrkpolrick A Lockhart BEUfRRR ' 

NY 2pp 47674.049-47874,058 

-8012210200 “Shoreham Soabrook Exorclao I liatory ” 

♦ NRC - No Detailed Affiliation Given 68/12/20 4pp 47874 051 47874 

8812230102 FOIA request for NRC inlornal policy or manual prc,:. 
egoncy omployoes to submit diffodnn prof opinions 
PARRISH, n A Affiliation Not Assignod 00/60/20 GRIMSLEY, DH NFi 
Affifiation GIvon Ip 47011 130 4/011'130. 


1-A812199293 Forwards best A final offer for electronic publishing sys In rosponso to 
Soikcitabon RS-ARM-8d-231 

MATTHEWS.JA, Eastman Kodak Co 80/08/26 MCLEAREHT Division of Confracls 
A Property Management {Post 880515). ip 47041.062-47841 062. 

-8812190297 Partially deloted itr forwarding best A final offer for electronic publishing 
sys for NRC 

• Eastman Kodak Co 00/08/20. MCLEARENJ OMston of Contracts A Property 
Management (Post 88051 5} 2pp 47841.003 47841.064 

-8812190301 “Electronic PubtisWng Sys," proposal 
' Eastman Kodak Co 88/08/26 150pp 47841065-47841.199 

8612190361 FOIA request for access to nuclear mail transaction rapt designating coun- 
try of origin of U hexaflouride from South Africa 

KUMAQA1,T Japan. Govt of. 88/12/07 2 ECH,L.W. Commissioners 2pp. 47840. 1 93- 
47840194. 


8012230105 Finn! responso to FOIA roquosl for records App A recorJi ► i ■ 
In PDR, 

GRIMSLEY, OH Division of Froodom of Information A Publicat^^ ' 
8005161 88/12/21 PARRISH, R A Alfillalion Not Assigned -. 
47911.141. 


8612270213 FOIA request for listing, in alalo order, of NRC FYSS Phase 1 1 < i 
innovation research proposals 

SAMET.KS Small Busino&s High Technology Insliluto 60/12/06 NHC ^ - - 
Affiliation Given Ip 47011:142-47011:142. 

0012270221 Final rosponse lo FOIA roquosl for documents Forwards ct it- .• 
noas Innovation rosoarch proposals rocolvod during FY66 
GRIMSLEY, D.H Division of Froodom of Information A PublioaiKx-iS S' 

080516). OB/12/22 SAMET.K. Small Business High Tochnoic^/ - ' . 
47011 143-47011.164 


8812190364 Final response to FOIA request for records No egoncy records subJ (o re 
quest located 

PHILUPSJ. DMsfoft of Freedom of Information A Publications Services (Post 
680515). 86/12/1 5. KUMAGAI,T. Japan, Govt, of 1 p. 47640,195 47840 195 

8812190378 Appeals denial of FOIA request for records Requests release of App C 
documents 

AIROZO.D. Instdo NRC (McGraw-Hill Publication) 68/11/01. HOYlE,J CHfice of Uie 
Secretary of the Commission Ip 47868 002-4766A.002. 


-8812270227 Packago of listing of partially withhold small business inr-c.i' i ^ 
program proposals rocolvod oulrng FY6Q. 

* NRC - No Detailed Alfiliation Given 08/12/31 lipp 47911 144-47911 i 

8812260228 FOIA request for SECY 06 323 fo possible geological t ' v ' » 
008 al of high level waste 

PICKETT,EH, Newman A Holtzingor 80/11/11 GRIMSLEY.OH Drrfi.-r 1 - ' 

of Information A PubI Icallons ServTpos (Post 800 5 1 5) 1 p. 47975 1 404 79 * 


8812190384 Response lo 881101 appeal of denial of FOIA requesLApp C records con 
dnu 0 tobewilfW>©fd(refFOIAExempt)on 6 ). ^ wn 

CHILK,S J Office of the Sacrelary of me Commission 88/12/13. AIROZO.D Insids 
NRC (WcGraw-HiN PutHIcatiOfl} 2pp. 47380 003-47668 009 


8812290228 Final rosponso to FOIA roquosl for documents For# a "'i ' 
documents App A documents also avaifablo In PDR 
PHIUP.J. Division of Froodom of Information A Publications Services (7 f ' 
88/12/27 PICKETT.EH.NowmanA Hollzingof 2 pp 47075-138 4797$ 27? 


8812210086 Second partal response to FOIA request for records App C documents 
end A available In POR. 

PHILLPPS,J Drviaion. of Freedom of Information A Publteatlons Services (Post 
880516) 88/12/14 PARRISH, D. Affiliation Not Assigned 2pp. 47374:128-47874,190. 


--8811170087 SECY*66-323 Informs Commission of evaluation of possib'-r & . » ^ 
to licensing goologic repository for disposal of hinfi level waste 
PARLER.W C. Offico of iho Qonoral Counsol StELLO,V Ofc of the Eis- > *■ " 
tor for Oporalione 80/10/30 140pp. 47975.141-47075.277. 


-8812210077 Forwards Acosta response to 880716 order suspending license A denvina 
^ Rs' 4 led lrro, 1 r>cludlng press release enci W/o response 

UEBERI^HJ, Ofc of Enforcement (Post 870413). 88/07/11. MIRAGUA,F Associate 
Dfreclor for Projects (Post 8704 H). 1 1 pp 47874. 1 3 1 47874:1 4 1 , 

^12210080 Forwards procedures per lalcon w/K Baskin 
MEOFORD,M. Southern California Edteon Co. 88/09/20. 2WOUNSKI.J NRC • No De 
UM Affiliation Gfvan. 4pp 47874-142-47874-145 rmu ino ue 

-88122 10087 Rev 1 to Site DIroctiva NGS D-006, ''Atoohol A Drug Use ” 

RAY,H-B, Soulherrv California Edison Co. 88/11/14 8 pp. 47874*1 46 - 47974 . 1 54 . 

«-88122l0091 Rev 1 lo General AdmlnistraUve Procedure S0123')(V-8.0 ‘Fitness lor 
Duty.** * 

• Southern Calrfomia Edison Co 83/11/14. 12pp, 47374,165 47874.188 

-8812210006 Tenworaiy Change Notice TCN 1-2 to Rev 1 to Ganaral Adminiair-ifuo 
Procedure S012d3(V-t 0 , "Dfiig Testing Program for ProtectS^ea 

• Soulhem California Edison (Do 88 / 11 ? 14 T^6pp. 47374*189”7874 m 


68122M261 FOIA request for documents ro TE Murloy S* 
qualiflcatlon8,8td3,Quidanco,(nslructjons or procedures used by NRC m v ® ' 
cUing on petitions filed under 10CFR2.Z06 A OCRE 880122 peLv.r-. 

10CFR2 206. 

H1ATT,S.L Ohio Citizens for Responsible Energy. 88/00/03 GRlWSLfcn - 
No Detailed Afliallon Given. 3pp. 47962.103 47982.185. 


8812290266 Final response to FOIA request for documents Forwards A : 
dMumonts.App A A D avallablo Irt PDA App CAD paitia'/ 0 
!!(vS POIA Exemptions 0 A 6 , rospeciivety) 

Division of Froodom of Informalion A Pu&llcations Srr , ’ 
®®^^2/20 HIATT, S, Ohio Citizens for Fosponsible Energy Spp * 
47662:356 


L 


SECY 89 243 Proposed change lo procedures for provxSrw ^ 

of 2,206 decisions at staff A (commission level Each Commission ofc w«) * ^ 1 

decisions A socrotary will track decisions lo ensure vtevi i 
Office of the General Counsel. 2.206 88/08/10 6 fP 
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«e609090425 Rev 3 to Ofc Ur t7,Qslablishino procedures for assurmg prompt & appro 
priale nolificalion & clislribut/on of actions Tiandlod per 10CFR2 206 (DIroctor’s tloci 
slons) 

DEKTON.H R Offico of Nuclear Reactor Rogulatior>, Director (051 125 870411) 2 206 
8S/O0/21 Office of Nuclear Reactor ReQuIalion, Director (851126 870411) 6pp 
47962 233 47962 259 

“8703110292 Forwards "Quarterly Progress Ropt Glovoland Electric Illuminating Seis- 
mic Monitoring Program for Norlhoablorn Ohio 061015-070115," per request 
REITER, L Risk & Reliability Assessmoni Branch 07/03/09 AHMAD.M Ohio Unlv, 
Athens, OH Ip 47962 263 47962 263 

-*8806030507 Forwards SER denying OGRE 2 206 petition for Immediate action to re- 
lieve undue risk posed by Inadequate seismic design of plant Suspension of license 
pending add! studios (goologlcal & geophysical) & enQlnoering review unwarranted 
BAGCHI.G Structural & Geosciences Brancti 2 206 08/04/20 PERKINS, K E. Project 
Diractorale III 3 5pp 47962 320 47962 324 

“■8808310058 Forwards " Earthquakes, Inloction Wells & Perry Nuclear Power 
Planl, Cleveland, OH," which appeared in Aug 1900 Geology magazine Article conclu 
slons w/o basis & merely used to attract attention 

RE I TEH, L Structural & Gooscioncos Branch 08/00/29 BAGCHI.G , 
RICHARDSON.J , SHAO.L NRC No Detailed Affiliation Given Ip 47962 354 
47962 350 

“860031012B "Earthquakes, Injection Wells & Perry Nuclear Power Plant, 

Clave! and, OH," reprinted from Aug 1008 Geology magazine 
AHMAD, M U Ohio Univ , Alhons. OH 08/00/31 4pp. 47962 355-47062 350 

“6812290273 "Recent & flislorlc Seismicity in Norlheastorn Ohio Reactivation of Pre- 
cambfian Faults & Role of Doop Fluid Injeclion " 

SEEBER.L Columbia Univ , New York. NY 88/12/20 27pp 47962 194 47062 220 

“8812290289 Recommends that director 2 206 denials should explain why necossa^ to 
take action right away In addition to explaining why not necessary to take action at 
all. for completeness & to avoid need for formal Commission review, 

WURRAY.JP NRC - No Dotollod Afflliaiioh Given 2206 08/05/29 NRC No Do 
tailed Affiliation Given Ip 47962 221-47062 221 

“8612200291 Forwards revised special distribution requirements form for use In advis 
Inn staff when 2 206 decision to bo Issued 

CUOGO.L NRC - No Detailed Afflllalion Given 2 206 04/08/17 HOEFUNQ.D, 
CYR.K . CHIDAKEL,S NRC - No Dolailod Affiliolion Given Ip 47962 222-47062 222, 

“8812290292 Forwards new procedures for processing 2 206 pnlltlons & coordinating 
such petitions w/Ofc of General Counsel 

LIEDERMAN.J NRC * No Detailed Affillalion Given 2 206 05/11/10 0URNS.S, 
CYR,K. HOEFUNQ.D NRC * No Detailed Affiliation Given 3pp. 47962'223 
47962 225 

“8012290294 Informs of now heading for FR noHcos. "Receipt of Petition for Director 
Decision Under 10CFR2 206," offoctivo Immediately 

BURNS, S NRC - No Detailed Affiliation Given 2 206 86/07/17 NRC * No Dolailod 
Affiliation Given 2pp 47002 226 47962 827 

“881 2290298 Informs that DD number must bo entered on DD Index cards upon giving 
out next DD number Failure to do so foaults In different decisions receiving same Dl5 
r^umber & must be avoided at all costs 

LIEBERMAN.J NRC No Detailed Affiliation Given 2 206 06/10/17, NRC - No De- 
tailed Afflllalion Given 3pp 47062 200 47002 262 

“8812290299 Forwards outline of ofc procedures for comploting director decision In re 
spending to petition filed per 10CFn2 206 

SOHlNKl.SM Assistant General Counsel for Enforcement 2 208 07/08/24 Assistant 
General Counsel for Enforcement 56pp 47962 204 47962 310. 

“8812380914 Forwards corroded copy of 000622 forwarding Hr of Director Decision 
DD-D8 1 9 to replace Incorrect distribution copy of subj hr 

PERKINS, KE PfolGCt Dlreclorate III-3 2 208 00/06/29. MURLEY.T, SNIEZEK.J, 
MIRAGLIA.Z NRC - No Detailed AKIliallon Given 1p. 47962 325 47982 341 

“8312300022 Forwards per 880701 tolcon roquoBt.Diroctor Decision DD 88-10 re al- 
leged seismic Inadequacies at plant 

HOEFLING.n K. Office of the General Counsel 2 206 88/07/06 SILBERQ.JE Shaw. 
Pillman, Polls & Trowbridge 12pp 47062 342-47962.353 


QEN TEC IS GENERIC TECHNICAL ISSUES 

8807220389 Notillcallon of 880727 meGling In Rockvillo.MD to exchange info on find 
Ings el EPRI emergency diesel generator reliability simulation calculations & how find- 
ings relate to resolution of B 56, "Diesel Generator Reliability " 

SERKIZ.AW Reactor & Plant Safely Issues Branch 88/07/20 ROSA.F,, KNIQHT.J., 
TONDl,D Electrical Systems Branch 2pp 47fl24’203 47G24’204 

8807260041 Notification of 880728 mooling w/NUMARC/NUGSDO working group in 
Rockvillo.MD to discuss station blackout rule (10CFR60 63) 

SEHKIZ.AW Reactor & Plant Safety Issues Branch 88/07/20 ROSA.F, KNIGHT,J,, 
QILL.P Electrical Systems Branch 1p 47013,276-47813.276 

0B1 1280048 Generic Ltr 00-20 lo oil hconsoos holding OLs & CPs for nuclear power 
reactor facilities ro Individual plant exam for severe accident vulnerabilities, Sve list 
end 

CRUTCHFIELD, D Associate Director for Prolocls (Post 070411) 08/11/23, Consoli- 
dated Edison Co of Now York. Inc 81pp 47728 303 47729.024. 

6811290524 Forwards regulatory analysis of resolution of Generic Issue 125,117, "Re 
evaluate Provision to Automatically Isolate Feedwater From Steam Generator Durir^g 
Line Break " 

BECKJORD,E.S Office of Nuclear Regulatory Research, Director (Post 660720) 88/ 
09/00 STELLO.V Ofc of the Exocubvo Director for Operations, 2pp 47668 042- 
47668 087 

6811300167 Forwards add) Info on ATWS mitigation design, par 081013 meeting & sub 
BBfluent telcons Util working to resolve remaining issues In llmeffamo to support (n- 
Blallallon In upcoming refuellnn outage.W/ono oversize figure 
WIDELL.RC F loll da Power Corp (subs of Florida Progress Corp) 3F1188-11 88/ 
11/22 Document Control Branch (Document Control Desk) i7pp 47697 125- 
47697.141 


0811300482 Fonvards NUMARC responses to comments re emergency diesel genera- 
tor reliability monitoring 

SERKIZ.Aw Reactor Plant Safety Issues arar^ch 06/11/23 ROSA.F El ac Weal Sys- 
tems Branch FLACK, J Advanced Reactor & Generic Issue Branch LOFGREN.EV, 
Science Applications International Corp (formerly Science Applications, Inc,), 2pp 
47681 047-47601 059 


“8011300489 Forwards responses to NRC comments on EPRI graded approach to 
monitoring of emergency diesel generator reliability, per commitment during 801102 
meeting Concept of accelerated tasting conflicts w/intenl of reliability based progran) 
MARIC^.A Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 68/11/21 SERKIZ.AW. Division of Safety Issue Hesolutlon (Post 
080717) 11pp 47681 049 47681 059. 

8812020013 Provides responses ro review of resolution of USIs & generic safely issues 
for RESAR SP/QO.per 881027 request 

BAGCHI.G Structural & Goosclencos Branch 86/11/18 MILLER.CL Standardization 
& Non Power Reactor Project Directorate 2pp 47722 188 47722. 1B9 

6612070201 Forwards evaluation approving Issuance of Generic Ltr 08-20 ra Individual 
plant exam for sevoro accident vulnerabllHies per 1OCFR5O,54(0 requirements 
SHERON.BW Division of Systems Research (Post 680717) QL-8fl-20, ©8/12/01. 
SPEISJ.P Office of Nuclear Regulalory Research, Director (Post 860720) Ip. 
47746 275 47746 291. 

“8812070202 "NRC Staff Evaluation in Simport of 10CFR60, 54(f) Generic Hr Requiring 
Individual Plant Exam at Nuclear Power Plants " 

* NRC - No Detailed Affiliation Given 00/12/01 16pp 47746 27e-47746’291 

BB1 207021 7 Summarizes 681025 mooting w/0WR Owners Group ra Target Rock 2 
stage safety/rellof valve selpoint dnft Attendees list & handout end 
CHERNY.FC Engineering Issues Branch 88/11/20. BAER.R Engineering Issues 
Branch 41pp 47757 037-47767 077 

8612210194 Discusses Issue of RHR air injestlori & vortex formation during mid -loop 
operations per USI A.43, "Containment Emorgoncy Sump Performance " Extrapola- 
tions of USf A-43 results Ir^dlcate void fractions could be as high as 6%. 

SPANO,AH Reactor & Plant Safely Issues Branch 87/06/08. KNIEL.K. Reactor & 
Plant Safety Issues Branch Opp 47874 210 47874’218 

08 12220037 Submits background info re potential problem concerning proper use & pro- 
tection of Westinnhouse proprietary info In connection w/propoaod resolution of USI 
A-46 Policy In SEuY documents should be followed 

WIESEMANN.RA Woslinohouso Electric Corp NS-RAW-BB 010. 88/12/05. 

MUHLEYJ.E Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp 
47903*017 47903 019 


l&E INSPECTION AND ENFORCEMENT 


0811100211 NRC Info NoHco 00 090, "Unauthorizod Removal of Industrial Nuclear 
Gauges." Sve list end 

CUNNINGHAM, R.E Division of Industrial & Modical Nuclear Safety (Post 670720). 
00/11/22, Consolidated Edison Co of Now York, Inc. OGpp 47708 -26 6-4 7 708 257 

“8409130075 Submits list of problems encountered following review of ropts re gauges 
Installed In locations whore environ conditions exceed mfo specs 
CUNNINGHAM.R E Division of Fuel Cycle & Material Safely (Pre B70413) 84/06/13. 
Indiana Michigan Power Co (formerly Indiana & Michigan Eleclric Co.). 4pp. 
47708 258 4770D 350. 

8811160487 NRC Info Notica 66 001, "Improper Administration & Control of Psychotogl 
cat Tests " Sve list end 

ROSSI ,CE Division of Operational Events Assessment (Peal 070411), 88/11/22. 
Consolidated Edison Co, of Now York. Inc. 101pp 47700 042-47708 142. 

8811260060 PNO VOB 061 on 881 107, reactor cavity sump level Inside conlainmeni ob- 
served to increase slightly & on 881116, reactor trip occurred due lo low steam gener* 
atof water lovel.Causod by foilure of main feedwater pump 

RICHARDS, S. POUCH.T. Region 6. Ofc of the Director 88/11/16 Ip. 47654:152- 
47654 162 

8811290030 NRC Info Notice 88 093, "Tolelhorapy Events " Sve 11 si end. 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729). 
88/12/02 Consolidated Edison Co of Now York, Inc. 112pp 47011.103 47811:216. 

8611200370 PNO III 88 096 on 681 110, moisture density gauge stolen from open bed of 
truck while parked Gauge had net been placed In locked container or secured lo truck 
bed as required Licensee reported theft to Sheriff dept 

SRENIAWSKI.DJ, MALlEn.BS Region 3, Ofc Of the Diraclor 88/11/21, 1p, 
47650.031-47650 031, 

6811290422 PN 0-1-88- 120, on 001117.mlsadmln)stratlen occurred Involving remote after 
loading brachytherapy devlce.Mlsadmin!3lrallon resulted In 2.4 timaa prescrlbad 
dose Dose received by endobronchial tumor within std treatment protocols, 

TRIPP, LM Region 1, Ofc of the Director. 00/11/18 Ip 47802:303-47002:303 

8811290452 PNO IV-d0-091.on 861123, hot particle was Identified by portal monitor as 
worker was exiting non radiological work area located on turbine bldg roof Llcanaea 
conducting investigation to determine origin 

MURRAY.B Region 4, Ofc of the Director, 88/11/25. Ip 4764 8*200-47646. 200. 

6811290538 NRC Info Notice 88 094, "Potentially Undersized Valve Actuators" Sve list 
encL 

ROSSI.CE. Division of Operational Events Assessment (Post 670411). 88/12/02. 
Consolidated Edison (}o of New York, Inc. 121 pp 47708:143-47708*254. 

6911300075 PNO 1V-8Q 090 on 881 123, accountability loss of 5 Model 6605 00151-5337 
llnsatlc compasses containing 1G0 mCi tritium gas re ported .Permiteo Invaatigatlng loss 
8 will provide 30 day rept 

SPITZ0ERQ,DB Region 4. Ofc of the Director, 88/11/23. Ip 47668*295 47608.205. 
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6811300176 PNO-V-Sa 002 on 851 1 lO.Garthquako occuffod 30 mifos wesl of San 
Cleinento.CA Eadhfliiak© fell by personnel In Unjl 1 c?ontrol room & no se smic Insiru 
mentation alarms rocerved Ucensoa found no damago after visual Insp of Unit 1. 
JOHNSOM.P, HUEY.R Region 5, Ofc of Iha Director. iQB/11/21 1p 4 7073 046- 
47670 046 

8811300137 PNO^V 86'063 on 881 121 .licensee declared unusuaJ evertl as result of 
entry info Tech Spec 3 0 3 & pond I no roaclor shutdown Action occurred duo to Inoper- 
able relays Relay leslmg completed & unit returned lo power. 

JOHNSON.P, BOSTE^C Region 6, Ofc of Ihe Diroclor 88/1 1/Z1 fp 47^76 238 
47676 236 

6311360219 PNO IV-0fl-O89 on 831121,8 oven people externally contaminated when low 
temp reactor coolant inadvertently sprayed from top of reactor vessel All worx 
stopped pending doconfa miration of roaclor bJdg Cause under investigation 
HOWElCat Region 4, Ofc of the Director 88/11/21 2pp 47701 319 47701 320 


3812140055 PNS-V-a8-007A on 801 201, actuation alarm received from reaclor coola/M 
pump firo protection deluge sys at Unit 2 Caused by contract watchman who dien-ed 
arw Intent to causa damage to plant Two watchman terminatod 
SCHUSTER, M D Region 5, Ofc of the Director 80/12/07 Ip 47B00 329 47600 329 

3612140076 PNO III 00 099, on 08 1207, nuclear gauga damaged at Ijconsco Harrison 
Steel plant Caused by molten steel spilling onto gauge No doled able con lamina ton 
noted Licensee seeking consultant to absist w/handimg incident 
WJEDEMAN.D, MALLETT.B Region 3, Ofc of the Dfroctor IEIN-80 090 68/12/07. 
Ip 47800-164 47000 164 

8612140118 EN-a8-106 on 08121 3,nolico of violation S proposed imposition of crvil pen- 
alty In amounl of $2,500 will be Issued Action based on failure lo perform leak tests at 
required frequency & to perform dose cdlibr accuracy tests 

JOHANSEN, J , LfEBERMAN.J Ofc of Enforcement (Post 870413) EA 8B-257 $8/12/ 
00 Ip 47814 189-47B14 109 


8811300231 EN 68 101 on 881 123, notice of proposed imposition of civil penalty in 
amount of $75,000 will bo Issued lo licensee Action based on failures to adequately 

imDlemenlonvironqualificalionrequirennont8of10CFR50,49 

LUEHMAN,J , LIEBERMAN.J Ofc of Enforcement (Post 070413) EA 68-101 38/11/ 
18 ip 47677.322 47677 322 


8812 140122 EN-OB-1 05, notice of violation & proposed Imposition of civil penalty in 
amount of $25,000 will be Issued on 001213 Action based on licensee failure la pro- 
vide adequate procedural guidance to ensure HPSI remain operable 
UUEHMAN.J. LIEBERMAN.J Ofc of Enforcomenl (Post 870413) EAfl 6-?23 66/12/ 
00, Ip 47000 213 47800 213 


6811300232 EN 08 102 On 831 123, notice of proposed imposition of civil penalty In 
amounl of $160,000 will be issued to licensee AclTon based on vioPallons of require 
moots for environ qualification of cerlain itams of electrical equipment 
WONQ,H , LIEBE^AN.J Ofc of Enforcement (Post 670413) EA 68 138 88/11/10. 
Ip 47670 360-47670360 

6612020267 NRC Info Notice 88 095, “Inadaquate Procurement Requlromenls Imposed 
by Liconsoea on Vendors " list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) IE IN 88-035. 
88/12/08. Consolidated ^ison Co of Now York, fne 112pp 47607,191-47007 302 


8812140217 PNO tV-OB 094-on 001207,onslte release of loxic chroano ©a* 

occurred Caused by melting of fusible safety plug In gas cylinder containing epprojc 
150 lb of chlorine gas duo to close proximity of heater to cyiinder Cyhndof removc-dL 
CALCAN.LJ Region 4, Ofc of the Director 08/12/00 2pp 47814 055 47014 056 

8612150040 PNO-IV 88 093 on 801 205, NRC informed of plans lo disconlinuo faoifity op- 
erations on or before 000630 w/no final dale aefoclod Plana include pcw&r coasldo-*-^ 
using fuel presently in reactor w/no fourth refuollng or addition of new fuel 
WES^TERMAN.T.F Region 4, Ofc of the Director 88/12/05 2pp 47826 323- 
47826 324 


8812020302 PNO IV-eB-092or^ Bai129,discovefed lhal vortex breakers not Inslalled In 
any of throe emergency conlainmeni sumps Util invostigalifig why vortex broakors not 
installed & Initiated steps to fabricate replacement vortex breakers 
HOLLER.G Region 4, Ofc of Ihe Director 88/11/30 2pp 47718307-47718.308. 


3012070002 PNS-V-8 3-000 on 831 126, licensee received talcon alleging that nonli 
censed oquipmen! operalor observed using lliagal drugs Individual submiTted to urinal- 
ysis test & snowed positive for marijuana Indivicual terminated on 86 1 1 30. 

SCHUSTER, D Region 5, Ofc of the Director 86/11/30. Ip. 47746 237-47746.237, 


8012070073 ENeS-1O3 0 H 08 1201, notice of proposed Imposition of civil penalty in 
amounl of $250,000 will be Issued to licensee based on problems In areas of plant 
operations & radiological controls 

LUEHMAN.J., LIEBERMAN.J Ofc of Enforcement (Post 870413). EA 68-182 80/11/ 
29 2pp 47748 061 47746082 


3612070160 Forwards biweekly fisting of generic communications being considered or 
under develop me nl by NRC.Ual inciudas all comm u nice lions reported By 6811 16 
BERLINGER.C.H. Generic Communications Branch 83/11/17. JACOB S.R Institute of 
Nuclear Power Operations 6pp 47765 172-47765 177 


3612070285 PNS-V-86-007.on 881130,6on[or resident informed of possible tampering 
events Caused by cleaning person not being able (o completely secure associated 
valving after work activities Enhancedwaikdown performed 
SCHUSTER.M., WCQUEEN.A Region 5, Ofc of the Director 38 / 12/01 2pp 
4774 9’223-4774 9.220. 


3812083023 PNO-V-3B-0&4 on 061 1 30,un]iisual event declared 3 reactor ehutdown fniii- 
eted due to determlnalion that leakage from suppression pool vacuum breaker valve 
eSP-VO in excess of Tech Spec limit. Vatve v^lf be repaired 

CALDWELL, C . BOSTED.C. Region 6. Ofo of the Director. 80/12/01 Ip. 47763 226- 
47733-226. 


6812080053 PNO-I 86-122 on 8ei202,oominoncomont of reactor shutdown to support 
main turbine generator detuning planned to corrocl resonant frequency at rormal op- 
erating apeed oMow pressure turbine rotor Rotor will be detuned. 

SCHMIDT.W . JOHNSON.J. Region 1, Ofc of the Diraclor 09/12/02 Ip 477e3-226- 
47763 225. 


6312030203 PNO-l-68-f21‘on 631 12B, apparent loss of sealed source containing 1 Cl 
Qd-153 discovered .Source noticed missing from hot lab on 061123 Liconsoo made 
surveys 3 Intor^ewed personnel in effort lo locate source 

COURTEMANCHE.S., GLENN, J. Region 1, Ofc of the Director 30/11/30 Ip, 
47760.133-47760^133. 


8312030332 PNO-II-63 066 on 681 12 6. spurious actuation of 19 out of 30 alort & nolifi- 
cation sirens occurred Preliminary Info Indicated that spurious false eclivetlon caused 
by old activation sys decommissioned lator on same day. 

DANCE, H Region 2, Ofo of the Director. 80/11/30. Ip. 47762*069 47762 069. 

8812120177 EN-88.104on 681207,nolfco of proposed Imposition of civil penalty In 
amount of $2,000 Issued to licensee Action based on several vlo1atlons,including ex- 
posure to radiation in excess of applicable limits 

FUCK.E,, LIEBERMAN.J Ofo ofEnforcemcnl (Post 870413). EA B0-256 80/12/02, 
Ip. 47786 213-47735-213. 

8812130153 PNO-l'8Q-121Aon 861202,updete on seeled source containing 1 Cl Gd-163 
lost Efforts lo locale source unsuccess fulAddt Info from mfg indicates that brass cylin- 
der has steel cap placed 

COURTEWANCH£s . GLENN, J Region 1, Ofc of the Director. 86/12/02 Ip 
47794’3O0-47794i3O9. 


3012130243 P NO- 1 V-6 6 00 5 -employees accidentally electrocuted while pr^arlng to 
clean well Intake screen on site water well, Ono employoo declared deed Caused by 
truck boofT> contacting 13.8 kV electric line 

HUNNICUrr.D Regloft 4, Ofc of the Director 88/12/09 Ip. 47708*129 47708:129 

3S1214(M)44 PNO-I 1 1- 8 3 096, on 8B1l21.pln1iole leaks In control rod drive hydraulic lines 
Identified Caused by chloride extern ally Induced stress corrosion cracking Leaking hy- 
draulic lines removed & replacements planned 

DANIELSON.D. HARRiSON,J Region 3, Ofc of the Director. 80/12/06. Ip 
47797*220-47797.220. 


8612150064 PNO-l-88 123 on 881 207, two Army vehicles used to transport ompiQ/oes 
wore contaminated w/H 3 Six employees riding in vehicles determined lo have c<x> 
laminated shoe soles Possible areas of contamination are being surveyed 
MILLER.J, WHITE,J Region 1, Ofc of the Director 08/12/07. ip 47024.176- 
47024.176 

8812200093 PNO-lll-OQ-100 on 0012O7,packago conlaining 75 mCi Tc-09m slolcm from 
vehicle parked in front of technofoglat residence in Twin Rlvers,W I Caused by 
not being locked & package not secured 

SRENIAWSKI.D , MALLEH.B Region 3, Ofc of the Diroclor 00/12/07. tp. 
47863 071-47063 071 

6612200134 PNO-I lf-80-097 on 8ai205,tubo leak identified in Steam Gonorator BUrnt 
shut down Outage planned to repair leak 3 perform other maint, including roplaccmc-ril; 
of primary coolant pump seal & repair of primary safety valve leak 
BLIRQESS.B , AXELSON.W Region 3, Ofc of tlio Diroclor. 80/12/06 Ip 47668 143- 
47868 146 

8B12200139 PNO fll 08 101 on 801207, Util & Bechtel announced signing of Qgroomorts 
for (olntly owned company to acquire facility & to rosotvo ou (standi r^g claims associat- 
ed w/Midland Nuclear Plant const project Stato of Ml will be Informed 
BURGESS.B , AXELSON.W Region 3, Ofc of the Diroclor 80/12/08 Ip 47BTO 34i>- 
47870-340. 

6812200147 PNO 111-88 103 on 881212,pationl received 15 5 mCl rather than p^csenbed 
6 0 mCi 1-131 thorapeutle dose for treatment of Graves disease Physician o1 patron! 
notified of error Circumstances will be reviewed during special Insp 
WIEDEMAN.D . MALLETT.B Region 3, Ofo of the Diroclor 88/12/14 Ip 47866 205- 
47068 285 

6012200275 PNO-V-&8-066 on 801212,foodwatQr flow significantly roducod duo to 
steam pressure flucluallons lo main feedwater pump B (MFP) Fluctuations caused b-y 
operator actions Utl) located unexpected steam demand from auxiliary sloam supp^. 
MILLER, L, D'ANGELO, A. Region 6. Ofc of the Director 80/12/13, 2pp 47060 333- 
47860 334 

6012210040 PNS-V-8B 008 on 881212,dlscovorod lesser quantity of SNM in conlairwr 
stored under tampersafintj lhan Indicated on mail accounting records Liconsoo bn 
process of opening each ot 20 containers to assure accuracy of SNM counl 
NORDERHAUG.L , SCHUSTER.M. Region 5. Ofc of the Director 08/ 12/ 13 2pp 
47881.161-47001.162 

6812210133 PNO-I 11-88 102 on 0G121O,unlt shut down lo inspect Raychem hsal eJinrik 
tubing on about 170 safety related electrical splices & penetrations lo assure that 
tubing installation meets er>viron qualification requirements 

DEFAYEHE.R., KNOP.R Region 3, Ofc of Ihe Director 86/12/12 Ip 47877 C55- 
47877.055 

6812220166 PNO-l-80-125:on 881200Jaclljty removed from sve due to hiah comlxistible 
gas (acotyfana) concentrations on Phase C of main power transforfner.LlconjQs plarw 
to rqpfaco transformer w/sparo 

QIBSON.K . SWETLAND.P. Region 1, Ofc of the Director. 08/12/12 Ip 47092 242- 
47892-242 

6812230052 PNO-I-BO 124 on 881 209,worker broke 1 1/2 Inch natural oas line whjfo re- 
moving tree stumps from clearing Gas leak Immediately isolated & gas flOiV sbiiH 
off.Facility evacuated & local fire company called to site 

ROTH.J., PASCIAK,W. Region 1, Ofc of the Director 80/12/00 Ip 4791 4 350- 
47914 350 

B61 2270 195 PNO-l-OG-127.on 881 21 2, Model 341 IB portable molslure/density gauge 
missing Caused by missing person possessing gauge Mishap suspected 
DAVIS.J, WHITE, J Region 1. Ofo of the Diroclor 88/12/19 Ip 47922 357- 
47922 357. 

8812270286 PNO 1-88-126 on 801215, plant shutdown In excess of 48 h lo invealiaaCa 
cause of high flow In Number 1 seal leak off lino for reaclor coolant |Mjirr>p 
ID Damaged Oring found & replaced Outage expected to last 7-8 days Press irir 
form-ed. 

JOHNSON, D., BETTENHAUSEN.L Region 1. Ofc of the Director 86/12/16 Ip 
47926 006 47926.000 
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HISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8B1123Q054 Trip root of &D0923 visit to Centrai Electricity Generating 
Board .Gioucester.Engmd re BntlBh essentiai sya status noonllor 
FISCHER, DC Technlcai Specificaliorts Branch 08/11/08 BUTCHER, EJ Technical 
Specifications Branch 4pp 4767S 179 47675 211 

-B0 1 123-0065 *‘Essontiai Sys Status Monitor for Heysham 2 Nuclear Power Station " 
HORNE, BE International Atomic Energy Agency 68/06/13 20pp 47675183’ 
4767S211 

8612050237 Notification of 001101 meeting w/RM Parsons in Rockville, MD to discuss 
dry spent fuel storage 

ftOQERTS.jp Fuel Cycle Safety Branch 60/11/03 ROUSE.LC Fuel Cycle Safety 
Branch Ip 47765 040 47755 048 

8B1206I0071 Forwards response to 001022 Hr re extent to which NRC examines com- 
mercial nuclear power plant control rooms Recommonds EPRI "Control Room 
Deficiencies, Remo dial Options & Human Factors Research Needs," dtd May 1988 W/ 
Q enci 

ECKENRODE,RJ Human Factors Assessment Branch 88/11/10. WHITE.K M Affili 
Btion Not Assigned 2pp 47743 142-47743 143 

SB 12090276 "Backlit Analysis in Support of Proposed Generic Ltr Toss of DHR 
* NRC - No Detailed Affiliation Given 88/09/20 22pp. 47767 272-47767 293 


NUFIEQ NUREG REPORTS AND RELATED CORRESPONDENCE 


8811100222 Forwards addi comments to comments summarized by Rules & Procedures 
Branch cover memo, consisting of editorial or format corrections necessary to make 
package suitable for FR notice publlcation,por Regulatory History AC56'1 
HAISFIEID.M NRC - No Detailed Affiliation Given AC56-1 13. 08/11/03 NRC * No 
Detailed Affiliation Given 1p 47520 027-47520138. 

'-8611100295 Approves continuation of rulemaking re criteria for licensing longterm 
custody & mainl of U mill tailings sites, per 640213 memo NRC regulatory 
agenda, NUREG 0936, should be modifiod to reflect rulemaking status 
STElLO,V Ofc of the Executive Director for Operations AC56 1 19 08/11/03 
DAVIS, JG Office of Nuclear Material Safely & Safeguards, Director Ip 47520*112* 
47520 138 

B61 11 10039 Forwards NRC assessment of environ radioactive contamination in vicinity 
of plant & NUREG GR-4286, "Evaluation of Radioactive Liquid Efiluent Releases from 
Rancho Seco. Evaluations concludod offsite environ contamlnatod 
STOL2,J PWR Pro oct Direotorato 6. TAC 64735 88/11/11 RODRIGUEZ, RJ Sacra- 
monlo Municipal Utility District 7pp 47682 086-47682.092 

8811160467 NRC Info Notice 06 091, ‘'Improper Administration 5i Control of Psychologi- 
cal Tests " Sve list enci, 

ROSSI,CE Division ol Oporallonal Events Assessment (Post 870411), 88/11/22 
Consolidated Edison Co of Now York, Inc 101pp 47700:042-47708 142, 

8811280046 Generic Ltr 88-20 to all licensees holding OLa & CPs for nuclear power 
reactor facilities re Individual plant exam for severe accident vulnerabllitles.Svc list 
end. 

CRUTCHFIELD, D. Associate Diroclo; for Projects {Post 070411) 80/11/23 Consoli- 
dated Edison Co of New York, Inc 81 pp 47/26'303 47720.024 

8811280174 Application for amend to License DPR-28, revising Tech Specs re NUREQ- 
073 7, Items 11 K 3 13 6 II K 3 22.por QL-03 02 Foe paid 

MURPHY, W P Vermont Yankee Nuclear Power Corp GL-83-02. 80/11/18 Document 
Control Branch (Document Control Desk), lOpp 47653 310 47653*332. 

6811290147 Forwards proprietary responses to NRC questions re methodology to ana-' 
SRP Chapter IS events for PWR& Ropt withhold (ref 10CFR2 790) 

COPELANO.R A Advanced Nuclear Fuels Core (formerly Exxon Nuclear Co , Inc ) 
RAC 054:88 88/11/16 Office of Nuclear Reactor Regulation, Director (Post 070411), 
Ip. 47667:009 47667 009 

8511290219 Forwards "CROR Summary Rept" per SuppI 1 lo NUREG 0737 & NRC 
850012 issuance of rev to 640612 oraer.Human engineering discrepancy corroettons 
scheduled for four consocutive refueling outages bogTnnlng w/oar(y 1991 outage 
MROCZKA,E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Ulil- 
lUes TAC 56128 08/10/31 Document Control Branch (Document Control Desk) 3pp, 
47648.240-47649.157 

'-861 1290222 "CRDR Summary Ropl," per Supp1 1 to NUREG 0737 
* Connecticut Yankee Atomic Power Co. 88/10/31 276pp 47648 243-47640 167, 

6811200310 Forwards Emergency Operating Procedure Insp Ropt 50 263/88-200 on 
88071 1-22 Deficiencies noted Executive summary of Insp w/ovorvlew of Insp team 
findings In areas reviewed end 

HOLAHAN.GM. Division of Reactor Projects - IIMV,V & Special Projects (Post 
B70411) 88/11/14 LARSON,C. Northern States Power Co 0pp 47667*205 
47807.256 

-5811290314 Insp Repl 50 263/88-200 on 80071 l-22.0Gvlatiens noted Major areas 
Enspoclod program for Implementing emergency operating procedures, per NUREG 
0737,Suppl 1, 

GUtHERIE.S Division of Reactor Inspection & Safeguards (Post 870411) 
HARTMANN, P L , VANDERNEILC L Office of Nuclear Reactor Regulation, Director 
(Post 870411) lEB 66-064. 86/11/08 44pp 47667.213-47667,266 

6511290467 Revises util 801219 commllment made in response to NUREG 07d7Jtem 
I.C.a, "Shift & Relief Turnover Procedures," Util will maintain ays which evaluates ef- 
feoiiveness of shift & relief turnover procedure on periodic basis, 

FRISCH,RR Consumers Power Co. 66/11/21, Document Control Branch (Document 
Control Desk) 2pp 47651.199-47651*200. 

881 1290541 Updates status of recommendations per NUREG-1267.Li9t of pending rec- 
ommendations assigned to Ofc of Special Projects end 

STELLO.V Ofc of the Executive Difoctor for Operations 88/11/26 ZECR Commis- 
sioners 4pp 47657 357-47657 360 


8811290561 LEB 08 029 00 on 8B 1024, containment isolation valves V 38 9, 10,16.17,22 
& 23 failed lo meet NUREG 0737 design criterion Caused by personnel error Mod of 
subi vatvos planned W/8Q1121 ltr 

CERVENKA.P , FIT2PATRICK.E General Public Utilities Corn GPU Service Corp 
fle/t f /2 1 4pp 4 7662 213 4 7662 2t6 

8611300130 Forwards safety evaluation accepting util 881021 submittal re operation w/ 
deficiency In prossurizer heater power supply until restart from next sdioduled refuel 
ing outage 

S1LVER.H. PfolGCl Directorate lt-2 TAC 69633 88/11/22 WILQUS.WS, Florida 
Power Corp (subs of Florida Progress Corp ) 2pp 47676 302-47676 306 

-6611300134 Safety evaluation accepting operation w/ existing prossurizer heater power 
Supply design until next refueling outage 

• Office of Nuclear Reactor Regulation, Director (Post 070411). 88/11/22 3pp. 
47676 304 47676 306 

8811300157 Fonvards addl Info on ATWS mitigation design, per 881013 meeting & sub- 
sequent tdcons Util working to resolve remaining issues in timeframe to support in- 
stallation in upcoming rofueilng outage W/ono oversize figure 
WIDELL.RC Florida Power Corp (subs of Florida Progress Corp,) 3F1 188-11 68/ 
11/22 Document Control Branch (Document Conlrol Desk) 17pp 47697.125- 
47697 141 

S81130017B Forwards addl Info re util response to NUREG-0737,Hem IID.I.por util 
860630 commllment Completo responses will not be available until 6901 10 
MORRIS.KJ Omaha Public Power District LIC 88-1020 88/11/22 Document Conlrol 
Branch (Document Conlrol Desk) 4pp 47676 314 47676 317 

8811300436 Ack receipt of 881020 Ur informing NRC of steps taken to corrocl violations 
noted In Insp Reph 50-330/88-24 & 60 339/88-24, Ack util Intent lo submit emergen- 
cy plan rev by 881120 which will address violation re staffing lime 
COLLINS.D.M Region 2. Ofc of the Director. 88/11/18 CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Power Co ), Ip 476B1. 042-47681. 042 

8812010047 NUREQ/CR2907 V07 RADIOACTIVE MATERIALS RELEASED FROM 
NUCLEAR POWER PLANTS Annual Report For 1966 

tlCHLER,J , NORDEN.K , CONQEMI.J Brookhaven National Laboratory. FIN B-2234. 
BNL-NUREG-51581. 08/11/30 Office of Administration & Resources Managomant, 
Director (Post 870413). 306pp. 47684*034 47604 338. 

8812010080 NUREQ/CR-5133 A COMPUTATIONAL MODEL FOR CRITICAL FLOW 
THROUGH INTERGRANULAR STRESS CORROSION CRACKS 
SCHROCK,VE, REVANKAR,ST, LEE.SY Caltfornia, Univ of, Berkeley, CA FIN Q 
3043 LOL-21987 08/11/30 Division of Systems Research (Post 660717) 103pp 
47684 339 47685 001 

8812010089 NUREG/CR-5240 COMPARATIVE EVALUATION OF SELECTED CONTIN 
UUM AND DISCRETE FRACTURE MODELS Emphasis On DIsporsIvity Calculations 
For Application To Fractured Geologic Media, Croston Study Aroa, Eastern Washing- 
ton, 

KUNKEL,JR , WAY.S.C, MCKEE, CR. In Situ. Inc FIN D 1163 80/ 11/30 Division or 
Engineering (Post 070413) 60pp 47605 OB2-47605 153. 

8812010073 NUREG/CR-4G60 CONTROL ROOM HABITABILITY SURVEY OF LI- 
CENSED COMMERCIAL NUCLEAR POWER GENERATING STATIONS. 

DRISCOLL, JW Arnonno National Laboratory FIN A 2328 ANL-Q7-22 80/10/31 Di- 
vision of Engineering & Systems Technology (Post 870411) 262pp. 47683.132- 
47604.033 

8812010088 NUREG/CR-5053 OPERATING EXPERIENCE AND AGING ASSESSMENT 
OF MOTOR CONTROL CENTERS 

SHIER, W, SUBUOHLM. Brookhaven National Laboratory FIN A-3270. BNL-NUREG- 
62110.88/06/30 Division of Engineering (Post 870413) 85pp 47605*154-47685*238. 

8812010098 Forwards documentation re technical support ctr,oporellonal support ctr & 
emergency operations facility in response lo NUREG O737,lloma III A 1 .2 4 111 A 2 2 
MECREDY,RC Rochester Gas & Eloclric Corp. 88/11/23 STAHLE.C. NRC - No De- 
tailed Affiliation Given 20pp 47698 021-47690.051 

8812010250 Forwards Emergency Operating Procedure Insp Ropt 50-219/08-200 on 
860906-1 5.lnsp verified that procedures technically correct & conformed lo owners 
group guidelines, Safety significance Item ro containment vonting noted 
VARQA,S.A Division of Reactor Prqlecla - I/ll (Post 070411) 88/11/20. 

FITZPATR|CK,E, General Public Ulilillos Corp - GPU Sorvico Corp. 8pp 47709*340- 
47710 029 

-8812010252 Insp Rept SO 210/86 200 on SaOGOB-IS.Dofjcloncloa noted. Major areas 
Inspected licensee program for Implementing emergency operating procedures, per 
NUREQ-0737,Suppl 1. 

GUTHRIE,S. WECHSELBERQER, LEW,0. Division of Reactor Inspection & Safe- 
guards (Post 870411) 88/11/23. 34pp. 47709:356-47710.029 

8812010333 NUREQ/CR-52a2 UNCERTAINTIES IN MODELING AND SCALING IN THE 
PREDICTION OF FUEL STORED ENERGY AND THERMAL RESPONSE. 

WULFF.W. Brookhaven National Uboratory. FIN A‘3952 BNL NU REG-521 64. 88/09/ 
30, Division of Systems Research (Post 080717) 63pp 47690 303-47690 352. 

8812010343 NUREG/CR 5248 PRIORITIZATION OF TIRQ ALEX-RECOMMENDED 
COMPONENTS FOR FURTHER AGING RESEARCH 

LEVY.IS., JARRELL,DB. Batlelle Memorial Inslituto. Pacific Northwest Laboratory. 
C0LL1NS,E,P. Science Applications International Corp (formerly Science Applicallons, 
Inc.). FIN 0-2665. PNL-6701. 88/11/30 Division of ^gineorlng (Post 870413) 20epp 
47689.173 47690.018. 

8812010349 NUREQ/CR-5100 CLOSEOUT OF IE BULLETIN 80-14 DEGRADATION OF 
BWR SCRAM DISCHARGE VOLUME CAPABILITY 

FOLEY, W J , DEAN.R S., HENNICK,A Parameter, Inc FiN B 0729. PARAMETER 
iE172. 08/11/30 Division of Reactor Projects • Ili.lV.V & Spaclal Protects (Post 
670411) 30pp 47690 233-47690 251 

8812010363 NUREG/GR-521Q THE MIXING OF IMMISCIBLE LIQUID LAYERS BY GAS 
BUBBLING 

8UO ANTTIIA,A. Sandia National Laboratories FIN A-1010 SAND88-7110 8B/11/ 
30. Division of Reactor System Safety (860720 870413) B5pp. 47690 262-47690^302 
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88120103Sa NUnEG -1214 n 04 KISTOnJCAL DATA SUMMARY OF THE SYSTEMATIC 

A Qual8Y EvaMafon (Pos. 

67041 1) 83/10/31 eOpp 47G90 15B 47690 232 
8312010368 NUREG-0540 VI 0 NOS TITLE LIST OF DOCUMENTS MADE PUBLICLY 

• Eireedom of'lnforinatjon & Publjcalions Services iPosI 880515) 86/11/ 
30, 435PP 47601 073-47692 147. 

8812020157 NUflEG 0760 \/2e N03 NUCLEAR REGULATORY COMMISSION IS 
SUANCES FOR SEPTEMBER 1888. Pages 271-417 

• Dprislcrt 01 Freedom of Information & Publicaljons Services (Post 880516) 80/11/ 
30. isepp 47887 337-47688 132 

8812020159 NUREQ/CR 5220 V02 DIAGNOSIS OF CONDENSATION INDUCED 

WATERHAWMER: Case Studies cik. n r'actnc tm 

I76NSONMG. ROTHE.PH, WALLIS.G B Creare, tnc FIN 0-1703 CREARE TM 
1189. 80^0/31. Division of Systems Research (Post 880717) 139pp 47690 019 
47090 157 

8812020184 NUREG/CR-5220 V01 DIAGNOSIS OF CONDENSATION-INDUCED 
WATERHAMMER Methods And Background tv* 

IZENSON.MG, flOTHE.PH. WALLIS.G B Creare, tnc FIN D 1703 CREARE TM- 
1169 88/10/31 Division of Systems Research (Post 880717) 157pp 4768B 133 
47688 289 

8812020165 NUREG/CR 5183 A USER’S MANUAL FOR THE CONTAMINANT TRANS 
PORT MODULE OF THE MIGRAT CODE 

NESTOR.C W, PIN,F Q . REISTERC B Oak flidge National Laboratory FIN B 9279 
ORNL/TM- 10830 88/10/31. Division of Low Level Waste Management & Oocommls 
aloning (Post 870413) 243pp 4768 6 290 47669 172. 

6812020170 NUREG-0933 SO0 A PRIORITIZATION OF GENERIC SAFETY ISSUES 
EMRtTR, RlGQS.R.^ MILSTEAD.W Division of Regulatory AppHcallons (Post 
870413) 88/11/30 212pp 47687 12547807330 

6812020172 NUREQ-1272 V02 N02 REPORT TO THE D 8 NUCLEAR REGULA'^RY 
cSwMJSSlON ON ANALYSIS AND EVALUATION OF OPERATIONAL DATA - 
1987 Nocveactors _ . « n,, * «« 

• Office for Analysis & Evaluation of Operational Data. Director 80/10/31. OOpp 
‘47690 353 47691 072 

6612020177 Summary of 861024 moolinfl w/util in Rockville.MD re slatua of TVA (ulfill 
lf>g commitments made to NRC during roatart of planUncluding Phase 11 programs & 
status of nexi update of plant FSAR ^ ^ 

DONOHEW.J.N Ofc of Special Projects 80/11/29 Ofc of Special PfOlects 21pp 
47722:190-47722 210 


8612020179 NUHEG/CR’5135 THE THERMAL HYDRAULICS OF S0LOCAS RELATIVE 
TO PRESSURIZED THERMAL SHOCK ^ ^ 

THEOFANOUS.T G California, Univ of, Santa Barbara, CA LA CHANCE,JL, 
WILLIAMS, K A Science Applications International Coro (formerly Science Applica 
Uona, Ine). FIN A-7049. LA-UR 66-2871 86/10/31. Division of Syatoms Research 
(Post 800717). g5pp 47685 239 47685 282 


6812020180 NUREQ-0CI20 VI 2 N10 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Of September 30,1G88.(Qray Book I) 

SCHWARTZ,! Policy S Program Management Staff (Post 870413) 86/10/31 502pp 
47665.263 47667.124. 


8612090097 Forwards SER re util 831109 & 840629 rosponsos to Generic Lt/ 53- 
20.lt0m 2 1 (Part 2) which Involves confirmation of vendor Inlorface program w/NSSS 
vendor for components required for reactor trip function Responses accepiable 
LABARGE,OE. Project Directorate 1-1 GL-03 28 08/12/06 BRONS.JC Nh&'A YwV 
Power Authority (formerly Power Authority of the State of Now York), 3pp 47762 24 4- 
47762 255 

-8812090098 SER supporting util response to Genorlc Llr 03 28, Item 2 1 (Pa/t 2) re 
confirmation that vendor interface program exists w/NSSS vendor for compor>eriU 
that ere required for performance of reactor trip function 

• NRC No Delalled Affiliation Given GL.83-2S 08/12/06. Spp 47762 247* 
47762*255 

6612090176 Informs of nomination of Cl Qrlmos & RT Neville for Congressional Award 
for exemplary flvc to public Nominating statements for each nominee end 
ZECH,LW Commissioners 88/11/30 Office of Personnel Wanagemenl 6pp 
47701*317 47791 338 

-8812090198 Requests copy of NUREG 0000,per 070225 tolcon Extends appreciation 
for support & cooperation over last several wKs, 

KUNlSHfl Miller, Canfield, Paddock & Slone 87/02/26, WARD,M Public Docurnert 
Branch Ip 47791.329-47791 329 

6612090239 Forwards safety evaluation re util 070403 reliability analysis for aino'iary 
feedwater sys Lftil should onsure (hat sys mods do not result In net reduction In Sj.i 
rellabilltY 

DE AQAZIO.A.W Project Dlrectoralo 1113 D0-BO 064 80/12/08 SHELTON,DC. 
Toledo Edison Co. 3pp 47762 256-47702 273 

8812120017 Forwards SSER 20 (NUREG 0707) re implomonlation of Comanche Peat 
RoBponse Toam proaram plan & Issue-spocific action plans Ulil assessment ol root 
causes tor design dokcienclea acceptable. W/o end 

GRIMES,CI Ofc of Special Projects 00/12/06 COUNSIL,WG TU El Mine (former!/ 
Texas UlilitlesGenoraIfng Co) 2pp 47709 151-47709.152 

8B12120033 Forwards request for addi Info re util 000930 Intonllon to combine en>ef 
gency operations racllltles for plants at single Coatsvlllo sve bldg facility Sl/a^o^l 
lfne,ciifoct & driving distances between plants A Coalsvillo sve bldg roquosled 
BUTLER, WR Prqoct Olreclorate J-2 80/12/06 HUNGER.G A Phlladelphfa EEectre 
Co 4pp. 47705.104-47705*107 

8612120076 Forwards corroclod Pago 2 to ulil 001201 llr re rosponso to NUREG 
073 7, Horn II K 3.5 re reactor coolant pump trip, Correct slaloment Is "nominal jx«t tnp 
steam generator pressuro expected In range of 800 pala to 980 ps!a " 

SMEOLEY.R.W Consumers Power Co TAC 49700. 00/12/06. DocumenI O&rlro< 
Branch (Document Corrirol Desk), 2pp 47700*160 47708.169 

8012120267 Concludes that corroctivo action ostabllshos accoplablo program for re&olv 
Inn technical concerns associated w/ structural design of HVAG sysSuppl te lo 
NOREG-0797 oncl W/o end 

6RIMES,CI Ofc of Special Projects 00/12/08 COUNSIL,WG Toxos UbNbos Co 
2pp. 47787* 120-47787,1 21 

8812130006 Forwards request for addI info re steam gonoralor lube rupturo analyses 
resolve proposed License Condition 10 of SSER 12 lo NUREG 0797 Info requested 
by 061li^3 

GRIMES.CI Ofc of Special Projects TAC R00413. 00/12/05 COUNSIL,WG TU 
Elociric {formerly Texas Utilitlos Genoratlng Co ) 1 5pp 47799 1 72 47799 186 


8812020308 NUREQ/CP-0099 PROCEEDINGS OF THE PUBLIC WORKSHOP FOR 
NRC RULEMAKING ON MAINTENANCE OF NUCLEAR POWER PLANTS 
TABATABALA , SCXDTT.W Baltelle Memorial Inslituto, Pacific Northwest Laboratory. 
DEY,M NRC * No Detailed Affiliation Gfvan FIN B-20ie PNL-SA 16308. 86/11/30 
Dfvlalon of Regulatory Appficalfons (Post 070413) 372pp 47692 304-47603.315. 


6812130014 LER 68 027 00 on 601108,round setpoint of two switches In excess cf ah 
lowable setpoints prescribed In Toblo 3 2B ol Tech Specs Trip SGipcinIs resoi lo 
within Tech Spec tolorancos & re verify switch oporabllity W/O012OB ttr, 

REEVES,0L, HORN.G.R. Nebraska Public Power District CNSSQeB430 68/12/06 
5pp. 47792276-47702 200 


8812020311 NUReQ-1333 DRFT FC MAINTENANCE APPROACHES AND PRACTICES 
4N SELECTED FOREIGN NUCLEAR POWER PROGRAMS AND OTHER US 
INDUSTRIES Review And Laasona Learned Draft Ropoit For Comment 
DEY,M.K Division of Regulatory AppIleaUons (Post 670413) 88/11/30 156pp 
47692 148-47692 303. 


8812130044 Forwards Emergency Operating Procedure (EOP) Insp Ropt 60 331/68 £00 
on 8D0001 -12 Executive summary oncl giving overview ol Insp linciinga In each oroa 
reviewed. Response w/ firm commitments for Issuing revised EOPs requested 
HOLAHAN,G Division of Reactor Projecis - Ill.lV.V & Special Projects (Posl 870411) 
09/12/02 LIU,L Iowa Efoclric Light & Power Co epp. 4^92.169 47702,192 


6612020316 Advisoa thal replacement of new SPDS will necessitate complete re review 
when Installed & operational NRG should be Informed of new developments 
HAYeS,JJ. Project Directorate ll-l. TAC 51287. 80/11/23 BRADHAM.OS South 
Carolina Electric & Gas Co 2pp 47711.122-47711:123 

6612050336 Forwards comments on draft NUREG/CR-4554, "Puncluro of Shipping 
Cask," per 8B1003 request 

BU’RNm.R.F, DMsion of Safeguards & Transporlalion (Post 870413). 88/11/14. 
BOSNAK,R J Dr^43lon of Engineering (Post 870413). 8pp. 47740.250-47740.267. 

6612069023 Confirms that Precperational Teat 2-30B 05 completed.Util considers Con- 
ffrmatoiy Item 26 resolved. 

BAILEY, J A Georgia Power Co GN-1516 88/11/30 DocumOinl Control Branch (Doc- 
ument Control OesH). 1p 47734,236 47734*238 

6612060969 Responds to 680415 request for addi Info ro NUREG-07d7,l1em II.K3.6, 
“Reactor Coolant Pump Trtp.“ Emergency operating procedures end. 

SMEDLEy,flW. Consumers Power Co tAC 49700. 00/12/01. Document Control 
Branch (D^ument Control Desk) 11pp. 47740.334 47741 039, 

6612070201 Forwards evaluation approvmg Issuance of Generic Ltr 88-20 re Individual 
plant exam for severe accident vulnerabilitios per 1OCFR5Q.54(0 requirements. 
SHERON.BW. Division of Systems Research (Post 800717) 6L-08 20. 8D/12/01. 
SPEIS,TP. Office of Nuclear negulaiory Research, Difectw (Post 860720) Ip 
47746 275-47746291 

-6812070202 “NRC Staff Evaluation in Support of 10CFR60B4(f) Generic Ltr Requiring 
Individuat Pfent Exam at Nuclear Power Plants “ 

^ NRC • No Detailed! Affiliation Given 80/12/01 t6pp 47746 276-47746'291. 

6612060134 Requests natificatien of any public meetings to be held on nuclear plant 
license renowaLper NUREG-1317, “Regulatory Options for Nuclear Plant License Re- 
newal" 

HAAG.F.Q. New York, Stale of 63Ffl32019. 60/10/11 Docketing 6 Services Branch. 
Ip. 47763 110-47753.110 


•^612130048 Emergency Operating Procoduro Insp Rept 60-331/88-20 on 660801- 
12 No violations noted Major areas In spooled licensee program for ImpIcmonLng 
omergoncy operating procedures as required by NUREG 0737,Suppl 1 
DYEB.JE, SMITH,JD, HALL,J R Division of Reactor Inspection & Safeguards (Post 
670411). 08/11/22 20pp. 47702.165 47792 192 

8612130172 LER 06 014-00.on 001 009, found both retain ing block studs for each chock 
valvo RKn-2B740A lo be broken Caused by mfg Incorrect heat Iroaiment cf chock 
valve Search made to locate valves w/poton1ial for stud failure W/OB1 1 16 ltr 
MOLAN,JC., SIFFER.JD Pacific Gns & Electric Co DCL-08-281 08/11/18 lipp 
47794.240-47794 260. 

8812130246 Fonvards environ assessment & finding of no significant Impact ra 660 11 5 
request for exemption from lOCFRBO App J Evaluation publisfiod in SSER 3 
(NUHEQ-0701) 

CALVOJ.A Project Directorate IV BO/12/07 GOLDBERG,JH. Houston Llghtir^ A. 
Powor Co. 6pp. 47796 252-47796 260 

86 12150082 Forwards Rev 1 to NUREG- 1306, "Summary Rept on Radloactlvo Mat! in 
West Lake Landfill," per 061206 request W/o oncl 

LARCX)HE,G. Fuel Cycle Safety Branch 88/12/12 BURNS, M E Association ol Amor 
lean Railroads, ip 47026*31147026*311. 

8612160121 Advises that methodology described In Rev 5 to offsite dose calculatiwi 
manual v^thln guidelines of NUREG-0133 & acceptable EG&G commonis end 
CLARK.R.J. Project Difoctorate I 2, TAC 60010. 86/12/09. HUNGER, Q A Pliilad<^ 
phia Electric Co 4pp 47823,004-47823.012 

-^11280116 Discusses evaluation of Rev 6 to offsite dose calculation manual for 
plan! Methodology considered within guidelines of NUREG-0t33,but listed disorepiarv 
cies noted, 

SIMPSON.F B. EG&G Idaho, Inc. (subs, of EQ&Q, Inc ) SIMPSON, F B. Idaho Nebonal 
Engineering Laboratory. SIM 69-88. 00/07/06 POLK.H E NRC ■ No Detailed AffiR- 
allon Given. 6pp 47023 000-47023,012. 
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60037 Forwards safely evaluation accepting NEOC-3093QP, "Review of BWR 
Owners Group Tech Specs Improvement (W/Demonstration for BWR ECCS Actuation 
Instru mentation) Part 2" Ropt provides acceptable basis for extending surveillance 
test intervals 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 0B/12/O9 
GRACE.DN BWR Owners Group 2pp 47069 071-47069 124. 

8312160069 Summary of 001205 meeting w/util & JD Stevenson & Assoc re direct gen 
aration rosponsa spectra & snubber reduction program Util committed to provide listed 
Info discussed consistent w/'schodule for snubber romovaf W/attendanco list 
JABBOUn.KN Project Directorate IKS TAG 67360 00/12/13 Project Directorate II- 

3 7pp 47032 338 47832 344 

8812160099 Forwards "OCRDR Second Suppl Summary Repi/' per stated 
review .conducted to ensure satisfaction w/NUREG 0737, published by Generic Ltr 82* 
33 

SIEBER.JD Duquesno Light Co. GL-02-33 60/11/15 Document Control Branch 
(Document Control Desk) 2pp. 47031,010 47031 244 

8812160141 Forward Inap Ropts BO 424/08 47 & 50 425/60 62 on 681031-1 104, No 
Isolations or deviations idonliflod 

DECKER.TR, Region 2, Ole of Iho Director 66/12/02 HAIRSrON.WG. Georgia 
Power Co 2pp 47632203-47032 295 

-6812160144 Preoperational Insp Repta 50-424/86 47 & 50-425/88 62 on 801031- 
1104 No violations or deviations noted Weakness noted Major areas 
inspacied radiation protection organization & training & external exposure control 
GLOERSEN.WB. Region 2, Ofe of the Diroctor lEIN 80 063 08/12/02 lipp 
47632 205 47832 295 

8812160177 NUREG-0797 SI 7 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 
2 Docket Nos 60-446 And 60 446 (Texas Utilities Generating Company) 

NORKIN.DP Of c of Special Pro] eels 68/11/30 200pp 47836 345 47030 020 

8812160178 NUREG0797 S10 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 
2 Docket Nos. 50 445 And 50-446 (Texas Utilities Generating Company) 

7ERAO.D Ofc of Special Projects 00/11/30 98pp 47038 021-47036120 

8812160181 NUREQ 0797 S10 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 
2 Docket Nos. 60 445 And 50 446 (Texas Utilities Generating Company) 

HUBBARD, Q. MALLOY.M. Ofc of Special Pfojacla 86/11/30 64pp 47830121- 

4 7036 108 

6912190010 NUnEQ/CR-4630 VOS PI NUCLEAR COMPUTERIZED LIBRARY FOR AS- 
SESSING REACTOR RELIABILITY (NUCLARR).Guid 0 To Data Processing And Revi- 
sion Part 1. Technical Overview 

GILMORE, W.E., QERTMAN.D I , GILBERT, BG. EQ&G Idaho, Inc (subs of EQ&Q, 
Inc.). FIN A 6050 EGQ-246B. 06/11/30 Division of Systems Rosoarch (Post 880717) 
4epp 47006' 10B-47806 155. 

8612190037 NUREG/CR-4039 V03 P2 NUCLEAR COMPUTERIZED LIBRARY FOR AS- 
SESSING REACTOR RELIABILITY (NUCLARR) Guide To Data Processing And 
Revision Part 2’ hluman Error Probability Data Entry And Revision Procedures. 
GILMORE,WE. GERTMAN.D I , GILBERT, BQ tQ&Q Idaho, Inc (subs of EQ&Q. 
Inc). FIN A-6850 EQG-2450. 06/11/30. Division of Systems Research (Post 000717). 
168pp 47008168-47806 326 

8012190092 Forwards Amend 147 to License DPR-50 & safety evaluation Amend Incor- 
porates requirements for operability & callbr froquoncles for reactor coolant Inventory 
trending sya In Tech Spocs.per NUREQ 0737, Item II F.2. 

HERNAN.RW. ProjoorDIrectoralo 1-4. TAG 64205. 00/12/13. HUKILL,HD General 
Public Utilities Corp - GPU Service Corp 2pp 47050 265 47050.276 

8812190066 NUREQ/CR 4639 V03 P3 NUCLEAR COMPUTERIZED LIBRARY FOR AS 
SESSINQ REACTOR RELIABILITY (NUCURR) Guido To Data Processing And RovI 
Sion Part 3. Hardware Component Failure Data Entry And Revision Procedures 
GILMORE, W.E. GERTMAt^Dl, GILBERT, BG EG&G Idaho, Inc (subs of EG&O, 
Inc ) FIN A 6850 EGG-2450. 06/11/30. Division of Systems Rosoarch (Post 660717) 
eZpp 47B04‘154-47804 24Q 


8812190123 NUREQ/CR-4028 FATIGUE CRACK GROWTH OF PART-THROUGH 
CRACKS IN PRESSURE VESSEL AND PIPING STEELS Air Environment Results 
CULLEN.W H , JOLLES.M R Materials Engineering Associates, tnc FIN B 0900 MEA- 
2198 88/10/31 Division of Engineering (Post 670413) 64pp 47005 320-47806.016 

8B12190133 NUREG/CR2000 V07N10 LICENSEE EVENT REPORT (LER) 
COMPILATION For Month Of October 1968 

* Oak Ridge National Laboratory FIN A 9135 ORNL/NSLIC-200 80/11/30 Office 
for Analysts & Evaluation of Operational Data, Diroctor. 91pp. 47006 016-47806 107 

8012190163 NUREQ/CR-5100 CHEMICAL DECONTAMINATION AND CHEMICAL 
CLEANING OF LWR COMPONENTS AND POSSIBLE INTERACTIONS WITH METAL- 
LURGICAL AGING EFFECTS 

DIERCKS.D R, Argonno National Laboratory FIN A-2259 ANL-88.30 88/11/30. Divi- 
sion of Engineering (Post 870413) 52pp 47805104-47805147 

8812190168 NUREG 0386 D04 RtO UNITED STATES NUCLEAR REGULATORY COM- 
MtSSION STAFF PRACTICE AND PROCEDURE DIGEST Com mission, Appeal Board 
And Licensing Board Decisions, July 1072 - December 1987. 

* Office of the Genera! Counsel 00/11/30 496pp 47043 122-47644 259, 

8812190181 Fonwards SSER 16 (NUREG 07 97), presenting safety evaluation on mettere 
re corrective action program associated w/oqulpmenl qualification NRC should bo ad- 
vised as to when util anticipate reaching 90% completion point W/o end 
GRIMES.CI. Ofc of Special Prelects 80/12/09. GOUNSIL.WG TU Etociric (formerly 
Texas Ulfldfes GenofaWng Co } 3pp 47851 283 4785 1 265 

8B1 2190268 Forwards FEMA analysis of prompt alert & notification sys tost on 960607 
for plant FEMA determination that sys installed around plant satisfies requlremer^ls of 
NUREG 0654/FEMA REP-I.Rov 1 & FEMA-REP-10 noted 

DECKER.TR, Region 2. Ofc of tho Director 88/12/08. WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 47852’178-47053.0G3 

0812190322 NUREG/CR-4916 HECTR ANALYSES OF THE NEVADA TEST SITE 
(NTS) PREMIXEO COMBUSTION EXPERIMENTS 

WONQ.CC Sandla National Laboratories SAND67 0g55 88/11/30. Division of Sys- 
tems Research (Post 0BO717). 174pp 47841 289-47042 104, 

8012100333 NUREQ 0540 VIO N09 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE September 1-30,1986 

* Division of Freedom of Information & Publications Services (Post 880516) 86/11/ 
30 376pp 47042105 47043.121 

8812190336 Forwards Insp Repis 50 315/88-25 & 50 316/68-29 on 081031-1 104 No 
violations noted Insp team conclusion that util meeting commilmonls to Improve re- 
quallflcation Uelnlng program noted 

WRIGHT, GC Region 3. Ofc of tho Diroctor 60/12/14 ALEXICH,M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co.) 2pp. 47863.231 47863 249. 

-8812190340 Insp Repts 50-316/88-25 & 60 316/08-29 on 001031-1104, No violations 
or deviations noted Major areas inspected, licensed operator r equal! flcatl on 
training, Including evaluation of commitments to Improve program. 

HOPKfNS.J A, Region 3, Ofc of the Director 50Sl6?B8-29. 88/12/14 17pp 
47853 233 47853 249 

6812200012 Responds to Qonoric Ltr 00-14, "Instrument Air Supply Problohis Af- 
fecting Safety-Related Equipment" Util reviewed generic ltr & NUREG-1275,Vol 2 & 
performed design & operations verification of Instrument air sys for plant. 
QOLDBERG.JH Houston Lighting & Power Co GL-88-1 4. 80/12/13 Document Con 
trol Branch (Document Control Desk) 8pp 47071 ‘340 47671 355 

88122000S2 Forwards Safety Insp Ropt 50 463/8&-ie on 881031-1 130.No violations 
noted 

QREGER,LR Region 3, Ofc of iho Director 88/12/12, SCHNELL.OF Union Eloctrlo 
Co, 2pp 47662.222-47862 244. 

-8812200066 Insp Ropt 50-483/08-18 on 001031-1130 No violations or deviations 
noted Major areas Inspoded radiation protection radwasle mgl progiams,lncJudlno or- 
ganization & mgt controls, training & qualifications & external exposure controls 
QILL,C.F., KUNOWSKf,MA, QREGER.LR Region 3. Ofc of the Director QL-82-i2 
80/12/12 21 pp 47882'224 47062.244. 


88121M076 NUREG/CR 4527 V02 AN EXPERIMENTAL INVESTIGATION OF INTER- 
NALLY ignited FIRES IN NUCLEAR POWER PLANT CONTROL CABINETS Part 
II Room Elf acts Tests. 

CHAVEZ,JM, NOWLEN,S.P, Sandla National Laboratories FIN A-1010 SAND00- 
0336 ee/11/aO, Division of Englnoorlng (Post 070413). 66pp. 47804.249-47804.307 

M12190085 NUREG-1276 V03 OPERATING EXPERIENCE FEEDBACK REPORT - 
SERVICE WATER SYSTEM FAILURES AND DEGRADATIONS Commercial Power 
Reactors 

LAM,P , LEEDS, E. Office lor Analysis & Evaluation of Oporallonal Data, Director, 88/ 
11/30 ie5pp 47804:308-47805.103 


8812200119 Forwards updated listings of outstanding licensing requests for plant, for 
NRC review & approval, including Generic Ltr 83-28 Items & NUREG-0737,ltem 
II) D 1.1 

HAIRSTON,W.G, Georgia Power Co ELV-00084 08/12/14. Document Control 
Branch (Document Control Desk), 6pp. 4787LO4D-47071’O53 

8812200187 Monthly operating rept for Nov 1960 for Perry Nuclear Power Plant Unit 
1.W/6Bl21Sltr, 

DUNN,QA„ KAPUN,A. Cleveland Electric Illuminating Co. PY CEI/NRR-0951, 68/ 
11/30. 7pp 47059 344 47869 350. 


8812190088 NUREG.0797 S20 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 
Z.DocKot Nos 50 445 And 60-446 (Texas Utillliea Generating Company) 

MCKEE, P. BROWN, C. Ofc of Special Projecls 80/11/30. 360pp. 47040196 
47841:050 


8812200366 Forwards upgraded procedures generotion pack ego .including Rev 1 to Ad- 
ministrative Procedure NPP-PR1 03, "Emergency Operating Procedures Development 
Process" & WQ-APP E, "Form! Writers Guide App E'Emergoncy Operaling Proce- 
dures." 


SYLVIA.BR Detroit Edison Co NRC-88O209. 00/12/12 Document Control Branch 
(Document Control Desk). 4pp 47063.OB1 47864' 172. 


8B1 2190094 NUREQ/CR-52a5 AN OVERVIEW OF BWR MAHK-1 CONTAINMENT 
VENTING RISK IMPLICATIONS 

WAGNER, K.C.. DALLMAN.R.J, QALYEAN.WJ EG&Q Idaho. Inc (subs of EG&Q. 
Inc). FIN A-6870. EQQ-2S40. 06/11/30 Division of Safety Issue Rosolulion (Post 
609717) 03pp. 47805 236-47005.319 

8812190096 NUREG 0020 V12 Nil LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of October 31,1906 (Gray Book I) 

SCHWARTZ.I Division of Contracts & Property Management (Post 080516) 88/12/ 
31. 400pp 47803'001 -47804-1 63 


8612210033 Application for amends to Licenses NPF-2 & NPF-8, Incorporating provi- 
sions for reactor vessel love) Indicating sys, per Generic Ltr 82-28 & NUREG-0737,ltem 
11 F.2,Fee paid 

HAIRSTON, W.G Alabama Power Co. GL-B2-28, 88/12/14 Document Control Branch 
(Document Control Desk). 2pp 47081.082-47081 099 


-8812210038 Proposed Tech Spec8,lncorporatfng provisions for roactor vessel level In- 
dicating By8,per Qenerie Ltr 82-28 & NUREG-0f37.Uem ILF 2. 

• Alabama Power Co. GL-82-28. 00/12/14. 16pp 47881:084 47801'099 


8812190120 NUREQ/CR-5171 FLOW VISUALIZATION STUDY OF POST CRITICAL 
HEAT FLUX REGION FOR INVERTED BUBBLY.SLUQ AND ANNULAR FLOW RE- 
GIMES 

OENTEN,J,Q , !8Hll,M. Argonne National Laboratory. FIN A-2026, ANL-88-27 80/11/ 
30, Division of Systems Research (Post 880717) aSpp. 47005 140*478O5,235. 


6812210126 Forwards proprietary & nonproprietafy BAW.1916A & PA, "Bounding Ana* 
Mical Assessment of NUREQ 0630 Models on lOCA kW/Ft Umita W/Use of FLEC* 
SET" NRC acceptance Hr & safety evatuatlon end BAW-1915PA withheld 
TAYLOR J.H. Ba^ock & Wilcox Co. JHT/88-ai3 88/11/23. NORBERQ,J A. NRC - 
No Detailed Affiliation Given Ip, 47039 001-47939.131. 
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^0t22lO1dO SAW-1 91 5A "Bouodino An^teal Aswssment of NUREG 0630 Models 
on LOCA kW/« Umfts W/Use or FLECSET ” 

PALJUQ,J , SCHOMAKEfl*R BabcocK & Wilcox Oporalirtg Plants Owners Group 86/ 
11/30, 130pp 47069 002-47039 131. 

8613210236 Forwards proprietary Rev 1 to NEDC-30259, "Techniaue for Evaluation o) 
BWR MSIV Leakage Contnbulfons to Radiological Dose Cafculations** Rev responds 
to recomnrendatiorxs In NUREG 1 169 Affidavit end Rept withheld 
GRACE, DM BWn Owners Group SWROGOBSO 80/12/15 MIRAGLIA.FJ Assocf 
ate Director for Inspection & Technical Assesamanl {Posi 87041 11 5pp 47878 207- 
47876211 


-8811280132 Transcript of 081016 proceedings of 801017-19 workshop on re'es for e/ 
empflon from regulatory conirol in Washington, D C Pp 212-412 
* CoramlsslonoTS- 80/10/18 350pp 47645 345 47646 338 

-8811280134 Transaipt of 881010 proceedings of 801017-19 workshop on rurcs 
emplion from regulatory control In Washington, D C Pp 4 1 4-480 
’Commissioners 88/10/19 350pp 47646 339-47640 022 

8811290030 NRC Info Notice 88 093, "Tefolhorapy Events " Svc list onci 
CUNNINGHAM, R E Division of Induatrfal & Medical Nuclear Safety IPosl 07072^1 
88/12/02 Consolidated Edlsan Co of New York, Inc tt2pp 47811 103-4761 1 215 


8812220080 Requesta approval of end proposed reva to augmentation times in Table 
5 1 ol emergency plan tn response to tnsp Repta 50 338/86-24 & 50 330/86-24 
fication for proposed revs also enct 

CARTWRfGHT.W.R Virginia Power (Virginia Eiecinc & Power Co) Ba662A 80/11/ 
30, Document Control Branch (Document Control Desk) 14pp 47903022 47903 035 

8812220384 Forwards License NPF-70, authorizing operation nl up to five percent full 
power Technical basis included fn SEP.Suppls 1 6 (NUREQ-07B1) 

HOLAHAN.QM Division of Reactor Projects - illJV.V & Special Projects (Post 
070411) 68/12/16 GOLD0EflG.JH Florida Powers Light Co Spp 47903 244- 
47903 281 

8812270307 AcMses that author wUl respond to NRC 081018 requogi for addi Info re 
performance testing of relief A safety valves prior to 890234 Response delayed In 
order to obtain necessary vendor Info 

TUCKER, H B Duka Power Co 68/12/13 Oocumenl Control Branch (Oocumant Con- 
trol Desk), Ip. 47926304 47925 304 

BB 12280060 NUREG 0750 V28 1M04 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR (XJTOBER 190B Pages 419 497. 

• Dtvfsk>n of Freedom of Information & Publications Services (Post 060516), 80/1!/ 

30 171pp 47911 ■155-47911 244, 

$812280070 NUnEG.1330 PERSONNEL AND VEHICLE 0ARRIERS AT FUEL FABRI- 
CATION FACILITIES USING OR POSSESSING STRATEGIC QUANTITIES OF SPE- 
CIAL NUCLEAR MATERIAL 

RENTSCHLER,R,H Division of Safeguards A Transportation (Post 570413) 88/12/ 

31 2epp. 47011 •245-4791 1 272 

B&122eo0$7 NUREai329 ENTRY/EX(T CONTROL AT FUEL FABRICATION FACILI- 
TIES USING OR POSSESSING FORMULA QUANTITIES OF STRATEGIC SPECIAL 
NUCLEAR MATERIAL 

DWYER, P A OWlslon of Safeguards & Transportalton (Post 670413) 68/12/31 1?pp, 
47011 ‘235-4 7911 311 ^ 


$612280105 NUREG 1328 USE OF PERIMETER ALARMS AT FUEL FABRICATION 
facilities using or possessing formula QUANTITIES OF STRATEGIC 
SPECIAL NUCLEAR MATERIAL 

DWYER, P.A , GAS KIN, CE Dhrlslon ol Safeguards & TransMrtation (Post 870413). 
60/12/31 22pj) 47911 273-47911294 


6811290183 Forwards final rept of 800504 full parbclpatfon exorcise of olfwte rado^oo- 
csl entergency response plans No tiehcloncres obsorjed & ^ght areas raouinivi tor- 
rectfVG action Idonlifiod ^ ^ 

KRIMM.R.W. Federal Emorgoncy Manngomenl Agency 08/11/02 CONGE I F J Or,y 
Sion 01 Radiation Protection & Emergency Preparedness (Post B70411) Ip 


-8811290191 "Final Rept of 880504 Perry Nuclear Power Plant Jofni Exerciso" 

Federal Emergency Managemonl Agency 80/10/20 BGpp 47664 072 47664 I53 

8811290530 NRC Info Notice 88 094, "Potentially Undersized Valve Acliiaters ” Svc l<t 
and. 

ROSSI, C,E Division ol OporMlonal Events Assossmont tposl 670411) 69/12/02 
Consolfdated Edison Co of New York, Inc 121pp 47708 143 47708254 

0B 11300106 Advises ot three Issues of current rooulotory slgnilicanco, includirwi rc# 
^le announcing presence of NHC fnspeclor at nuclear power planl,rov to NF1CJ e>> 
& proposed enforcement actions ro operator Inaltontiveness at plAM 
Ofc of Ino Executive Director lor Operations 08/11/17 Philadelphia Ek-c 

trfc Co 35pp 47709 020 47709 060 


8811300110 Trip repl of 80101 0 14 visit to Japan re safety review & liconsiHj of tS- 
vanced BWR. Support mg mall end 


SGALtTT1,DG. StandatcUtalion & Non-Power Reactor Proloct Oiroctofaie 60/11/14 
RUBENSTEIN.LS AssIstanI Diroclor for Region IV Reactors 8 Special Pfojocli 
112pp. 47073.340 47674 091 ^ 


Forwards revised memorandum of agreement (MOA) w/iNPO, oltcct^e 
001020 SInnIficant changes to MOA stated 

STELLO,V, Ole ot the Executive Director for Operations 80/10/20 BECKJORDE S 
pfffco of Nuclear Regulatory Research, Director (Post 060720), JORDAN, EL 
for Analysis & Evaluation of Operational Data, Director MCDONALD, WO 0\tK<i of 
Admmlslration & Resources Manogemont, Director (Post 070413), Opp 47S97 269- 


-8811390207 Memorandum of Agroomenl between fNPO & NHc re oxcharwa c4 
e^oriencejnfo & data re safely of nuclear power plants 

STELLO,V Ofc of the ExecutWo Dlroctor for Operations PATE,Z T lna1,lj\Q ol Notte- 
ar Power Operations 08/10/20 15pp 47607 292-4?6D7‘308 


$812280114 NUREG /CP-0095 PROCEEDINGS OF THE FOURTH WORKSHOP ON 
CONTAINMENT INTEGRITY 

COCHRELL,a Sandla National Laboratories RIN A 1240. SAND8e-1fl30 80/1 1/30 
Division of Efvginearing (Post 870413) 664pp 47912.001 47013-279. 


ORG CORRESPONDEMCB WITH OTHER ORGANIZATIONS 


$$11160211 NRC Info Notice 88-090, '^Unpulhoiized Removal of Industrial Nuclear 
Gauges ” Svc list OncI 

CUNNlNQHAMtR E Division of Industrial & Medical Nuclear Safety (Post 970720) 
00/11/22. Consolidated Edison Co of Now York, fnc. 99pp. 47708 265 -47 708, “267. 

$$11 W467 NRG lf\fo Notice 00-091 , ''Improper A dmlr^latcatlon & Control ol Pavchofod 
cal Tests." Svc list end. ^ 

ROSSI.CE, Division of Operational Evenla Assessment (Post 070411) 80/11/22 
ConaoWatod Edison Co 01 Now YotK, foe, lOIpp 47708042-47700.142 

$811230053 Request for OM8 review & supportina slalomenl re 10CFR60. "Domestic 
Uc^slng of Production ft Utilization Faclhtles " Esttmated respondent burden 0 h 

Administration & Resources Management, Director (Post 
070419) 0MB 31£0 0011, $8/11/17, 8pp 47652 092-47652 006 

$$11230326 Request for 0MB review & supporting alalemenl re pilot program on QA 
o^bypfoducl mall Estimated respondent burden la 3,500 h 
Adrninlatration & Resources Management, Director (Post 
$70413). 08/11/06. 11pp, 47652 136-47652:146, «*u • > » ^roai 



-^$112e(H)61 Forwards memo re atafus of coirectlve actions for 871014 exercise of off 
site plans & preparedness for plant 

KR/MM.RW. Federal Emergency Management Agency. 88/04/19 Division of Radi 
5^22 A Emergency Preparedness (Post 870411) 4pp. 47852 307 

47652^31 0. 


BB 11300193 Summary of Operating Reactor Events Meeting DB 46 on OB1 122 
LANNINQ WD Events Assessment Branch OREM Q8 04^6. QB/ 11/25 ROSSI, CC 
vision of Operational Events Assessment (Post 87041 1) iipp 47680 261 476$D 21 1 


0811300276 Request for 0MB review & supporting slatomenl re 10CFIt72, "Lweris no 
Requirements (or Independent Storage of Spent Nuefoar Fuel 4 HinK Lav el Ra-f 
waste. Estimated respondent burden Is 13,002 h. 

MCDONALD, W.G Office of Administration & Resources Management, Director (Pos-t 
670413), 0MB 3160 0011 66/11/16 2lpp 47607 267 -47 607’ 266. 


8811300331 Summary of Operating Reactors Events Meolino 88 45 on 88111 5 List c4 
attendees & handouts encl 

LANNING,W,D. Events Assessment Branch ORBM-e8 045 88/11/25 noSSLC E O- 
vlsfon of Oporallonal Evenls Assessment (Post 070411) 16pp 47674 141-47074 t&o 


vaiiovuvru . un | 

Fasteners, America Losing Grip " for Info Response end. 

Division ol Reactor Inspecllon A Safeguards (Post 670411) 08/1 1/29 
MCDONALD, D.J. National Board of Boiler & Pressure Vessel Inspoclora Gcpo 
47671 017-47671.057 ^ 




8812020231 Forwards plani restart approval gu!delinoa,fncluding noneral encena on 
fssues 10 be considered during ovaluatlon. 

Executive Diroclor for Oporallons 68/11/23 NRC • Uo Do- 
tailed Affiliation Given 6pp 47707.220 47707'226 


601 2020287 NRC Info Nollce 88 0D5, "fnadequate Procurement Roquiromcnls imposedl 
by Licensees on Vendors," Svc list end 

ROSSLC.E Division of Operational Events Assessmont (Post 870411) lElWaB-OcSS 
88/12/08, Consolidated Edison Co. of New York, Inc 112pp 47B07 191 47607 302 


8012060026 Forwards Congressional rept, "Threat From Substandard faslenDrsr* 
America Losing Its Grip" 

Dwlslon of Reactor Inspection & Safeguards (Post &704t1) 66/11/23 
GREEN.M.R, American Society of Mechanical Engineers 36pp 47734 027 47734 067. 


8B12060DS4 AEOD/E70a Engineering evaluation ropt, "Depressurization ot Rcactof 
Coolant Sys In PWRs " 

ISRAEL, S. Olfice for Analysis & Evaluation of Operational Data, Director 67/06/31 
17pp. 47733"261 -47733.277. 


-$611280069 Final rept of 871014 exercise of offsite radiological emorqency response 
plans (or plant, 

' Federal Emergancy Management Agency- 88/06/30 313pp 47652.31 1-47053’2Q7 


-$$11280130 Transcript ot 881017 proceedings ot 8810-17-19 workshop on rules |or ex- 
emptionfrom reguletoiy control In Waahlnelon.DC.Pp 1-211. 

Commlsafoners. 68/10/17. 3&dpp, 47644:348 476i^ 344 


6$12Q7f>Q46 Fotworda Slandardizallon & Non-Power Reactor Prated Oimclcrato irruti- 
year assessment of region Implomenialion of NRR programs during Jul 1938 . Jun^ 


Standartoton & Non-Poww Reactor Proloct Dlraclorate 56/1 U2i 
Division of Reactor Prolects • IMJV.V & Specifll Projects (Post 
07041 1). 3pp 47747.0B1-47747.O03 


8812070119 Summary of Operating Raaclora Events Meeting 08-47 on 681 129 List ol 
attendeos.eyonta discussed $ significant elements of events.two events sirggasTiKj lo4 
long-terim followup & summary of reactor scrams end. 

LANNING W.O. Events Assessment Branch OREM‘80'047. 00/12/0-1 ROSSLC e. Ot- 
vision of Oparallonal Events Assossrhent (Post 070411) 14pp 47747 093-4774?. 1 06 
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3312070201 Forwards ovaluatton approving issuance of Generic Ltr 68 20 re individual 
plant e)tam for severe accident vutnerabliitles per 10GFRSO 54(f) requiromonts 
SHE RON, BW Division of Systems Research (Post 0G0717) GL.68-20 88/12/01 
SPEISJP Office of Nuclear flegufafory Research, Director (Post 860720), Ip 
47745 275 47746 291 

-8312070202 "NRC Stall Evaiualion in Support of 10CFR50 54(f) Generic Ur Requiring 
individual Plant Exam at Nuclear Power Plants ” 

• NRC ■ No Detailed Alliliatlon Given. 8B/12/01. 16pp 47746 276*47746 291. 

8812070213 Trip ropt of 881017-21 visit to Vienna, Austria for IAEA Technical Commit- 
tee neoling re research reactor safety principles 

ADAMS, A Standardization & Non-Power Reactor Project Directorate 80/11/29 
MAHY.W J Internalionai Pfograma 3pp 47739 342*47739 344 

0812090075 Forwards commenls re Draft 6 of "Design for Safety Research Reactors" 
Word misspellings & phrase changes listed 

ADAMS, A Standardization & Non Power Reactor Project Directorate 88/11/05 
QYSZEWSKI.W International Atomic Energy Agency 3pp 47775 090 47776 092 

BB1 20901 06 Forwards Commission biweekly notice of applications & amends to OLs in 
volving NSHCs, published in FR on 881 01 9, for Info W/o end 
MURLEYJE Office of Nuclear Reactor Regulation, Director (Post 070411). 88/11/ 
17. BREAUX.JB Senate. Environment & Public Works UDALL,MK House of Rep, 
fntenor & Insular Affairs SHARP, PR House of Rep, Energy & Commerce 2pp 
47762 292 47762.203 

8812168059 Notification of 861109 meeting w/NUMARC & EPRI In Washington, DC to 
discuss candidate human factors projects, 

COFfMAN,FD Human Factors Branch 88/10/28 SHERON.B.W Humai\ Factora 
Branch 2pp 47832 258 47832*258 

0612190114 Notification of 890110 meoting w/INPO in Rockville, MD re human perform- 
ance evaluation sys. 

SHANKMAN.SF Human Factors Assessment Branch 88/12/12 REGAN, WH. 
Hamani Factors Assessment Branch 2pp, 47840.170 47840.179 

0612200304 Commenls on SEfl input on hydrogen control for advanced LWR require- 
mer\ts document ,per 081101 request 

BECKNER.W Severe Accident Issues Branch. 60/12/14, HOUSTON, RW. Division of 
Safety Issue Resolution (Post 680717), 3pp. 47063 072*47863.074 

6812210168 Fonvards FEMA & Regional Assistance Committae final exercise repi of 
offsilo emergency preparedness plans for facilities Deficiencies noted nonparticipation 
of Lower Paxton Township & distribution of doslrnotry kits 

KBIMM.R.W Federal Emergency Management Agency 68/12/12. CONQEL.FJ Divi- 
sion of Radiation Protoction & Emergency Preparedness (Post 870411). Ip 
47888 120 47886 212 

-•8812210173 "PEMA & Regional Assistance Committoe Exercise Rapt of 871022 Exor- 
cise." 

* Federal Emergency Management Agency. 86/11/04 02pp 47880*121*47888 212 

8812210194 Discusses issue of RHR air Ir^estion & vertex formation during mid loop 
operations per USI A 43, "Containment tmorgency Sump Performance " bxlrapola- 
llor^s of USI A-43 results indicate void fractions could bo as high as 8% 

SPANO,A H Reactor & Plant Safety Issues Branch 87/06/08. KNIEL,K Reactor & 
Plant Safety Issues Branch. 0pp, 47874,210 47674 218. 

0812220059 Summary of Operating Rooctora Events Meeting 88 48 on 881 206 Agenda 
& list of attendees end. 

LANNING.W D Events Assessment Branch. OREM-06 040. 88/12/07. ROSSI.C E. Di- 
vision of Operational Events Assessment (Post 870411). 16pp, 47922OO1-47022;O16, 

8612220270 Corrected notification of 8901 10 moating w/INPO In Rockvillo.MD for INPO 
bnofmg re human porformanco evaluation sys. 

SHANKMAN.SF. Human Factora Assossmonl Branch 08/12/16, REQAN.W.H 
Human Factors Assessment Branch 2pp. 47003 020*47903.021 

8912270867 Motion in limine of Commonwealth of MA atty general re FEMA post-exer* 
else evaluation & asaossmont rept.* Board should grant motion & direct FEMA to pro- 
vide details of destruction documonts.W/supporting documentation & Certificate of 
Bvc. 

TRAFICONTE,J.M Massachusetts, Commonwoallh of. /^486 7703. OL 88/12/13. 
Atomic Safety and Licensing Board Panel 22pp 47872:327*47872.348 

8912280002 LILCO response to tntervenors motion for reconsideration of CL188-9.* 
Motion should bo denied on basis of no good reason offered & motion on wrong 
premise that Interveners should be permittod to use 2-yr exercise regulation 
IRWIN, D P Long Island Lighting Co IRWIN, D.P. Hunlon & Williams #400 7717. OL-6. 
88/12/19 Commissioners. 26pp 47006 001*47005:077. 

<-8612281)012 Requests factual & logistical info necessary to enable govts to participate 
fn plant 860607-09 exercise Supporting documentation enci 
MILLER.M.S. Suffolk County, NY. MILLER, MS. New York, State of MILLER, MS 
Southampton, NY. OL-5. 80/06/31 BACHMANN.R.J, Assistant General Counsel for 
Hearings IRWIN, D.P. Hunton & Williams. CUMMINQ.W.R. Federal Emergency Man- 
agement Agency, 24pp 4788 5; 046*47 685,0 69, 

9612280116 Prellmlnaiy answer of Commonwealth of MA atty general to Mollcant 
motion for schedule.^ Applicant motion should be denied on basis that LILCu plan 
already fully litigated. Supporting documentation & Certlllcate of Svo end. 
TRAFICONTE.J Massachusetts, Commonwealth of. #486 7726. CLI 88-09. 88/12/10, 
Atomic Safety and Licensing Board Panel 69pp 47886.078 47006.135. 


PR PROPOSED RULE 


8811100222 Forwards addi comments to comments summarized by Rules & Procedures 
Branch cover me mo, consisting of editorial or format corrections necessary to make 
package suitable for FR notice publication, per Regulatory History AC66-t, 
HAISRELD.M, NRC - No Detailed Aftlllatlon Given AC6e-1 13. 88/11/03 NRC * No 
Detailed Afhllallon Given. Ip 47520 027-47620:138. 


<-8811100281 Requoals publication of advance notice in FR re proposed rulemaking for 
amends to 10CFR40 on custody & long-term care of L> mill laillnaa 
sites Nolico,Gnviron assessment & addl documents supporting Commission action 
end 

0ECKJORD,ES Office of Nuclear Regulatory Research, Director (Post 860720) 
AC56-1 14 08/08/08 PHILIPS, JD Regulatory Publications Branch, Ip 47520 029- 
47620 029 

-8811100263 Advises that Commission has agreed to proceed w/attachod advance 
notice of proposed rulemaking re proposed amends to 10CFR40 for gor\eral ticensaa 
for custody & long term care of U mill tailings 8it6s,per SECY-88 83 
CHILK,SJ Office of the Secretary of The ^mmlsslon AC56-1 15 88/07/26, 
STELLO.V Ofc of the Executive Director for Operations 26pp 47520 030 47620 055, 

-8811100291 Notifies that Commission has sent end proposed amend to Commission 
rules In 10CFR40 Amend would provide procedure to llcenso custody & long-term 
care of decommfssfoned U or thorium mifl tailings sites 

BECKJ0RD,ES Office of Nuclear Regulatory Research, Director (Post 860720). 
AC56-1 17 88/02/09 BREAUX, J B Senate, Environment & Public Works 
SHARP.P R, House of Rep , Energy & Commerce UDALL.M K. House of Rep., Interior 
& Insular Affairs Bpp, 47^0.102-47520 109. 

-8811100293 Forwards advanced notice of proposed rulemaking re licensing for inac- 
tive U miff tefflngs site subsequent to completion of remedial action by DOE 
BRIGGS, W.H Office of the General Counsel AC56-1 18 88/08/31, MANSMANN,JJ 
Mansmann, dndrich & Tdus 2pp 47620 110 47520 1 1 1 

-8811100295 Approves continuation of rulemaking re criteria for licensing long-term 
custody & malnt of U mill tailings 8ites,per 840213 memo, NRC regulatory 
agendaj^NUREG 0936. should be modified to roffecl rulemaking ataiua 
STELLO.V Ofc of the Executive Director for Operalions AC56-1 19 88/11/03. 
DAVIS,xJQ Office of Nuclear Material Safety & Safeguards, Director Ip. 47620*1 12- 
47620,130 

8811220341 Comment endorsing NUMARC comments on proposed rule 10CFR2e re fit- 
ness for duty rule 

KEISER.H.W Penrtsylvanla Power & Light Co B3FR367fi5 0 0374. 08/11/17 
CHILK,S J Office of tne Secretary of the Commission 3pp 47721 050 47721.052 

8811290018 Informs that 081 10B request for extension of public commont period on 
proposod fitness for duty rule denied Amiple response time provided 
QRlMES.BK Division of Reactor Inspection & Safeguards (Post 870411), 
63FR36705 88/11/16. CINTRON.J A, Southern California Edison Co Ip 47660.068- 
47660 060. 

8611300360 Comments on technical position on alternative concontratlon limits for U 
mills Expresses concern that approach appears to be most applicable to Title II sites. 
SHING6 iTEWA,L HopI Tribe. 53FR24a20 00007 88/11/08 Office of Admlnlstralfon 
& Resources Management. Director (Post 870413). Bpp 47633*145*47633 149 

8811300511 Responds to 881116 request for Commission to extend public commerit 
period on oroposed fitness for duty rule. 

GRIMES, B.K Division of Reactor Inspection & Safeguards (Post 870411) B6/ 11/28. 
HiCKS.M.M Utility Workers Union of America Ip. 47677.026-47677:026. 

8811300529 Responds to 801112 request for Commission to extend public comment 
period on proposod fitness for*duly rule Comments should be submitted by 881 1 21 
GRIMES, BK, Division of Reader Inspection & Safeguards (Post 670411). 
63FR3e795, 88/11/20. RICHWINE,J R. Affiliation Not Assigned Ip. 47696 255- 
47696.257 

8811300539 Responds to 801112 request for Commission to extend public comment 
period on proposed Fitness for Duty rule Comments received after 881 121 will be con* 
sidorod if practical 

GRIMES, BK. Division of Reactor Inspection & Safeguards (Post B70411). 
63FR36705 88/11/28. JOKUMATO.J. Southern California Edison Co. Ip. 47880:172- 
47660,174 

8811300556 Denies 881112 request for Ckimmiaslon to extend public comment period 
on proposed Fllnoss for Duly Program 

GRIMES.BK Division of Reactor Inspection & Safeguards (Post 870411). 88/11/20. 
BARBHE,G L Southern Cakfomfa Edison Co 2pp. 47676.155-47676.1 67. 

8811300579 Denies 881112 request for Commission to extend public comment period 
on proposed fitness for duty m(e. 

GRIMbS.B.K Division of Reactor Inspection 8 Safeguards (Post B70411). 88/11/26, 
LUQUE.HE Affiliation Not Assigned. Ip 47677.029-47677.031 

6611300583 Denies 881112 request for Commission to extend public comments period 
on proposed fitness for duty rule. 

GRlMES.B.K Division of Reactor Inspection & Safeguards (Post 870411), 
63FR3679B 88/11/20 WATSON,RC. Southern California Edison Co ip. 47709.069- 
47700.071. 

8812010025 Comment opposing proposed rule 1OCFR20 re Filnese for Duty Program 
which Includes random drug testing Significant burden would be Imposed on norv- 
power facilities in establishing & maintaining separate program 
VERNETSON.WQ. Florida, Univ. of, Gainesville, FL 83Efl3679B 00292 88/11/17. 
Docketing & Services Branch. 2pp 47678:232-47678.233. 

8612010027 Comment opposing proposed rule 10CFR26 re Fitness for Duty Program 
which fhefudes random drug testing. 

BOLTON.E.P, Affiliation Not Assigned B3FR3 6705 00291 88/11/18 Document Con- 
trol Branch (Document Control Desk). 3pp. 47678.234-47678*236. 

8612010029 Comment opposing proposed rule 10CFR26 re Fitness for Duty Program 
which Includes random tlrug testing 

CATANO,JL Affiliation Not Assigned. 63FR36706 00288. 88/11/18. Docketing & 
Services Branch, 2pp. 47676:237-47676*238, 

6612010033 Comment opposing proposed rule 10CFR26 re Fitness for Duty 
Program Permission requested To continue util fitness for duty programs already In 
place, 

FOQARTY.EP. Philadelphia Electric Co 63FR36795 00269, 0B/11/17. CHILK,SJ. 
Office of the Secretary of the Commission. 14pp. 47678.239-47678*262 
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&81 2010035 Comment opposing proposed rule 10CFR26 ro Fitness for Duty Program 
which includes random drug testing . . 

PUCKJ Affiliation Not Asswnod SSFR 36795 00296 60/11/13 Docketing & Services 
Branch. Ip 47676 290*47678 296 


8612010036 Commanl supporting proposed rule 10CFR26 re Fitness for Duty Program 
which irvciudes random drug testing Conststoncy must exist among licensees as to fit- 
ness for duty rules S regulations NUMARC comments encf 

SiEBER.JD Duguesflo Ughl Co. S3FR367e5 00272 88/11/18 CHILK.SJ Office ot 
the Secretary of the Commissron 43pp 47670*253 47678 295 


6812010041 Donies 081112 request for Commission to extend public comment period 
on proposed fitness-tor duty rule Commission has provided ample opportunity for 
pubfic awareness of A pnrtlcipaliO'ntn rulemaking process 

GRIMES.B K Division of Reactor Inspection & Safeguards (Post B70411) 88/11/28 
DOMINGUEZ, D Affiliation Not Assigned Ip. 47698 285 47698 287. 


88 1201 0108 Comment opposing proposed rule 10CFR26 re proposed Fitness lor Di/*r 
program Believes that sub| rufo unconstitutional & should bo withdrawn 8 redrafted 1: 
|[nilt rule application only to legitimate concerns of Commission 
ELLISONjJ Gregory, Moore, Jeakle & Heinen 53FR36795 00325 80/11/21. Ckx* 
flting A Services Branch 6pp 47878 107-47670 1 12 

8612010113 Comment on proposed rule 10CFR26 re extension of fitness for duty reg<> 
rations to non-power reactors 

CARTER, R S NalionaJ Institute of Standards A Technology (formeify Natfonal EJ 4 Jvea'j 
of Stands 53FR36795 00321 88/11/18 Office of the Secretary of the ComiTi*ss)on. 
Ip 47678 136-47678 136 

8612010114 Requests extension of 90 addi days In submitting comment on Ffl nobce re 
hiness-for duty issue for nuclear power plant workers 

AL0ERS,KL Southern California Edison Co 63FR36705 88/11/12 Dockobng & 
Services Branch Ip. 47670 130-47678 130 


6612010045 Denies 861112 request for Commission to exter%d public comment period 
on proposed filnass-for duly rule Commission has provided ample opportunity for 
public awareness of A partlcfpation in rulemaking process 

GRIMES.B K Divtslon of Reactor Inspection A Safeguards (Post 870411) BB/11/28. 
M)TCHEt-L,S.C Affiliation Not Assigned Ip 47703.016-47703 018 


8812010115 Comment opposing proposed rule 10CFR26 re random drug tGsbng in Fit- 
ness for Duty for everyone allowed unescorted access at plants 
QOHMS,GL Affiliation Not Assigned 53FR36765 00242, 88/11/13 Dockebng A 
Services Branch ip 47679 312-47670 312 


6612010050 Denies 061112 raqueat for Conrkmlsslon to extend public comment period 
on proposed Fitness For Duty Program 

GRIME^BK. Office of Nuclear Reactor Regutation. Director (Post 870411), 
63FR307O5 86/11/28 TOFEL.LS Southern California Edison Co Ip 47709.072- 
47709 074 


->6612060269 Requests addI 90-day extension of penod to submit public commonit on 
proposed rule 10CFft28 re Fitness For Duty Program 

TO%ULC. Affiliation Not Assigned 63FR367S5 88/11/12. Docketing A Services 
Branch Ip 47709 074 47709074 

881 20100 GS Comment supporting proposed rule 10CFR26 ro fitness for-du^ program 
MHOCZKA.EJ Northeast Utilities MROCZKA.EJ Northeast Nuclear Energiy Co 
(subs of Northeast UtlEitiea) MROCZKA,E J. Connooticut Vankoe Atomic Powor Co 
63FR38795 00316 66/11/21 CHIIK.S J. Office of tho Secretary of the Commission 
epp 47679 046-47679 054 

8812010057 Donles 661112 request for Commission to extend public comment period 
on proposeef Fitness For Duty program 

GR1MES,BK Division of Reactor Inspection A Safeguards (Post 070411) 
53FR36795 08/11/28 ROBINSON, J Affiliation Not Assigned 1p 47703.327* 
47703,329 


8812010120 Requests oxtonsion of 90 add) days to submit comment on FR noboa re 
fitness for duty Issue for nuclear power plant workers 

DOYLE,W Affiliation Not Assipnod 53FR36705 00/11/12 NRC - No Dotfti'oci Affib- 
mionGNon 1p 47878231-47670 231 

6S12010126 Comment opposing proposed rule 10CFR26 re drug tosling lo ensure fit- 
ness-for duly at nuclear power plants. 

ENDERMANN.G M Affiliation Nol Assignod 53FR3a705 00322 88/11/17 NRC - No 
Detailed Affiliation Given Ip, 47678;219 47678 219 

8012010130 Comment supporting proposed rulo 10CFR26 re NRC fitness for duty 
program Recommendations listed 

FIRIiT*JF Sacramento Municipaf Utility District 63FR 36795 00320 88 / 11/161 
KNIGHTON, G Document Control Branch (Document Control Desk) 40pp 47678.164- 
47670 203 

8812010132 (Comment on proposed rule 10CFR26 ro fitnass for duty Endorses 
NUMARC comments Recommendations for specific changes to ailojosponsus te 
questions In discussion & app of rule A comments to backlit analysis enci 
CON WAY, WF. Florida Power & LIghI Co 63FR36705 00330 80/11/21 CMJLK.S J 
Office of Ihe Secretary of the Commission. 30pp 47679 313 47670.342, 


88T2010067 Conimenis on rule 1CICFR26 ro fitness for duty program rule Recommends 
that NRC inciJdo rule slating that NRC regulations proempt state A/or local laws & 
regulations to ensure no con li let over ludsdio lion develops 

WEIGAND,Q J. Vermont Yankee Nuclear Powor (Dorp 53FFI36795 00324 66/11/18 
CHILK.8 J Office of the Secretary of tho Commission 2pp 47670*131-47678.132 

8812019070 Commonl opposing proposed rule 10CFn2a ro proposed titnoss for duly 
rule.Bclleves that rule violates rlghis of workers mla spplies to & fails to accomplish 
Qoa) of protecting heallh & safety of general public 

WILUDJ Affifialion Not Assigned S3FR3 0795 00323 66/11/16. Docketing & Serv- 
ices Branch 3pp 47678*133-47678.135. 

8812010071 Commervt supporting proposed ruTe 10GFR26 re proposal to require licens- 
ees to Implement fitness-for-duty program applicable to nuclear power reactor sites 
RADEan M Conner & Watlorhahn. foFR3S7g5 00300 68/1 1/21. CHILK.SJ. Office 
of tho Secralaiy of tho Commission 60pp 47676,297-47678*346 

8612010076 CJommenl opposing proposed rule 10CFR2e re randorw drug lost for om 
ployeoa allowed unescorted access at generating stations 

WARREN, M Affllialion Not Assigned 63FR36795 00243 88/11/13, Dockoting & 
Services Branch 1p 47679.304-47879 304 

8812010077 Commont opposing proposed rule 10CFR26 ro Fitness for Duty Program 
TURNER, J.A Utility Workers Union of America 53FR36795 00229. 68/11/16. Dock 
eting & Services Branch 4pp 47679 305-47679 309. 

8812010089 Comment Opposing proposed rule lOCf fl26 ro random testing provision to 
bo Included In Fitness for Duty Pre^ram Supports tesling program basecTon behavior- 
al observation A testing for cause. 

WALTERS.X International Brotherhood of Electrical Workers 63FR 36795 00137- 68/ 
1 1 / U. Dockoting A Services Branch tp 47679 310-47B76‘310 

6612010093 Comment supporting proposed rule 10CFfl26 ro filnoss-for-duty 
program Urges Commission to include In Tinal rule slelemertl preempting state laws 
witich preclude empfoyera from requiring drug tests A refuBal to discrpllae employees 
NORRIS, J A Affiliation Nol Assigned. 63FR357d5 00307. 66/11/21. CHILK,S J Office 
of Ihe Socfotary of 1h© Commisswyn 8pp. 47679,055-47679062 

6612010096 Comment oppoalr^ proposed rule 10CFR2& re random tesling provisions 
to be included Irt Fitness for Duty Program. Supports testing program based on behav- 
ioral observation A tesling for cause 

HARBISON.R H. Intarralfonal Brotherhood of Elecbical Workers 63FR36795 00212 
60/11/14. Docketirrg A Sejvicos Branch Ip. 47676:311-47670.311 

8812010101 Donles 881112 request for Commission to extend public comment period 
on tKoposod Fitness For Duty program. 

GrIMeS-B.K DrvJsioA of Reactor Inspection A Safeguards (Post 870411) 

63FR3&795. 88/11/23, REEVES, WH. AffiliaUon Not Assigned Ip 47608 291- 
47698.293 

8612010104 Denies 061112 request ioi Commission to extend public commment period 
Oft proposed Fitness For Duty wogram. 

GRiMbS.B.K. Division of Reactor Inspection A Safeguards (Post 870411) 

63FR36766 80/11/28 GRAHAM.S Mi Afftllatlon Not Assigned Ip, 47700*035- 
47700 037. 

6612010107 ETenios 681112 request for Commission to extend public comment period 
on proposed Fitness For Duty program 

GRIMES, BK Division of Reactor Inspocllon A Safeguards (Post 870411) 

6SFR387e5. 66/11/28. DAVjSON.D. Atolloft Not Assigned. Ip. 47698.208- 

47698.290- 


8812010142 Requests addi 00-day extension of deadline for filing commenls on pro- 
posed rule 10CFR26 re Fitness for Duty Program 

MITCHELl.,S,C Affllialion Not Assigned. 53FR36705. 08/11/12 Dockoting & Services 
Branch ip 47670.343-47679,343 

8812010152 Comment on proposed rule 10CrR26 re random drug Costing (eonsuro fil 
neas-for duty A safety A security of workplace In nuclear power mdusiry. 
BENSINGER.P.B Bensingor, DuPont A Assoclatos. Inc, MFR36795 00310 66/1 1/21 
BUSH.L Reactor Safeguards Branch. 4pp 47678.216-47678 218 

8812010155 Comment supporimg proposed rule 10CFR2B ro NRC rulemaking on M 
ness for duty programs Endorses nUMARG 6611 18 com mo nis on subj propo&od rule 
A suggests Incorporation of NUMARC suggested changas 
CAMPBELL, T.G Arkansas Powor A lldht Co 63FR36795 00327 flfl/11/17 
CHILK,S.J. Office of tho Socrolary of the Commission. Opp 47670.223 47678 230 

56 120 10 156 Comment opposing proposed rulo 1OCFR20 ro random drug toatiinig In Fit- 
ness for Duty Program 

BRIODY.E T. Utility Workers Union of Amorica. 53FR36795 00332 68/11/21 0<Nck«l- 
Ing A Services Branch, 6pp. 47678.344-47679*346 

0912010169 Comment supporting proposed rule 10CFR26 ro NRC fitness for nMy 
program Believes that subJ rulo while adequate In many regarde.contslns dofid'orHC»e» 
undermining overall Intent of rulo Recommendations listod 

MARKEY.EJ Houso of Rep. 63FR36795 00328 08/11/21. Docketing & SoBvfoes 
Branch. 3pp. 47678.220-47678,222 

8012010160 Forwards comment on proposed rule 10CFR140 re IndemniljcatKm ol 6- 
censoGs that mfg, produce, possoss or use radlolsolopos for modkad 

purposes Certificate ot Bve end 

ROSS,R J Ross A Smilh. ROSS.R J. Mallinckrodt, Inc ROSS,R J. E I dg Pont de Ne- 
mours A Co., Inc. 63FR40233 00006 68/1 1/07, CHILK.S J, Office of the Socrolary of 
the Commission 4pp 47680 003-47660*018. 

^812020202 Comment on proposed rule 10CFR140 re Indemnification of licen&oe-s 
that mfg.pfoduce, possoss or use radioptrarm or radioisotopes for medical purposftS^ 
ROSS.R J Ross A Smith ROSS.R.J Mallinckrodt, Inc. ROsS.R J E I, du Pont de Ne- 
mours A Co., Inc 63FR40233 00006 88/11/07. Dockotjr >9 A Services Branch IZppi 
47680.007-47680*010. 

8812010161 Comment opposing proposed rule 10CFR26 re random drug toaliiKI for ft- 
ress-lof duly at nuclear power reactors. 

* Affiliation Not Assigned 63Fn36765 00315. 68/11/22 Dockeling A Soivtcas 
Branch. 11pp. 47678:204 47678:214 

8812010183 CJomment supporting proposed rule 10CFR140 re negotiated rulemsKing fcv 
Indemnification of modicaf licensees under Price Anderson Act Supports extension ol 
Act to Include medical licensees 

BORCHERT.HR, Nebraska, Stale of. 63FR40233 00007. 60/11/17. Dockeling A 
Services Branch Ip. 47670 063-47679:063 

8812010165 Comment re proposed rule t0CFR26 concerning fitness for duly 
program Random drug testing provisions opposed. 

l<Oi:L,R.F Intematlonal Brotherhood of Electrical Workers, 63FR307O5 00241 68/11/ 
14 Dockotirjg A Services Branch 1p. 47679 064-47679.064 

8812010167 Comment on proposed rule 10CFR26, "Fitness For Duty Program C<wv 
curs w/comments submitted by NUMARC on behalf of nuclear utility induslry 
SUILIVAN.J.L. General Public Utilities Coro - GPU Service Corn. bFR36795 00326. 
88/11/21 Docketing A Services Branch 27pp 47678: 137-4 7676; 163, 
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8ai2€10170 Commenl on proposed rule 10CFRS6 re Fitness for Duly Program Supports 
NUMAHC proposal that entire final rule be made effective 180 days after publication & 
redefinition of drug abuse Requires Co mm I salon Justify rule por 10CFR5 QJo 9 
TIERNAN.JA eaftimoro Gaa & Electric Co 53FR3e795 00331 88/11/18 Dockollno 
A Services Branch lipp 47679 065.47679 075 

88 IfJO 10177 Comment supporting proposed rulo 10CFR26 re Fitness for Duty 
Program Inclusion of basic requirements for alcohol testing supported 
MEDFORD, M.O Southern California Edison Co 53^36795 00317 68/11/21 
CHILK.S J Office of the Secretary of the Commission 20pp 47678 347*47679 006 

83129101 B1 Comment opposing proposed rulo 10CFR26 re random drug testing Petition 
end 

MCGOWAN, N C International Brotherhood of Electrical Workers 53FR36795 00333 
88/11/23 Docketing & Services Branch 38pp 47679 007.47679*045 

8812010165 “Price-Anderson Negotialed Rulemaking - Position Statement of NRC 
Staff." 

TREBY.SA NRC • No Detailed Affiliation Given 88/11/07. 41pp. 47679 076* 
47679 117. 

6812010191 Comment opposing proposed rule 10CFR26 re (itnoss for duty 
promam Rule falls to got at root causes of drug abuse impairmont 
60RMAN.E J. United Brotherhood of Carpentora & Joiners of America 53FR36795 
00314 68/11/21 CHILK,SJ Office of the Secretarv of tho Commission 33pp 
47670 074*47678 106 

8612010200 Comment on proposed rule 10CFR26 re Fitness for Duty Program Random 
drug testing would cause unnecessary Inconvenienco to employee & unnecessary du 
otic alien of efforts by licensees 

REYNOLDS, N.S. Bishop. Cook. Purcell & Reynolds 63FR36795 00311 88/11/21. 
CHILK.S J Office Of the Secretary of the Commission 16pp, 47875.328-47676*343 

6612010204 Comment on proposed rulo 1OCFR20 re fitness for duty program Body fluid 
testing for substance abu&e opposed 

STANLEY, WS. Affiliation Not Assigned 63FR36795 00336 88/11/21. Docketing & 
Services Branch 3pp. 47679 1 18-47079 120 

6812010206 Comment opposing proposed rule tOCFR26 re Fitness for Duly 
Program Believes that NRC should adopt NUMARC proposed approach re random 
drug testing 

TUCKER, HB Duke Power Co 63FR36795 00313 85/11/21. CHILK.S J Office of tho 
Socroiary of the Commission 8pp. 47675 344*47676 361 

8812910207 Comment on proposed rule 10CFR26 re Fitness for Duty Program Random 
drug testing opposed 

STANLEY,M.A Affiliation Not Assigned 63FR36796 00334 88/11/20 Office of the 
Secretary of the Commfssfon 3pp. 47679.121-47070 123. 

6812010217 Comment opposing proposed rulo 10CFR26 re fitness for duty 
program.NRC has already prepared required backfitKng analysis & no basis to deter* 
mine that proposed regulation within adequate protection exception 
REYNOLDS,N S Nuclear Ullllly Sackiming & Reform Group. 63FR36795 00312 58/ 
t1/2t CHfLK.SJ Office of the Secromry of the Commission 6pp 47676*357* 
47676301. 

8612010222 Comment on proposed rule 1OCFR20 ro Fllneas for Duty Program.Ulil en* 
dorses comments submlUed by NUMARC & encourages Commission to revise pro 
posed rule 

BURSKLRF, Louisiana Power & Light Co. 63FR3679B 00318. 85/11/18 CHILK.S J 
Office of the Secretary of tho Commission. 2pp. 47675.365*47676 356 

8812010227 Commonl on proposed rule 10CFR26 ro fitness lor duly program Alcohol 
should be Included in testing procedure & employee assistance program should not 
be expected to offer assurance of continuing employee fitness for duty 
RICKENBACKER.B. Carolina Power & Ughf Co. 53FR3B765 00337 88/11/21. Dock 
ebng & Services Branch. 2pp 47679 124 47679*125. 

69I201D233 Common! opposing proposed rule 10CFR26 re Nness for duty 
program Strongly objects to unreasonable program that invades privacy of workers 
who never engage In any activities that would Impair ability to perform 
HICK3,M M. Utility Workers Union of America. 53FR36705 00305 58/11/21. Docket- 
ing & Services Branch a7pp. 47678.047-47678 073. 

8812910239 Comment on proposed rule 1OCFR20 re fitness for duly program Rule 
would inappropriately place responsibility for contractors used by NRC on licensee, All 
NRC contractors should be covered by NRC random drug testing program. 
WILQUS,W.S. Florida Power Corp. (subs, of Florida Progress Corp.) B3FR36795 
00335. 58/11/17. CHILK.S J Ofllce of the Secretaiv of the Commission 3pp. 
47870*126-47679 125. 

8612010255 Comment on proposed rute t0OFR26 re fitness for duty program Concerns 
re accuracy of drug tests, stow procedure of appeals following false positivo test & 
tack of constraint on number of times licensee may test individual expressed, 
DOMINGUEZ, D Affiliation Not Assigned 63FR36795 00338. 88/11/14. Docketing & 
Services Branch 2pp 47676.129-47879,130, 

8812010266 Comment on proposed rule 10CFR26 re fitness for duty program.Ulil In 
agreement w/majority of comments submitted by NUMARC & Nucloar UtlL Backfittlng 
8i Reform Group 

KAPLAN. A Cleveland Electric lltuminating Co B3FR36795 00339. 88/11/ IB. Docket- 
ing A Services Branch, epp. 47679*131-47679*135. 

8812010272 Comment on proposed rule 10CFR62 re early site p 0 rmit 8 ,sld design certi- 
fications & combined licenses for nuclear power reactors. Adoption of datallotf recom- 
mendalions in NUMARC comments recommended, 

DAVIS.EM. American Nuclear Energy Council 53FR32060 00074. 0B/11/O7 
ZECH.LW. Commissioners 3pp 47679.148-47679.150 

8612010263 Request for 60 day extension for filing comments on proposed rule 
10CFR52 re one step licensing Press release end, 

GARDINIER.T., QARDINIER.R. Affiliation Not Assigned, 53FR32060. 50/10/16 Dock- 
eting & Services Branch 7pp. 47679 151-47679:167 


6612010326 Comment opposing proposed rulo 10CFRt40 re Indemnification of licens- 
ees that mfg.produce, possess or use radiopharms or radioisotopes for medroal pur- 
poses 

DIPIETRO.R R American Osteopathic College of Radiology 53FR40233 00005 00 / 
11/07 CHILK.S J Office of the Secretary of the Commission 2pp 47679161- 
47679 182 

6812010334 Comment on proposed rulo 10CFR26 re Fitness for Duly Program Supports 
NUMARC CDinmonts on rule 

SELMAN,M Consolidated Edison Co of Now York, inc 53FR36795 00320 flB/11/21. 
CHILK,S Office of the Secretary of the Commission 1p 47679 163 47679,163 

8812010348 Comment opposing proposed rule lOCFRISO re roassoiting NRC iurisdlc- 
tion over onsite disposal of low level waste 

SALESKA,S Public Citizen's Critical Mass Energy Project 53FR31 808 00044 05/11/ 
18 Office of the Secrelaiy of the Commission 2pp 47679 164 4707S 165 

8812010355 Comment opposing proposed rulo 10CFR20 re onsite Incineration of slighl- 
ty contaminated waste oils generated at licensed nuclear power plants 
SALESKA.S Public Citizen's Critical Mass Energy Project 53FR32914 00025 80/11/ 
10. Ofllce of the Secretary of tho Commission 2pp 47679 166*47679 167 

6812010366 Comment opposing proposed rule 10CFR26 re random drug testing in Fit 
ness for DuW Program 

MCDONOUGH, SP International Brotherhood of Electrical Workors 63FR36795 
00363 08/11/28 Docketing & Services Branch Ip 47670 168-47679168 

8012010363 Comment opposing proposed rule 10CFR26 re random drug testing in Fit- 
ness for Duly Program 

* International Brotherhood of Electrical Workers 53Fn36795 00362 60/11/20 
Docketing & Services Branch Ip 47679 169 47679 169. 

6612010382 Comment on proposed rule 10CFR26 ro Fllnoss for Duly 
Propram.Expressos concern on Implementation re balance betwoon public safety & 
prof std 

ESPOSlTO.G Society for Clinical Social Workers 63FR36705 00341. BO/1 1/18 
Docketing & Services Brancfi 2pp 47679 170 47679 171 

6612010364 Comment supporting proposed rulo 10CFR26 ro Fitness for Duly 

Progrom.per NUMARC position 

BIRD.RQ Philadelphia Electric Co 63FR36796 00357 05/11/21. CHILK.S J Office 
of the Secretary of the Commission. 2pp 47679 172 47679* 173, 

8012010367 Commonl supporting proposed rule 1OCFR20 ro Fitness for Duty 

Program, per NUMARC comm0nl9,w/8lalod recommendations 
BAILEY, /a Wolf Creek Nucloar Operating Corp. B3FR3a795 00340 88/11/21 Dock- 
eling & Services Branch 3pp 476/0 174 47670*176. 

861 2010391 Comments on proposed rule 10CFR26 re Fimoss for Duty Program tor nu- 
clear power reactors Util endorses specific NUMARC recommended wording changes 
w/exceptlona to Items 2 & 24. 

DEDDENS.JG Gulf States Utilities Co. 53FR36795 00343. 05/11/21 Office of tho 
Secretary of the Commission IBpp 47670 177-47679 191 

8812010393 Comment supporting proposed rule 10CFR26 ro Fitness for Duty Program 
WILLIAMS.R.O Public Service Co of Colorado 53FR35705 00340 80/1 V21. Cock- 
etlng & Services Branch 15pp 47579 192-47679 206 

0812010400 Comment opposing proposed rute 10CFR26 re random drug testing 
MUNYAN.RA International Brotherhood of Eleclncal Workers 63FR36795 00352 
05/11/18. Docketing & Services Branch. 2pp 47679 207-47679 206. 

8812010404 Comment on proposed rule 10CFn26 ro Fitness for Duty Program including 
random drug fesffnn Ulii enoorses NUMARC comments on rule 

* Detroit Edison Co 63FR96705 00356 58/11/17 Docketing & Services Branch 
10pp. 47679 209 47679 240 

8812010405 Comments on proposed rule 10CFR26 re Fitness for Duty Program for nu- 
clear reactor operator8.0ppose3 random drug screening of nucloar plant omployoea, 
WHITEHEAD, G G Internationat Brotherhood of Eloctneal Workors 53FR36796 00345, 
00/11/21, Docketing & Services Branch 2pp 47679.250 47679 251 

8812010408 Comment supporting proposed rulo 10CrR26 re Fitness for Duly 
Program, por NUMARC commenls.w/ffsted oxcopilons 

BR to AM, OS South Carolina Electric & Gas Co. 63FR36795 00353 86/11/21, 
Office of the Secretary of tho Commission 3pp, 47670 252-4767Q 254 

8B12010410 Comments supporting proposed rule 1OCFR20 ro Filnoas for Duly Program 
re substance abuse, Urges Commission to adopt suggested specific changes Indicated 
by NUMARC comments. 

SCHROUDER.WJ., SMITH, RE Rochester Gas & Electric Corp 53FR36705 00347 
68/11/21 CHILK.S.J Office ol the Secretary ol the Commission 4pp. 47670 265 
4/679,268. 

8812010411 Commonl opposing proposed rule 10CFR25 re Fitness for Duty Program 
PROBST.J.R Affiliation Not Assigned 53FR36795 00342 05/11/17 DockoUng & 
Services Branch lOpp 47679 250 47670 265 

8612010413 Comment supporting proposed rule 10CFR26 r© Fitness for Duly 
Pfogram,p6r NUMARC comments AddI comments provided. 

STEiNHARDT,C.R Wisconsin Public Service Corp B3FR36705 00340 05/11/21 
Docketing & Services Branch 7pp 47570 269 47679 275 

8812010419 Notification of QA Subcommittee of Advisory Committee on Medical Uses 
of Isotopes 881107 meeting in Bethesda.MD & request for comments ro 10CFR35, 
BATES, A, L Advisory CommTltoo on Medical Uses of Isotopes 53FR30746. 85/10/12 
Advisory Committee on Medical Uses of Isotopes 7pp. 47079 276 47679 252 

8812010420 Comment supporting proposed rule 10CFR26 re Fllnoss lor Duty 
Program Util agrees w/NUMARC proposed approach. 

TUCKER.H B. Duke Power Co. 53FR30795 00346, 00/11/21 CHILK S J Office of the 
Secretary of the Commission 6pp 47679 203*47679 290 
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6Q12Q 10421 Comment opposing proposed rule 10CFH26 ro random drug losting provi' 
Sion in Rtness for Duty Prooram Locai 142 members ean accept & work under Filn ass 
for Duty Program that conlafns onCy just cause drug testing provision 
SPEAKMAN.R J (nternalionaf Brotherhood of Electrical Workers 53FH3079S 00361 
aa/11/28 Docketing & Services Branch Ip 47679 201-47679 291 

8812010423 Commont on proposed rule 10CFR26 re Filnoss for Duty Program Util has 
cons 111 ulional concerns re proposed random losting which should be fully addressed 
prior to rule being promulgated Endorses NUWAflC & EE I commonta 
BRONS,J C New York Power Authority (formerly Power Authority of tho Stale of New 
York) 53Ffl36795 00360 83/11/16 Docketing & Sen/ices Branch, 12pp 47679 292- 
47679 303 

08120-20001 Comment supporting propoaod rule 10CFFI14O ro indemnity agreements w7 
persons licensed by NRC or Agreement Stalo for mfg.producllon.posaesslon or us© of 
radiop harms for medical purposes 

BROWN.M P Americar? College of Nuclear Physicians 53PR40293 00004 68/1 1/07. 
IDocke ling & Services Branch Ip 47679 3S6 47679 356 

6812029007 Comment on proposed rule 10CFR26 ro Fitness for Duly Program Policy of 
yearly testing & testing for cause, backed up by training for drug prevention supported 
PATTERSON.JT Affiliation Nol Assigned 53FR3G795 0034 4 88/11/25 ROBERTS 
NRC ' No Dotsifed Affilralron Given Ip 47600049 47600049 

8012020020 Comment on proposed rule 10CFfl26 re fitness for duly, Fact that person 
must lake random drug test to prove Innocence contrary to fundamentat rights afford 
ed cilixons of country Poticy should require testing only w/reasonablo grounds 
ST JOHN, KE Affiliation Not Assigned 53FR36795 00360 08/11/22 Office of tho 
Secretary of the Commission 2pp 47680 001-47680 002 

8812020023 Comments on proposed rule i0CFR26 re Filnoss for Duty 
Program NUMARC recommendation that proposed 300% sampio size excessive & 
that 109% annual sample size will be sufficient supported 

COCKFJELD.DW Porlland General Electric Co 63FR3679S 09354 83/11/21 Dock 
ating A Services Branch 4pp 47679 352-47679 355 

0012020039 Comment opposing proposed rule 10CFR2G re random tostinn provision of 
Fitness for Duty Program Momoors of Local 142 al plant can accept & work under 
Fitness for Duty Program that contains only just cause drug testing provision 
MINSiNGER.W J. International Brotherhood of Eleclrical Workors 5dFR3679S 00364 
08/11/28 Docketing & Sendees Branch Ip 47660 019 47600 919 

0812920064 Substitute Page 2 to R RuUonberg 6B1121 comments on Fodera) Duty 
Pfogram.corrocling error 

GORMAN, EJ United Brotherhood of Carpenters & Joiners of America 53FR36795 
09369. 86/11/22 CHILK.S Office of Iho Secretary of tho (Commission 3pp 

47679 357-47679359. 

8012020057 Commonla on proposed rule 10CFR35 re QA Suboommllloe of Advisory 
<^mmittoQ on Medical Uses of Isotopes 

SIMON, TR. Hoallh & Human Services, Dept of, US Public Health Service 
G3FR30745 00091 88/10/26 Dockeling a Servlcoa Branch 3pp 476B0.020 
47600.022 

0012020064 Commant on proposed rule 10CFR26 re Fitness for Duty 
Program Generali V agrees w/NUMARC conimonla mods Believes tinnocossarily bur- 
donaome 1o require soparalo contractor & vendor ctnpPoyoe assistance programs at 
nucle&r sites 

ZACCARfA,A Bechtel Power Cor p 53FR36795 00368 80/11/16 CHILK.S J, Office 
of Ilia Secretary of the Commission 3pp 47680 023 47600025 

8012020077 Comment on proposed rule 10CFR2d re Filnoss for Duty Program Local 
142 m ambers opposed to proposed random drug tostlng Supports Just causa drug 
(osting provlfilon 

NOWAK, J,M Internationa! Brotherhood of Efecirfcfll Workers 63FR3B705 00365 06/ 
11/28, Docketing Services Branch Ip 4768 0 026 47660 026 

0812020080 Comment opposing proposed rule I0CFR26 re Filnoss of Duty 
Program Implennention of rule will ensure that reverse of Intention of rule will happen 
LEW1S.M. Lewis. M. 53FR36795 00350 88/11/26 Office of the Secretary of tho 
Commission 2pp. 47680,027 47600 928 

6012020093 Comment on proposed rule 10CFR2e re Fitness for Duty 
Program Fndor 8 os NUMARC commenls.lncludlng recpmmendalfon that random lost 
Ing begin w/max annual testing level equal to 100% w/raevaluation after 3 yrs 
CARTWfllGHT.W.R Virginia Power (Virginia Electric & Power Co>) 63FR36795 00366 
80/11/21, CHILK.SJ Office of the Secrolarv of the Commission 2pp 47680 029 

47680 039 

8812920103 Comment on proposed rule 10CFR26 ro fitness for duly Endorses 
NUMARC comments Believes lhal 100% annual lasting frequency appropriate as ado 
qualo deterrent & more than 109% would Install burden of excess lor certain empioy- 

MORRIS.KJ Omaha Public Power District 53Fn36705 00367 88/11/21 CHILK.S J 
Office of the Secretary of the Commission 2pp 47680 031-47600.032 

8812020107 Comment on proposed rule 10CFR26 re Fitness for Duty 
Program Colioettvo comments & recommendations of NUMARC endorsed Inclusion of 
option for ulit to Include breath analysis testing tor alcohol rocommendod 
CX)UIN!SIL,W Q , WOODLAN.O R TU Electric (formerly Texas Uliiitios Generating Co ) 
63FR367g5 00355 80/11/21, Dockating & Services Branch 6pp 47680033- 
47860,037. 

6812020119 Comment on proposed rule 10CFR26 re Fitness for Duty Program Just 
cause drug te sling provisions only recommanded 
fntemational Brolhe/hood of Electrical Workers 63FR367e5 00351 88/11/18 
Office of the Secretary of the Commission. 1p. 47600 038 47680 038. 

0612020129 Comment on proposed rule 10CFR26 re Fitness for Duly Program General 
concurrence w/NUMARC comments expressed, Exceptions to NUMARC comments & 
addi comments end 

SHELTON. DC. Toledo Edison Co 53FR86795 00358. 88/11/22 Docketing 0. Serv- 
ices Branch. 8 pp 47660,039-47680 048 ^ 

0812020279 Requests that comment period on propossd rule 10CFR50 be extended 
1 20 days 1n oroor to provide effective response, 

LEE.B, Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utllitv 
Manage 53FR47022 80/11/28, ZECH.LW Commissioners Ip 47680.040 

47600:040. 


8812050015 Comment on proposed rule iOLf-H2e> r« fitness for duty prewrams Gerpefa' 
views on proposed rule bring ropresontod in comments submitted by NUMARC 
SORENSEN, GC Washington Public Power Supply System 5aFR36?B5 00372 £-3^ 
11/21 CHILK.S J Oftice of tho Socrotnry of tfio Commission 2t>p 47605 25^ 
47695 260 

0812050022 Cornrnont on proposed rule lOCI'HFfi ro fitness for duty piogram Spc<i'c 
requiroments NRC proposos.ospocially random drug losting.aro of questionable cerw 
stitutioriaiiy, dubious praclicality & gront cost 

GORMAN.E J United Brotherhood of Carponlors & Joiners of Amenca 53FR36Ty5 
00370 80/11/28 CHILK.S J Office of tho Snerotary of the Commission 26jo 
47695 261-47695 286 

8012050034 Comment on proposed rule lOCFtlPO re filnoss fof duly program SuppMi 
conc^t of drug testing In workplaco Init corcorned w/porlions of proposed ruie 
WHITTIER, GD Maine Yankee Atomic Power Co 63FR36795 003/1 00/11/21 
Docketing & Services Branch lOpp 47G95 287 4769b 296 

BG120500S6 Submils petition to Immodlatoly fnslilulo regulations that require nuclear 
ulita to ropt to NRC all inslafu os of drug & nirohol use by workers on> duty & repJ| 
details of each fitness for duly programs 

GORDON, J Public QUzorVs Critical Mass Energy Proloct POl LARD.D Ualon ol Con- 
cornod Sclonllsls TUCKER, K Health & Energy Instilulo 87/06/04 OENTONK 
Office of Nuclear Reactor Rngulalion, Oirorlor (Post 070411) 2pp 176G5 332 
47695 334 

-8012059057 Responds 1o 8/0604 Hr from J Gordon ro filnoss for duty program of r\f- 
clear power plant personnel NRC laklng no furthor action on roquesl for proposed n/e 
making Comments will however be taken into consideration 
GRfMSlEY.DH Division of Rules & Records (070413 8805 14) 60/02/03 
BOSSONG.K Public Citizen's Critical Mass Enorgy Project Ip 47095 334 47695 334 

8812O5DO09 Comment on proposed ftJio 10C1 n26 ro fitness for duly program DotaVd 
comments on rule end 

ROTHEBT.WC, Iowa Electric Light & f^owor Co 53FR36705 09373 88/1 1/29 
CHILK.S J Offico of Iho Socrolary of the Commission 4pp 47695 335 4/695 338 

8812050092 Proposed rule lOCf-ftSO, “Ensuring Effocliveness of Mainl Programi fc-r 
Nuclear Power Plonts" Rulo would require plaiil mnint programs to inciutfa specife 
activilieg, Including moniloflng of effoclivonobs of plant mnini 
CHILK.S J Offico of tho Secretary of iho Commission 53FR47022 80/11/21 gOpp 
47695 207 47695 325 

6812060230 Propo{>od rulo lOCFHlO, “SoquoslfHlion of Witnesses Intervieviod UikM 
Subpoena ” Rule would clarify difflcullios onrountorod by NRC In conduclJng Ir vo iti- 
galivo Interviews in atmosphere free of outside fnllunrirns 

CHILK.S J Offico of the Secrolaty of the Commission 53iF14b766 88/11/00 1i3pp- 
47723,184-47723,106 

0012070032 Requosls oxlonsion of comnitml punod for proposed rulo 10CFR54) re 
malm for QddI 60 days 

LEE,B Nuciear Managomonl & Hosoiirros Goiinrll (NUMARC) (form orfy Nuclear UtiH/ 
Manage 53FR47022 86/11/28 ZECfj.LW Commlss loners 1u 47723 2115 
47723 215 

8012080134 Requosls notification of any public mnotings to bn ftoid on nuclear p’arl 
license renewal, per NUREG 1317, “Rogulntofy Oplions for Nuclear Pinnl Lteonso Ro- 
IldWClt 

HAAG,F G Now York, State of 53FH329fg 06/10/1 1 Dorkoting A Services Branch 
Ip 47763110 47753 110 

8012000140 Comment opposing proposed rulo loCf RbO re properly insuranco roqu iB- 
ments for NRC licensed nuclonr power plants 

BRANDEBURG.B L Now York, NY 49FR44645 00030 80/00/30 Oifico of Hiu Sec 
retaryof the Commission 15pp 477Q1 030 47/bl 053 

8012000176 Forwards conslituonl RJ Perry commonls opposing proposed ruie 
10CFR50 ro emergency planning A praparodiiobs require mo nts for nuclear pov-er 
plant fuel loading A Inilial low power operations 

HUMPHREY, G J Now Hampskro, Slate of 53FR1b43b 01681, 00/1 1/03 ZLCH.L W 
Commissioners 4pp 47740 357 47749 360 

8812000187 Commont supporting proposed rulo 10Crn26 ro "Fitness For Duty, ' 
program W/encls 

QRlDLEY.R.L Tennessee Valloy Aulfiorily 53rR3(>/u5 00375 08/11/30 NRC - No 
Detailed Affiliation Given 7pp 47749 350-4/740 356 

8012000196 Comment on proposed rulo 10CrR26 ro "Fitness For Duty Program " 
ALEXICH.M P Indiana Michigan Power Co (formerly Intfiana A Michigan EiecUic Co ) 
B3FR36705 00376. 08/11/23 CHIIK.S J Offico of the Secretary of tho Comrrvj^ siorv 
27pp 47043.329-47044 022 

0012000219 Proposed rule 10CFfl55, "Commission Policy Slatemoni On Tramina A 
Qualification or Nuclear Power Plant Perbonriol *’ Rule amended lo add inlo ro Nr^C 
experience w/induslry accreditation A to chnngo onforcomoni section 
CHiLK.SJ Office of tho Secretary of Iho Commission 53Fn46603 80/11/14 4pp 
47750003-47750 006 

88120B0240 Fonvards comment of constituent O Harrison opposing propesorl lu^a 
10CFR52 re early site permits, std design certifications A combined Itcensos for rrucle- 
ar power reactors, for response 

a^TSEKL Senate 63FR32060 00/11/01 KAMMLRER.CC Office o1 Congres- 
sional Affairs (pre 870413) 2pp 47750 007-47750 010 

>•6612060242 Comment opposing proposed rulo 10CrR52 ro early site porrmla sId 
design certification A combined ficensos for nuclear power reactors 
HARRISON.D Affiliation Nut Assigned 53FR32060 00075 00/10/05 Deckotin.® 
Services Branch 2pp 47750 000 47750 010 

8612090037 Comment supporting proposed rule lOCFRgQ re Fitness for Duty 
ProgramNRC emphasis on drug abuse should not be made at expense of eff(>clr;a> 
regulations dealing w/alcohol abuse 

BOLEY.K. Public Citizen’s Critical Mass Energy Project 53FR36795 00377 68/12/02 
Docketing A Services Branch 5pp 47700 080-47780 092 
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BB12C90041 Requests lhal comment ponod bo oxtendod from 60 days to 120 days on 
proposed rule lOCFRSO re moinl in nuclear power plants 

WILSON, K R Florida Power Corp {subs of Florida Progress Corp ) 53FR47B22 Bfl/ 
12/62 CHILK,SJ OffjLG of the Secretmv of Iho Commission Ip 47760 087 
47760 097 

66 12090044 Comment opposing oroposod rule 10CFR2 re submission & mgt of records 
ft documents re licensing of geologic repository tor disposal of Ngh level 
radivaste Change would cost exorbitant amount of money 

KADAK.AC Yankee Atomic Electric Co 53FR44411 00003 00/12/05 Docketing & 
Services Branch 2pp 47700 003*47700 004 

6612090050 Comment opposing proposed rule 10CFn2 re submission & mgl of records 
4 documents relatori to licensing of geologir repository for disposal of high level rad 
waste 

SIEGEL, JR US Council for Energy Awnronoss 53rn44411 00001 BQ/12/05 Dock 
fliing & Services Branch 2p[) 47/00 005 47700 000 

8612090D5B Comment oppobing proposed rule 10CFR2 ro submission & mgl of records 
& documents related to licensing of geologic repository for disposal of high level rad 
was to 

FUIERER.AA, KOBER.R W Rochostor Gas & Eleciric Corp 63Fn44411 00002 6B/ 
12/05 CHILK,8J Ofimo of the SrjcfQlary of the Commission 5pp 47700 07B 
47760 0B2 

8312090066 Transcript of 001114 hearing In Rockville, MD re Price Andorson 
rulemaking Pp 1 69 

* NRC No Dolaiind Affiliation Given ‘53rn40233 80/11/14 71pp 47750011 
47750 001 

B61 2090255 “Safomrards Roqulromonta lor Fuel Facilities Possessing Formula Quanll 
lies of Strategic SNM,” 10(^FR2,70 & /3 linal nilos Regulations amended to require 

g roleclion oquivalonl to that In place at r omparablo DOE fuel facilities 
HILK,SJ Office of the Rocrolary of Ihp Commission 53rR45447 88/11/14 30pp 
47757 242 47757 271 


0B12O60298 Forwards petition for rulemakirkg PRM'20 10 re classdying disposal of 
solid, blomodlcal wastes containing H(3) & C(141 as below regulatory concern roa- 
aonablo altornativo to burial at commorclal low level radwaalo site 
GERSHEY.E L RockelollDr Univ . New York, NY. 53FR43B96 OOODI 08/00/16 DocH* 
oting & Sorvicos Branch 1 ipp 47723 197-4 /723 207 

BB 12060305 Requests expansion of radioisotopo list whore contamlnnlod animal tissues 
may be considered de minimus & make ur^regulnted disposal of lissuos practice ir^ 
which all jurisdictions must comply 

GERSHEY.E L Rockefoltor Umv, Now York. NY 53FR44014 OOQ01 00/07/22 
LAHS.W NRC - No Detailed Affiliation Given Ip 47723 213 47723 213 

8612060323 Notifies of receipt of petition for rulemaking filed by Rockeiollor Univ ra 
amend to regulations to permit licensee to dispose of solid biomedical vwnsia contain- 
ing small amounts of radioactivity by onsito Incineration 

CHILK.SJ Office of the Secretary of the Commission 53rn4309B 08/10/25 Office 
of tho Secrotary of the Commission 5pp 47723 200 47723 212 

B812060333 Commenl on petitions for rulemaking PRM-20 10 & PRM-PO-17 ro Rocko 
feller Umv request for permission to incineralo animal radioactive bodies Opposoa 

NEMl%tY,E Ecology/Alert 53FR43fl96 00002 08/11/14 Dockotlng & Sorvicos 
Branch Ip 47723 214 47723 214 

8612070020 Petition for rulemaking PRM20 17 re disposal of animal lissua contalr^ln( 
small amounls of radioactivity w^ regard to rntlloacUvUv by expanding list of radioac 
tivo Isotopes for which unregulated disposal permitted 

CHILK,SJ Office of tho Secrotary of tho Commission 53FR44Q14 06/10/10 Com 
missloners 4pp 47723 216 47723 219 

B81 2080226 Comment supporting potilions for rulemaking 20-17 & 20 18 ro radios cUvi 
waste disposal 

SUMMERS J WinthropUniv Hosp. Long l&land, NY 53Fn440l4 00003 on/1l/?E 
Docketing & Servlcas Branch 2pp 47750 001-47750 002 


B 81 2120036 Commonl on proposed rule 10CrR71 adopting IAEA regulations NRC rog 
ulalions difrering from IAEA regufations also fur (her oscafnffon In restrictions being 

g laced in certain alpha omltlora w/o adogunte jubtification 

'GRUFF, M A Ami irshniTi Corp 52rn2l 550 00071 86/12/05 Docketing & Services 
Branch 3pp 47763 340 47763 350 

©812120650 Comment opposing proposotl rulo 10GFR2 ro submission & mgl of records 
& dociimonla related to licensing of fiinl' iovol radwaslo geologic roposllory Util sup 
ports EEI comments to bo submiltod to NRC 

HAIRSTON.WG Alabama Power Co 5'jrfM4411 00005 00/12/05 ClltLK.SJ OJfico 
cl tho Secretaiy of the Commission ip 47798 086 4/708 086 

6612 120059 Comment opfroslng proposed rulo 10CrR2 ro rocoida related lo licensing 
high lovol radwasto geolonlo repository Util endorses EFt comments to bo BUbmillod 
to NRG 

HAIRSTON, WG Georgia Power Co 53Fn44411 00004 88/12/05 CHIU<,SJ OKlco 
of tho Socrotary of tho Commlsslor^ ?pp 4//90 08/-4/798 00Q 

8012120071 Roquosts 2-wk ovtot^slon lo comment time on proposed rulo 10CFR2 ro 
submission & mgt of records fi documonls rotated to licensing of geologic repository 
for disposal of high lovol radv/aslo 

BLANCH ARD.B Interior, Dept of 53rn44411 08/12/05 Docketlno & Soivicos 
Branch Ip 47790 009 477G8 089 

B6 12 1661 47 Danlos 001112 reguosi for Commission to extend public comment period 
on proposed rule 10CrR26 ro fitness for duty Ample oppotUmity was provided lo par- 
ti cip ale 

GRIMES, DK Division of Reactor Inspection & Safeguards (Post 070411) 
53FR35/g5 00/12/07 ALBERS, K I Affiliation Not Assigned Ip 47873 359 
47873 359 
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8009130261 Forwards Rev 0 lo “Toplral SAR for CASTOR X Cask lor (SFS) (Dry Slo 
age),” for review W/o end 

ANDERSON, RT Genera! Nucloar Syotoms. Inc 24470 08/07/01 ROUSE, LC nml 
Cycle Safely Branch 2pp 46026 040 46826 04 1 

8809130261 Forwards Rev 0 to "Topical SAR for CASTOR X Coak for ISFSI (Dry Stor- 
age),’* lor review 

ANDERSON, RT General Nuclear Sysleina, (nc 24470 811/07/01 ROUSE, LC Funi 
Cyclo Safety Branch 4pp 47/50 106 47761 065 

-88120B0072 Sanitized version of Rev 0 lo “Topical SAR for Caator X Cask tor ISFSI 
(Dry Storage) " 

* Qoneral Nuclear Systems, Inc 60/06/30 506pp 47/50 200 4 7761 065 

6811280166 Forwards rent summarizing statu^.proiiross & expend itiires of Wont Ynlloy 
Demonstration Project tor quarter ending 600630 In rosponso to II R 07-177 rcqiiLro 
morrt 

BUNCH.DF Energy, Dept Of 24941 00/10/03 ROE.R A Houno oi Ren, Scloiice, 
Space & Technology (formerly Science & Technology) 7pp 47GG2 225-4 7G52 ?3I 

6611290058 Advises that Soclion 3002 of EPni-arivancQti LWFl rnqulramer^ls docii 
monl Chapter 1 open Item re suppression pool loads neorln further 
clarification Section not clear on whoUior proposed luak-boforo break consisterf w/ 
Q0C4 

LONG, WO Standardization & Non Power Reactor ProlGCt Oirorloraio 60/11/17 
KINTNER,EE General Public Utilllios Corp - GPU Service Corp 2pp 47048 172^ 
47646 173 


8812160151 Danlos 00111? request for CommKslort to extend public commonl period 
on proposed rulo 10CFn26 ro fitness for duly 

GRIMES, B K Division of Roactor Inspection & Safeguards (Post 870411) 
53Fn36705 80/12/07 DOYLE.W Altilialion Not Assigned Ip 47035,169 47035169, 

8612220305 Forwards proposed rule 10CFni40, “Financial Protection Roquiremonls & 
Irriemnily Agreements, Miscollanoous Amends NecoasUated by Changes In Price An 
dorson Act ’’ Changes recommended by recipient incorporated 
THOMAS, CO Policy Development & Tocimical Support Branch (Post 070411) 
53Ffl51120 00/12/00 MEYER, D L Regulatory Publications Branch 30pp 

47001 063-47901 092 

6812230054 Towards too workpapers in support of notice of final rulemaking for 
10CFR170& 171 

HOILOWAY.CJ License Foe Managemorit Branch. 00/12/20, BLANTON, JD Docu- 
inent Control Branch (Documenl Control Desk) 220pp 4/915 001-47916220 


PRM PETITION FOR RULEMAKING 

6312010268 Commenl oppoMng petilion for rulemaking PRM 50-52 re roinstetomont of 
fmancial qualifications as consideration in hearings on Issuance of OL for nuclear 
power reactors 

RADER, RM Connor & Welterhahn 53FR32913 00023 88/11/17 CHILK.SJ Office 
of the Secrotary of the Commission 9pp 47679 139 47679 147 

6812010303 Commonl opposing petition for ruleinaking PRM 50 52 ro considoratlon of 
financial qualification during OL review NRC msp 6 enforcement program more direct 
& efficient way of assuring safe operation 

GRIDLEY,RL Tennessee Valley Authority 53rR32913 00024 60/11/02 Document 
Control Branch (Documenl Control Desk). ?pp 47'j/') 158-47679 159 

0812010322 Comment supportlnn petition for lulumaking PRM 50 51 Mad by EEI & 
NUMARC Other two filings consislnnt w/EEf/NUMARC petition & car^ be accommo- 
dated by adopting changes along In in > of amond*^ , oposed in EEI/NUMARC petition 
KNOTTS, JB Bishop, Cook, Purcell . Heynolds *'3 T3f>335 00004 88/11/15 Dock- 
eting & Services Branch 1p 47079 ' ' 47079 160 


8B1 1290064 Submits guidance re scope of design & scopo of staff ruvlow of CESSAR- 
DC,Sy& 00 1 Notification of Intentions re m attar & schodulo for bvjbrnittlng 
application, Including FSAR, roquoslod Potential review sub|o for stU plant design'] 
end 

CRUTCHFIELD, D, Associate Director for Projects (Post 070411) 00/11/21 

SCHERER, A E Combustion Englnoorlng, Inc 8pp 47640 2G5-47C49 272 

B81 1300213 Forwards inlo ro scope of SAR for tuluro std design eppllcutiatia ft NRC 
review of appllcatlons.lnfo useful In prop are lion of advanced LWR util re quire in outs 
document, 

CRUTCHF1ELO,D Associale Oiroclor for Projects (Post 070411) 00/11/22 

KINTNEn.E.E ALWR Utility Steonng CJornmltlGo KlNTNER,F.n Conor al Public Ullli 
ties Corp - GPU Service Corp 7pp 47676 307-47676 310 

8B12050149 Provides supplemental qualilicaUon data ro comoniod low levoJ waelo form 
& reaffirms project position on long term mgt of sob) wasto 

BIX0Y,W,W E^nargy, Dept of 86/11/29 KNAPP,M NRC - No Deiallod Affiliation 
Glvon 3pp 47719 011-47710179, 

-6812050160 "Comonl Waste Form Quolificalion Rent - WVDP Purex Daconlamlnalod 
Supernatant Rapt of Work Performed for Period 1983 Through 1000 “ 

MCVAY.C.W. MARCHETTI.S S . STIMMCL.J R, West Volley Nuclear Servicoa Co. 
(nc 88/08/31. t66pp, 47/19 014 47719 179 

6812050189 Notification of OBI 220 mooting w/C-E in RockvJlQ.MD lo discuss aolsmlc 
Issues Involved in containment design for CESSAR-DC Sya aoo re Roll/strucluro Inter 
action phase 

VISSINQ.GS Standardization & Non-Power Reactor Projocl Diroclorato 66/11/20 
MILLER, CL Standardization & Non-Power Reactor ProloGt Diroclorato 4t]n' 
47732,300 47732 303 ^ ' 

681206031S Fonvards status rept for Nov 1008 ro std plant doslnn technlceJ rovlows 
MILLER,CL Standardization & Non-Power Reactor Project Diroctoralo 60/11/29 
SHAO.L Division of Englnoofing ft Syatoms Technology (Post 070411) GRIMES B 
Division of Roactor Inspection & Safeguards (Post 070411). CONQEt,F Division of 
Radiation Protection & Emergoncy Preparodnosa (Post 870411). iBpp 47742,200 
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a81207(Wa7 Forwards coir mania on guldeJinas for provfding safety A OAs for accept 
ance & dedicated use of GA TochnoSodes digital Inslxu mentation & contro) consol o In 
conjunction w/US Air Forco reactor fad lilies, per £80408 request 
ADAMS.A Standardization & Non Power Reactor Project Directorate 68/11/14 
NELSON, RC Air Force. Dept of 4pp 47748 094-47748 097 


B81129D547 Part 21 repl re defect In design of control circuits for Cooper Enercsr Svcs 
Div I & II ememency diesol oenerators Non-Category IE comporenls discoSnocied 
from generator start circuits PTont mod planned 
TERRY.CD Niagara Mohawk Power Corp PT21 68 117*000 
RLfSSELL.WT Region 1, Ofc of the Director 3pp 47002 310-47602 320 


80T2O9OS64 Forwards "Cemenl Solidification of Deconlamlnatad Suparnalenl Waste lor 
West Valley Project" technical evaluation repUor Info Info & results from proposed 
short- & tong term testing programs requesteo 

KNAPP.M R Division of Low Level Waste Management & Decommissioning (Post 
870413). 68/11/29 BIXBY.WW Energy, Oepl of, Idaho Operations Office 2pp 
477 &1t)5 4-477 61 07? 

-8012090277 "Cemenl Solidification of Decontaminated Supernatani Waslo for West 
Valley ProjecI,” technical evaluation repl 

* Office of Nuclear Material Safety & Safeguards, Director. 68/11/20 22pp 
47761 066*47761 077 

8612100994 Forwards proprietary addi Info re NUH-0O2,per SAIC request Info withhold 
(ref i0CFR2«70) 

MCCONAQHY.WJ NUTECH Engineers, fnc 24089. 08/12/07 ROBERTS.JP Fuel 
Cycfa Safety Branch 6pp 47792 082-47792086 

8612150147 Forwards proprietary supplemental Info re response to MRC 881109 Ques 
tion 0 on NUHOMS 24P Topical Rept NUH 002fnfo withheld (ref 10CFR2700) 
MCCONAGHY.WJ NUTECH engineoro, Inc. DUK 03-310. 80/12/01. ROBERTS, JP 
Fuel Cycle Safety Branch Spp 47833 001-47833 005 


8011290574 Part 21 repl re nonconforming equipment All planned & required flcUorw 
have been completed to close rept 

SMITH.J A, STAFFORDjKE VIcioreen, fnc (subs of Shelfer-Globe Corp} PT21 B8- 
116 000. 80/10/31 Region 3, Ofc of the Director Ip, 4764 Br 193-47646 193 

0811300033 Part 21 rept re potentially defective fntercooJer fnlQl adapCit>rs 
fnslallalfon.EncI Sve (nfo Memo 365, Rev 2, sent to all affected sites ^ 

GUNTRUM.BC IMO Dolaval, Inc, PT21 80-114-000 88/11/11, Office of Nudoar Ffr 
actor Regulation, Director (Post 870411) lopp 47697.1 14 47597*124 

8B1 1300626 Forwards Part 21 repl re breaker trip causing spurious undeivaliiimQ rela^ 
trip signal ^ ' 


ADS.EW Brown Boveri Corp, (subs of Brown Boverl & Co, Ltd) &?; 12/23 
RUSSEUL.W.T. Region 1. Ofc of the Director. Ip 47696 307-47696 310 

8812010197 Part 21 Rapt 80 018-00 re binding problems w/Telemecanlque Gould MCC 
A021 & A022 llneslartors Initially reported on 081 123. Eleven Ifneslartera repaired 8 re- 
maining linoslarlers will be Inspected during first retuallng outane 
NOONAN, T.P Duquosne Light Co. 88 010-00. 68/11/28 Document Conl/ol Brar«h 
(Document Control Desk) 4pp. 47709 246 47709,249, 


8012160012 Requests technical assistance In reviewing radiolcMical saloty section of 
SAR for facility, 8 ubmdted by licansao 881202 Itr.Suggoatlons & comments roquestod 
by 690120 

MILLER.C L Standardization & Non Power Reactor Projacl Oirecto/ale 86/12/08 
CUNNING HAM. L J Radiation Protoctlon eranch 2pp 47873 233 47673 234 

8812160076 Nollflos NRC of NUTECH receipt of US Patent 4,700,269 for NUHOMS 
design Copy of patent ©ncl.ftaquesls that propnetaiy status of all Info submitted on 
subi projects be maintained 

MCCONAGHV.WJ NUTECH Efifiineora, Inc WJM-00-257 88/12/07. ROBERTS, J P 
Fuel C^cle Safety Branch 6pp. 4783 4 226-47834*236 

8812160121 Forwards Rev 0 to "Advanced LWR Roquiromonts Document, Chapter 6 
Bldg Design & Arrangement " for review 

KiNTNERlE E ALWR Utility Steering Committee KINTNER,Ee General Public Utili- 
ties Corp. * GPU Service Corp 80/11/10. Document Control Branch (Document Con- 
trol Desk) Ip 47633 0e3-47e33.317 

-8812160124 Rev 0 to "Advanced LWR Roquiremonia Documents, Chapter 6 • Bldg 
Design & Arrang emont " 

• Bechtel Group, Inc * Combustion Engineering, Inc • Commonwoallh Edison Co 
ea/11/30 400pp. 47833004-47833 317 

8812100060 Haquesls technical assistance fn rovlev/mg onci emergency plan for facility 
submitted by llcensoa 081202 Itr. Completion for review nrojocled for 890120 W/o 
end 

MILLER, C.L Standardization & Non Power Reactor Project Directorate TAG 67921 
88/12/08 TRAVERS.WO Emergency Preparedness Branch, 2pp. 47050 359* 


0612190073 Requests technical assistance In reviewing App C of SAR for SNRS TRIGA 
reactor facility submitted by 881202 llr.RQviow should be compleled by 890120, 
MILLER.C L. Standardization 8 Non Power Roaclof Prefect Dlroclorale TAG 67921, 
68/12/00 BARRETT.R J. Risk Applications Branch, 2pp 47640 180-47040*101 

681220004S Forwards ALWR Requlreinonts Document Chapter 6, "Bldg Oeslnn & Ar* 
ranoomonts," for uso In chapter review 

KINTNEH.E E ALWR Utility Steering Commltlee, KINTNER.E E General Public Ulfli- 
ties Corp • GPU Sorvico Corp 80/11/16 LONG.W, Standardization & Non-Power Ro 
actor Project Directorate 2pp 47658.289-47650 290. 

8812220242 Forwards request for addI info ro ARSAP Topic Paper 3. fnduding Item 3 1 . 

External Events, Item 3 2, "Succoss Oitorla A Mission Time" & Item 3 3, "Accident 
Serwenco Selection ’’ Response requested within 60 days 

& Non Power Reactor Project Directorate. 08/12/16 
SCHERER.AE Combustion Eng in ooring. Jnc 14pp 47900 220 47900*233, 

8812230099 Forwards "Run Repl .Supernatant Treatment Sys," for Campaigns 3 A 4.dt(l 
Jul & A^ l988,rQ8pecllvelyln future campaigns, single run ropt will be issued to in- 
etude all loui subsys. 

of. Idaho Operations OfHce 25018 80/12/02 HURT.R D, 
NRC - No Detoilea Affiliation Given 2pp 47014*241*47914,206 

Supernatant Treatment Sys," Campaign 3 for JuJ 1988, 
SKILLERN.C.G Energy, Dopi Of. 88/08/19. 26pp 47914 243 47914.268 

Supernatant Treatment Sys," Campaign 4 for Aug 1008 
ROSS.C.F Energy, Dept of. 00/11/10, 18pp 4701 4;269-4791 4*206 

fnstiumenlatlon & control secllon of SAR for 
THIGA reaclcrAlthoijgli facility will not bo NRC ticon8od.Air Forco requoste 
QSaislanco.W/oslatQdencf. ’ 

WII.LER,C L Standardization & Non Power Reactor Project Directorate. TAG 67921 
47916^^5 479 ^^ 146 ^''"'^’ InslrumentaUon & Control Systems® Branch,*^ 2pp 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

component mfg by Cooper Energy 
Svca.1nltlally reported on 881 1 1 5 tl lit became aware of p/oblem on 881 103 DIv I emS- 

« liQMr generator declared Inoperable & valve reclassified. 

.C.D. NIagwa Mohawk Power Corp NMP2L 1181 80 / 11/21 RUSSELL, WT- 
Hegson 1, Ofc of the Director. Spp 47652 063 47652.965, 

rept Of 861028 site visit re nonconforming parts received from Sample- 
Webtrel for Maaonoilan valves, Related info end. ^ 

GUILLEN.J- Geno^dc Communications Branch 88/11/23. BERLINGER.C H. Generic 
Communications Branch flpp, 47650 238*47650245 


8812010199 Part 21 repl ro defect In GE Type 180 Indicating typo meters Inllially ri?port 
ed on 801027 NSSSjnc Identified aa firm supplying compononl Maters vnll not bo aij- 
thorlzed for use fn safely related applications pending resolution 
BURKHAROT,L Niagara Mohawk Power Corp NMPiL 0327 06/11/23 

RUSSELL, WT Region 1, Ofc of the Dlroclor 3pp 4/707*146-47707*140 

6812050065 Part 21 rept re potential for counterfeit Masonellan valve parts beirwi sup- 
plied to commercial nuclear fecililies All IdonllNed parle from plant named in 831021 
rept segreg^atod & replaced .Independent Investigation underway 
ALLENAV.T Dresser Industnoa. Inc 08/11/10 QRIMES.B Division of ReacKtf fn- 
specllon & Safeguards (Post 670411). 2pp. 47723.103-47723 104 

8812060298 Pari 21 & final deficiency ropt re ESF diesol genoralor aallina 
damage Inllially reported on 8Bi026.Damflood parts on diesol canoralw sT 
replaced Deficiency la solely oUributablo to Cooper-Besaomor malnt aclMtioa 
QOL08ERQ,J,H Houston Llghllng & Power Co ST-HL-AE-2660 88/11/23 Ooou- 
mont Control Branch (Document Control Desk) 4pp 47742 1 96-47742.109 


6812140171 Part 21 & final deficiency repl ro potential failure of operator lo-valvo en 
gagemonl of Xomox supplied valves Inllially reported on 671 204 On 8807n.XonK3x 

g ovided ropfacemenl parts for 24 valves Identified 
RIDLEY, R Tennessee Valley Authority 08/12/09. Documoni Control Drsneh ^Doc^^ 
mont Control Desk) 4pp, 47796 145 47706 146 ' 


6812200266 Part 21 & final deficloncy ropt re containmoni hydrogen 

analyzers-Remalning Unit 1 flow regulator rqpfncod w/ regulator conlalning stainless 
steel dlMifagm (SSD) Unit 2 regulators w/S^s Inalaltod 
GOLDBERG. JH. Houston Lighting A Power Co ST-HL-AE-2090. 08/12/13 Docu- 
monl Control Branch (Document Control Desk). Spp. 4706O.2OQ 47060 202 


8812200267 Final dBlicloncy & Part 21 rept ro Class IE battery cables Inlilnlly roported 
on OBIIOO.UUI completod qualification of other Jumper cabioa for uso 8 unqtalifi&d 
cables replaced w/ qualified cables. 

GOLDBERG. J.H. Houston lighting & Power Co. ST.HL-AE-2a93. 00/12/13 Ooev 
ment Conlrol Branch (Document Control Desk). 4pp. 47860,200 47060 211. 

8812210214 Informs that licensee curronlly fabricating basic comporori fa nuclear 
facihtyjpor roquiremonl of 10CFR21. 

SCRUTON.Q.S PX Engineering L/2336. 88/09/02. Region 4, Ofc of the Duoclor. Ip 
47881 *210 47081*210. 


6812220129 Part 21 ropt ro cracks found In Wostlnghouso 20 Inch gale valve Discs ro 
turned to Westinghouso for molallurglcol evaluation Cracks do- not roprosenl subsian 
tiBl safety hozard.Dlagram of cracks end 

PAPANIC.G. Yankee Atomic Eloclrlc Co. FYR 66-163 68/12/14. MURLEY.TE Ofr»ce 
of Nuclear Reactor Regulallon, Director (Post 67041 1). 4pp. 47914 064*47914067, 

8012220320 Advises that RO Kulchak reappointed rosponsiblo officer lo act in behalf of 
author for company ro 10CFR21 acllvllios & Is authorized to provide noljficatwn lo 
ouired by 10CFR2t , Paragraph 21,21 . 

ADAMS, F.M. Morrison-Knudsen Co, Inc 86/12/01, Ofc of Enforcomeni iPosI 
870413) Spp. 4791 6*1B6-47916*187. 


QA999 QUALITY ASSURANCE INSPECTIONS 


6812010005 Fonwards Itr to be Issued lo customere ro Incorrect valvo welnhl & ctr of 
gravity, 

WAYS.DR. Copos Vulcan, Inc. 00/11/22. GRIMES, B. NRG . No Dotallod Affiriabon 
Qlvoo. 2pp. 47702:310 47702*311. 


8612050065 Part 21 rept re potential for counterfeit Masonellan volvo parts being ouo- 
plied to commercial nuclear facilities. All Identified parts from plant named In 881021 
rept segregated & replaced.lndopendenl InvesHgallon underway. 

ALLEN^V.T. Dresser Industries, Inc 08/11/10 QRIMES.B Division of Roaclor Ifv 
spoction 6 Safeguards (Post 070411). 2pp. 47723*103-47723*104, 

6812210310 Forwards Insp Rept 69900600/80-01 on 680926-30 & notices of noncorrv 
formance & violation 

BRACH,E.W Vendor Inspection Branch 80/12/16 WINDT.WE, Texas BdlCo 2pp, 


-8812210317 Notice of vfolallon from Insp on 880926*3 O.Viol a lion noted* lOCFRSl re- 
quirements not Imposed on Purchase Orders 1003, 39696,40026.381 48 8. 3BB53 
• Office of Nuclear Roaclor Regulallon, Director (Post 870411). 80/12/16 1c 
470ai:214.47fift1.91/l ' ^ 
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-eft 1 52 10319 Notice of nonconformance from mp on 800926 30 Nonconformance 
noted chemical product analysis performed on 861113,1222 & 23 cerllfled mail test 
repts to Carolina Power & Light not Included in Q/V program 

* Qlfica of Nuclear Reactor Regulation, Director {Post 070411) BO/ 12/16 4pp 
47661 215-47801 218 

-&$12210321 Insp Rept 09900808/80 01 on B8QD026'30 Violations & noncompllanco 
noted Wafor areas inspected implomenlation of llcensoe QA program ro fabrication of 
fasteners for nuclear facilities 

CONW AY, J T, BAKER.ET, PARKER, L Vendor Inspection Branch 80/12/09 12pp 
47681 219 4780V230 

6812310324 Forwards Insp Rapt 99900105/88 01 on 800912-16 & nolico ot nonconfor- 
mance 

BRACH,EW Vendor Inspection Branch 00/12/16 BUHBEE,TD Fishor Controls 
International (subs of Monsanto Co ) 2pp 47875 102 47075 116 

><8012210328 Notice of nonconformance from Inso on 880912-16 Nonconformance 
iwtedlhreo moasuring & tost equipment (M& TE) out of calibr.M&TE cahbr history 
record not found for Flow Rato Tester CRB- 104 & Calibr Procedure 2H3 Inadequate 
' Offlco of Nuclear Reactor Regulation, Director (Post 670411) 00/12/16 1p 
47876 104 47875 104 

-8812218329 Insp Rept 99900105/60 01 on 800912-17 Noncomplianco noted Mufor 
af'Oas Inapoctod circumstances surrounding Duke Power Co problem re licensee valve 
air operator sizing 

PETROSINO.JJ , BAKER.ET Vendor Inspection Branch 88/11/30 12pp 
47875105-47875118 

8015210334 Forwards fnsp Root 99901115/00 01 on 000815 19 & notices of noncot^ 
formance & violation Failure to invoke, as applicable, provisions of 10CFR21 on ven- 
dors supplying safely rotaled mall & sves identifiod as most significant violation 
BRACH,EW Vendor Inspoclion Branch 00/12/16 OENNING.W Anchor/Darling 
Valve Co (subs of Anchor/Darling Industries, tnc ) 2pp 47675 271-47875 206 

-8812210336 Notice of violation from Insp on 000816-19 Violation noted licensee pur- 
chase orders to vendors for safety-related components or svea up through early 1086 
failed to specify provisions of 10CFR81 

* NRC No Detailed Affiliation Given BO/12/16 Ip 47075 273 470/5 273 

-0612210339 Notice of nonconformance from Insp on 000015-19 Nonconformance/ do 
vlatlon noted W Banning certification as registered pro! engineer performed over 2 yrs 
at ter required Iriannual review dale 

* NRC ■ No Detailed Affiliation Given 00/12/16 2pp 47075 274 4707B 275 

-8812219340 Insp Rept 90901115/86 01 on 000615 19 Violations & nonconformances 
noted Major areas inspected llcensoo QA program ro design.mfg & assembly of com 
ponont 9td supports (snubbor) supplied to nuclear Industry 
PETTIS ,R.L , POTAPOVS, U Vendor Inspection Brencti 06/12/06 lOpp 47075 276 
47B752D6 


REOQD REGULATORY GUIDES 


8811230025 Notifies of typo in Pago 2 of 1M Johnson 061110 Itr ro util commitment lor 
providing Indication for reactor water tovet in order to meet NRC Reg Guide 1 07 Cor- 
rect value for Rag Guido 1 97 complianco Is "-| 57 " 

JOHNSON,! M Commonwoallh Edison Co 5350K 88/11/17 MURLEYJE Office of 
Nuclear Reactor Regulation, Director (Post 870411) Ip 47651 323 47651 323 

88112694)72 Special Rept 80 008'on 001020, diesel generator Train B did not roach 
rated voltage & frquency within required timo.per Reg Guide 1 108,Soction 
C 2 E 2.Cau80d by laCK of fuel In line upon diesel start duo to personnel error 
HAIRSTON, WG. Georgia Power Co ELV-00020 08/11/23. Document Control 
Branch (Document Control Dosk) 2pp 47649 251 47649 252 

8811260103 Advises that now heatup & cooldown curves will be aeneratod after analy 
sis of next surveillance capsule data at approx 6 EFPY.por Generic Ur 66 1 1 Ref 
temps for all plant reactor vessel metis at onmof-life are below screenlna criteria 
HAIRSTON.WG Alabama Power Co GL-BO-11. 08/11/23 Document Control Branch 
(Document Control Desk) 2pp 47649 253-47849 254 

6511260309 Responds to Generic Ltr 08 11, ‘*NRC Position on Radiation Embrittlement 
of Reactor Vessel Mali & Impact on Plant Operations," per Rev 2 to Reg Guide 
1 99 Pressure temp will be revised by end of second refueling outage for Unit 2 
HAIRSTON, WQ Georgia Power Co GU 80-11 88/11/22 Document Control Branch 
(Document Control De^) 25pp 47664 159-47664 163 

6511290335 Responds to Generic Ltr 86-01, "NRC Position on Radiation Embrittlement 
o1 Reactor Vessel Motls & Impact on Plant Operations " Util determined that neither 
unit will exceed criteria,pc)r Reg Guide 1.99, Rev 2.lhrough end of life 
CONWAY, W.F. Florida Power & Light Co QL08 11 08/11/23, Document Control 
Rraficfi (Document Control Desk). 3pp 47665 273 47665-275 

8811290350 Responds to Generic Ltr 80-11, "NRC Position on Radiation Embrittlement 
of floactof Vessel Malls & Impact on Plant Operations " Submlllat dates for Tech 
Spec amends & results of fracture toughness analyses for plants staled. 
QALLAGHER.J W Philadelphia Eloctrlc Co 86/11/23 MURLEY,! Office of Nuclear 
Reactor Regulation, Director (Post 67041 1) 3pp 47665 276-47665 322 

-801129O3BS SASR 80 04 R01 Rev 1 to "Impact of Reg Guido 1.09,Rev 2 on Poach 
Bottom Atomic Power Station Unit 3 ’’ 

CAINEJ.A., PAPANDREA.CJ., RANGANATH.S Gonoral Electric Co 08/10/31, 19pp 
47665 279-47065:297. 

-6811290357 SASR 80 62 R01 Rev 1 to "Impact of Reg Guide 1 99,Rev 2 on LImenck 
Generating Station Unit 1 " 

PAPANDREA,CJ,CAINE.TA, RANGANATH,S General Electric Co 80/10/31 25pp 
47665- 298 47665 322 

9011S9O479 Diacussea impact of Reg Guido 1 99, Rev 2 on operations In response to 
Generic Ltr 88-11 

SMEDLEY.R.W Consumers Power Co. GL-OO-H 80/11/21 Documenl Control 
Branch (Document Control Desk) 2pp 47650 139 47650,140 


8811300170 Requests extension of schedular exemption for 1 yr from submittal of re- 
quirements for updated final hazards summary rept due to util expanding scope to In- 
clude provisions from NRC SRP & Reg Guide 1 70 Fee paid 
BERRV,KW Consumers Power Co 08/11/22 Document Conirol Branch (Document 
Control Dosk) 3pp 47697 195 47697 197 

80113OO22Q Responds to GoneriG Ltr 08 11, "NRC Position on Radiation Embnlll ament 
of Reactor Vessel Malls & Impact on Plant Operations'' New pressure temp limits 
must be implemented on by Juno 1989 

TUCKER, H B Duke Power Co GL 08-11 08/ 1 1/21 Document Control Branch (Docu- 
ment Control Desk) 3pp 47696 277 47696 270 

8811300202 Informs that util shall propose now plant Tech Spec pressure temp limits 
derived u<)lng Rev 2 to Reg Guido 1 99, per Generic Llr 08-1 1 before B91231 
SMEDLEY,RW Consumers Power Co GLO0 11 80/11/23. Document Control 
Branch (Document Control Desk) 2pp 47606 204-47696 205 

8012010021 Responds to Generic Llr 68-11, "NRC Position on Radiation Embritllomonl 
of Reactor Vessel Malls & Impaci on Plani Operations ' Utif curronKy evaluating new 
heatup & cooldown curves Tochnicat analysis end 

SIEBER.JD Duquosne Light Co GL-06-11 88/ 11/23 Documoni Control Branch 
(Document Control Desk) 20pp 47702 345-47703 013 

6812010117 Concurs in NRC proposal to Issue Reg Guide 1 9,Rov 3, 
‘'Setec1Eon,Dosign,Qualification, Testing & Reliability ol Diasel Generator Units as 
Offsite Electric Power Sys at Nuctonr Power Plants 

REMICK.FJ ACRS Advisory Commllloo on Reactor Safeguards 88/ 11/22 
STELLO,V Ofc of the Executive Director for Operations Ip 47699 312-47099 312 

8012010121 Requests NRC position re clasailfcation of emergency diesel gonerotor 
valid demands Criteria ro emergency diesel generator run listed 
CHRZANOWSKI.R Commonwealth Edison Co 5327K 80/11/22 MULLER, DR 
Office of Nuclear Reactor Regulation, Director (Post 870411) 2pp 47703 014 
47703 01 B 

8812010215 Forwards environ assessmer^t & finding of no significant impact ro util 
860701 amend request to change schedule for Implemenllng recommendations of 
Reg Guido 1 07 for monitoring neutron itux In reactor following accldont 
Kir^NER,LL Project Directorate 11-1 TAG 68676. 80/11/29 COTTLE, WT Systom 
energy Resources, Inc 3pp 47901:126 47901 132 

-8012010220 Environ assessment & finding of no significant impact re 6B0781 amend 
application, chanlng schedule for imptomontlng recommendations of Reg Guido 1 97 
for monitoring neutron flux In reactor following accident 

VERREILI.OM, ADENSAM.EG Proect Directorate I1 1. 08/11/29. 4pp 47001-120- 
47001 132 

80 12010305 Provides analysis of Reg Guide 1 99, Rev 2, "Radiation Embrittlement of 
Reactor Vessel Matls^' for Impact on pressure temp heatup & coofi/own curves con 
talned In Toch Specs, per Generic Ltr 68*1 1 

RICHTER, MH Commonwealth Edison Co GL-08 11 68/11/28 Documoni Control 
Branch (Documoni Control Desk) 2pp 47703 049 47703 050 

BS1 201 0360 Forwards comparison of ref ml ductility transition tomp veluos cotculaled 
utilizing Reg Guide 1 90, Rev 2 vs values provided In util 860902 ltr,per Generic Ltr 03- 

HAIRSTON.W.Q Goorglo Power Co GL-60 11 08/11/26 Documenl Control Branch 
(Document Control Da^ 3pp 47710 004 47710 096 

8612020028 Responds to Gonortc Ltr 88 It, "NRC Position on Radiation Embrittlement 
of Reactor Vessel Matts & Impact on Plant Operations " Changes to heatup & cool- 
down limits needed for conservative operation up to 10 EFPY,pGr Reg Guide 1 99 
TUCKER, HB Duke Power Co QL-0G 11 68/11/28 Document Control Branch (Docu- 
ment Control Dosk). 2pp 47711-136 47711.137 

8012020090 Forwards response lo Genorlc Ltr 66 11, "NRC Position on Radiation Em* 
brittlemont of Reactor Vessel Matts & Impact on Plant Operations '' Pressure temp 
curves determined more conservative than Rev 2 to Reg Guide 1 09 requirements 
GOLDBERG, J H Houston lighting & Power Co. QL 88 1 1 08/ 1 1/22 Document Con 
Irol Branch (Document Control Desk) 3pp 47711 129 47711 131 

8812020296 Provides summary of results of lechnfcal ar^atysos tn response lo Generic 
Ltr 68-11,dtd 66071 2.Pressure/temp limits need to be updated & schedulo proposed 
lor updating Toch Specs 

TERRY, CD. Niagara Mohawk Power Corp NMP2L 1182 86/11/28 Document Con- 
trol Branch (Document Control Desk) 3pp 47718 263-47716.265. 

6812050041 Forwards response to Genorlc Ltr 68*11, "Radiation EmbnUlomenl of Re 
actor Vossef Malls" t/lil will submit license amend requests to (ncorporate new 
heatup & cooldown curves In Toch ^ecs for Salem Units 1 & 2 by Dec 19B6. 
MILTENBERGGR.S Public Service Electric & Gas Co ol Now Jorsoy. GL*80 11 38/ 
11/20 Document ConUot Branch (Documenl Control Desk) /pp 47732.021- 
47732027 

881 20501 40 Confirms NRC Reg Guide 1 97 Insp on 061212-16 re post accident moni 
tonng Inslrumonlatlorr established during telcon between B Shingle ton & MJ 
Kopp Requests to submit documents listed 

HARRlSON,JJ Region 3, Ofc ol tho Director. 86/11/29 SHELTON.D Toledo Edison 
Co 2pp 47733 292-47733 293 

8012050302 Fonvards response to Generic Ltr 86 11, "NRC Positlort on Radiation Em 
brlltlemenl ol Reaclor Vessel Malls & Impact on Plant Operations" using methodology 
In Rev 2 to Reg Guide 1 09 

COCKFIEID,d!w Portland Genarat Electric Co. GU-8B-11 08/11/30 Document Con- 
trol Branch (Document Control Desk) 14pp 47740 263-47740-276 

8812050307 Responds to Generic Llr 68-11, "NRC Position on Radiation Embritllemont 
of Reactor Vessel Mails & Impact on Plant Operations " Temp limits revised in Amend 
1 16 to License NPF 3 based on draft Rev 2 to Hog Guide 1 99 
SHELTON,DC Toledo Edison Co GL 80-11 00/11/28 Document Control Branch 
(Documenl Control Desk) Ip 47734.162 47734 152 

8012060016 Responds lo Generic Ltr 08-11 re radiation embrilllomont of reactor vessel 
malls Util utilizes draft Rev 2 to Reg Guide 1.90 methodology to prodicl effect of neu- 
tron radiation on reactor vessel mails. 

SCHNELL.DF. Union Electric Co ULNRC 1867 88/11/30 Document Control Branch 
(Document Control Desk) 4pp 47741 052 47741 055. 
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8012OfiOOa5 Responds 1o Generic Ur 98*11 re deM of rmplemenlflUon of Reg Quid© 
1.09, Rev 2 In anatySBS.olher than PTSUhl impfementng mathodofoay of reg guide 
Into healup A cooldown curves for ©nil Proposed Tech Specs on subj being prepared 
CARTWRIGHT.W R. Virginia Power (Wrgirira Elacirlc Jt Power Co). 89 492A 88/11/ 
30 DocumenI Control Branch ^Document Control Desk) 2pp 47743 068 4774 3 0B9 

$812080089 Advises that Reg Quid© 1.99,Rov 2 methodology has no fmmodlale Impact 
on plant operations, per encT evaluation ol plants for Generic Ltr 86*11, **NRC Position 
on Radiation ^mbnttlement of Reactor Vessel Matls & Impact on Plant '' 
GRIDLEV.R, Tennessee Valley Authority GUaS^II 88/11/30 Document Control 
Branch (Document Control Desk) 20pp 47762 203 47762 222 

$912080102 Responds to Generic Ltr Cfl It re ennbrlttlament of reactor vessel bellifno 
malls, per Reg Guide 1,99, Rev 2 Proposed Tech Specs which Impfement Rev 2 to Reg 
Guide 1.99 under NRG review. 

CARTWRIGHT, WR Virginia Power (Virginia Electric & Power Co). 88*492, 88 / 11/30 
Document Control Branch (Documanl Conirol Desk) 2pp 47734 354*47734,355 

8812080295 CER 88 033 00 on 861 101, discovered unacceptable eleclrlcat Isolalfon bo 
tween facility Class 1E Div II do power source & 022 bus dc circuits Caused by per* 
sonnel error All non'Class IE circuits removed from Div II dc source W/88 1201 Hr 
GALLAGHER, J.W Philadelphia Electric Co 08/12/01, 7pp 47735:009-47735*018 

861 2060 320 Informs (hat llcensoa contracted Westinghouse to provide technical basis 
for response to Generic Ltr 88-11 & Intends to respond by 8901 22 Generic Hr dfs- 
citsaes ImplementalJon of Reg Guide 1 99. 

MECREDY.RC, Rochester Gas & Electric Corp GL-08*1I 08/11/29 STAHLE,C 
Document Control Branch (Document Control Desk) Ip 47741 063*47741 063 

861209003$ Responds to Generic Ltr 80-11, "NRC Position on Radiation Embrittlement 
ol Reactor Vessel Matts $ Impact on Plant Operatvons ** 

ALEXICH.MP. Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co,) 
GL*88*t1 86/12/05 MURLCY,TE Document Control Branch (Document Control 
Daak) epp 477 75*321 *47775351 

-88 12090060 “Assessment of Reg Guide i 69, Rev 2 Upon DC Cook Units 1 & 2 Ad- 
justed Rof Tompa & Pressure Temp Curves ” 

lDDINGS,FA., CROSS,B.T. American Electric Power Service Corp 68/11/30 23pp 
47775320*47775351. 

0812000090 Responds to Generic Ltr 8811, "Analysla ol EmbnUlomeni of Reactor 
VoaseJ Beltlino Mat la." Impact of Reg Guide 1.96, Rev 2,on pressure temp limits low 
temp overpressure protective setpoints 5 PTS acreoning calculations end. 

FAY,CW. Wisconsin Electric Power Co GL-ae-ll. 68/11/29, Document Conirol 
Branch (Document Conirol Desk), 33pp. 47781 081-47761*113. 

8813090164 Forwards Amend 166 to License DPR-4d & safety evaluation Amond re 
viees Tech Specs by changing setpoint for unlitlerruptible ac & Instrument ac sys un* 
dervollage relays to refleci rrvod of power supplies per Reg Guide 1,97. 

HAIL,J,R Project Dlreclorale JII-9, 88/12/07, LIU,L Iowa Electric Light & Power Co 
3pp 47781*392-47761*344. 

•^12090187 Amend 156 to License OPR-49, revising Tech Specs by changing set- 
points for uninterruptible ac & Instrument ac sys undervoltago relays to reflect mod of 
sya power supplies to conform to Reg Guide t.97 
KAhfNON.J N. Pfo(ecl Directorate 111-3. 88/12/07 7pp 47781.335*47781 341 

6612120092 Reywnds (o Generic Ltr 88 11 re Reg Guido 1,99,Rev 2, "Radiation Em- 
brittlement -of Reactor Vessel Malls " Util plans lo submit proposod license amend to 
extend reactor pressure vessel pressure temp limits beyond 10 EFPYs. 

BIRD,RG Boston Edison Co. QL-8a 11, 00/12/02 Document Conirol Branch (Oocu 
ment Control Desk), Ip 47792 001-47792*001 

8612130001 Responds to NRC 881103 ltr re violations noted lo ln$p Ropt 60 333/88- 
17.Corractlvo actions, fuel reloading stopped & critigue held when inadvertent rod In- 

CONYERS E,RJ New York Power Aulhorily (formerly Power Authority of the Sfate of 
New York). JAFP*80-1O68. 60/12/05 Document Conirol Branch (Document Conirol 
Desk). 4pp. 47702,299-47792 302 

8812130091 LER 68 009*00 .on 861 108, two excore neutron flux monitor cable assem- 
blies failed mfg pressure test & developed leaks In cable assembly Affected cable as- 
semblies repaired & pressure tested to ensure proper qualification W/68 1207 ftr 
MCGRATH, R S., WHITTIER, Q.O. Maine Yankee Atomic Power Co MN 88-120 06/ 
12/07. 3pp. 47701:350-47701*30O. 

8812130133 Forwards Safety Insp Repts 60*373/88 27 & 50*374/88 26 on 861017-24 
$ notice of violation. 

MILLER.HJ Region 3, Ofc of (he Dlreclor, 68/12/05 REEO.C. Commonwealth 
Edison Co. 2pp 47797*100-47797*115 

^812136130 Safety Insp Repis 50-373/68-27 & 50 374/86 26 on 801017-24. Violation 
noted Major areas Inspected plant Instrumentation sys for assessing plant conditions 
during $ following accWenl as specified in Reg Guide 1.67, Rev 2. 

GARDNER, R N., QAUTAM.A.S. Region 3, Ofc Of (he Director. 60-374/09 26. 88/11/ 
30. 13pp. 47797:103-47797:116. 

8612130226 Forwards Amend 53 lo License NPF-2e & safety evaluation Amend revises 
Attachmer)1 1 lo OL by extending Implementation date for meeting Reg Guide t,67 
recommendations for neutron flux monitoring Instrumentation until Aug 19M 
KINTNER.ILl. Project Directorate 11-1. TAG 6B076. 88/12/08. CorfLE,WT System 
Energy Resources, Ino. 3pp. 47703,979-47793.090. 

^12130228 Amend 63 to License N PE-29, chante Attachment 1 to OL lo extend im- 
plementation date for moeUng Reg Guide 1 ^ recommendations for neutron flux 
monitoring Instrumentation until fourth refueling outage In Aug 1990 
AOENSAM,E.Q,FroJeof Directorate I1 1 88/12/06 ^p. 47703:082-47703 085. 

^812130232 Notice of issuance & availability of Amend 82 to License NPF-29.Amend 
changes Attachment 1 to OL to extend Impfementatlon date for meeting Reg Guide 
1.07 recommendalfans lor neulron flux monitoring inatrumentallon 
ADENSAM,E.Q. Project Directorate fl-1 08/ 12/86. 2pp. 47799:089-47703:090 

6612140176 Responds to Generic Ltr 88-11, "NRC Fosnion on Radiation Embrittlement 
of Reactor Vessel Mails 8i Impact on Plant Operations" to comply w/Rev 2 to Reg 
Guide 1.69 Neutron dosimeter wflf be removed during first refueling outagd. 
HOLTZSCHER.D.L. Illinois Power Co GL-BS 11. 88/12/06. Document Control Branch 
(Document Control Desk). 3pp 47800*201-47800*203 


8812160164 Commenis on second proposod Rev 1 to Reg Guide 7 a, "Load Comt-na 
tions for Structural Analysis of Shipping Casks for Radioactive Mall “ Guirfs shouy t© 
expanded to includo add! criteria from IAEA 1905 Ed it Ion, Safety Seni^s 6 
QRIDLEY.R Tennessee Valley Authority 0 B/ 12/12 Office oi Adminsuaiion $ 
sources Managamanl, Director (Post 070413) 4pp 47826 28G-47826 289 

8612190061 Responds lo Generic Ltr 08-11 re reevalualion of effects of r.adialon w 
reactor vessel matls Util In process of updating Tech SPocs based on Rco Gi/5e 
1 &9^Rev 2 to be effective through 10 EFPY 

MEDFORD.MO Southern California Edison Co GL-SBll 00/12/12 Dociumcni Con- 
trol Branch (Document Control Desk) 2 pp 47040 169 47040 100 

6612100246 Forwards response to Generic Ltr 8B-11, "NRC Positron on RadiaLoi Em- 
brltlfement of Reactor Vessel Matls & Impact on Plant Operations." presented tn Htq 
Guide 1.99,Rov 2 Subjreg guide not direedy applicable lo facility 
WILLIAMS, RO Public Service Co. of Colorado QL -88 11 BB/12/07 Documer>l Cov 
trol Branch (Document Conirol Desk), lipp 47049 055-47049 066 

6812190343 Forwards Safety Irrsp Repts 50 254/00*27 & 60 205/08 20 on 68111+ 
1213 & notice of violation 

MILLER.HJ Region 3, Ofc of (he Director 08/12/13 REED.C Commcwiwea'L’i 
Edison Co 2 pp 47655029*47055*043 

-8812190350 Insp Bepis 60-254/BB-27 & 60-265/8B-28 on 801114 1213 Vro^ators 
noted Major areas Inspected inslrumontation sys for assessing plant cond^uons dunr^ 
$ following accident & licensee action on previously idonlified 1OCFR50 49 rnding 
GAUTAM.AS., GABONER.RN Region 3, Ofc of the Dlreclor 50-255/88 23 mw 
13. 12pp, 47055,032-47865 043 

SB12190377 Responds to Generic Ltr 88 11 re calculation of pressure temp cutvs^ 
using equations presented In Rea Guido 1 99, Rev 2 Technical evaluation porformH&d i 
new pressure-temp curves developed as result of analysis Technical evaWaljyn erxl 
KEIStR.H.W Pennsylvania Power & Light Co GL-08 11 00/12/12 BUTLER.Wfl 
Project Directorate f-2 40pp 47649 093-47049 132 

8812200292 Advises that 801014 Rev 88 2 to radiological emergency plan consistent 
w/plannfng aids of 10CFR50 47(b) & accoptablo Change re meteorological ocyjp- 
ment not consistent w/Rog Guide i 23 

DECKER, T R. Region 2, Ofc of tlie Dlreclor. 00/ 12 / 12 TUCKER, H 0 Duke Powei Co 
2pp. 47068*302-47860.303. 

$812210005 Summary of 601013 meeting w/ulil re long-standing safety lssuDs,lrH:lLKj.ru 
Goneric Ltr 83-20 llems.SPDS.Rog Guide 1 97 safety evaluation open Itorrs & TiJj 
Action item 11 K.2.16, 

HARauCK,CC Project Directorate IV GL-O3*20 00/12/13 CAMPBELL.TQ Arkajr 
sas Power $ Light Co 17pp 47009.035-47809 051 

8812210265 Forwards results of analysis done for 16 EFPV of operation lor roac'or 
vessel matls.per Rev 2 lo Reg Guide 1,99 & Generic Ltr 60-1 1. Changes rolled use ol 
location-specific lluences in roovaluatlng adjusted rof temps 
MEDFORD, M.O Southern California Edison Co QL-00-11 00/12/1 S Document Con- 
trol Branch (Document Control Desk) 3pp. 47876*215-47875 217 

8812220136 Forwards financial disclosure Info.lnciudir^g 1987 annual tOK,SE^pll ( 93 $ 
10*0 & util slatement of Internal cash flow excluding rotalned earnings for 12 rrK>nth» 
ending Sept 1989, per 10CFR 140,21 & i^eg Guide 9.4 
CONWAY, W.F, Florida Power a Llghl Co 80/12/14 Document Control Branch 
ment Control Desk) 91 pp 47886 195 47866,285, 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

6607220389 Notification of 880727 rneeiing In Rockville, MD to exciiange Info on find 
fngs of EPRI emergency diesel generator reliability simulation calculations & how fnd 
Ings relate to resolution of B-56, "Diesel Generator Reliability " 

SBRKIZ.A.W Reactor & Plant Safety Issues Branch 8D/07/20 ROSA,F* KNIGhir.J , 
TONDI.D Electrical Systems Brancti 2 pp 47924 203-47024:204. 

6807260041 Notification of 800728 mooting w/NUMARC/NUQSBO working group in 
Rockville, MO to discuss station blackout rule I10CFR50 63). 

SERKI4A,W Reactor & Plant Safety Issues Branch 08/07/20. nOSA.F , KNIGHT^, 
Q|LL,P. Electrical Systems Branch. Ip 47813:276-47813,276 

8011280190 Notification of revised agenda for CRQR 081117 Mooting 161 Altornalo 
requoated it CRQR member cannot attend. 

JORDAN.E.L. Committee to Review Generic Roquiremonts 68/11/(5 
BERNERO.R M Office of Nuclear Malerial Safely & Safeguard 9, Djfoclw 
GOLDBERG J.R. Assistant General Counsel for Enforcement PAPERIELLO.CJ 
Region 3, Ofc of the Director. 2pp. 47654 027-47654*026. 

6011290100 Notification of 881130 meeting w/NUMARQ working group In RcckvjNo.MD 
to discuss Tech Spec Improvement program 

REINHART, M Technical Spocilieations Branch. 00/11/21 BUTCHER.EJ Techrtcal 
Specifications Branch, 2 pp 47758:001-47760.003, 

0811290206 Summary of CRGR Moating 140 on 081012 re review of llmitod rev lo 
10CFR60.App J,of proposed generic ltr addressing llcensoo ImplorriGnlatlcni of SPDS 
requirements & of proposed generic ltr on safoty-r elated motor- op ora lad valve losUig 
JORDAN, EL. Commilieo to Review Generic Requlfomenta 00/11/07. STELLO,V Oic 
of the Executive Director for Operations 2 pp 47651 274-47651*276. 

8811290210 Summary of CRGR Mealing 149 on 801027 re proposed ganoric Hr on 
SPOS Implementallon & proposed mods to SRP sections on fission product ronoval & 
retention. 

JORDAN 1 E.L, Committee lo Review Generic Requiremanls 86/11/07, STELLOy. Ole 
of the Execulive Director for Operations 2 pp. 47650*029-47650 030 

081 1290224 Forwards final draft NSAC.126, "Guidelines for 10CFR50 59 Safely Evalua- 
Uons," for comment by 881207, 

TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly NiKfcair 
Utility Manage 80/11/07 ROSSI,C E. Division of Operational Events Assessment 
(Post 870411). ip. 47667.142-47667:191. 

-8611290229 Final draft, "Guidelines for IOCFR 6 O 60 Safety Evaluations " 

‘ Nuclear Management & Resources Council (NUMARC) (formerly Nuclear U 11711/ 
Manage. * Electric Power Research Institute 8a/l2/31. 49pp. 47657 143 47667.191 
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891130Q4S2 Forwards NUMARG responsos to commonts ro emergency diesot gonora- 
tor reliability monitoring 

SERKI2.AW Reactor Plant Safety IsauGS Branch 8Q/11/23 ROSA,F Electrical Sy a* 
terns Branch FLACK, J Advanced Reactor & Generic Issue Branch LOFGREN.EV 
Scaence Applications Inlornational Corp {formerly SciencG Applications, Inc) 2pp 
47681 047 47681 059 

•‘6911300489 Forwards responses to NRC comments on EPRl graded approach to 
moritorirw of emergency diesel generator ro I lability, per commilmeni during flDl102 
meetrng Concept of acceleralotl testing conflicts w/intent of reliability based program 
MARIO N,A Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 68/ 11/21 SERKIZ.AW Division of Safety Issue Rosolullon (Post 
860717) lipp 476B1 049 476B1 059 

6612019003 FOIA request for Info ro physiological effects of exposure to high levels of 
ioni2ing radiation, including radiation induced Inlunes sulforod by victims of Chernobyl 
mjc[sd.F ficcldGnt 

CH1LI,R Affiliation Not Assigned 88/11/08 FELTON, J NRC - No Detailed Affiliation 
Given Ip 47682 12M7682127 

6612010005 Final response to FOIA request for Into Computer printout o1 records avail- 
able in PDR re Chernobyl encf W/o end 

GfllMSLEY,DH Division of Freedom of Information & Publications Services (Post 
860515) 88/11/28 CHIU.R Affiliation Not Assigned, Ip 47682 128 47682128 

6812010074 Summary of NRC 801026 meoting w/NUMARC task group re now STS for 
conlBlnmeni sections concernlno early ostimalo of anticipated technical changes 
BUTCHER, EJ Technical SpocTfi cations Branch 88/11/20 ROSSI, CE orvislon of 
Operational Events Assessment (Post 870411) 5pp 47703 169-47703 173 

3312910234 Forwards info re dofective static eliminators mfg by 3M, including list of 3M 
distributors outside US REGI 65,316 & 326 end 

HAUBER,R 0 Assistant Director for International Cooperation REGI 101 86/02/12 
Assistant Director for International Cooperation 14pp. 47682 093 47682 108 

8912010417 Recommends that regions lake action similar to Region 3 & also that GPA 
transmit end documents to Agreement Slates w/suggostlons that they take action 
similar to Region 3 ro lost Po-aiO static eliminators mfg by 3M 
AUST!N,JH Medical, Academic & Commercial Use Safely Brandi 88/11/23 
JOYNER.J H Region 1, Ofc of the Director CLINE,W E Region 2. Ofc of the Director 
FISHER,W L Region 4, Ofc o1 the Director, 1pp 4781 1 319-47812 030. 

»‘BS1214Q145 Forwards listing of devices re brand sialic ellminatcrs classified as lost 
dunng recall 

WIS^NK.RG Minnesota, Mining & Manufacturing Co, 3M Co 88/10/03 Region 3, 
Ofcol the Director 79pp 47611.320-47Q12 030. 

-*8105080393 Forwards rept On tritium contamination on 3M static meter Requests 
levfow of mador fn next scheduled fnsp 

MEYER, B Radiological Safety Br.Div of Safeguards & Radiological Safety 
Inspection, IE REGIV 002 61/03/16. FISHER, WL Region 3, Ofc of the Olreclor Ip 
47602 100 47682 116 

-8105080397 Forwards rept on Tritium contamination on 3M static motor Stale of CA 
has been ramie a (ed (o investigate Model 16-2, JL Shepherd irradiator mailu notion 
NUSSBAUMER.D A Assistant Director for Slate Agroemonts Programs REGlV 003 
61/03/12 fllGQINBOTHAM,L Radiological Safety Br.Dlv of Safeguards & Radiologi 
cal Safely lnspectlon,tE. SINGER, D A Materiels Certification & Procedures Brancn 
1p 47662.110-47682116 

-9409160384 Informs of Incident Involving leakage of several Po-2io static eliminators 
dlslnbuted to general I Icon see Contaminated equipment used during cleanup placed 
fn proper contain or w/tabels & returned to St Pauf,MN Wrift ho td 
KUN^.RJ Minnesota, Mining & Manufacturing Co, 3M Co REGlV 007 84/09/07 
KEPPLER,JG. Ofc of Inspection & Enforcement, Director (820201-870413) 3pp 
47682117*47682.119 

-6612010309 Forwards 3M 681102 Itr ro organizational changes at company. Since 
proposed order does not specify organizational structure & names of Indjvidualsjtr be- 
lieved to not affect order before Commission 

THOMPSON,HL NRC * No Detailed Affiliation Given 68/11/29 Commissioners Ip 
47662 120-47682 120. 

-8 B 120 10320 Advises of organizational changes affecting static & electromagnetic con- 
trol dfv at 3M. 

WISSINK.RG, Minnesota, Mining & Manufacturing Co, 3M Co 88/11/02 
MALLETT.B S Region 3, Ofc Of the Difoclor 4pp. 47682-121.47682-124 

-B9 12010417 Recommends that regions lake action similar to Region 3 re lost Po 210 
static eliminators mfg by 3M W/o staled enefs 

AUSTIN JH. Medical, Academic & Commorclal Use Safely Branch. 88/11/23 
JOYNER.J H Region 1, Ofc of the Director. CHNE,W E Region 9, Ofc of the Director. 
FISHER.W.L. Region 4, Ofc of the Director 2pp 47682 125-47682 126 

-8812140155 Notifies of viofatlon of NRC requirements, per 3M 060610 Itr re loss of nu 
clear Ionizer Model 902 

WIEDEMAN.DG Region 3, Ofc of the Director 88/10/12 CHESTER,F Vacuum 
Orr^a-Metal Co. 1p 47812-039 47812*039. 

9812029227 Urges Commission to act on Citizens for Fair Util Regulation petition & 
•deny petition w/o further delay Served on 881017 

LEE,B Nuclear Management & Resources Council (NUMARC) (formerly Nucloar Utility 
Manage #488 7267. OL 80/10/07 ZECH,LW. Commissioners. 3pp 47679.349- 
47679 351 

9612050191 Nolltication of 861202 meeting w/NUMARC In Rockvlll0,MD to discuss pro- 
posed methods to develop new STS for RCS & discern proposed technical changes 
that may require review effort outside new STS review process 
REINHART.M, Technical Specifications Branch 88/11/29 BUTCHER,EJ Technical 
Specifications Branch 2pp, 47731 351.47731:362 

9912050105 Notification of 881213 meeting w/NUMARC In Rockv]lt0,MD to discuss 
NUMARC comments on fitness for duty proposed rule 

Q RIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411) 88/11/30 
MUBLEY,T E Office of Nuclear Reactor Regulation, Director (Post 87041 1). 4pp. 
47740 187-47740,160 


991 20501 Q7 Notification of 8B1202 meeting w/NUMARC In Rockville, MD lt> discuss pro- 
posed methods to develop new STS for plant sys & discern proposed Tech Spec 
changes that may require review effort outside now STS review process 
REINHART.M Technical Specifications Branch 8B/11/29 BUTCHER, EJ Technical 
Specifications Branch 2pp 47740 191-47740 192 

98 12070055 Summary of 881122 meeting w/NUMARC in Rockvllle,MD re info exchanga 
on substandard electrical equipment List of attendeos & handouts end 
STONE. J C Project Directorate 11-3. 88/11/30 LAINAS.GC Region 2. Ofc of the Di- 
rector 14pp 47748090 47748 111 

9912070100 Submits comments on NUMARC/Nudear Safety Analysis Clr 10CFR50 59 
uldanco documents, per 081117 request. Guidance provided In final draft of NSAC- 
25 seriously flawed Document should be returned w/o NRC endorsement W/o end 
VARGAS A Division of Reactor Prolods - l/ll (Post 870411) 88/12/01 ROSSi.CE 
Division of Operational Events Assessment {Post B7041 1) 4pp 47749:260-47749 253 

0912060074 Summary of 861 108 meeting w/NUMARC & EPRl re accident mgt 
programs List of attendees & related info end 

SOLBERQ.D Reactor & Plant Systems Branch 88/12/01 SHOTKIN.LM Reactor & 
Plant Systems Branch 16pp 47703 192-47783 207 

8812090033 Summary of 981020 meeting w/NUMARC re NUMARC writing of new STS 
for ECCS concerning anticipated technical changes 

BUTCHER, EJ Techt^icol Specifications Branch 88/12/02. ROSSI, CG. Division of 
Operational Events Assessment (Post 87041 1) 7pp, 47775 352-47775 358 

9912090093 Summary of 991109 CRGR Meeting 150 In Rockville, MD to proposed rule 
chanoe to tOCFR72 to provide for storage of spent fuel at power reactors sites & 
draft SER of B&W Topical Rept BAW.10167 A Suppi 1 

JORDAN, E L Commitloo to Review Generic Requirements 88/1 1 /23 STELLO,V. Ofc 
of the Executive Director for Operations 2pp 47762.294-47762 295 

9912 130303 Discusses lessons learned from 3M static elimination device case In re- 
sponse to 080609 memorandum 

KNAPP, M.R Region 4, Ofc ol the Dtrodof. 601 68/06/17. CUNNINGHAM,R 6 Divi- 
sion of IndustflalA Medical Nuclear Safety (Post 870729) Ip 47791:160 47701.180. 

8812130305 Recommends Issuance of notice of violation 9 transmlltaf Hr similar to end 
to resolve concerns re unauthorized disposal of byproduct matl contained In 3M static 
ollmlnalor devices acquired under provisions of general license 
GROBE,J A Region 3, Ole of the Director SE602 88/00/05 LIEBERMAN.J Ofc of 
Enforcement (Post 870413) 9pp 47701 171-47791.179 

0812160049 Notification of 6911 OB meeting w/NUMARC In Rockville, MD to discuss 
NRC & Industry accident mgt activities & how activities should bo coordinated Agenda 
items end 

LAUBEN,Q N Reactor & Plant Systems Branch 08/10/25 SHOTKIN,LM. Reactor & 
Plant Systems Branch 2pp, 4703O.2B8 47630 289 

0812160061 Notification of 681216 & 18 meetings w/NUMARC & EPRl In Rockville, MD 
to continue exchange of Into ro monitoring emergency diesel genefalor roliabillly 
levels & programs currently utilized. 

SERKIZ,AW^. Reactor Plant Safety Issues Branch. 86/12/01. BURNS, J, Electrical & 
Mechanical Engineering Branch (Post 060717) BUTCHER,E. Technical Specifications 
Branch CHIRAMALM Office for Analysis a Evaluation of Operational Data, Director 
2pp 47873 226 47873 227 

6612190147 Notification of 661218 moeling w/NUMARC STS Improvement coofrllnabon 
group at Westinghouse Owners Group ofc In Rockvillo.MD to discuss progress on 
Tech Spec Improvement program 

BUTCHER^EiT Technical Specifications Branch 88/12/12. ROSSI ,CE. Division of 
Operational Events Assessment (Post 67041 1) 2pp 47653*263 47663.264 

861219032B Responds to 880719 Itr requesting comment on draft "Interim 3M Lessons 
Learned’* rept Comments listed. 

KAMMEREac. Stale, local & Indian Tribe Programs. SE60O. 00/08/11 
CUNNINQHAM.R E. Division of Industrial 9 Medical Nucloar Safety (Post 970728). 1 p. 
47866.010-47868 010 

6912190359 Requests that Ihto contained In incoming 3M SO-day repts of users falling 
to foturn Po 210 static elimination devices per NRC 680218 order bo monitored & that 
appropriate agreement states & NRC be notified of user names 
NUSSBAUM^,D A. Assistant Director for Slate Agreements Program SLITP 04 68/ 
02/22 ADAM,W Region 3, Ofc of the Director ip. 47968.001 -47868. 0O1 

8612200175 Requests NRC expand orders re 3M static eliminators to require 9M to 
recall all models of static eliminators that pose health risk & in possession of general 
IlMnsea 

LASH,T.R Illinois, Stale of. IP.2. 88/02/18. ZECH,LW Commissioners 2pp, 
47074.040 47974 041 

8612200221 Advises 3M brand nuclear statio eliminators customers of Po.210 dotectod 
In vicinity of chemical company that used 3M Ionizers. Requests Ionizers returned to 
3M for collection Credit memo for unexplred portion of leased will ba Issued 
CHOW,T 3M Far East, Ltd. !P-5. 68/02/26. LAM.C.K. Affiliation Not Assigned. 1p 
47874-037-47074*037. 

9012200255 Responds to 890609 memo re Interim 3M lessons learned rept. Manual 
chapter should be established desenbing criteria for conducting major team efforts h 
response to major problems which cover muflipfe regulatory jurfsdicfion. 

NOREUUS.CE Region 3. Ofc of the Director. 1P*1. 88/06/24 CUNNINGHAM.R.E, 
Division of Industrial & Medical Nuclear Safety (Post 870729) 2pp 47874 03B- 
47074 039 

0612200290 Expresses appreciation for 0BO321 Itr providing update on 3M static elimi- 
nator problem 

TAM, A Hong Kong IP 07 88/04/06 HAUBER,R.D Assistant Director for Internallon- 
al Cooperation. Ip 47674.030 47874 030. 

6612200289 Expresses appreciation for 980212 & 19 Itrs re defeettvo stotic eliminators 
mfg by 3M Board Instructed that 3M should withdraw particular static eliminators from 
users & conduct random checks on users premises for radiation contamination, 

TAM, A Hong Kong. IP 06 86/03/17. HAUBER.R.D. Assistant Director for Internation- 
al Cooperation 2pp 47874 -03 5-4 7874 -036 
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Reoussls mare dolailed fnfo ro technical analyses & causos of problems on 
3M static ef:m!n9tron davfces.per NRG 6QO20I Info c?ncornIng defeclwo 
BREEST Germany^ Fsdfital Repub* ►c of IP Q4 flfl/tO/OZ. HAliBER NRC - No De* 
tailed AffiliaWon Gwon, Ip. 47^74,001-47874 001. 

88 f 2200308 Responds to 880308 jtr re 3M slate ellmmalors NRC lias pranjed tempo- 
rary use of dawes only where devices considered crucial to worker saroty & appropn 
ato radiation surveys A conirol measures Instiluied 

DENTON, HR. Office of GovernmeAti & Pubirc Affairs (posl 870413) 6LITP 01, 88/ 
04/11 LASHTR Illinois, Slate of. Ip 47874 034 47074.034 

8812200300 Ack receipt of British rent entitled, “Assessmen* of Hazard to Public From 
Antistatic Brushes Confalning Po-210 In Form of Ceramic Microspheres" Rept will be 

useful for reviewing 3M responsiveness on static ellmlAatofs 

THOMPSON.Kl Office of Nuclear Material Safety & Safeguards.DIreclor IP 09 80/ 
06/27 DENTON*H fl Office of Governmentaf A Public Affairs (Post 870413) Ip 
47074.033-47874 033 


8812120159 Final response lo FOIA request for documents Forwards releasable p^-- 
lions of App A documents frei FO)A Exemption 6) App B documonits tolaUy wiD-ifiey 
(ref FOIA Exemption 6) 

PHILIP, J NRC . No bolafled Afiilialion Given 80/12/09. KUPERMAN.AJ- 
Control Institute 4pp 47836 333 47836 344 

•->8812120162 SECY-ae 101 A Partially deleted Commlsslort paper advising Comrossen 
of receipt ol add! inlQlligence Into & corresponding change In stall recommend ±Lc^ 

g er SECY 06 101. 

TELLOV Ofc of the Executive Director for Operations 06/06/12 4pp 47933 337 
47836 338 

-8812140324 SECY 00 127 Partially deleted Commission paper providing Gonimis«>on 
w/ range of options for consideration re conllngoncy planning to cou^nteracl pK?ss^>^? 
surface vehicle threat 

STELLO,V Ofc of the Executive Director for Operations 08/05/10 4pp 47636333- 
47033 344 


8812200313 Responds to 880727 Itr ra Info on reguiatory assessment of 3M 
Inddant Informs that comments on repl providad lo NMSS for Inclusion in NRC 3M 
rent Addi into on Comment 6 re coordinaboit between NRC A FDA requested 
LUBENAUJ.O. Assistant Director for State Agreomerils Program SE684 BB/09/09. 
SHEALV.H Q South Carolina, State of Ip 47074 025-47874 025, 

8812200325 Expresses appfecloi]or> for info sent ro 3M static eliminators w/Po-210 
HANNIBAL.L Denmark, Govt of SE681 8B/0B/16 HAUBER,RD Assistant Director 
for hlem alio nal Cooperation 3pp 47874 0^7 47874.029 


8612200327 Submits deify ilent of interest On 880331, meeting hold w/3M re export of 
3M PO'HIO static eliminators 3M agreed lo NRC issuance of ofrfer,effec1ivo 
immedialely.under which 3M would not be permitted to export devices under genera) 
license 

• International Programs IP 10- 98/04/01 International Programs Ip 47974 032- 
47874 032, 


6012200323 Informs lhal 3M static eliminator devices containing Po210 will bo collect 

DASAicENaE^.^B^KSill QcS^ IP 08 88/04/30. HAUBER,R NRC - No Detailed Af 
filiatpon Qhron 1p-478T4i>31 47874‘031. 

6312200329 Responds to 880729 fir re Info on reoulatofv assessment of 3M 
IncldenLPoquoafe addi Info on Comment 0 IJncludlrvg concentration of dissolvod Po- 
210 in wash water, methods ot measurement 6 locations of sialic eliminators 
LUBENAU,J O Assistant Director for Slate Agreements Program SEeos 88/09/09 
TEDFORD,C.F Aiixor\», State o< Ip 47674.026-47874.026 

6812200332 informs ihat only one case of Imported 3M static eliminators discovered 
according to survey Eauipmont found faulty & returned to 3M Austin Ctr.USA 
CARVALFfOpAiM Portugal, Govt of IP-3 08/06/24 HAUBER.RO. Assistant Direclor 
for International Coop'oralloa. Ip 47674 044-47074 044. 


6612200333 Ack receipt of 080218 Itr expressing concerns & recommendations ro 3M 
Fo-210 siaUc eliminators NRC Issued order modifying 3M llcensos to suspend use of 
devTces 

DENTON, H R Office of Govommenlal & Public Affairs fPost 870413). SLITP 02. 88/ 
03/23 LASH,T R, INinols, Slate of. Ip 47874.002 47874.024, 


--6612200350 Forwards orders suspending 3M aulhonty to transfer Po-210 stalic elimi 
nation devices to general licensees 6 modifying general iicenso.per 10CFR31 &,lo 
suspend use of devices 

NUSSBAUMER.O A. Assistant Director for State Agreements Program 98/02/10 
Generaf 2pp 47074.003 47674.024 


0812200362 Forwards copyright od United Kingdom Natl Radiological Protection Board 
Bepl NRPB R36, "Aaaesameni of Hazard to PuWto tfom Antt-SlaWo Brvshea Contain- 
ing Po-210 In Form of Ceramic Microspheres,’' did Aug 1976 
DENTON, KR Office of Governmental & Public Affairs (Posl 870413) SE605 08/00/ 
17. THOMPSON, H L Office of Nuclear Material Safety & Safeguards, Director, Ip 
47874 042-47674043 


6612220161 Advises that CRGR Meeting 152 will bo hold on 681214 AgerKia listed. 
JORDAN, E L Committee to Review Generic Requirements. 68/12/07 
BERNERO^RM. pffica ot Nuclear Material Safely & Safeguards.Olrector. 
GOLDBERG, J R, Assistant General Counsel for Enforcement PAPERIELLO.C J, 
Region 3, Ofc of the Dfreclor. 2pp. 47914 223-4791 4;224- 


SECY POSITION PAPERS BEFORE THE COMMISSION 

6604120011 SECY-80-OS3 Recommends that Commisslorr approve for publlcBUon In 
Fflt proposed emends to 1OCFR40 for general licenses for custody & long-term care 
of U mill tailings sites Related Info end 

STELLO.V. Ofc of the Executive Director (or Operations. AC56-1 10 86/03/17 54pp. 
47520.050-47520*101. 

6611260028 SECY‘6e-039C Provides Cemmlaslon w/Quartorly Progress Rept for Aug- 
Oct 1968 on pre-ilcenslng phase of DOE civilian high level radwaste mat program. 
STELLO.V, Ofc of the Executive Director lor Operations es/tl/te. 3fpp. 4*710,031- 
47710.061, 

66 1201 0056 Forwards SECV-B0 039C, "Quarterly Progress Repl on Prelicensing Phase 
of US DOE Civilian High Level Radwaste Mat Program," te be placed In POR. 
8ATES.A Operations Branch. 66/ 1 1 /2a SHELBURNE, 0 Puolfc Document Brarwh 
Ip. 47710 030-47710061. 


8812120169 Final response lo FOIA request for documents Forwards panially 
App A document sub) to Category 4 of roauost (ref FOIA Exemption 5) We rcccvdi 
subi to Categories 1.2 & 3 of request located 

QRIMSLEY.uH. Division of Freedom of Information 5 Publications Seivvcea (Pod 
800515), 80/12/09 KUPERMAN.AJ Nuclear Control fnsliluto 3pp 47035 322 
47036 330 

-8812140222 SECY-80-302 Partially deleted Commission paper Informing Comnn»ss-ort 
of staff conclusion about MurkowskI amend requlrdmsnts,ro discussfons w/Japaneie, 
& initial steps In Implemonting emend 

STELLO.V Ofc of the Executive Director for Opera lions 80/10/25 8pp 47S36 325 
47830 330 

6812290228 Final response to FOIA roauost for documente Foiwardg App 4 
documents App A documents also available in PDR 

PHILIP,J Oivisfon of Freedom of Information & Publications Services (Poal 88051 1} 
60/12/27 RCKETT.EH Newman & Hollzingor 2pp 47975 130 47975 277 

-8811170087 SECY-00 323 Informs Commission of evaluation of possible approaches 
to licensing gaologlc feposltory for disposal of hig^h level waste 
PARLER.WC Offico of the General counsel STELLO.V Ofc of the Executive Duec- 
tor for Operations 86/10/30 140pp 47076 141-47075 277 

B8122602BO Final response to FOIA request tor documents Forwards App B a C 
documents App A 6 8 available in PDR App C & D parliall/ 6 
wlthhald/espectively (ref FOIA Exemptions 6 & S, respectively) 

GRIMSLEY.D H Division of Freodom of Information & Publicalions SoiYfcos (Pcrtt 
000516 ) 00/12/20 HIATT.S Ohio Citizens for Responalhlo Energy. 8pp 47962 1&5- 
47962*227 

-S600040334 SECY-00 243 Proposed chango lo procoduros for providing legal revie-ff 
of 2 206 decisions at staff & commission level Each Commission ofc will continue to 
recelvo 2 208 decisions & secretary will track decisions to ensure views conskfered 
PARLER.WC Office of tho Gonoml Counsel 2 206 06/00/10 5pp 47962228 
47962 232 


STATE PROG STATE PROGRAMS 


8811220017 Roquosls permission for disposal of expired potassium lodido stockpjlo In 
Summit Landfill Spac/ol waste data collecilon form & statod data shoot lor tabl^ti 

SCHMIEflOACH.M Ton nass a a Valley Authority 06/10/20 MOOSE, QM Tennessee, 
State of. Opp 47663‘O54-47663.O02. 

0811290187 Forwards comments on 800010 Nuclear Waste Project Ofc OAMarMjaldid 
000610 re statement of QA Policy ,QA Program, QA Procedures A glossaiy cf defirtf- 
llona 

LINEMAN, JJ. Repository Licensing Project Oiractoralo (081013 081119) 88/11/25 
LOUX.RR Nevada, Stale of, lOpp 47651.102-47651.111 

88 11300451 Expresses appreciation for lime taken to comment on advanced LWH ut>l 
requirements document executive summary 

BERKOW.H.N. Standardization & Non-Power Reactor Prelect Directorate 87/06105 
JAGEaLE Michigan, Stale of 2pp. 47600.216-47600.217. 

6812010163 Comment supporting proposed rule 10CFR140 re negotiated rulemski^ (w 
indemnification of medical licensees under Prree Anderson Acl.Sopporls oxlensioh ol 
Act to Include medical licensees. 

BORCHERT,H.R Nebraska, State of. 63FR40233 00007. 88/11/17 Dcckolir^g A 
Services Branch Ip 47670 063-47670 063 

8812010389 ConliriDs discussion w/J Hornor on 08 1026, following NRC review ol Slate 
of WA radiation conirol program Program for regulating agreomonl malls adequale to 
protect public health S safety & compatible w/Commiasion program. 

KAMMERER.C Stale, local & Indian Tribe Programs 80/11/25. ROLFS.RR Wash- 
ington, State of 7pp 47703,104-47703*200 

8812020012 Responds lo 881124 Hr re restart of Pilgrim Nuclear Power 
Station Notification of 881209 meeting In Rockville, MD ro status of omergency plans & 
readiness of emergency planning zone 6 reception oir communities re public protoc- 
tion. 

ZECH,l Commissionars. 08/11/20 KIRBY, EP. Masaachusells, Commonwealth ot 
7pp 47717.196-47717.204. 


68120 S0277 Final response to FOIA request for documents Forwards App A & B 
documents Am> B documents partially withheld (ref FOIA Exereption Sjtfccumenla 
also available In PDR. 

GRIMSLEY.D H Dfvfsion of Freedom ol )nformal1of» 6 Publicalions Services (Post 
080515). 88/11/29. FELTON.J.M. Nuclear Licensing Reports. 4pp 47729.026 
47720,070 

--0611040189 SECY-6d-264 Requests Commission approval of format & schedule (or 
Price- Anderson negotiated ruJemaking. 

PARLEfLW.C, Offico of the General ^naol. 86/10/05. 20pp 47729062 47729071. 


-88 120200 14 Requests Withhold of approval of operation at Pilgrim Nuclear ganorating 
plant 

KIRBY, EP, Massachusetts, Commonwealth of 88/10/24 ?ECH,L CommlsslOAors 
2pp 47717 203-47717,204 

8812020171 Forwards commonis on "Repl on Progress Made In Emergency PfanniAQ 
for Response to Accident at Pilgrfm Nuclear Power Station," Comments not Intertbed 
lo be crilical of Commonwealth concerns but explain basis of NRC position 
STELLOy. Ofc of the Exoculive Director for Operations 00/11/30. BARRY.C V Mas- 
sachusetts, Commonwealth of 10 pp. 47707*265-47708 041 
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>-{812020175 ‘^RGpl on Pfogress Made in Emorgency Planning for Response to Accl- 
cfeni a1 Nginm Nuclear Power Station ” 

BARRY, CV Massachusetts, Commonwealth o1 80/10/11 115pp 47707 207- 

47 708 041 

8B120&0270 Appeals denial of FOIA request for documents conlainlng prodecistonal 
advise between Commissioners & staff Documents do not contain ad|iiaication,rulhg 
or other decision of Commission 

FHODES,J Pennsylvania, Commonwealth of 00/10/24 NRC • No Detailed Affiliation 
Given 1p 47729 187-47729 187 

6B12D8Q003 Forwards safety evaluation sueporlmg Amend 63 to License DPR-7& re ac- 
celerated steam generator tubs InspsUtil will have to comply w/Toc)i Spec 4 46 Sb 
& increase etoam generator insp frequency to max 20 months for facility 
STONE.JC Pfolocl Directoralo 1-2 TAG 71117 80/12/05 NICHOLLS.QP Mew 
Jersey, Stale of 5pp 47754 134-47754 143 

8612080108 Notification of 881215-16 meeting w/DOE,et(ectod local govis & State of 
NV La discuss listed aspects of study plans (or sito characterization, including scope & 
piiroose.QA concerns & DOE fil NRC procoasos for revlow 

STABLEIN.K Repository Licensing Profoct Diroctorato (881013 881110) 88/12/01 
LINEHANiJJ Repository Licen&ng Project Direclorato (881013 681119) Ip 
47754 079 47754 079 

Q3 12080 134 Requests notification of any public meetings to be hold on nuctear plant 
license renewaLper NL)REQ-1317, "Regulatory Options for Nucloar Plant License Ro- 

HAAGiFG New York, Stale of 53FR3291fl 80/10/11 Docketlrvg & Services Branch 
1p 47753 110-4/753110 

BB12 120023 Forwards response to issues raised in roquost,per HL Thompson 601026 
response 1o ro quest 

CUNNING HAM,R E Division of Industrial & Medical Nucloar Safety (Post 070729) 
aS/11/30 BARNETT ,JR Oklahoma, State of 4pp 47780 1 07-47700110 

88 12139253 Ack receipt cl OB1 104 Itr ro dept of health svcs actions, per NRC appraisal 
firvclings 

SCARANO,R A Region 5, Ofc of the Director 80/12/05 KtZER.K W California, State 
of 3pp 47797 230 47797 235 

-SOI 2130255 Ack receipt of 8Q1012 Itr ro NRC appraisal of aclivlllos performed by CA 
dopt of hoaUh svcs 

KI2ER,KW Calllornia, Stale of NRC-32-B3-e04 OB/11/04 SCARANO.RA Regions, 
Ole of the Director, 3pp 47797 233 47797 235 

8812140160 Ack receipt of 861011 Itr re Massachusetts Public Interest Rcboarcb Group 
repi addressing mgl issues Concludes that rept contains no new Info to roconstdor 
previous conclusions drawn In Decision DD-80 16 

MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post Q70411) ODB8- 
16 50/11 716 GOlDEN,WB Massachusatts, Commorweallh of 0pp 47021 127- 
47621 165, 

8312190196 Foiwards updated FSAR lor Byron Station Units 1 & 2 & Braldwood Station 
Units 1 & 2 

HUNSAOER,SC Commonwealth Edison Co 80/12/14 MURLEY.T.E Oftlca of Nu- 
clei Roactor Regulation, Director (Post 070411) 2pp 47980 001*47089 1 56, 

*6812190345 "Observations Mado By State of IL Geological Survey Stall During VRitto 
B raid wood Site on 760311 " 

• Illinois, Slate of 77/03/00 3pp 47993.091-47993,090 

*8812190340 "Onsite Water Well Borehole Log." 

TREWORGY,JD Illinois, Slate of 77/04/11 3pp 47903 007-47093 099 

8812201)306 Responds to B803D8 Hr re 3M static eliminators NRC has granted tempo 
rary use of devices only whore devices considered crucial to v/orker safoty & oppropfl 
ale radiation surveys 8 control measures instllutod 

DENTON, H n Office of Governmental & Public Af fairs (Post 070413) SLITP 01. 68/ 
04/11. LASH,T R Illinois, Stale of. Ip 47074 034 47874 034 

8812200313 Responds to 000727 Itr ro info on regulatory assessment of 3M 
incldonl Informs that comments on rept provided to NMSS (or Inclusion tn NRC 3M 
reel Addll info on Comment 6 re coordination between NRC & FDA requested 
L0BENAU,J O Assistant Director (or State Agreements Program SE664, 80/09/09 
8ViEALY,HG South Carolina, State of Ip 47074 025-47874 025 

5812200329 Responds to 0B0729 Hr re Info on regulatory assessment of 3M 
incident Requests addl info on Comment B 1, Including concentrallorr of dissolved Pe 
2 10 in wasti water, methods of measurement & locations o1 static eliminators. 
LUQENAU.J 0 Asslslanl Director for State /Vgreomonts Program SE605 08/09/09 
TEOFORD.CF Arizona, State of Ip 47074 O26.47B74'O20 

6812200333 Ack receipt of 000210 Itr expressing concerns & recommendations re 3M 
Po 210 static eliminators.NRC issued order modifying 3M ticon&os to suspend use o1 
devices 

DENTON, H R Office ol Governmental & Public Aflairs (Post 870413). SUTP 02 08/ 
03/23 LASH,T.R Illinois, State of. Ip 47874 002-47074 024 

*8612200350 Forwards orders suspending 3M authority to transfer Po210 static ollmi 
nation devices to general licensees & modifying general license, per 10CFn315,to 
suspenid use of devices. 

NUSSBAUMtR.D A Assistant Director for State Agreements Program 88/02/10 
General. 2pp 4787 4 -003- 47874. 024 

S6 122101 S9 Advises that listed questions & recommendations must be addressed 
before 880901 discharge plan can bo approved, including summary of public participa- 
tion & efforts to inform puDlic of operation 

LAMBERT.K. New Mexico, State of 88/12/01 PELIZHA,MS Hydro Resources. Inc 
3pp 47802 031-47862 033 

5812210340 Requests revlow of end draft permit NE0122G11 re licensee B71107 appii* 
caion for permit for in situ mining In Dawes County Comments & fesponaes requested 
by first wk of January 

GIDLEY.WC, Nebraska, State of 88/11/30 KONWINSKl.G Uranium Recovery Field 
Ofc. R4. 37pp 47881 231 -47881 1267 
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B609130261 Forwards Rev 0 to "Topical SAR for CASTOR X Cask for ISFSI (Dry Stor- 
age),*’ for review W/o end 

ANDERSON.R.T General Nuclear Systems, Inc 24470 08/07/01 ROUSE.LC Fuel 
Cycta Safety Branch 2pp 46826 040-46626 041 

8B0913O261 Forwards Rev 0 to "TopEeal SAB for CASTOR X Cask for ISFSI (Dry Stor- 
age), " hr review 

ANDERSON.R T General Nucloar Systems, Inc 24470 BD/07/O1 ROUSE, LC Fuel 
Cycle Safoty Branch 4pp 47759 196-47761 065 

*8912080072 Sanitized version of Rev 0 to "Topical SAR tor Castor X Cask for ISFSI 
(Dry SJorage) " 

* General Nucloar Sysloms, Inc B0/OQ/3O 506pp 47759 200 47761 065 

8811220017 Requests permission for disposal of expired potassium Iodide slockpllo In 
Summit Landfill Special waste data collection form & stated data shoot for tablets 
oncL 

SCHMIERBACHM Tennessee Valley Authority 08/ 10/26 MOOSE.G M, Tennessee, 
Statoof 9pp 47663 054-47663 062 

8811230214 Provides comments on draft NRC bulletin on molded case circuit 
breakers, did 881012 More appropriate time frame for purchase records reviewed by 
licensees would be 3 yrs & adequacy of testing should be endorsed by Industry 
MARRIOTT.PW Genera! Etectfic Co MFN8B 69, 66/10/28 GRIMES.BK Division of 
Reactor Inspection & Safeguards (Poat 67041 1) 4pp 47641 272-47641 275 

8811250038 Forwards Sept 1988 update of portions of B&'W Owners Group "Recom- 
mendollon Tracking Sys Rept,” applicable to safety & performance improvement pro- 
gram 

ftUTHERFORD.N A, Babcock &. Wilcox Operating Plants Owr^era Group OG-315. 88/ 
10/18 CRUTCHFIELD, D Associate Director (or Pro|Dcts (Post 87041 1) 6pp 
476560 10 47e56 297 

“881 1260040 47-1163743-17 "Rocommendation Tracking Sys Rept '* 

* Babcock & Wilcox Operating Plants Owners Group 88/09/30 274pp 47056025- 
47650 207 

88 11 260 108 Forwards Rev 0 to WCAP-1iei6, "Loss of RHR Sys Cooling While ftCS 
Partially Filled," per Genetic Ltr 67-12 Rept describes results of fluid ^ys evaluations 
performed to provide analytical Into re phonornona of air ingeslion inlo RMR sys 
NEWTON, R A Wotllnghouse Opera ling Plants Owners Group OG 86 41 86/11/81 
HODGES.M.W Reactor Systems Branch 2pp 47054 326-47655 266. 

*8511250117 WCAP-11918 ROO "Loss ol RHR Sys Cooling While RCS Parllaily Filled." 
ANDREYCHEK.TS, DUDEK,OF„ FRANTZ, ER Wostinghouae Eloctric Corp 86/07/ 
31.269PP 47664 328-47655*268 

6B1 12901 47 Forwards proprietary reBponsos lo NRC questions ro methodology to ana- 
lyze SftP Chapter 16 cvonls for PWRs Rept withhold (ref 10CFR2.790) 

63PELAND,R A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc ) 
RAC, 054.00 08/11/16 Office of Nuclear Reactor negulalion. Director (Post 070411) 
ip 47667.000 47C67 009 

0611 290226 Forwards proprietary Addenda 2-P lo CtN 320 P, "Steam Gonoralor Tube 
Repair Using Leak Tight Sleovos," for review to establish use ol porlpl^oral 
oloevos Rept withhold (rot 10GFR2 700(b)(4)) 

MECREOY.R C. Rochoslor Gas & Eloolric Corp 00/11/16 STAHLE.C Project Dir oc- 
loralo 1-1. 5pp 47608070 47608 074. 

8811200250 Forwards proprietary & nonpropriQtarv D EVR/HED 1-NP A A 0 EVR/HED- 
1-P A, "Topical Repl for Enhanced Vol Roduclion/ Heat Enhanced Dewatering Sys 
for Treatment of Nuclear Power Reactor Waste Liquids " 

LESTEn,W. Duralok Corp. 83/11/14 NORBF,RQ,J A Division of Englnoorlng & Sys- 
tems Technology (Post 87041 1) Ip 47667 257 47600 041 

*8811290301 "Toptcal Rapt for Enhanced Vol Roduclion/Heat Enhanced Dowatortnp 
Sys tor Treatment of Nudoar Power Reactor Waste Liquids " 

* DuratokCorp. 83/11/14. 127pp 47667 256 47663 041, 

6811290450 Forwards Rov 1 to Part 2 of "C-E Nuclear Fuel hteg rated Improvement 
Pronarr*," w/slalus of commltmenla as of 091024 

SCHERER, A E Combustion Englneerlna. Inc. CAL-83-23 80/11/09. RUSSELL, WT 
Region 1, Ofc ol the Director 97pp 47663,186 47663 282 

8811300033 Part 21 rept ro potentially defective Intercooler inlet odapters 
inataliatlon End Sve Info Memo 365, Rev 2,3ont to all affected sites 
GUNTRUM.BC IMO Dotaval, Inc PT21 88-114-000. 90/11/11. Oflice of Nuclear Re- 
actor Regulallon, Dlroctor (Post 8704 11) 1 0pp 47697. 1 1 4 47607:124 

6811300101 Forwards Weslinghouso.C-E & G&W Owners Groups draft use & applica- 
tion ctmplers of proposed new STS 

ROSSI.uE Division of Operalional Events Assessment (Posl B70411) 80/11/23 
VARGA,S A Division of Roaclor Projects - 1 /II (Post 07041 1), ’HOLAHAN.G.M. Division 
of Raactor Projects • Ill.lV.V A Special Projects (Post 870411) SHAO.L Division of 
Englnooring & Syelams Technology (Post 87041 1) 31pp 47671*058 47671:170 

*8812950271 Draft "C-E Owners Group Restructured STS Front Malar & Use & Appll 
cations - Div 1 " 

* C E Operating Plants Owners Group 86/10/30. 66pp 47071 089 47671*145 

*8812050284 Draft 0 to ‘^Chapter 1 - Revised Tech Spoc" 

* Babcock & Wilcox Operating Plants Owners Group B9/11/30 25pp 47671 140- 
47871 170 

8811300238 Notlilcatiofi of 861130 mooting w/C E In RocKvillo.MD to present fuel 
design criteria for future llceming applications 

WU,SL Reactor Systems Branch 80/11/22 HODQES.MW Roaclor Systems 
Branch 2pp 47676.122-47070 123 

8611300584 Discusses NRC concerns ro failures ol Westlnghouse circuit breakers due 
to lack of aC 

MURLEY.T E. Office of Nuclear Reactor Regulation, Director (Post 870411) 68/11/ 
22 CASO.C L Westlnghouso Electric Corp 4pp 47666 273-47696 276, 
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S-BIZWOaoo Forwcifcfs propriotary response to request for addi fnfo re Topical Rapt 

e/'vW’IQte^P. ’‘RSG p/ant Safety Analysis ” . * « , , 

TAYLOR.JH Babcock & Wilcox Co JNT/88*21*I eo/t1/23 NORBERG.J A Division 
of Engineering & Systems Technology (Post 87041 1) Ip 47707 172-47707 1 72 


8812080052 Forwards proprietary EDE-3a 0908. '“Sourco Range Monitor Count Rato vs 
S/N Ratio for Paach BoMom Unita 2 & 3” & EDE-44-10B8, ‘^Source Rango Monitor 
In support of 891021 application Affidavit onci Repts withhold (ref 10CFR2 790) 
HUNGER,QA Philadelphia Electric Co 80/11/30 WARTIN.RE Project Dirociorato I- 
2 Spp 47743 007 47743011 


8812160080 Requests that Bolling Water Reactor Owners Group not bo pressed r'j 
commitment re ATWS diversity discussions until analysis results revifl^ed Wee:,r>j n 
early 1989 recommended to discuss issue in moro details 
GRACE, ON BWR Owners Group BWROG-0807 08/12/08 MIRAGUAF Assoc 
Director for Projects (Post 87041 1) 2pp 47873 214 47073 215 

8812160092 Application for amend to License DPR-Se.conslsllng of Proposed Chircn 
145 re combined heatup, coofdown, pressure & temp limitations Fee paid 
RANDAZZAJ B Maine Yankee Atomic Power Co MN 88 116 68/12/02 
Controf Branch (Documonl Control Desk), 9pp 47806 330 47007 180 


B8 12060335 Forwards Amend 9 to License NPF 36 & safety avalualion Amend revises 
Attachment 3 to plant license re malnt A surveillance for TDI omorgancy diosel gen 
orators 

BUTLER, V/R Project Diroctoraia h2 TAG 65506 68/11/30 LEONARD.J D Long 
(aland Lighting Co. 6pp 47744 341-47744 356 


-8812160107 "Summary of Fast Neulron Exposure Evaluations for Maine YarVog 
actor Pressure Vessel " 

ANDERSON.SL, LIPPINCOTT.E P , UU,F L Weatlnghouse ECecInc Corp 
116 86/11/30 81pp 470O7>OO1 -47807 002 


-8612080338 Amend 6 to License NPF-36,rovtsin9 Attachment 3 to plant license ro 
malnt & surveillance program for TOI diosel generators 
BUTLER, WR Project Directorate 1-2 80/11/30 Bpp 47744 347-47744 355 

-8812080340 Safety Qvaluaton supporting Amend 9 to License NPF-36 
’ Office of Nuclear Reactor Regulalion, Director (Post 870411) 88/11/30. 3pp 
47744*356 47744 359 

8812070084 Appficflllon for amend to Ucenso NPF-A.supportmgi operation w/ revised 
heatup & cooldown curves valid to 10 EFPY. WCAP-11791, "North Anna Unit 1 Reac 
tor Vessel Heatup & Cooldown Limit Curves for Normal Operation," end Fee paid 
CARTV/RIGHT,W R Virginia Power (Virginia Electric a Power Co) e8 202A 86/11/ 
30 Document Control Branch {Document Control Desk) 3pp 47740187-47748 276 

-8812070182 WCAP*11791 "North Anna Unit 1 Reactor Vessel Heatup 8 Cooldown 
Umil Curves for Norma) Operation " 

SCHMERTZ.JC, YANICHKO.SE, PAtUSAMY.SS Westinghouse Electric Corp 80/ 
05/31 36pp 47748 240 47740 276 

6812070127 Notification of 081122 meeting w/GE & DWR Owners Group In 
fltockville,MD for QE presentation of p/olimlnary results of BWR oscillallon calcula- 
tions 

HICHINQS.H Reactor Syfltem 8 Branch 08/11/18 HODGES.MW Reactor Systems 
Branch. 2pp 47750 082 47750 003 

6812070217 Summarizes 861025 meeting w/BWR Owners Group re Target Rock 2 
slage aafoty/reliof valve setpoint drifl Attondoos Kst & handout end 
CHfcRNY.FC Engineering fssuoa Branch 88/11/29 0AER,R Enginoonng Issues 
Branch 41pp 47757 037-47757 077. 

6812000056 Forwards Rev 1 to nonproprietary RDS-25505 01-NP-A & proprietary RDS 
25^5 01-P'A, "RDS 1000 Radwasto Dewatsnng Sya," topical repts Rev 1 acceptable 
for rof In future licensina actions Proprietary ropl withheld 

HOUSE, WB Chem Nuclear Systems, Inc nA-0649-8 08/11/23 THADANI,AC As- 
fifatant Director for Systoms Ip 47783 001-47703 082 

-88 12080060 flOS 25506 01-NP-A R1 Nonpropriefary Rov 1 to "RDS- 1 000 Radwasto 
Dewatering Sys " 

• Chem Nuclear Systems, Inc 68/03/31 72pp 47763 002*47783 082 

8812080180 Summary of 680929 mooting w/B&W Owners Group ro thermal slrotifica 
tion In pressurizor surge IlnoViewgrephs A fist of attendees end 
CHAN.T.L Project Directorate V. 88/11/10 Project Dlroctoralo V 30pp 47/64.050 
47764 077 


8812090032 Forwards NNPO Rev 2 to "Nuclear Safety Performance Improvement 
Plan" 


TETflAULT,nE Babcock A Wif cox Co 80-212 60/11/20 ERNST, ML Region 2. Ofc 
of the Oireclor Ip 47764 331-47784 330 


“8012090086 Rev 2 of NNFD "Nuclear Safety Performance Improvomenl Plan " 

* Babcock A Wilcox Co aB/11/28 Spp 47784 332-47784 336 

0612090261 Forwards proprietary Addendum 2 to Rev 1 to WCAP-10924 P & nonpro- 
prfeiary WCAP- 12071, "Westinghouse Large Break LOCA Qost Estimate Methodoio 
gy," In airport of 8B0820 requoal for Tech Spec change Proprielary rept withhold (ref 
1OCFR2 70OL 

FA Y.C.W. Wisconsin EloclrJC Power Co VPNPD 08-501 80/11/30 Document Control 
Branch (Document Control Desk) 3pp 47761*121-47701 *327 

-8012000285 WCAP-12071 V02 ADD02 Addendum 2 to Vet 2 to WCAP-12071, "Wes 
tinghouso Largo-Sreak LOCA Best Estimate Molhodology,Vol 2 ^plication to Two 
Loop PWRs Equipped W/Uppar Plenum Injection, Addendum 2, P8NP Plant Specific 
AnaWs " 

DEDERER.S I . HQCHREITER.L E , SCHWARZ, W R Westinghouse Eloctrfc Corp 80/ 
12/31 183pp 47781 145 47701 327 


8812150147 Forwards propnotary supplemental info re response to NRG 881109 O.ej- 
lion 6 on NUHOMS-24P Topical Ropt NUH-002 Into WiHihofd (ret lOCFRZ 7£?0) 
MCCONAGHY.WJ NUTECH Ennineors. Inc DLlK-03-319 00/12/01 RODERTS.JP 
Fuel Cycle Safety Branch 5pp 47833 001-4/633 005 

8812160269 Forwards proprietary WCAP-11694 & nonpropriotnry WCAP 11595 'VAs 
tinghoviSG Improved Thermal Dosign Procoduro fnslrument Uncedaiaily Ca1cu'A[.«'rii. 
for Diablo Canyon Units 1 & 2" & application for withhold tng propnolaiy info 
SNIFFER, JD Pacific Gas A Electric Co. OCL 88-296 08/12/09 Oocirment Cor7d 
Branch (Document Control Desk). 3pp 47016 207-47016 354 

“8812150209 Application for withholding proprielary WCAP-11594, "Wostmg house i.t, 
proved Thermal Dosign Procoduro Insirumeni Uncortainiy Calculalioas for Oil-g 
Canyon Unita 1 & 2 " 

WIESEMANN.RA Wosllnghouso Efeciric Corp. CAW-80 126 08/11/17 Office olN> 
clear Reactor Rogulallon, Director (Post 87041 1 ) 1 0pp 47016 300-478 16 399. 

“8812160270 WCAP- 11595 "WoslInghouBo Improved Thermal Dosign Procedure Ins^u 
menl Uncertainily Calculations for Diablo Canyon Units 1 A 2 " 

TULEV.CR Westinghouse Elaclrfc Corp 07/00/30 44pp 47016 310 47016 351 

8812160014 Forwards propriotary WCAP-11312 ,Rgv 1 & nonproprluimy WCAP-ll9iA, 
"Weslinghouse Owners uroup Toch Spec Subcommilloo Reactor Trip OreaKor 
Surveillance Optimization " WCAP-1312 ,Rqv 1 wlllinekl (rof 10CFn2 790) 

SHIFFER.JD Pacific Gas A Electric Co 0(3L-00-303 08/12/12 DocumtnlCon-J 
Branch (Documonl Control Dosk) Spp 47034 276-47034.330 

-8812160010 WCAP- 11966 "Wosllnghouso Owners Group Toch Spnc Subcornrnucs 
Roaclof Trip Breaker Malnt/Survelllanco Opllmlzatlon Program " 

MCCUTCHAN,0 A , PEFFEaD R , MAGUfRE.H Wostlnghousa Eloclilc Corp 60/10' 
31 49pp 47034 209 47834 336 

8812160037 Fonvards safety ovaluatlon accofiling NEOC 30936P, ' Roviow of B/iR 
Owners Group Tech Specs Improvomont (W/Domonstralion for BWH EGGS Acluj'‘"n 
Instrumentation) Part 2" Ropl providos eccoptabio basis for oxtendjng sijivuif'c*ive 
test Intervals. 

ROSSr.CE, Division of Operational Events Assossmonl (Post 870411) 90/12/0/ 
GRACE, DN BWR Owftoffi Group. 2pp 47009 071 47069 124 

“8812160039 Safety ovalualion accoptlng nnalysos present oil In NEDC 3O930P, ' QvSR 
Owners Group Toch Specs Improvomont Part 2 ’’ Analyses provide con5^fva1..e 
bases for extending EGGS actuation Instrumonlatlon from 31 days to ilil days 

* Office of Nuclear Reactor Ronulalloni DIroctor (Pool 870411) fifi/lP/OI 
47060 073 47869 076 

“8809130095 SAIC 80/3020 Pr02 "Review of BWR Owners Group Tech Spec Iit. 
provoment Melhodotogy (W/Domonatralion for DWR EGGS Actuation lnstrunieni«*'C'*) 
Part 2 " 

* Science Applications (ntornatioJial Corp (formerly Science Appricallons. loc ) NRC- 
03 87-029 60/09/07 NRC • No Dolnlled Affiliation Given 49pp 4/060 07?- 
47809*124 

8612200080 Forwards proprietary Info fn support of NRC review of BAW-10(6!OP ro CHF 
correlation, Including discussion of philosophy A effects of outlier rojecliaa A n.'ssjfrip- 
lion of normality on dosign limit Info witlihold 

TAYLOR.JH Babcock A Wilcox Co. JHT/00-222 00/12/09, NORBERG.J A Di. ^-xi 
of Engineering A Systems Technology (Post 07041 1) 3pp 47074 207 47874 203 

6012200270 Forwards changes to Revs 11 A 7 to QA Topical Ropis V/CAP-eJTO A 
WCAP-7800,respeGlivoly, per 081104 telecommunication A 001208 mfloNng 
JOHNSON.W,J Westinghouse Electric Corp NS-NRC 00-3307 08/12/14 GODYAI 
Office of Nucloor Reactor Regulation, DIroctor (Post 070411) I7pn 47060 DJ'- 
47060110 


66 121 20127 Application lor amend to License NPF-29,fevi5ing Tech Spec to support 
Cycle 4 reload lor facility Fee paid Repts ro reload forwarded ANF-8B-1D3(P) withheld 
(DOTTLE. W.T. System Energy Resources, lac AECM 60/0241 06/12/06 Oocumont 
Control Branch (Document Conl/ol Dosk) 12pp 47787 200-47708 000 

“6812120145 ANF-e8-149 "Grand Gull Unit 1 Cycle 4 Reload Analysis " 
REYNOLDS,RS, GRUMMER.RG Advanced Nuclear Fuels Corp. (lormerly Exxon 
Nuclear Co . Inc.) 08/11/11 45pp. 47707 267 47787 311 

-861 21 20147 ANF'08-150 "Grand Gull Unit 1 Cycle 4 Plant Transient Analysis" 
REYNOLDS, RS Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co. Inc) 
80/11/11 40pp 47707.3 12-47767;351 


8812200375 Forwards NEDC-3O051p.A,Suppl 1, " Tech Spec Improvomont /Vna^ss 
for BWR Control Rod Block Instrumenlation ” Affidavit also encl Rept wilhheicT ('Ci 
10GFR2700). 

KUPPROTH.JF General Eloctric Co MFN-B1-08 88/11/10 Documonl Oon-jc/ 
Branch (Document Control Desk) 4pp 47071 '277-47071 200 

6812210029 Forwards proprietary WCAP'12067 A non propriotary WCAP-12037, "Sou'h 
Texas Units 1 A 2 Pressurizer Surge Lino A RHR Line Stfolificalion " Pioprielary reel 
withheld ref 10CFR2.700), k » e 

MCBURNETT.MA Houston Lighting A Powor Co. ST-HL-AE-2900. B3/12/0<>. Docu- 
ment Control Branch (Document Control Desk) 3pp 47B87R 50-47000 076 


6612130931 Summary of 880930 meeting w/C-E Owners Group re thermal stratification 
In prassurizer surge line 

CHAN.T.L Project Directorate V. 80/11/18 Projocl Directorate V, Bpp 47793 091- 
47703 099 

6812140010 Provides into ro history A resolution ol discrepancy concerning 100% rated 
thermal power lava) parameter used in 8AW-10075, ''Multmode Analysis of Small 
Breaks for BAW 177- Fuel Assembly Nuclear Plants W/Raised Loop Arrangemonl " 
SHELTON, OC Toledo Edison Co 1612 88/12/05 Document Control Branch (Docu 
ment Control Desk) 3pp 47709 290 47709 298. 


“8B12210031 Requests withholding of WCAP- 1 2087, "South Texas Umis I A 2 Pro.ur 
izer Surge Line A RHR Line Slratlficatlon," per 10CFR2 790 Affidavit end 
WIESEMANN.RA Westinghouse Electric Corp CAW-D8-129 00/12/09 MURLEY.T 
Office of Nuclear Reactor Regulation, Director (Post 070411) lOpp 47687 159 


“BB 12210034 WCAP-1Z0a7 Nonproprietary "South Texas Units 1 A 2 Pressurizer Siww 
Une A RHR Lino StratWication ^ 

BAMFORO.WH., BRICE-NASH,B L , CARLSON, R W Wosllnghouso Eleclric Corp 
12/31 265pp. 47887 169 470BO 076. 
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^512210126 Forwards proprietary & nonpropriotary BAW'1915A & PA, “Bounding Ana- 
Micfll Assossmanl of NUREG 0630 Models on loCA kwypt Limits W/Usq ot FLEC 
SET ” NFlC acceptance Ur & safety evaluation end BAW-IOIBPA withheld 
TAYLORJH Babcock & Wilcox Co JHT/Q8 213 oa/11/23 NORBERG,JA NRC - 
No Detailed Affiliation Given ip 47939 001 47939 131 

-satmaiao BAW^ISISA “Boundma Analytical Assessment ot NUREQ 0630 Models 
on LOCA kW/ff Limits W/Use of FLECser " 

PALJUGJ , SCHOMAKER.R Babcock & Wilcox Operating Plants Owners Group 08/ 
11/30 130pp 47039 002 47939 131 

88122:10236 Forwards proprietary Rev 1 to NEDC 30259, ‘'Technioua lor Evaluation of 
QWR MSIV Leakage Contributions to Radiological Doso Calculations” Rov responds 
to recommen dal ions in NUREG 1 160 Affidavit end Ropt withhold 
GRACE.DN’ BWn Owners Group 0WROG-OQ39 00/12/15 MIRAGLIA.FJ Associ- 
ate Director for Inspection & Technical Assessment (Post 670-111) 5pp 4/878 207- 
47876 2ft 

8612210400 Forwards Amend 10 to GA Topical Ropt GA-A13010A, “GA QA Program/’ 
tor staff review & approval 

LEWIS, JH General Atomics (formerly GA Technologies, Inc /General Atomic Co) 
GA/NRC-001 80 QQ/12/06 WEISS, S Quality Assurance Branch (8704 11 -8B 1231) 
ip 47860 269 47880 339 

-6612210493 GA A13010A A 10 "GA QA Program ” 

• General Atomics (formerly GA Technologies. Inc /General Atomic Co) GA LTR 11 
00/12/31 70pp 47BBQ 270 47060 339 

6612220037 Submits background info ro potentlnl problem concerning proper use &, pro 
taction of Weslinnhouso proprietary Info In connoction vw/proposod re solution ot USl 
A 46 Policy in SECY documonts should bo followed 

WIESEMANN.RA Woslinghouso Electric Corp NSHAW'88 010 08/12/05 

MURLCY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 3pp 
47903 017-47903 019 

8812220049 Forwards proprietary draft WCAP- 12067, "South Texas Unit 2 Prassurixor 
Surge Line 8 RHR Lino Strntificatlon Presontalion to NRC 681130" RepI withhold (ret 
1OTR2je0) 

DURNETT,MA Houston Lighting & Power Co ST-HL-AE*2004 08/11/29 Oocumont 
Control Branch (Document Control Desk) 2pp 47003 202-47903 203 

6812220125 Forwards fifth semiannual ropt for 6 month period ending DG0030 which 
highlights significant invosligativo.audit & otfier activities W/o end 
ZIGROSSI.NA Tonnasseo Valley Authority 88/12/06 ERNST, ML Region 2, Ofc of 
the Director Ip 47903 243 47903 243 

6612220163 Forwards portions of Itrs to utils utilizing hafnium rod cluster control assom 
blies & synopsis of info provided to NRC in OBI 1P3 tolcon, Potential safety issue con 
cerns mechanical functionality of rod duster corUrol assornbllos 
JOHNQON.WJ Wostinghouao Electric Corp NS-NRCBD3384 80/12/00 
ROSSI ,C,E Division of Operational Events Assessment (Post 070411) I3pp 
47092*1 81-47892 193 

6812220206 Forwards proprietary & nonpropriotary NrSR-0033, "VIPRE/ WRB-I DNBR 
Thermal Limit for Woslinghouso OfA Fuol " Affidavit & eppllcntiori tor withholding pro 
pnelaty root also end Proprietary version witlihold (ref 10CFR2,790) 

TRZYNA,6 E Commonwealth Edison Co 08/12/15 Office of Nuclear RoactorRegu 
fallen. Director (Post 87041 1) 4pp 47092 257 47892 330 

-8612220214 NFSR 0033 ROO Rev 0 to "VIPRE/WRD-1 DNBR Thermal Limit for Wes- 
tinohouso OFA Fuel” 

aOERGER.JC, GRIFFIN.JL, KIM.H-S CornmorwealDi Edison Co 60/10/14. 59pp, 
47892 272-47092 330 

B312220320 Forwards nonpropriota^ ANF-Oa Q8{NP), "Design Ropt for Millstone Point 
Unit 2 Reload ANF-1 " Ropt inclunos description of fuol design, analytical basis, design 
critona, drawings & results of fuof doaign analysis 

WROCZKA.EJ Northeast Nuclear Energy Co (subs of Northonat Ulilitiea) 
MROCZKA,EJ Northeast Utilities B 13100 80/12/10 Document Control Branch 
(Oocument Control Desk) 3pp 47901 230 47901 283 

-8012226341 ANF-8a-8B(NP) ROO Rov 0 to "Ooalgn Ropt for Millstono Point Unit 2 
Reload ANF f “ 

WAHL(3UIST,KJ, DRYAN.KA . OOELL.L D Advanced Nuclear Fuels Corp (formerly 
Exxon Nuclear Co . Inc ) 8B/1 1 /30 52pp 47901 233 47961 ?03 

0812230260 Notification ot 801216 meeting in Rockvillo.MD w/B&W Ownera 
Group .Operations SubcommiUeo ro omorgency procedures & generic technical guide- 
lines, 

LYON,WC Reactor Systems Branch 08/12/06 HODGES.MW Reactor Systems 
Branch. 2pp 47916143-47910 144 

6612270163 PGE.1043 A 02 Amend 2 to PGE-1043. "Accident Monitoring Instrumonta- 
troaRevfow " 

* Portland General Electric Co 88/12/31 105pp 47923 148 47923 345 

6612270 1 68 Forwards summary ol C E containmont reliabllitv goals for mitigation of 
severe accidents 

SCHERER, At Combustion Engineering, Inc LDD0 160 , 08/12/21 
CRUTCHFIELD, D Associate Director for Pro]Gcts (Post 070411) 3pp 47026 260 
47926 262 


WASTE MQT NUCLEAR WASTE MANAGEMENT 

661109(1114 Forwards "Prototype License Application SAREarlh Mounded Concfoto 
Bunker" & "Prototype License Application SAR Belov; Grade Vauit " W/o ends 
COLEMAN.JA Energy, Dept of 08/11/07 KNAPP, M Division ol Low Level Waslo 
Management & Docommisaloning (Post 870413) 3pp 47491 070 47491:072 

8611090114 Forwards "Prototype License Application SAREarlh Mounded Concralo 
Bunker" & "Prototype Liconso Application SAR Belowground VautL" 

COLEMAN.JA Energy, Dept of 88/11/07 KNAPP, M Division of Lovv Level Waste 
Management & Decommissioning (Post 070413) 3pp 47776,001 47760 077 

*•8812650102 DOE/LLW-73T Vols I & II to "Prototype License Application SAR Earth 
Mounded Concrete Bunker " 

* Ebasco Services, Inc (subs of Ensorch Corp) 68/11/30 425pp 47776 084- 
47777 068 


“68120 86107 DOE/LLW-73T V02 Vol II to "Prototype License Application SAR Below 
ground Vaull Append icos A-H " W/13 oversizo drawings 

^ Rogers & Associates EnginoerirrQ Corp 06/10/30 B69pp 47777 069 47779 217 

“6812050114 DOE/LLW 72T V03 Vol III to "Pfototypo Liconso Application SAR Bolow- 
ground Vaull Sensitivity Analysis Rept " 

MERRELL.QB, ROGfcRS,VC, Rogers & Associates Englneoning Core 8B/10/31 
185pp 47779 216-47780 042 

“8812050119 DOE/LLW 72T V04 Vol IV to "Pfolotypo Licenso Application SAR Below 
ground Vaull Mensuromonls of Concrete Properties for Low Level Waste Disposal Fa 
crJdtos " 

SHUMAN.F, ROQERSpVC, NIELSON.KK Rogers & Associates Engineoring Corp 
fla/fO/31v 3Spp 47780 043 47780 077 

6611140164 Forwards draft DOE/EA 0368, "Environ Assossmanl (EA) of Remedial 
Aclion at Monumeril Valley U Mill TailInQs Silo, Monument Valley, AZ^' EA currenlly 
undergoing 45 day review & comment period by cooperating agencies 
ARTHUR, WJ Energy. Dept ot 88/U/08, SMITH.D Uranium Recovery Ffold Ofc, 
n4 Ip 47526 186-47527 329 

-8811140171 DOE/EA-036B "Environ Assessment of Remedial Action at Monumonl 
Vahley U Mill Tailings Site, Monument Valley.AZ " 

* Energy. Dept of 86/11/30 350pp 47626 1 87-47527 329 

0811260058 Forwards 'Yucca Mountain Project aito rept for the month of Oct 1 088 
PRESTHOLT.pt NRC - No Detailed Affiliation Given 80/11/18 LINEHAN,JJ Divi- 
sion of High Level Waste Management (Post 870413) 132pp 47646 023-47648 154 

8611280069 Rev 0 to "NNWS! Project Sys Eaglnoortng Mgt Plan " 

‘Energy, Dept of 60/07/31 53pp 47660 001 476^8051 

8611280104 Requests analysis of legal Implications of access to program architocturo 
data base being devotoped by CNWRA by 001231 

THOMPSON, Hi Office of Nuclear Material Safety & Safeguard a, Director 00/11/21 
PARLER.WC Office ot the General Counsel 2pp 47644 33B-47614 339 

8811280131 Forwards Rov 2 to NNWSI/8B 9. "NNWSl QA Plan," (or review flu 
commonte.Roquosts high priority for revlov/ of plan & meeting scheduled for 801201 
STEIN.R Energy, Oopl of 80/11/23 LINEHAN.J Repository Licensing Project Dir ec- 
torato (681013 801119) Ip 47654 168 47654 202 

“8811260137 Draft Rov 2 to "NNWSl QA Plan " 

• Energy, Dept of BB/ 11/22. 114pp 47054-1 GO-47854 282 

8611280189 Forwards commonis on CNVYRA TOP 091 ns applied to GWTT part of 
10CFR6011D(a)(2) 

BflOWN.A Center for Nuclear Waste Regulatory Analyses 86/11/15 ROSS.F NRC - 
No Detailed Aflillatlon Given 4pp 476B6 304 47059 309 

0D112SO204 Informs of noocl to sol i^ more focused technical Inloractinns between 
NRC & DOE as addressed In one) NRC quarterly status ropt ro pre-lie a nslng phase of 
DOE civilian high level radwasto mgt program W/o ropt 

TROMPSON.HL Office of Nuclear Material Safely i SafoDuarUs.Diroclor 80/11/22 
ROUSSO.S, Energy, Dept of Ip 47654.051 47054 051 

0611280208 Requests to Inform DOE of need to arrange access to data bases portinoni 
to siting of ropositorv at Yucca Mountain & to negollato w/DOE acceptable schadulo 
& protocols for access to subj data bases 

CMERY,DL Goosclonco & Systems Performance Branch (Post 090911) 60/11/22, 
STABLEIN.NK Repository Licensing Project Dlroctoralo <881013 881119) 2pp 
47655*352 47655 353 

8611290089 Discusses plana for monthly mootings bolwoon DOE, NRC & other organi- 
zations Intoreslod In DOE, Ofc of Civilian Radwasto Mgt QA program dovotopmont & 

I mplometetlon Planning for mootings will ho concuirent w/QA program rovlow moelina 
on 08)206 

STEIN.R Energy, Dept of 80/11/18 LINEHAN.JJ Roposltory Licensing ProJoctDl- 
iQctorato (OD1013-B81119) Ip 47QQ4 104-47664 104 

8911290096 Comments on NRC "Draft Review Plan for NRC Staff Roview of DOE 
Study Plans & Procedures" Plan provides logical explanation of process that NRC will 
utilize for review of DOE study plans & procedures Specific comments end 
STEIN.R. Energy. Dept of 68/10/20. YOUNGBLOQD.B J Division ol High Ltjvol 
Waste Management (Post 870113). epp 47049 259 47640 264 

0811290113 Notification of 861206 Ofc ol Civilian Radwasto Mgt OCRWM QA Program 
meeting In Las Vogas.NV for DOE & program participants to review status of OCRWM 
QA program cfevofopment Agenda encf 

STBN.ft Energy, Dept of 88/11/18 LINEHAN.JJ. Repository Licensing Pro)ocl OU 
rectorato (881013 081119). 2pp 47650 250-47650 261. 

6811290145 Forwards draft Rev 1 to CNWRA QA Manual, Seel ion 10, "Doclslon Support 
Qya," (or info prtor to Inclusion Into aub) manual per NRC 000915 & 0719 Itrs 
LATZ.JE, Center (or Nuclear Waste Regulatory Analyses 08/11/23 BUNTINQ.J O 
Division of High Level Wasto Manogomont (Post 870413) Ip 47651 2e5-4765V270 

“8011290178 CNWRA QA ManuokSecUon 19, "Decision Support Sys " 

Center for Nuclear Waste Regulatory Analyses 88/11/23. 4pp 47651,267- 
47651 270. 

8811290154 Forwards updated "Clr Expertise & Exparlonoe," table & numerical tabula- 
tion ol current & planned prolesstonal & support staffing 

PATR(CK,WC Center for Nuclear Wasla Rogufatory Analyses 80/11/25, 
FORTUNA.S, NRC - No Do lolled Allitiatlon Given 6pp 47649*1 05-47649 100 

8811290168 Forwards, "NNWSl Conceptual Model Update NNWSl Repository ProlGct 
SubtasK 14" Rept Identifies listed Homs ro hydrogeologlc sys, Including what la known 
or thought to be known about each element 

LOGSDON.M.J Nuclear Waste Consultants. Inc FIN D-1021 293. 86/t1/1o 

POHLE,J Divisfon of High Level Waste Management (Post 870413) 2pp 47690 OOl . 
47696 195. 

-6011298176 "NNWSl Conceptual Model Update NNWSl Repository Project Subtaak 
1 ,4." W/flvfi oversize drawings. 

SNIFF.TL. CARMIEN.M.C, DAVfS.LA Water, Waste & Land. Inc. 80/11/30, NRC: ^ 
No Detailed Affiliation Given 175pp 47696 003-47695 105 
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frfti 1290167 Forwards comments on 800610 Nuclear IVaste Project Ofc OA Manual, did 
860610 re siatement of OA Policy, QA Program, QA Proceduroa & glossary of definl 
Ilona. 

LINEHANJJ Reposito/y Licensing ProlecI Directorato (881013-681119) 88 / 1 1/26 
LOUX.RR Nevada, State of lOpp 47651 *102-47651 '111 


8812010412 Advises tliat licensee should modify proposed plan to accommodafi 
reduce excessive flow velocities, fn response to 881013 request for approval of 
embankment slopes proposed by Conoco for Conquisto taillnas prolect 
HAWKINS, EF. Uranium Recovery Field Ofc. R4 88/11/18 LACKER, OK Te 
Stale of. 3pp 47700 040 47700 042 


8611290193 Forwards notice of upcoming NHC/DOE technical/programmatic meetings 
re NRC itigh level waste mgl prog ram, per 880827 NRC FR nollce informs ol weakly 
updalos of sub) nollco & o1 weekly announcemanls by telephone recording avc 
lFNEHANJJ Repository Licensing Project Dlreclorato (881013-881119} 88/11/28 
NRC . No Detailed AtFiilation Given 2pp 47651 253 47651 254 


6B11290198 Ack receipt of *‘flevlew A Approval of Technical Repts," fn-struclion Issued 
under Technlca!' Opera 11 no Pirocedure-002, did 881026 

BUNTING, JO Engineering Branch (Posi 600911) 88/11/26 WHITING, A R Center 
for Nuclear Waste Regulatory Analyses Ip 47651.112-47651 112 

S8l 1290813 Forwards “Audit Observation Rept for Yucca Mounlain Project Ofc Audit 
88-05 of LLL “ NRC dotermlned audit acceptable Requests DOE ensure lab response 
to deficiencies found in program 

LINEHAN,JJ. Reposllory Licensing Prelect Direclcrete (681013 881110). 8B/11/25. 
STEIN, R Energy, Dept of. 2pp 47668,107 47668110. 


-8911290218 “Audit Observallon Rept for YUCCA Mounlalo Project Ofc Audit 88 05 of 
UL" 

HOLONICH.JJ, KENNEDY, JE Repository Licensing Project Directorate (881013- 
8811 19). 88/1 1/21 lipp 47686’ 109-47668 119 


88112902S2 Notification of 881201 mealing w/DOE, State of NV & Clarko, Nye & Lin 
coin Counties fn Rockville, MD to discuss NRC review of DOE proposed changes to 
NNWSl QA plan. 

HOLON!CH,J J Repository Licensing Project Dlroclorste (881013-8811 19) 88/11/25 
UNEHARJJ Repository Licensing Pro)ect Directorate (881013-081110). Ip 
47667 087-47667087 


$811390262 Forwards prelim Inary draft update of user need statement for high levof 
waste research support 

BALLARD, R.L Geoscience & Systems Performanco Branch (Post 080911), 88/11/25 
LINEMAN, JJ Repositorv Licensing Project Directorate (881013 801110) 
BUNTING, J.O. Engineering Branch (Post 880911) lapp 47867 012-47667 029. 

6811290490 Requests Input on proposed table of contents 0 disposition of waste mgt 
policies for development of Drv of High Level Waste Manual 
Lineman, JJ Repository UcGnslnQ>ro|act Directorate (881013-881119) 88/11/26 
BALLARD, RL. Geoscience & Systems Performance Branch (Post 880911). 
BUNTING, J 0 Engineering Branch (Post 880911) TREBY.S Assistant General Coun- 
sel for Rulemaking & Fuel Cycle 14pp 47665 169 47665 172 

0611200507 Comments on "Ctr Recommer^ded Approach to RO Milostone Rept " Rec- 
ommends clr proceed w/rept In manner most appropriate A consistent w/ current con 
tractuaf direction 

BUNTING, JO Engineering Branch (Post 860911) 88/11/23, PATRICK, W.C Center 
for Nuclear Waste Regulatory Anfliyaes ip 47650032-47650032 


8812010416 Forwards summary Info format dovofoped for uso In collocHng Inven 
fnfo & fist of action Items Identified for Interface requlremenls discussed in BBO* 
meeting Maoling will be scheduled on 881215 to compile Info collected 
ALTOMARE.P Office of Nuclear Material Safety & Safoguards,DPrector 88/1 
DELLIGATTJ.M . FORTUNA,S L , STfLTENPOLE,B Engineertog Branch (Poal 8609 
6pp 47699,357-47699*360 

8812010422 Commenla on dratt Wr Rept 1.3B, “Processes Which Should Be Indepe 
ently Evaluated By NRC ** Rept contains several fundamoolal aspects lhal need i 
ther consideration & rev 

BROOKS.P, Geoscience & Systems Performanco Branch (Post 080911) FIN A-l I' 
88/11/29. BONANO.EJ Sandia National Laboratories 13pp 47703,063-177030 

8S1 2020073 Forwards background Info & questions for 881201 briefing of Corrmis&l 
by State of NV 

BLAHA,JL Ofc of the Executive Director for Operations 88/11/20. Commfssionc 
20pp 47718 316-47718 335 

6612020082 Forwards notice of upcomlnd NRC/DOE tochn leaf /programmatic nee bn 
re NRC high level waste mgt program .Weekly update of notice & tolaphona r&oordn 
SVC for upcoming meetings ro NRC waste mgt program available 
LfNEHAN,JJ Repository Llconslng Project Directorate (881013 881 116) 66/12/0 
NRC - No Detailed Affiliation Given 2pp 4771 1*354-4771 1.355. 

6612050061 Vol 1 tO “Yucca Mountain Project Site Atlas “ W/74 oversize drawlogs 
» Energy, Dept of 80/10/31. 659pp. 47700.061-47701-249 

6812060166 Forwards DOE rept for wk ending 801118, 

PRESTHOLT.PT. NRC-NoDetallodAtlillallonGlven 88/11/29 LI NEMAN, JJ Dft 
Sion o1 High level Waste Management (Post 870413) 6pp 47732 01 B-47732 020 

661206024$ Forwards monthly activity echadulos for UMTRAF sites, refiecling current > 
future key project activities In areas of site characlenzalion^dcsig 
developmenlremedlal action consi,cert(flcallon,llconslng,surveillance & malm 
ARTHUR, WJ Energy, Dept Of 88/12/01. LOHAUS,P NRC • No Detailed Afr^iialo 
Given ALKEMA.K.L Utah, State of SHINGOITEWA.L HopI Tribe aspp 47740.202 
47740 236 

6812050295 Rev 1 to Quality Mgl Procedure QMP-06 02, “Document Control" 

SPAETH, BUYLC)CK,J, QERTZ^CP. Energy, Dept of. 88/11/17 20pp 47730 337 
47730 356. 

8612060304 Forwards update for list of Las Vegas, NV library 
PRESTHOLT,P T. NRC • No Detalfod Affiliation Given 88/11/30. TANA.E Roposdoo 
Licensing Project Directorate (881013-881110) 6pp 47730 357-47730 301. 


e$t 1290616 Forwards comments on “Evaluation & Compilation of DOE Waste Package 
Test Data," monthly fopt lor Auo 19B0,F1N A 4171 Actions considered to be within 
ec^ot FIN A-4171. 

PETERSON, CT. Engineering Branch (Post 880911) FIN A-4171. 88/11/25 
INTERRANTEjCQ, Nntloael Institute of Standards & Technology (forme/N National 
Bureau of Stands 7pp 47665.103 47665: 1-09 

6011290542 Clarifies fast paragraph on Pago 10 of Sandia observation audit rept 
HOLONICN,J J Reposilort Lfconsing Projeci Directorate (081013-081119) 08/11/20. 
Re^ltory Licensing Project Directorate (861013-881119), 2pp 47650*170- 

0011300141 forwards comments .re NRC draft 'Technical Position on Std Forruat & 
Ctonlent for Documentation of Remedial Action Selection at Title J U MIIJ Taiilngs Sites 

B .“ DOE technical approach document lakes precedence over SFAC 

in.WJ. Energy, Dopt of o'Mi/gg LOHAUS.P.H. DMsIon of Low Level Waste 
Management & Decommissioning (Post 870413). 21pp 4/677.323-47677*343. 

6611800182 NolificaUon of 681208 meeling to Rockvrile.MO w/OOE, Stale of NV & 
Clark & Nya Counties re design acceptability analysis for expioratory 6hafi 
raclilty.Agonda end, 

HOLONiCH.J J Repository Licensing Project Directorate (88I013-G81119). 88/11/20. 
UNEHAN,JJ Repository Llceasing Project Dlrocloralo (681013-881119) 2pp. 
47877*2a9-47377 3(K) 

9611300200 Requesls corifirmallon of 881215 16 for meetings to discuss DOE/YMPO 
study plans to resolve Issues contained In NRC 080805 Itr.per 681028 letcon.Toplcs 
f(}r chscusslon would include clarification of purpose & content of study plans 
STEIN, R, Energy, Dopl of 80/11/18 LINEHANJJ. Division of High Level Waste 
Managwitont (Post 870413). 2pp 47697 232-47697 233. 

181 1300206 Forwards Rogufalorv Requirement Topics E17 & Ea6 to be used to demon- 
strata fuifllfmenl of giemonl/subeioment Milestones A3 4 A4,for review & comment by 
Q8120e.W/o and 

ALT0MARE,PM, Engineering Branch (Post B80911) 08/11/28 BUNTING,), 
FORTUNA.S Engineering Branch (Post 880911). THOMAS,B. Office of Nuclear Male- 
rial Safety & Safeguards, Director 2pp 47697.100-47697 191, 

011300230' Forwards Task Order 23 to Contracl NRC-02 84 001. “Technical Assist- 
ance In Geophysical Methods for Site Charade rfration," to assist NRC in reviewing 
linal site characlerlzalfon pfan & associated study plans 

IBRAHIMtAK. Geoscience & Sysloms Performance Branch (Post 880911), NRC 02- 
B4 001. 88/11/20 MEEHAN.B, NRC - No Detalfod Affiliation Given. 5pp, 47671 312- 
47671:316 

112010293 Forwards schedule for complolion of outstanding fir repts documenting 
status of work at present on FIN A-17B6,por 601117 request NRC should modify con- 
tract reffecring rev In scope of work & completion of outstanding repts by 0DO331 
BONANO.E j: SandlB National Laboratories FIN A-1756 86/11/21. MO.T Geosci- 
ence & Systems Performance Drench (Post 88091 1) 2pp. 47709.192 47709*1 ■99. 

13010396 Forwards 5ECY-08-O39C, “Quarfarily Progress Rept on Prelicensfng Phase 
of DOE Cfvlllan High Level Radwaste Mgt Program.” for fnfo 
rANA,E.T. Repository Licensing protect Oiraciorate (801013-601110) 88 / 11 / 21 . NRC 
. No Detailed Affiliation Given. Ip. 47709:316-47708 347. 


6612050308 Forwards rev of comments,qu05llon3 & requests for addi info ro topical 
rept, “Waste Form Certification Program Ropt Ilf. Cement Binder Chomlslry “ 

SISKIND, B. Bfookhaven National Laboratory, FIN A-3174 00/12/02 Document Cof> 
tfoJ Branch (Document Control Oosk) 2pp 47731 190 47731.200. 

-8812060014 Forwards rev of com men (s, questions & requests for addf Info la logical 
rept, “Waste Form Corliflcallon Program Ropt IK. Cement Binder Chemistry '' 
SiSK1ND,B. Brookhavon National taboratoiy FIN A-3174 00/12/01 MCDANlEL.K. 
Technical Branch Opp 47731 *192.47731 .200 

8B12050314 Forwards comments on draft ropt, “Review of Uncertainhes Rolovant fn 
Performance Assessment of High Level Radwasle Resposllonoa " 

BROOKS,P, Qeosclonce & Sysioms Performanco Branch (Post 000911) FIN A 1165 
88/12/02. BONANO,E.J Sandia National Laboratorlos 9pp. 47740.193-47740201 

8612080187 Responds to 081010 Hr ro review of two wasio acceptance process doco- 
ments, “Draft Waste Acceptance Preliminary Specs for Defense Waste Procossfrtg 
Facility (DVVPF),” & “DWPF Waste Form Compliance Plan “ 

LINEHAHJJ. Repository Licensing Project Directorate (601013-881119) 60/12/05 
STEIN, R Energy, Dept of. 2pp 47743* 108-47743*1 09. 

6612080231 “Performance Assessment of Low Level Radwasle Sites, “ annual summary 
project rept for FIN B-2485.Co3l fnfo In Central Files 

BERGERON, MP. Batlelle Memorial Instilule, Pacific Northwest Laboratory FIN D- 
2465 08/11/30 DEERING.L Olfico of Nuclear Material Safety & Safeguards.DirocEov 
0pp. 47746*001-47745 008 

8812060262 Forwards draft repts “CNWRA Participation fn Holmes & Narvor NRC Auddi 
Observation Team,6ai 101-04“ & CNWRA PartJcipalion in Fof>nlx & Scisson NRC 
Audit Observation Team,88l 107-10 ” 

IATZ,JE Center ior Nuclear Waste Regulatory Analyses. 08/12/02 MACE, MR Drvi- 
filon of Contracts & Property Management (Post 880615) Ip 47734*176 4773^ 103. 

-881206D2B4 Dratt ropt ot “CNWRA participation In Holmes & Narvor NRC Audil Ob 
sorvatlon Team,O01iOl-O4.“ 

MABRITO,B., WHITING, A R. Center for Nuclear Waste Renulaiory Analyses 88/12/ 
02. 8pp. 47734*177.47734:104 

--88 12060206 Draft rept of “CNWRA Participation In Fentiix & Sclssan NRC Audrl Ob- 
servation Team, 881 107-10,’' 

MABRITOiB, WHITING,A.R, Canter for Nuclear Waste Regulatory Analyses 09/12/ 
02 9pp 47734.165-47734*193. 

6612070164 Forwards transcript of 681 11 6 briefing IdenUfylng Commission concerns ro 
overall high level waste program DOE should aodress concerns noted in transcript In 
Ujpcorrlng briefing of Commission on 081220 

THOMPSON, H.L. Office of Nuclear Material Safety & Safeguards, Director 06/12/92 
ROUSSO,S, Eriergy, Dept, of 2pp. 47747*308-47748 017. 

8612060068 Forwards summary of 881123 meeting on exploratory shaft facility deslgo 
acceptability anatysls ' 

LINEMAN, J.J Repository Ucensing project DIroclorole (881013-881119), 88/12/01. 
STEIN, R Enaroy, OepL of. 35pp 47760.134-47760180 
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-6813120165 Rqv 0 to QMP-02-08> “Technical Aasossmem Reviow " 

BLAYLOCK. J Energy. Dept o1 80/08/04 12pp 47750 169 47750 100 

8812080073 Forwards reviow plan & aasocialod attachinoiHs for ovatualing preliminary 
AfchilGclura "E" milestones to be submiUod by CNWRA in accordanco w/plan (or ac- 
celerated development of program architecture 

BUNTINGJO Engineering Branch (Po^t 880911) 00/12/07 LINEHAN.J J Reposl 
tofv Licensing Project Diroctorato (081013 881110} BALLARD, R L Gooscienco & 
Systems Performance Branch (Post 0Q09T1) TREBY.S A Office ot (ho Gonoraf Coun 
sel lipp 47763 083 47763 152 


8812120038 Forwards comments on "Draft Technical Position on Poatdosure Seals in 
Unsaturated Medium Applicant should lake rosponsibility to apply NBC performance 
oldectives to specific -condillona oi site 

LOUX,RR Nevada, State of 86/12/07 LINEMAN, dJ, Program Managoment & Qual 
Ity Assurance Branch (880911-681012) 9pp 47785 251-47706'259 

6Q12I200B9 Fonvards “Prototype Undera round Geologic Mapping *' 

PHESTHOLT»P,T NRC - No Detellod Afhitatlon Given 80/12/07. CARDONEJ, 
ilNEHAN,JJ, Repository Licensing Project Oiroctorale <881013 801119) Ip 
47708 041-47788 007 


*-0612130194 Forwards Technical Onoraling Procedure TOP 001 02, "Program Archl- 
teciure Relational Data Base, Work InatructTon’* in fulfillment of CNWRA Milestones D7 
&t)B 

WHLTiNG.A R Center (or Nuclear Wasto Regulatory Analyses 88/06/15 
ALTOMARE,PM Division of High Level Wosio Management (Post 870413) 2pp 
47783 fit 47783 112 

-8012130201 "Program Architecture Relational t3e1a Base, Working Instruction" 

' Center for Nuclear Waste Regulatory Analyses 00/06/15 39pp 477B3 113- 
47783 152 

0&fZ98(HOl Iransmils comments on "Draft Oullino for Wasto Sys Engineering & Inte- 
gration Mllostono RO " Ropl should be ronamod as stated 

ALTOMARE.PM Engineering Branch (Post 600911) 88/12/06 WHITING, A R Center 
lor Nuclear Waste Regulatory Analyses 4pp 47756 232-47756 235 

6012988102 Requests status meeting to discuss transitional licer^slng support ays oper- 
ation a listed related Items on 881215 

BERNERO.RA Office of Nuclear Material Safely & Safeguard s.DIroctor, 88/12/05. 
AMENTA, J A Deputy Director (or Information Resources Manaoemerrt (Post 670413) 
4pp 47756 227 47756 230 

6618060108 Motif Icotion of 881215-16 moellna w/DOE, affected local govts & Slate of 
NV to discuss listed a^octs of stu^ plans tor site character izationjncluding scope & 
urpose.QA concerns & DOE & NRC processes lor review 

TADLEIN.K Repository Licensing Proioct Directorate (801013 081110) 08/12/01. 
LINEHAN.J J Ropository Licensing Projort Dircctorato (081013 081116) ip 
47754 079 47754 070 

8B1286023& Forwards exoculod Mod A007 to Cooperative Agree merit DE'rC04 
0aAL2O536 between DOE & Navajo Tribe of Indians 

DIXSON.QR Energy, Dept of 88/12/05 LOHAUS.PII Office o( Nuclear Material 
Safety & Safogu&rds.Diroclor 3pp 47783 251 47703 253. 

8612D9D024 Comments on 081101 CNWRA mooting rept ro program architocturo dovol 
opnient Miloslonos A3/A4 & El 7 program architecture Input 

ALTOMARE.PM Enginoormg Branch (Post 000011) 08/11/25 WHITING, A R Center 
for Nuclear Waste Regulatory Analysos 4pp 47762 299 4776? 302. 

0612090032 Forwards notice of upcoming NRC/DOE tectinlcol programmatic moettngs 
re NRC tilgh level waste mgt program 

LINEHAN.J J Ropository Ltcor^sTng Project Diroctorato (081013 081110) GD/12/12 
NRC Mo Detailed Affiliation Given 2pp 47761 087 47761 060 


8B1212009S Pressrelease announcing State of WA 081216 Nuclear Waste Board & Nu 
clear Wasto Advisory Council moelings In Lacey.WA to discuss disposal of low level 
commerefal radwaafe al Hanford 

• Washington, State of, 68/12/01 4pp 47785 207-47785 210. 

8812120102 Summary notes from Slate of WA 8B1021 Nuclear Waste Board Meoting 

* Washington, State eL 08/10/21 Washington, State of 13pp 47788 088-47786 100 

8B12120106 Summary of 681021 joint mootinQ of State of WA Nuclear Waste Board & 
Nuclear Waste Advisory Council In Lacey.WA re Hanford dose reconst 
project, norlttwosl hazardous wasto RD&D ctr & joinl Slate of WA & OR position on 
1990 funding 

** Washington, State oL 88/10/21. Washington, State ot 24pp 4770B 187-47700 210. 

8812120109 Requeals meeting w/ Waste Mgt Review Group to bring to closure Issues 
ro integrated waste package oxperlmonts research project plan Summary of ctr techni- 
cal position on use of Hatelloy C-22 as osservtial benchmark matl end 
PATRICK, WC. Center (or Nuclear Waste Regulatory Analyses QB/11/23 
FORT UNA, S.L NRC - No Delallod Affiliafion Given 6pp 47792.066-47792 070, 

8B121 20129 Discusses Stale of NV Nuclear Waste Project Ofc obaervationa of 881024- 
26 DOE/YMPO QA audit of LLL 

Z(MMERMAN,S Nevada, State of 88/12/01 Novada, Stale of 2pp 47769 064 
47709 065 

8812120134 Discusses Stato of MV Nuclear Waste Projecl Ofc concerns & observations 
ro DOE/VMPO QA audit of Los Alamos Nnil Lab on 861003 07 QA program appears 
cortfusod that control of previous work .currant work & future wor1< is questionable. 
ZIMMERMAN, a Novada, State of. 68/11/28 Nevada, State of 3pp 47705 214- 
47785,210 

8812120143 Discusses Slate of NV Nuclear Wasto Prolecl Ofc observations & concerns 
re OOE/YMPO QA audit of Holmes & Narvor on 801 101 -04.0 A program found to bo 
marginally effectlvo 

ZIMMERMAN.S Nevada, Slate of 68/12/01. Novada. State of Spp 47765211- 
47705 212. 

8812120210 Forwards revised Page 3 of final draft "Status of Lode- Quartz Claims on 
Yucca Mountain,NYO County, NV,^' 

WELOIN.R.D Interior, Oopt of, Bureau of Minos FIN D 1018 NRC-02-05 004 68/12/ 
07. ABRAMS.C NRC - No Detailed Affiliation Qlvon. 2pp 47786060 47780 OOH . 


8812090083 Trarrscripl Of low lovol waste disposal regulatory meeting on 601116 In 
RocKvillQ.MD.Pp 1 120, 

' NRC ■ No Ootailod Affiliation Given 88/11/18 133pp 47754 239 47755 011 

6812990139 Forwards Vofs 1 & 2 to DOE/EIS0136, "Special Isotope Separation 
Pfo|acl,“ FES DOE docision to proceed w/consl S oporollon of projecl will be docu- 
mented In publicly avallablo record expocted to bo available in Jan 1960 
0FTE.D ^orgy, Dept of. Idaho Operations Office 08/12/06 TOKAR.M, NRC - No 
Dele Had Affiliation Given 2pp 47807 303 47811 102 


6612120224 Publicly available portion of trip repl of D01 121-22 moeling In Rockville, MD 
re 4n situ testing. 

CUMMINQS.RA Engineers latornalional, tnc FIN D-1004. U3. 00/11/30 
BUCKLEY ,JT NRC - No Dolailed Affiliation Given 4pp 47798006 4779 8 -09 8, 

8812120235 Forwards Rov 6 to 560-DOC-tl5, “QA Program Plan (or NNWS1 Projocl," 
for ropJacomenf 

PRITfJHETT.RF. Reynolds Electrical & Engineering Co, Inc OB/12/08 

KENNEOYJE NRC - No Detailed Affiiiall on Gi von 4pp 47708-292-47709.054 


-8012090141 DOE/E1S-Ot36 Vols 1 S 2 to "FES Special Isotope Separation Project 
Idaho Mail Engineering Lab, Idaho Falls, Idaho " 

* Idaho National Engineering Laboraiory 88/11/30, 1,230pp 47607 305 47011 ”102. 

8612D&0239 Forwards lor review & fotonlion.ropl entitled "Evatuatlor) of As Constructed 
Riprap for Shlprock.New Mexico Site “ Ropt & calculations present rational that In^ 
place oroslon protection levers at site moot design renulremorAts 
ARTHUR, WJ Energy, Dept of. 86/12/05 LOHAU8.P. Division of Low Lovol Waste 
Management & Decommissioning (Post 870413) 45pp 47762 232-47782 276, 

0512890246 Forwards draft ropt entitled, “Level of Retrieval Demonstration Needed 
During Site Characterization for Geologic Repository “ 

CUMMINQS,RA Engineers International, Inc FIN D-1004 1148-09 01 68/12/03 
DUCKLEY.J T NRC - No Detailed Affiliation Given Ip 477/6 204-47775 235 

-8B1209Q246 Draft "Lovol of Retrieval Domonstralion Needed During Site Characloriza 
lion for Geologic Repository " 

» Engineers International, Inc FIN D-1004 NRC 02-84-002 88/12/31 NRC -No De- 
tailed Affiliation Qlvon 3tpp 47776 205 47775 235 

6812090266 Responds to J Kenne^ 881118 request to description & Justiflcalion of 
DOE proposed changes to App H.Rev 1, “Requirements for Computer Software Used 
to Support High Level Nucloar Repository License Application " 

STEIN.R Energy. Dept of. 08/11/20 LINEHAN.J (Sivlsion of High Level Wasle Man- 
agement (Post 870413). 11pp 47782 279-477B2 209 

68120903 00 Advises that study plans ro water movomont teat & excavation invaaliga 
bon should be modified, per NRC 880805 comments Mods should resolve most of 
NRC Concerns by providing addi clanfloetion on several topics. 

STEIN.R Energy. Dept of 88/12/01 LINEHAN.J. Division of High Lovol Wasto Man- 
agement (Post 870413) 2pp. 47785.036-47785 037. 

6012090310 Forwards, for review & accoplanco.OCRWM QA roquiromonia 
docuinent,Rev 1 Document reflects changes mad a based on resolution meeting held 
on 680928. 

STEIN.R Energy, Dept of 08/11/20 YOUNGBLOOD.B J Division of High Level 
Waste Management (Post 870413) 2pp 47785 074 47785.138 

-*6812090316 Rev 1 to QA requirements for civilian radwaslo mat program 
BARRETT.L . KAY.C E Energy, Dept of QB/11/03 63pp 47765.078-47785138. 

8612090326 Rev 0 to Work Instruction 1-02-2, "Regulatory Requirement General Sub|“ 
HAGER NAN. J p , MA0UR!TO,B , WHITING, A R (Center for Nuclear Wasto Regulatory 
Analyses 88/12/02 5pp 47785 069-47705073 


-*8812120238 Rev 6 to “QA Program Plan for NNWS! Project " 

FRASER, D t , PRITCHETT.R F. Reynolds Electrical A Englnooring Co , Inc 08/10/31 
121pp, 47768 204-47789 054. 

8812120244 Requests amorkdad responses to Yucca Mountain Project QA Std Doficten 
cy Repts 170,172 & 170,Rov 0, generated aa result of Yucca Mountain Project Ofc QA 
86-06 of tabs 

BLAYLiXK.J. Enorgy, Dept of 68/12/05 STIEGLER.J E Sandia National Laborato- 
ries. 9pp. 4776e’1 00-47786- 117. 


8812120269 Provides info for review & approval re Green River, UT remedial action Insp 
plant submlllod under Ur dtd B80001 containing tost method not covered by NRC staff 
technical positfon. 

ARTHUR, W.J, Energy, Dept, of 08/12/05. LOHAUS.P Division of Low Level Waste 
Management & Decommissioning (Post 0704 1 3) 2pp 47769 070 47789 079, 


8612130039 Forwards revised interim rept to Congress re Guam Commonwealth & com 
meats of Interagency Task Force 

MCCOY,JJ. Inroflor, Oopf, of 68/12/09 0OYLE.R NRC - No Detailed AffiMlon 
Qiverr 7pp 47792.121-47792. 127 


6812130077 Fonvards DOE rept for wK ending 801125 ro Yucca Mountain Project 
weekly highligtits. 

PnESTHOLfPT NRC • No Detailed Affiliation Given. 08/12/05 LINEHANJ J Divl 
ston of High Level Waste Managomont (Post 870413) 5pp. 47702 243 47792.247. 


8812130085 Forwards meeting repta from NRC/DOE 661010-21 meeting on exploratory 
abaft facility open Items List of attendess end 

HS1UNG,S Center for Nuclear Waste Regulatory Analyses. 86/12/00 
PEARRINQ,JR. Division of High Level Waste Manqgemant (Post 870413). 18pp. 
47794 091-47764.100 


8812140116 Porwarda final repts for Sublosks 02, “Appropriate Models, Testa & As- 
sumptions for PfOdiclIng Ventilation Requiremenls During Botrloval/* & 04, "Analysis 
of Ventilation Plan Contained in CD SCP." 

HUGK.PJ Enalnoofs International, Inc FIN D-1004. NRC-02-0 4-002 06/12/12 
BUCKLEY,JT. NRC ■ No Detailed Affiliation Given 11pp 47814.195 47814.340. 

>-8812140123 "Appropriate Models, Tests & Assumptions for Predicting Ventllallon Ro 
quirements During Retrieval," final rept. 

HUCK.P.J., LAURITO.A.W Engl hears Infer nation a), Inc NHC-0 2 64-002 88/12/31 
Engineering Branch (Post 600911). 26pp 47814 206-47814 233 
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-Wt2H0125 "Analysis of VenMation Ran Contained In CD^SCR" final rent 
HUCK.P 4 LAUfliTO.AW Erdnews <r\lornafioa9l> livC NRC'Q2-84‘003 86/12/31 
Englnaerlnb Branch {Post 80091 1> 115pp 4 7814 234 47614 348 

8812140134 forwards final draft of "Rcviaw of NNWSI Slto Charactonzation Pfan Con- 
coptoal Design Ropl for Repository at Yucca par Tajk Order 07 

CvrMMtNGS,RA Efvg^r»oor& lTM«r^^Rt^onal. (ac FIM 0 1004 1148 07 88/12/12 

BUCKLEY, JT NRC -No Do laiHod Affiliation Given Ip 47014 349-47615 137 

-8812140140 "Review of NNWSI Site Characterizalion Plan Concoptuaf Design Ropl 

for Repository at Yucca Moon tain, MV," final r^t 

* Ettofneers mternallonal, Inc FIN D-1004 NRC-02 64 002 88/12/31 NRC No Da 
lai lea Affiliation Gtver? 148pp 47814 350-47015 137, 


8312140166 "Ucensing Methodology Assistance." monthly repl for Nov 1988 End In 

^NANo!Ij> Bandi a National Laboratories FIN A 1165 86/12/15 TIKTINSKY.DH 
DMsIori of High Level Waste Management (Post 070413) 11 pp 47028 054 
47820 0S4 


8812150274 NNWSI /88 9 R02 Rev 2 to "NNWSI QA Plan " 

BLAYLOCK, J , GERTZ.C Science Applications Intornalional Corp {formerly Science 
Appircallons, Inc) 08/12/09 250pp 47026 034 47826 249 

8812160167 Forwards "Preliminary Reviow of Low Sun Angle Air Pholes Fioiti Yucca 
Mountain Area," technical Itr repf 

CHUNG.DH Lawrence Livermore National Laboratory FIN A 0297 L‘19& 08/12/19 
BLACKFORD, M E Division of High Level Waste Mor>agomonl (Post 870413) Ip 
47032 296 47832 306 


-8812190923 "Preliminary Review of Low Sun Anglo Air Photos From Yucca Mourlarrii 


MCKAGUE.H I , CARPENTERED W lawronco Livormoro National laboratory FIN A 
0297 08/12/10, NRC - No Ootalloci Affiliation Given lOpp 47632 297 47832 306 


8812190131 Publicly avallabto portion of "Performance Assessment Methodology D oval 
opment - Low Level Waslo Disposal Safety Assossmont," monthly repl for Ncv 1983 
BONANO,EJ Sandia National Laboratories FIN A- 1764 88/12/15 DEERING.L 
Technical Branch 4pp 47070 001 476/0 004 


8812140173 Forwards "Technical Ropi on Const Specs for Exploratory Shaft Facility," 

CUMMttQS.flA Engineers International. Inc FIN D-1O04 1148 09 05 86/12/09 
BUCKLEY.J T NRC - No Dalalled Affiliation Given Ip 47709 107-47799 212 


8812190149 "Evalualion.Valldation.Vonftcatfon & Oocumontalion of IMPACTS DRC 
Computer Code," monthly rapt for Nov 1988 Cost Info withhold 
CRANWELL.RM Sandia National Laboratorios FIN A 1763 00/12/06 GLENN.C 
Rogulatory Branch 3pp 47835 170 47835 172 


-8812140179 "Technical Rapt on Const Specs for Exploratory Shaft Facility," final rept 
• Engineers Internalfonal, Inc FIN D 1004 NRC02B4-002 BB/12/31 NRC - No De- 
tailed Affiliair on Given 25pp 47709 108 47799 212 

6312140199 Forwards "Lessons Ldarne<f from Analysis of 'Safely Issues at Defense 
Production floactore."' for Info ^ 

BARRETT.LH Energy. Dept of 08/12/12. KENNEDY, J . LINEMAN. J. NRC • No Da- 
lai led Affiliation Given GERTZ.C Energy, Dept of 2pp 47828695 47028 081 

-8812140201 100.110 11250 "Lessons Learned from Analysis of 'Safely Issues at De- 
fense Productfor^ Reactors' " 

•CEHCorp 00/11/30 15pp 47028 007 47828 081 

8812160188 Provides first of aeveral periodic updates & briefings for upper mot re high 
level performance assessment modeling acliviliQS,por commitmoni coniainod Tn 
860901 MOU between NMSS & RES 

BALLARO.RL Geoscience & Systems Performance Branch (Post 880911) 

! — ^ g 


SlLBEflBERG,M. Division of Enginoerlng (Pod 870413) 88/12/09 BROWNING.F 
Division of High Level Waste Managemont (Post 870413) ARLOTTC 
Engineering (Poal 870413), 14pp 47024'O99 47824 1 12 


8012150171 Forwards ropt for Dec 1688 outlining current siatus of all CNWRA element/ 
subelement milestones _ 

LEE.MP Englnoerfng Branch (Post 880911) THOMAS.BE Repository Licensing 
Project Directorate (801O13-BO1119) 86/12/09 NRC - No Detailed Affiliation Given 
12pp 47829 014 47826025. 

8812160218 Reciuosts assistance in oslabllshlng meeting WJthIn 3 wks between NRC S. 
DOE to fdenUN CNWRA Info needs &. discuss now bos Ho obtain Info 
ROUSSO.S Office of Nuclear Material Safety A Safeguards.Director. 68/12/07, 
THOMPSON.HL Energy, Dept of.Spp 47333,047 47833 051 


0812160230 Forwards site characterization pro^am review plan (SCFRP) for uso In re- 
viewing DOE site characlerizallon plan ScPRP developed by revising COSCP review 
plans to incorporalo lessons from CDSCP review & site characterization analysis 
browning, RE Drvislon ot Higih Level Waste Management (Post 870413) 08/12/ 
12 Division of High Level Waste Management (Post 870413) 1p 47028 1 02 
47928 325 


8812180159 Forwards "Level of Retrioval Domonslralion Noodod During Silo CharecEor- 
izalion for Geologic Repository" & "Roprosontativonoss of Host Roch ParameE&r 
Values Throughout Goologic Repository," pof Contract NRC 02 04 002 
CUMMINGS, R A Engineers International, Inc FIN D-1004 1146-09 03 68/12/15 
BUCKLEY.J T NRC - No Dotailod Affiliation Givon Ip 47840 177-47049 233 

-8612190167 "Reprosenlotivenoss of Host Rock Paramolor Values Througheul Qoolog 
ic Repository Site " 

* EnginoofS Intemalional, Inc FIN D-1004 NRC 02 84 002 08/12/31 NRC No De 
tailed Affiliation Given 25pp 47849 170 47049 202 

-8812190169 "Level of Rolrieval Domonslrallon Noodod During Site CharactCNzaLon 
for Geologic Roposilory " 

‘ Enginoors International, Inc FIN D-1004 NRC 02-84 002 06/12/31 NRC No Do 
iRiled Affilialion Givon 31pp 47040 203 47840 233, 

8812190163 "Goochomicoi Evaluation of Contaminant Production & Transporl al LP Re- 
covery Operations " monlhly repl for Nov 1000 Financial info withhold 
HOSTETLeR.CJ Batlolio Memorial Insllluto. Pacific Norltiwosl Laboratory FIN D- 
2462 00/12/15 DEERING.L Offico of Nuclear Material Safety & Safoguards, Director 
17pp 47069 335 4786D 351. 

6812190173 Rosponrfs 10 801104 Itr from K Drayonelto re Rockfollor UnivBRC PeVlroa 
PRM 20 IQ Lir roquosiod review of polilionors uso of codo.verify & explain potitroners. 
Bolocllon of data paramolor.ro run & code using petitioners input data 
CRANWELL.RM Sandia Nalional Laboratories FIN A-1763, 00/12/14 QLENN.G 
Regulfllory Branch 63pp 47040 343 47040 045 

8612190177 Forwards DOC weekly ropt for week ending 601202, 

PRESTHOLT.PT NRC • No Dotailod Affilialion Givon 08/12/13 LINEMAN, Jd, Ro 
posHory Llconslng Project Direclorato (801013 881 110) 4pp 47063 265 47053 256 

0512190199 "NF\C Technicat Aa^tstnneo tor Dostgn Rnvlowa," Progross Ropt 49 U>i 
Nov 1060 Financlot info withhold 

HART.RD ITASCA Consulling Group. Inc FfN D 1016 NRC 02-85 002 00/12/12 
TANIOUS.N Ofilco of Nuclear Material Safoty & Safeguards, Director Gpp 47609 352- 
47069 357 


-8B1216(723& "Review Plan for NRC Review of DOE Site Characterization Plan " 

* Division of High Level Waste Managomenl (Post 970413), 08/12/12 224pp 
47828, 1O3-47e20!325 


6612190192 Forwards Draft Topical Ropt 06 01-T7, "Solocllon of Soal Malls for High 
Level Waste Repository Soallng." por task Order 006 

HART.RD ITASCA Consutting Group, tno FtN D 1016 NnC-02-a5 002 9BM2/1.4 
TANIOUS.N NRC • No Detailed Affiliation Given Ip 47055 067 47655,100 


8612160242 Rev 6 to OAPP-002, "NNWSI OA Manual " 

• Fenix & Scisson, Inc 88/00/23 121pp 47620 217-47829 337. 

8612160246 Forwards drafts of regulatory requirement Topics El 7, "Adverse Condition- 
Qeochemlcol Processes" A E39, "Structures.Sys & Components Important to Safety- 
Protection Against Natural Phenomona for compliance review 
BUNTING, JO Engineering Branch (Post 880911), 80/12/09 BUNTING, J Englneor- 
Ing Branch (Post 88O01i) ALTOMARE.P. Geoscience & Systems Performanco 
Branch (Post 680911) TflfcBY.S. Assistant General Counsel for Rulemaking & Fuel 
Cycle. 3pp. 47629‘33B 47830.128 

-6612060275 Forwards items to fuirill Intermediate Milestones A3 & A4. Including final- 
ized program architecture supporl sys organization structure Intermediate Milestone 
AS will be demonstrated on 681201 

WHITING, A R. Canter lor Nuclear Waste Rogulatory Analyses 88/11/23 
aLtomAREAm. Division of High Level Waste Management (Post 870413) I48pp 
47029 341 •4703O‘ 128 


-6812190201 000 01-T7 "Selection of Seal Malls for High Love! Waste floiwsdCKV 
Sealing" 

OAEMEN.J , LORIQ.L , HART.R D ITASCA Consulling Group, (nc FfN 0 1010 NRC- 
02 05 002 80/12/31 NRC - No Dotailod Affiliation Givon Sflpp 47855 068- 
47865 106 


6812190197 Forwards notice of upcoming NRC/OOE mootings for 601220 & 
890105 Nollce Hals tonialive & firmly oslabllshod mooDngs 6 will bo updated wcekN. 
LfNEHAN,JJ Repository Licensing Project Direclorato (061013-001119) 08/12/10 
Affiliation Not Assigned 2pp 47853,350 47853:350 

8B12190217 Requests no-cosl extension of period of performanco for Conlrocl NnC-02- 
85 009, "Technology Assislanco fn Hydrogoology-Projoci B," due to Incompabblo 
schedule for ropt assessing contract Proposed schodulo fisted 
LOGSDON, MJ Nuclear Waste Consullanls, Inc NRC 02 85-009 08/12/14 

POHLEJ NRC - No Doialled Affilinlfon Given 3pp 47053-250 47653 252 


B612150247 Comments on program architecture development Milestones A3 & A4Two 
draft regufatoiy requirement topics submitted In fulfillment of A3/A4 milestones satisfy 
Intent or two ADP milestones In demonstrating data baso structure for PASS. 
ALTOMARE.P M. NHC * No Detailed Affiliation Given, 68/12/12 WHITING, A R 
Center for Nuclear Waste Regulatory Analyses. 1p 47830 231 47830 231 

6612150266 Requests review & comment on program architecture Milestones A5,A6 & 
ft? by 8B1223 

ALrOMAftE,P.M Engineering Branch (Post 880911). 08/12/12 BUNTING.J. 
ALTOMARE.P. Engineering Branch (Post B80911) TREBY.S, Assistant General Coun- 
sel for Rulemaking &. Fuel Cycle 2pp 47649 240-47660'130. 

-6612150266 Forwards briefing packet & explanatory items in fulfil Imont of sub] dr in- 
termediate MiJealones A5 & A6 & major Milestone R7 ,bs defined In J Letz 8B0726 
nvemo to M Mace 

LATZ.J.E. C 0 f;lef for Nuclear Waste Regulatory Analyses, 88/12/07 MACE.MH. DIvI 
8ton of Contracts & Property Manage mani (Post 880515) 2pp 47849,242-47849 243 

-6612150263 "Proof of Sys Demonstration for Program ArchJlGcfure & Program Archl 
lecture Support Sys (Milestone 7) " W/3 oversize drawings. 

* Center for Nuefear Waste Regulatory Analyses NRG-02-06-005. 88/12/01 376pp. 
47049.244‘4785O.I3O. 


0812190226 Confirms transmlltal dates for revised rosoarch project plana discussod 
during Nov 1980 project mat meeting Deferral of transmlltal of transportation nsk 
study operations plan until 881219 recommended. 

LATZJ.E Center for Nuclear Waslo Rogulatory Analyses NRC'02 08-005 88/12/07 
MACE.MH Division of Conlracts & Property Managemont (Post 880515) 3pp 
47850 131 47850,133. 

6812190234 Forwards Rev 2 to "NNWSI QA Plan'' Plan revised to address six open 
items listed in NRO 081014 safety evaluation, Including changes made for clarify 4; 
Improvement of program per 681118 meeting 6 subsequent conference calls 
STEIN.R Energy, Dqpt of 00/12/13 YOUNQBLOOD.B J Division of High Level 
Waste Management (Post 870413) Ip 47054 130 47054 317 

-0012190239 Rev 2 to "NNWSI QA Plan " 

BLAYLOCK, J., GERTZ.C Energy. Dept of 06/12/07 170 pp. 47054*139 4 7854 3 1 7. 

6612190273 Responds to 861206 Itr re delays in delivering camora-raady copy ol 
groundwater flow model rep) Rept will be delivered by 801219 & camera ready copy 
By^690i20 

BDNANO,EJ Sandia National Laboratories FIN A- 11 60 88/12/12 GOLEM AN, N M. 
Qeosclerice & Systems Performonce Branch (Post 080911). Ip 47053 335- 
47853 335. 
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$$12190284 Forwards scope of proposed technical position on geologic mapping of 
shafts & drifts of geologic repository 

9ALLARD,R L Geoscience & Systems Performance Branch (Post QB0911) 09/12/15 
BROWN IN G,R E Division of High Level Waste Management (Post 070413). 8pp 
47953 300>il7053 307 

8812190304 Forwards summary of 00 1208 meeting w/DOE re exploratory shaft design 
ecceplability analysts List of attendees presentation on status of ffov/cfown analysis 
also end 

LINEHAN.JJ Operations Branch (070413 080910). 88/12/15 STEIN, ft Energy, 
Dept of 7lpp 47060125-47060 196 

8812190307 Forwards summary of 881019 21 mooting w/DOE, State of NV.Nyo 
County, Util Nuclear Waste Mgt Group & GAO re exploratory stiaft facility Agenda, list 
of attendees & handouts also end 

L1NEHAN.JJ Repository Llconalng Projocl Directorato (081013 081119) 88/12/14 
STEIN,n Energy, Dept of aOOpp 47039 122-47840.123 

8812190324 Forwards scope of technical position dealing w/use of altornativo concep- 
tual tectonic models in performance allocation & performance assessment o* geologic 
reposHory. 

BALLARD, R L Geoscience & Syaloms Performance Branch (Po8l8B091 1) 86/12/16 
BftOWNlNG.R E Division of High Level Waste Management (Post 670413) l^pp. 
47663 282-47853 293 


8612210042 Ack receipt of 881101 Ur transmitting '‘Assessment of Potential Effects of 
Haiardous Wastes In Ambrosia Lake Tailings " Largo vols of liquids should bo mini 
mizod prior to disposal In tailings pond 

HAWKINS.EF LJranlum Recovery Field Ofc, R4 88/11/30 ARTHUR, WJ. Energy. 
Dept of 2pp 47076 04Q 47876 049 

8812210060 Provides results of 880327-29 field Investigation in vicinity of Mexican Hal 
UMTRAP site Purpose was to identify locations & origin of throe soeps previously 
sampled by TAC 

DUPUY,J , RICE.Q Jacobs Engineering Group, Inc 80/05/10. AGOQINO.K. Jacobs 
Engineering Group, Inc 9pp 47676 029-47876 037 

8812210067 Forwards analytical data for past two quarters of water sampling by 
locationjiarameter & unit of measure 

BOSIUEVAC.F Energy, Dept of 00/11/23. OLSEN, T Uranium Recovory Field Ole, 
R4 7pp 47002 005 47882-011 

8812210101 Provides certification concurrence on vicinity property completion ropt (or 
property Location CA-133S In Canonsburg.PA.per 801027 request 
SMITH, RD Uranium Recovery Field 0(o, n4 88/11/20 ARTHUR,WJ Energy, Oopi 
01 3pp. 47BB1 '274-47801 .276 

6812210124 Forwards calculations for radon barrier thickness for UMTRA site, Tuba 
CityAZ Calculations demonstrate that 3.5 ft barrier thickness proposed in remedial 
ecCon plan more than adequate lo satisfy EPA sld for radon omission 
ARTHUR, WJ Energy, Dept. of. 80/11/16 HAWKINS,E F. Uranium Recovery Field 
Olc. R4. 1 1 2pp 47007 077 47907 100. 

8612210192 Requests meeting bewtwoon NRG & Slate of NV within next few months lo 
idenlkfy Info required by CNWRA 

BROWNING.RE Division of High Level Waste Managomont (Post 870413) 60/12/ 
19 LOUX.R Nevada, Slate of 2pp. 47074.359 47674:360 

8812210220 Forwards site charac to riz align plan rel list 
PRESTHOLT.P.T NRG - No Detailed Affiliation GIvon. 08/12/16. UNEHAN,J J Re 
posilory Licensing Project Directorate (061013-801110) Ip. 47078'31 1-47679 167. 

•-9812270216 Fonvards most recent ref list for silo characterization plan for Yucca 
Wourjfain.por request 

BLANCHARD, M B. Energy, Dept of 68/12/07 PRESTHOLT.P.T NRG - No Detailed 
Affiliation Given. 200pp, 47876 312-47870.167 

8B1221Q225 “Assessment of NM8S Financial Assurance Reoulatory Framework," 
monthly progress rept for Nov 1080 Financial data available In Central Files 
BAILEY,PE. KOLSKY,KB ICF, Inc. FIN D-1047 NRC-02-07-002 80/11/30 NRG - 
No Delalfad Alfillation Given 4pp. 47806.076-47866 079. 

B812210231 Forwards Rev 1 to site "Remedial Action Insp Plan," for review & concur 
ranee within 21 days of receipt of itr. 

ARTHUR, WJ. Energy. Dept of. 80/08/02. HAWKINS, EF Uranium Recovery Field 
01C,R4 1p 47801 107-47681-121, 


•*6812210233 Rev 1 lo Remedial Action Insp Plan 1, "Testing & Insp" 

CATE.PD MK-Ferguson Co. 67/07/01 14pp 47881.108 47681:121 

8612210310 Submits Info (or review & approval re B80812 Mexican hat ro-modiat action 
Insp plan which contained lest method not covered by NRC staff technical position 
ARTHUR.WJ Energy, Dept, of 86/11/29 HAWKINS.E.F Uranium Recovery Field 
Ofc. R4. 2pp 47076’140 47875:141 

BB122 10375 Requests addi funding to cover aerations for Second Quarter FY&9 re Fin 
A 4171-9, "Evaluation & Compilation of DOE Waste Package Teat Data " 
BUNTINQJO. Engineering Branch (Post 800911) FIN A-4171. 86/12/20 
PUNCHES, J L Program Management, Policy Development & Analysis Staff (Post 
870413). 34pp. 47888‘231 -47688.264. 


BB12210389 Comments on Items of concern Identified by NRC re technical assistance 
request notice provided by DOE at 061208 meeting on exploratory shaft facility design 
acceptablllly analysis, per 861214 lelcon Response lo comments requested 
LINEHAN,JJ. Repository Licensing Project Directorate (661013-861110), 68/12/19. 
STEIN.R. Energy, Dept of. 4pp. 47076.018-47076 021. 


6912210400 Forwards “Review Plan for NRC Staff Review of DOE SUo CharactarizaWon 
Piarr.” 

UNEHAN.JJ. Repository Licensing Project Directorate (061013-081119). 68/12/21. 
STEIN, R Energy, Dept, of 1p. 4787 7 . 3 4 4- 4787 B 206. 


9612226048 "Definillon of Solute Transportation Mechanisms at Low Level Waste Dis- 
pose! Sites fn Support of Transport Modeling," monthly progress rept for Nov 1966 Fi- 
nancial info available in Central Files. 

KRUPKAiKM. Battelle Memorial Institute, Pacific Northwest Laboratory. FIN B-24B3, 
$0/12/14 OEERING.LF Office of Nuclear Material Safety & Safeguards, Director 
4pp 47B92 331-47892,334. 


8912220060 Forwards revised draft ropt, "Doslgn of Impounclrr^ent 6 Disposal Facilitlos 
for U Mill Tailings & Rehabilitation o1 Tailmg Piles." par TCM on 6B1 10711 Comments 
wolcomod 

FERADAV.MA tnternational Atomic Enorgy Agency S42-T2-TC-e6B 88/12/13 
GNUGNOLI.G Operations Branch 44pp 47009 256-47910 102 

-8912220064 0 622Y DRFT R04 Draft Rev A lo ‘’D&nign of Impoundment & Disposal 
Facilities (or U Mill Tailings & Rehabllilalion of T ailing Piles ” 

“ International Atomic Energy Agency 80/12/02 168pp 47009 300 47010 102 

BB 12220307 Forwards notice of upcoming NRC/DOE technical /prog ram malic mootings 
re NRC high level waste mgt program. 

LINEHAN,JJ Repository Licensing Project Oirectorala (801013-061119) 66/ 12/27 
NRC - No Oetallod Affiliation Given app 47892 227-47892 226 

8812220311 "Analyses of Special Waste Problems,” monthly mgt rept for Nov 19B8 
under FIN A-3175 Financial Info available in Central Flies only. 

BARI,RA Brookhaven National Laboratory FIN A-3175 88/12/19 WIDMAYER.D 
Technical Branch Cpp 47945 178 47945 103 

$812220316 Publicly available portion of “Davalopmenl of Low Lovol Waste Form Crlle- 
rla - License Foes," monthly mgt ropt (or Nov I960 

BARI, R, A Brookhaven National Laboratory. FIN A 3174 69/12/10 TIKTINSKY.D 
Technical Bronch Opp 47914'232-47gi4 240 

6812220329 "Oevelopmenl of Criteria for Metis Used in Engineered Components & 
Waste Forme at Noar-Surfaco Low Lovol Waste Facilities," monthly mgt rept for Nov 
1968 Financial info withhold 

BAR1,RA Brookhaven National Laboratory 88/12/ 19 TIKTINSKY.D Technical 
Bronch 4pp 47916 164-47916,167 

6612220347 Forwards completed Yucca Mountain Project Ofc QA Audit 80 03 
chockllsl.por J Uolonich request during audit on 860725 0BO3. 

STEIN.R. Enorgy, Dopt ol 88/12/18 L1NEHAN.JJ Division of High Le-vel Waste 
Managomont (R)8l 870413) 228pp 47902 001-47902 251 

8612220367 Forwards Rev 1 lo QA program description for civilian ladwasle mgt 
program, per 861115 resolution mooting among NRC, DOE Ofc of Civilian Radwasle 
Mgl Ofo ol QA,Ucen8ino Branch & representative from Slate of NY. 

APPEL, G. Energy^ Dept, of 88/12/21 LINEHAN.J J Repository Liconamg Project Di 
roctorate (881013 601119). Ip 47913 317-47914 040. 

-8B12226371 Rev 1 to "QA Program Description for Civilian Radwaslo Mat Program " 
DARRETT,L , ROUSSO.S Enorgy, Dept of. 88/12/20 B3pp 47913 310 47014 040 


WASTE RES WASTE MANA(3EMENT RESEARCH REPORTS 

6811260115 “Risk Assossmant & Cost Estimation For Cleanup of Radloactiva Material,'* 
monthly rept for Oct 1908 Financial osllmate available In Central Files 
CRANWELL.RM Sandia National Laboratories FIN A-1761 06/11/14 BYKOSKI.L 
Rogulatoiy Branch. 3pp. 47665 267-47655 269 

8811290168 Forwards, "NNWSI Conceptual Mode! Updala.NNWSl Repository Project 
SubiQsk 1 4 *' Rept identifies listed items ro hydrogoologic sysjncludlng what la kr^own 
or Uiought lo bo known about each olomont 

LOGSDON, MJ Nuclear Waste ConsuHanla, lac FIN D-1021. 293. 06/11/15 
POHLE.J Division of High Level Waato Managemonl (Poet 870413) 2pp 47696001- 
47606-105 

-8311290176 **NNWSI Conceptual Modal Update NNWSI Reposltoiy Project Subtask 
1 .4." W/fivo ovofslzQ drawings 

SNIFF,TL, CARMIEN.M.C, DAVIS, LA Water, Wasto & Land, Inc 83/11/30 NRG - 
No Detailed Affiliation Given 175pp 47695003 47695 105 

6811290516 Forwards comments on "Evaluation & Comnliallon of DOE Waste Package 
Test Dale,*' monthly rept for Aug 1908, FIN A-4171 Aolions considored to bo wllmn 
scope of FfN A-4t71. 

PETEnSON.CT Englnooring Branch (Post 580911) FIN A 4171 8B/11/25. 

INTER R ANTE, C,Q National Tnsblule of Standards & Technology (formerly Nallonel 
Bureau of Standa. 7pp, 47665 103-47665*100. 

8611300230 Forwards Task Order 23 lo Contract NRC 02 64 001, “Technical Asslsl- 
anco In Geophysical Methods lor Silo Characlerlzalion,'" to assist NRC In reviewing 
(Inal site characterization plan & ossociatod study plans 

IBRAHIM, A.K, Geoscience & Syelcms Porformartce Branch (Post 830911). NRC 02- 
84-001. 88/11/2D, MEEHAN.B NRC - No Detailed Affiliation Given fipp 47671-312- 
47671.316. 

6812010293 Forwards schedule for completion of oulstandinq Ur ropts documenting 
status ol work at present on FIN A 1756, per 881117 request NRC should modify con 
tract reflecting rev in scope of work & completion of outstanding repta by 890331 
BONANO,EJ Sandta National Laboratories. FIN A-17B6. 88/11/21. MO.T. Qeoscl 
ence & Systems Perlormance Branch (Post 080911). 2pp. 47700-192-47709:193 

8512010422 Comments on draft Ltr Rept 1 3B, "Processes Which Should Be Independ- 
ently Evaluated By NRC." Rept contains several fundemontel aspects that need fur- 
ther consideration & rev. 

DROOKS.P Geoscience 5 Systems Performance Branch (Post 860311) FIN A 1166. 
80/11/29 BONANO.EJ. Sandla National Laboratories. 13pp 47703 063-47703 076 

8512050240 "Analyses of Special Waste Problems," monthly mgt rept for Oct 1980 
under FIN A 31 75. 

BARI, R A Brookhaven National Laboratory. FIN A 3176. 88/11/18 WfOMAYER.O 
Technical Branch 4pp, 47860.001-47860.006. 

-8512060244 "Analyses ol Special Waste Problems," monthly mnt rept for Oct 1988 
SISKIND.B Brookhaven National Laboratory FIN A-1175. 88/11/18 Technical 
Branch. 2pp. 47660.006 47650 006. 

6812050308 Forwards rev ol comments, questions & requests for eddt Info re topical 
rept, "Waste Form Certification Program-Rept 111- Cement Binder Chemistry '* 
SISKIND.B Brookhaven National Laboratory RN A3174. 88/12/02 Document Con- 
trol Branch (Document Control Desk.) 2pp 47731 '190-477 31 ,200 
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'8&1130Q417 Supplemenlol application to amend llconso to export 2,500 kg total U,to 
West Germany .revising 801020 application to Indicate that lead assombtios will origi- 
nate from Canada 

MAIOQY.C W Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc ) 68/ 
11/15 PETERSON, M R, Assistant Director for International Secunly Ip. 47697 259- 
47697 261 

6812080078 Forwards DOE G81117 Itr re addi Info to support 881118 oppllcalion for 
Export License XSNM-2419 

PETERSON.M FI Assistant Director for International Security BQ/12/02 

THORNE.CE Slate. Dept of, Bureau of Oceans & Inti Environ & Scientific Affairs 
Ip 47753 134^47753 136 

6812060C06 Forwards application for license to export enriched UF6 to Spain. 

FISK R H Ediow International Co 88/11/30 WRIGHT, B NRG - No Detailed Affiliation 
Qiven ip 47757 001-47767 002, 

-861 2060067 Applicalion lor license to export 16,620 kg enriched UFB.to Spain 
FISK.F1H Ediow Inlarnalional Co ENUSA E-4 88/11/30 Ip. 47757,002 47757 002 

8812080090 Forwards application for license to export fisson chamber to 
Colombia Viows on whether export meets criteria requested 
PETERSON, MR Assistant Director for International Security 08/12/02 

THOFUE.C E state, Dept o1, Bureau of Oceans & Inti Environ 8 Scientific Affairs 
Ip 47V83 315 47703'3 i6 

-6612030093 Application for license to export one neutron flux monitor w/assoclated 
oleGl/onics.loBogota, Colombia 

ASMlJSSENiK.E Generaf Atomics (formerly GA Technologies, (nc/Genorol Atomic 
Co) IEL-1301 86/11/23. 1p 47783,316 47783-316 

-8612080096 Forwards application for export license for neutron flux monitor to be 
shipped to Instilulo D E ASUKITOS NUCLtARES, Bogota, Colombia 
ASWUSSEN.K E General Atomics (formerly QA Technologies. Inc/Qenoral Atomic 
Co) IEL.1301 aO/11/23 PETERSON.MR International Programs 2pp 47703317- 
47783318 

68 12Q00142 Forwards application for export license for low enriched U for use as fuel In 
Hama oka Unit 2 Ltr of assurance requested 

PETER SOM. W R Assistant Director for International Security, 88/12/02 
THORN E.CE Slate, DapI Of, Bureau of Oceans & Inti Environ. & Scientific Alfclrs. 
Ip 47754^219 47764 220 

»86 12060148 Appllcalion for license to export UFG.containing 717 kg U 235,to Japan 
IKEOA.M Mitsui & Co (USA), Inc (subs of Mitsui & Co., ltd). MBK H2 RIO (A) 00/ 
11/21, Ip 47764'220 47764-220. 

aB1S08Q151 Application to amend licenses to export listed mails to Koroa & Germany 
GEORGE, M fransnuclear, Inc 08/11/22. PETERSON, M.R NRC - No Dotallod Affill- 
etbn Given ip 47783.184-47783 184 

B6 12080 160 Provides Executivo Branch position ro C-E application to export irrodlatod 
fuel olemania & associated hardware to Canada Recommends that tlcenso be Issued. 
STRATFORD,R J State, Dept of, Bureau of Oceans & Inti Environ, & Sdonlific Af- 
lalrs BS/ 11/25 SHEA, JR NRC - No Detailed Affiliation Qlvon 2pp 47753-209 
47753 210, 

6312080171 Forwards Ur from Mitsui & Co ro Item 22 In application for amend to 
license Country of origin of source mail being changed from Canada to 

unknc^iMn Request should bo considered In conjunction w/original application 
PETERSON.MR Assistant Director for International Security 08/12/02 

THORNE.C E State, Dept, of, Bureau of Oceans & Int) Environ & Scientific Afloira 
ip 47756 206-477C6 20§ 

-3812030173 Informs of rev to 880722 application for amend to license. Country of 
orfQin changed to unknown 

IKEDA,M Mitsui & Co (USA). Inc (subs of Mitsui & Co, ltd) 88/11/23 NRC - No 
Doteilad Affiliation Given. 1p, 47 766, 207 -47 76 0-209 

6312030185 Forwards application for license to export low onrtched U for use aa fuel In 
Hama oka Unit 2 Ltr of assurance required 

PETER SON, M.R Assistant Director for Itilornallonal Security. 00/12/02 

THORNE.C.E Slate, Dopt of, Bureau of Oceans & Inti Environ. & Scientific Affairs 
Ip 477B3 240-47703-260 

>•3812030188 Application for license to export 288 kg U-236,a8 UF6 to Japan. 

IKEOA.M Mitsui A Co. (USA), Ino, (subs of Mitsui & Co., Ltd.) 66/11/21, Ip 
47703 250-47783 250. 

6312000109 Forwards application for export license for low enrlchod u for use ae fuel In 
A1maraz-1 Ltr of assurance required. 

PETERSON, M R Assistant Director for International Security. 98/12/02. ROONEY, J 
Energy, Dept of Ip. 69570,169-69578 163 

3312030226 Application for license to export 0,061 Kg UF6, contained In 266 kg U«S35,to 
Japan 

IKEDA,M. Mitsui & Co, (USA), Inc (subs of Mitsui & Co . Ltd) MBK-H2-R10 (Q) 88/ 
1 1/ai 1 p. 47 7 60.064 47760,084. 

3312120067 Requests route plan for 1988 from east coast port of Portsmouth, VA to 
DOE Savannah River plant in Aiken, SC. 

RAVEN SCROFT^N. Ediow International Co. 24081. 80/11/16. HILLMAN, C. Ofllco of 
Ni>c1oar Matenal Safety & Safeguard a. Director. 2pp 47780.160 47760 160 

8312130061 Forwards application for export license (or low enriched U for use In South 
Korea Ltr of assurance required 

PETER SON.M.R. Assistant Director for International Security. 68/12/06. ROONEY,J. 
Energy, Dept of Ip 47707-118-47797:121 

-8312130062 Application for license to export 8,342 kg U.contalning enriched U-235,to 
South Koosa 

OUAIN.PB Transnuclear, Inc RBU 488 80/10/10. 2pp 47797,117-47707:1 18. 

-8813130064 Forwards three license applications for handling as listed 
aUAIN,P a. Transnuclear. Inc RbO- 486 88/10/13 NRC - No Detailed Affiliation 
Given Ip 47797:119 47797.119 

-8312130066 Forwards 001 1 1 1 telex re License XSNM-240a. 

OUAIN.P.B, Transnuclear, Inc 68/11/14 NRC - No Detailed Affiliallon Given 2pp 
47797 120 47707:121. 


BB1 2130063 Forwards application for export license for low enriched U for use In 
Jy>an Ltr o1 assurance requlrod 

PETERSON.MR Asshlanl Director (or tnlornational Socunly 88/12/07 

THORNE.CE Slate. Dept of, Bureau of Oceana & Inll Environ & Scientific Affairs 
Ip 47792 303-47762.304. 

-88 12 130074 Application for license to export 29,125 kg U.containlng onrtchod U-235.lo 

UEMIYA.S Marubeni America Corp (subs of Majubeni Corp) 68/12/05 tp 
47702 304-47792 304 

3612130075 Forwards application for export license for low enrJehod LI for use in 
J^an Ltr of assurance required 

PETERSON.MR Assistant Director for Inlerralional Security BS/ 12/07 

THORNE, CE State, Oepf. of. Bureau of Oceans & fntf Environ & Sclenfific Affairs 
Ip 477 06 0 5 5 47796058 

-B01 2130080 Application for license to expert 38,122 kg U, containing 1,318 kg U'235,to 
Japan 

• Mitsubishi Inlernattofial Corp (subs o1 Mitsubishi Corp) HSA-5489 06 88/12/01 
1p 47796,056 47796 056 

-3012130088 Forwards application In tripileato for licence to export fillghtly enriched 
UF6 

MARUYAMA,T Mitsubishi Internalicnal Corp (subs of Mitsubishi Corp) HSA 5469 
06 88/1 2/02, NRC ♦ No Dotailad Afftllallon Givon 2pp 47796 057-47786 058 

8812130184 Forwards application for export llcenso for low enrichod U lor use In 
Japan Ltr of assurance required 

PETERSON, M R. Assistant Director for Internationa! Security 68/12/07 

THORNE.CE Slate, Dept of, Bureau of Oceans A Inti Environ & Sdsntillc Affairs 
♦p 47794 06&47?e4 067 

-88121301B6 Application for llcenso to export 7,565 kg U, containing 246 kg U-235,to 
J^en. 

UtMIYA,S Marubeni America Corp (subs of Marubeni Corp ) JJ5701. 80/12/05 1p 
47704.097 47704 087. 

3012130183 Forwards oppllcalion for export llcenso for low enrichod U (or uso In 
Japan Ltr of assurance required. 

PETERSON.MR Assistant Director for International Security 68/12/07 

THORNE.CE Slate, Dept, of, Bureau of Oceans & Inll Environ A Scientific Affairs, 
ip 47704 062 47794 065 

-8612130103 Application for license to export 1,508 kg contained in 75 kg U'235,lo 
Japan 

• Mltsublstil Internatlpnal Corp (subs of MllsubtshI Corp) HSA-7640 00 88/12/02 
Ip 47794 0 63-47704 063 

-0312130196 Forwords application (or llcenso to export Bligbtly enrichod UF6 
MARUVAMA.T, Mitsubishi International Corp. (subs of Mitsubishi Core) NY-HSA-116- 
00.88/12/02 NRC -No Detailed Airillation Given 2pp 47794 064-47794 065 

8312130262 Application to renew li cense, oxlondlng expiration dale to 921031. 
ASMUSSEN.K E General Atomic s (formerly QA Technofogfos, fne /General Atomic 
Co.). ieL-12eo. 80/09/27 PETERSON.MR International Programs 1p. 47797 314- 
47797.314 

3312130264 Application to renew ilconse, extending expiration date to 030101. 
ASMUSSEN.KE General Atomics (formerly GA Tochnotoniea, Intj/Qoitoral Atomic 
Co) IEL-120 7 88/11/18. PETERSON.MR. International Programa Ip 47795 358* 
47795 358. 

3812160022 License (or CE to export reactor control rod aasembly, non fueled rod & 
fuel elemont assembly cego.to Canada. 

PETERSON, M.R Assistant Director (or Inlornaflonal Security. RP20O5-2 68/12/09 
ip. 47907 182-47807 182 

8812161)034 Forwards application (or llcenso to export 7,210 Kg enriched U hexafluoride 

to Japan. 

FISK.R H Ediow International Co 69/12/05 WRIGHT, B. International Programs Ip 
47800 250-47800-259. 

-8312150104 Application for license to export 7,210 kg enriched U hoxaduorido to 

F?SK?n.H, Ediow International Co KLK 40 88/12/05. 1p 47800 259 4 7000- 260 

8312150036 Application (Of llconso to export 126,795 kg UF8,contained In 002 kg t>- 
235, to Japan 

IKEDA.M. Mitsui & Co (USA), Inc (subs of Mitsui & Co., Ltd) MBK-DP-a 06/12/05 
2pp 47000 250-47800.251. 

3812150054 Approves route to be used for transport el spent reactor fuel from 
Port8moulh,VA to Aiken, SC.por 001116 Itr Notification requirements of 10CFR73 37(f) 
A 73.72 (or each shipment apply Approved route onci 

MACDONALD, CE Transportation Branch 88/12/02 RAVEN SCROFT,N Ed lew Inter- 
national Co. lOpp 47825 013-47825022 

8312160100 Requests that 681122 epplicstbo for llcenso to export nuclear mail & 
equlpmont to Japan, as amended by 681 123 ltr, be accorded expedited handling 
tl^DA,M Mitsui & Co (USA), Inc (subs, of MUsui & Co, Ltd.) M0K-F3/F5/2F3 68/ 
12/07 NRC - No Dfltailed Affiliation Given. Ip 4703 3 ■073-47833.075 

3812160116 License for OE to export 72,7 g U-235.0 00002 g U-a33.302 g Pu & 23.4 g 
Np-2a7, contained In 24 604 of total U,lo Canada. 

PETERSON.MR Assistant Olrector lor International Security. RP2805 2 80/12/09 
2pp 47024.061-47824-002. 

6812150221 Fonvards Safety Light Corp 801205 A 0503 Itrs re llcen-io to 
export Applicant aKached request irom Argentina Air Force for demon afration of gase 
ous tnllum sell lunalnous airfield Lights Request should be considered w/860503 re- 

pETERSON.MR Assistant Director for International Security 86/12/09 
THORNE, CE State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs 
ip 47651 •230-47851, 244 
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<-8812160235 Foiwards appIPcations lor ficenaos (o export gaseous tritium self luminous 
safety products for use in airfield larding lights.heliporl landing Ughts, taxiway 
signage, edge markers & safety signs 1o listed countries 

MILLER, J Safety Light Corp 80/05/03 WRIGHT ,B International Programs 2pp 
47851 243*47851 244 

B8 121 80022 Forwards Mitsui & Co 801207 Hr expressing concern re long delay In Issu- 
ing requested export license Request should be consrdered in conjunction w/ongtnaf 
applICBbon forwarded on 080800 

PETERSON, M R Assistant Director for International Security 88/ 12/09. 
THORNE, GE. State, Dept of, Bureau of Oceans & Inti Environ & Scientific Affairs 
Ip 47861 280-4705 V2a3 

8812190046 Forwards oppllcallon for amend to license XB-1264,requ0Stlng porniissfon 
to export 150,000 Cl tritium self luminous airfield fights 

miller, J Safety Light Corp 88/12/05 WRfGMT.B NRC - No Detailed Affiliation 
Given 3pp 47840 172-4704O 1 77. 

8812180049 Amend 3 to license for Braunkohla Transport LISA.Inc, extending expiration 
date from 890101 to 001231 & reflecting change In licensee address 
PETERSON, W R Assistant Director far International Security 88/12/14. Ip 
47851 250 47851 250, 

8812100055 License for OE to export 442 kg U 235, contained in 16.174 ko U.to Japan 
PETERSON.M R Asslslarvl Director (or Intemationaf Security FDF 68-128 GB/12/14 
2pp 47B40 191-47840.192. 

8812100063 Forwards Mitsubishi Inti Corp 861208 request for change to License XU- 
8666, reflecting correct name & address in Item l4,for consideration w/orfginal oppll 
cation forwarded on 880622 

PETERSON.M R. Assistant Director for International Security 80/12/14 
THORNE.CE. State, Dept of. Bureau of Oceans & Irtti Environ & Scientific Affairs 
Ip 47852 162-47052 153 

-8812180085 Requests that Info in licensee 860614 export license application bo cor 
reeled to reflecl staled name & address in Item 14 

LENGJAK.B. Mitsubishi International Corp (subs of Mitsubishi Corp) NV-HSA-IIO- 
00. 68/12/08. NRC • No Detailed Afrdlation Given tp 47652 153 47052 163 

8812100070 License for OE to export B g U 235 & 5.65 g Pa.contalned (n 690 13 g U.to 
Jwan 

PbTEflSON.MR Assistant Director for fnlernational Security 66/12/14 2pp 
47855044 47855045 

8812190084 Application for amend to license, extending expiration date to 001231 & 
changing adaress 

QAVLfCKG BraunkohJe Transport USA, Inc 88/12/07. MOORE.N NRC - No Do- 
tal/od Affiliation Given Ip 47852-139 47852 139 

8812190080 Discusses Exocuflva Branch position re GE appiicalton to export 400 kg of 
natural thonum to Brazil License recommended to be Issued 
STRATFORD.R J. Stale, Dept of, Bureau of Oceana & Inil Environ & Scientific Af- 
fairs 66/12/05. SHEA,J R. International Programs. Ip 47840:160 47840 160 

8812190116 Recuests Exocuiive Branch posillon re enci Mitsui 8> Co (USAJJne 861205 
application for license to exporl 12,795 kg U as UF6 for ennchmonl in Japan. 
PCTERSON.MR Assistant Otroclor for Inlornalional Security 66/12/09. 

THORNE, C E. State. Dept of. Bureau of Oceans &. fnll. EnWron & Scientific Affairs 
ip, 47850342-47850344. 

0812100124 License for GE Lighting to export 500 kg thorium, as oxide, In form of slurry 
miKtirre.to Brazil 

PETERSON,MR Assistant Director for International Secuiity SMB 191 68/12/09 
Ip 47851.332-47851 332 

8812109140 Forwards application for flcensa to export tow enriched U to Japan Ltr of 
assurance required 

PETERSON*M R Assistant Director for fntornational Security 68/12/09 

THORNE.CE State, Dept of, Bureau of Oceans & inti Environ & Scfenllfic Affairs 
Ip. 47640,127-47640 129 


89122000S4 Amend 1 to license for Transnuclear.fnc to export 2.756 ko U-235 con- 
tained In 68,000 kg U.to Korea ^ 

PETERSON.M R Assistant Director for International Serurity 68/12/15 ?m 

47864 173 47064 176 ^ 

-8012200063 Application for amend to License XSNM ?39l dos'onj'rg 
Transnuclear.lnc as licensee 

FISK.RH Ediow Intornationaf Co 88/12/13 WRIGHT, D NRC - No Detailed Affi! a ten 
Given 2pp 47864 175 47064 176 

8812200072 Amend 3 to license for Braunkohio Transport USA.Inc.changino ad-JressO 
extending expiration date from 690101 to 001231 

PETERSON.MR Assistant Director for International Security 55/12/14 Id 

47064 231-47664 231 ^ 

8812200005 ApplfcoHon for amend to liconao.assinnJng Itronso to Transniicfearjix ai 
licensee Transnucloarjnc 601 200 ilr to Elow Inti Co end 

FISK.R H EdIow Inlornalional Co 68/12/13 WniGHT.B NRC • No DolaHed Affi a‘on 
Given 2pp 47868 233 47868 234 

6012200129 Forwards application for license to export 62 kg U-235 as rr-ertiJ 

pieces, contained In 260 kg U.lo Canada 

QUAIN.PB Transnuclear.lnc MIS-4flO 08/12/07 WRIQHT.D NRC - NoOola'e-d A1 
filiation Given Ip. 47871 066-47671 070 

-88 122001 32 Application for llcenso to export 260 kg U in form of metal 

pieces, enriched to max of 19 95% U-235,to Canada 
QUAIN.P.e Transnuclear, Jnc MIS 400 88/12/07 4pp 47071 067-47871070 

6B1222016B Requests authorization, In wrUtng.lhat NBC add Transnuclear, Inc a-s Ice-i 
60 to export IScQnse 

MANGUSf.J Transnuclear, Inc 08 / 12/06 FISK.R Ediow Intern nlionnf Co Ip 
47092 212*47892 212 

6612270116 Amend 11 to license for Advanced Nuclear fuels Corp to OKporl 003J4I 
kg U.to France, Belgium & West Gormnny 

PETERSON.MR Assistant Director for International Securily 06/12/23 2co 

47027 053-47027.054 

8812270124 Forwards 081216 ltr from Transnucloarjnc ro requosl for wiChcirn^.al cf 
ewjort License XSNM 2406 amond application 

PETERSON.MR Assistant Director for International Socunly 88/12/23 flOONEV.J 
Energy, Oopt of Ip 47945 113-47945 114 

0612270129 Forwards Transnuclear.lnc application for arnund to llcenso, docrcasru 
quantity of mall by 7,829 kg Request should bo considored in ronjunctfon w/wig/ui 
application which was forwarded to reciplont on 001 101 W/o one) 

PETERSON.MR. Assistant Director for Inlornalional Sociirilv 83/12/23 
THORNE.CE State, Dopl of, Bureau of Ocoans & Inll Environ & Sciontilic Affairs 
Ip, 47926173-47926173 

8812270284 Application for license to export 136 kg U.rontalnino 4 kg U 235,10 Cpmrfa 
VOTAW.EF. Weslinghouse Hanford Co, Bn-1fl20 00/12/13 Ip 47625 5- 

47926,350 

-BB 12270265 Fonvards application for flconso to export low onrichod U timrradkiicJ fucH 
rods to Canada 

HUNTER, JR Energy, Dopl. of 80/12/13 MOORE.R.N Assislanl Eljmclorlor Cnlerna- 
llonal Security 2pp 47926 326.470P5 330 

-BB12270287 Requests authorization for end Sid Work Order 60 Oft 023 lor QNWL fO' 
FYflO 

SHERON.B.W. Division of Systems Roaearcti (Post 8607171 88/10/26 

LAWRENCE, MJ Energy, Dopt of Dpp 47925 331-47025 330 

"B812270298 Agreement between NRC & AECL re participation in NFIC program of 
severe accident research 

STELLO.V Ofc of the Executive Director for Operations QDEEN.n E Atomic Energy 
of Canada, Ltd 08/10/11 lipp 47025 340 47025.350 
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ADAMOV(rz.SS 

QQ1 1300567* 

50^250 

0 

AMATO, CG 

0812000101* 

60-57 

Q 

AZUA,R,V 

5812150226* 

50-400 
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ADAMS, A 

6511200123 

50^163 
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ANANOAPPA,A 

6812200205 

60-240 
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BACHMAN.R Q 

5812140035 
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PROJ 
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60.350 

P 

ANDRUS, N J 

6012050316 

40 4492 


BACKUS.RA, 

GB1 2280024 

50 443 

G 

ADAMS.A 
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O 
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S 

ADEN SAM, E G 
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AOENSAM.E G. 

0812130242* 

60-416 

P 

ARTHUR.WJ 
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A 
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A 
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S 
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F 
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Q 
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A 

ALGER ,D M 
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P 
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Q 
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6812210200* 

50 260 

P 

8812190005* 

50 390 

Q 

6812090318* 

WASTE MGT 

8812220371* 

WASTE MGT 

8812140199 

WASTE MGT 

8812020176* 

50 293 

F 

8812270090 

50 322 

G 

8812140166* 

50-482 

Q 

88 12200024 

50 210 

F 

6812120200 

60 206 

P 

6812120203* 

60-206 

P 

8812210323 

60-361 

P 

8612210325“ 

60 361 

P 

8612230044 

60-361 

P 

8812270112 

50-361 

P 

8812270117* 

50 361 

P 

8812080184* 

60 280 

Q 

8812060007* 

FOIA 


8812060070* 

FOIA 


8812060108* 

FOIA 


8812060113* 

FOIA 


8812060160* 

FOIA 


8812060240* 

FOIA 


6812210145 

71-24 


6812210152* 

71 24 


6812010056 

SECY 


8812010210 

60 203 

P 

8612010419 

PR 


8811200272* 

60-267 

S 

8812210360* 

70 27 

8812210296 

40 2259 


8812080005 

50-602 

A 

8812080126 

FOIA 


6812020102 

60-335 

Q 

6812020102 

50-335 

Q 

6812280009 

60-335 

T 

8612280009 

60-335 

T 

8612100376 

60-265 

S 

8812100107 

60-320 

Q 

8812100107 

50-320 

Q 

8812100121 

60420 

G 

8812190121 

60-320 

0 

6812100138 

60-320 

Q 

6612100138 

60-320 

Q 

6012270037 

60-320 

Q 

8812270037 

60-320 

Q 

6612270044 

50-320 

Q 

8612270044 

50-320 

G 

6812200295* 

71-421 


6612260226 

50-271 

G 

6812000195* 

COMMISSION 

6811100281* 

PR 


6011100291* 

PR 


6611290524 

GEN TEC 1 

s 

8812200304 

ORQ 


8812190233 

60-275 

R 

8612200201 

50-317 

R 

6312050109 

60-322 

P 

B81 2050 109 

60-322 

p 

6812210291 

50-322 

F 

6612210291 

60-322 

F 

6612210368 

40-8452 


8812160127* 

60-324 

Q 

8312200167* 

50-260 

Q 

8812220026* 

60-280 

Q 

8612080049* 

50-277 

K 

8812010291 

CONTRACT 

8812190269 

CONTRACT 


8812190296 

CONTRACT 


8312210134 

CONTRACT 


6811210067* 

50-293 

P 

6811220324 

SO-213 

O 

6611200007 

SO-322 

0 

6611290034 

50-272 

0 

6811290372 

50 293 

0 


ACCESSION SUBJECT 
NUMBER CATEGORY 


ACCESSION SUBJECT 

number category 


BELLAMY.R R 
BELUMY.R R 
BELUMY.R R 
BELUMY.R R 
BELUMY.R R 

BELUMY.R.R. 
BELUMY.R n. 
BELUMY.R R 
BELUMY.R R 
BELUMY.R R 

BELUMY.R.R 
GELUMY.R R 
BELUMY.aa 
BELUMY.R R, 
BELUMY.R R 

BELUMY.R R 
BELUMY.R R 
BENANTI,M A 
BENNETT, I A 
BENNETT, WR 

BENSINGHR.PB. 
BENSON.DL 
BENSON.DL 
BENTSEN.L 
BERGER, J D 

BERGER.J D 
BERGERON.M P. 
BERQQUIST.S A 
BERGQUIST.S A 
BERGSTROM, P.D. 

BERKOW.H N 
BERKOW.HN 
BERKOW.H N. 
BERKOW.H N 
BERKOW.H.N 

BERKOW,H,N 
BERKOW.HN. 
BERKOW.HN 
BERKOW.H.N 
BERKOW.H N. 

BERKOW.HN. 
BERLINGER.C.H. 
BERNARD, J A 
BERNEnO.R.A 
BERRY, F.M 

BERRY, G A 
BERRY, Q, A 
BERRY.QA 
BERRY,QA 
8ERRY,GA 

BERRY.KW. 

BERRY.KW 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSENX 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 
BEVAN.R 
SEVAN, R. 

BEVAN.R 8. 
BEVERLY.RL 

BIBB.aE. 
BICHARDS.S A. 
BIDINGER, G.H 
BIDINQER.QH, 
BIDINGER, GH 

BIDINGER, Q H 
BIDINQER.Q.H 
BIDINGER, G H. 
fllHLMAN.LE 
eiNNINQTON,WA, 

eiRD,R G. 
eiRD.RG. 
BIRD.R.G. 

BIRD,R G, 

BITTER, S a 

BITTEaSD. 

Bixey.w.w 

BIXBY,W.W, 

BLACK,S. 

BUCK,S 

BLACK,S 

BUCK.S 

6LACK,S. 


8811290302 
8611300296 
8B1 2060023 
8612060260 
8612060303 

60 333 
50-213 
50-334 
60 333 
50 219 

Q 

Q 

Q 

Q 

Q 

QUCK,S 

BUCK.S 

BUCK.S 

BUCK,S 

BLACK, S 

8812020245' 
B81 2020274’ 
0012060235 
8812060243’ 
0812090222 

‘ 50 328 f 

‘ 60 260 p 

50259 P 

^ 50259 P 

50390 A 

8812080209 

8812090187 

6812090192 

8012000194 

8612090292 

60-244 

60 57 

50-334 

50-216 

60 220 

Q 

Q 

F 

Q 

F 

BUCK.S. 

BUCK.S 

BUCK.S 

BUCK.S. 

BUCK,S 

0012090235’ 
8812120237 
88121 30054 
0812130143 
8612130150' 

’ 50 390 A 

50259 P 

50200 P 

60.259 P 

' 50-259 P 

6812090295 

6812120034 

8612120160 

8612120239* 

8612210013 

50-219 

70 687 

50 209 
50-293 
50-317 

F 

Q 

F 

Q 

BUCK.S 

BUCK.S 

0UCK,S. 

BUCK.S 

BUCK.S.C 

8812130279 

0812130201' 

6812190193 

8812100199* 

8811300455 

50 3 27 P 

50 3 27 P 

50 327 P 

50 327 p 

50-260 P 

8812210407 

8312220400 

6812160260 

8812190409* 

8811300246* 

70-1703 

60-289 

FOIA 

60-312 

60-298 

Q 

P 

Q 

BUCK.S.C. 

BLACK, SC 

BUCK.S C 

BUCK.S C. 

BUCK, SC 

e012OlO1&& 

8812010240 

8812020265 

0812070050 

8012140020 

50 259 0 

50 327 P 

50 259 G 

50 259 p 

50-259 p 

8812010162 
8811230272 
8811280072 
0612080240 
8B1 20901 01 

PR 

50-280 

60-280 

PR 

70-734 

S 

S 

BUCK.S C, 

BUCK.S C 
BUHA.J.L 

BUHA.J L 

BUHA.J L 

8012140042 

8812220113 

8011300266 

8812020073 

0812050036 

50 260 P 

60 260 0 

COMWISSfON 
WASTE WGT 
COWMJSSION 

6812190054* 

B812060231 

8812190002 

8812190113 

8812020174 

70*926 

WASTE RES 

60 443 Q 

60 443 Q 

40-8902 

BUHA.J L. 

BUHA,J L 

BUKE,J J 

BUKE.JJ 

BLAKE,JJ 

0012120125 

8812200364 

8812050267* 

8812070248* 

8012000012* 

COMWISS'OH 
COMMISSION 
50 200 0 

60 200 0 

60 424 0 

8811300451 

8812070120* 

8812080034* 

6012060041* 

8012130120* 

STATE PRO G 

60 336 P 

60 338 P 

60-338 P 

60 338 p 

BUKE,JJ 

BUKE.JJ 

BUKE.J.J. 

BUKE.T 

BUNCHARD.B. 

8812080054* 

8812080193* 

8O1210O16D* 

0811210133 

8012120071 

60 250 0 

60 250 0 

60 369 0 

71 665 

PR 

8812150195 

0812160061 

0812100093* 

6812200294* 

8812220224* 

50-336 

60 260 

60 338 

60 386 
50-338 

P 

P 

P 

P 

P 

BUNCHARD.M B 

BUYLOCK,J 

BUYLOCK.J 

BUYLOCK,J. 

0UYLOCK,J. 

8012270216* 

0012050295 

0012120165* 

0012120244 

8012160274 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MQT 
WASTE MQT 

8812220268* 
881 2070 190 
8812060134 
6812060102 
88120700S2 

50-309 P 

l&E 

60-20 P 

WASTE MGT 
50-295 S 

BUYLOGK,J. 
BLISS.H E 

BLISS, H.E. 

BLISS,aE, 

BLISS.H E 

8012100230* 
8010050121 
001 120001 4 
8812050324 
6812060202 

WASTE MGT 

SO 45S 0 

60 254 Q 

60 456 P 

60 45S Q 

8812140020 

0812140023 

8812190016 

0612270137 

8312260104 

60 443 

60 443 
60-322 
60-443 

60 443 

Q 

Q 

G 

G 

Q 

BLISS, H E, 

BLISS, H E 

BLOCH, P.B 

BLOCK, M.L 
BLOSSER,J.D. 

8812120028* 

8012160131* 

8012270167 

0812200010 

0812060040 

50 295 Q 

50254 f 

50320 G 

60 267 R 

50 483 S 

8811300178 

8812050270 

6611290024 

6811300493 

6812120039 

60-166 

60 165 
60-320 
60-245 
60-213 

P 

Q 

Q 

Q 

Q 

BLOSSER,J.O 

DLOSSER.J.D. 

BLOSSER.J.D. 

blossoM,j N 

BLOUQH,A.R. 

6812130291 

8812210057 

8812210197 

8812200308 

0011300284 

50483 R 

50483 S 

60403 S 

408452 

SO 293 R 

8812150076 

8612230020 

8012230036 

08 2230062 
8812270277 

60 244 

50 336 

60 219 

50 244 
50-423 

Q 

Q 

Q 

Q 

Q 

blouqh.ar 

BLOUGH.AR. 
BLOUQH.AR. 
BLOUQH,A R 
BLUBAUQH.R.E 

8811300338' 

0512130073* 

0812160005 

8012200114* 

8811280088 

60 387 0 

60 293 R 

60 293 A 

60 322 0 

40 3453 

8812270288 

8811300253 

8811300258* 

8612070234 

8812070107* 

60-289 

60-344 

60-344 

60-344 

50-499 

S 

P 

P 

P 

Q 

blubaugh.r.e. 

BLUMBERQ.N, 
BLUM8ERQ,N.J 
BOCKHOLD.Q 
BOERQER,J C 

8812000004 

8812080166' 

8812270235* 

0012000145* 

0012220214* 

40 3453 

60 244 0 

60-286 0 

60 424 V 

50-295 P 

8812090322* 

8812210268 

6811290528 

8811300018* 

8811300411 

50-335 

50-344 

70-143 

70-3054 

70-143 

Q 

V 

BOQER.B A. 
BOQER.B.A. 
BOHMS.Q.L. 

BOLEY.K 

BOLTON.E P 

0811230102 

8012120270* 

8812010115 

0812000037 

0812010027 

60-333 ? 

50 293 P 

PR 

PR 

PR 

8812060316* 

8812120019 

8612270212 

8012150250 

8812220323* 

70-2932 

70-371 

40-3392 

60-237 

60-265 

S 

Q 

BONANO,EJ, 

BONANO,E.J. 

BONANO,E.J 

BONANO.E.J. 

BONETT.DM, 

6812010293 
88121401 56 
B812190131 
6812190273 
BB1 2200013* 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
50-250 H 

8612010384 

8812070174 

6812120092 

8812190164 

8811230219* 

PR 

60 293 
60-293 
60-293 

60 446 

Q 

P 

F 

Q 

BONEH.D.M. 
BONQIOVANNLA 
BOOKER, J E 

BOOKER, J.E. 
BOOKER.J E 

8012200015* 

8812270040* 

8811300196 

8811300231 

8811300267 

60 250 R 

50 340 0 

60 456 S 

50-450 R 

60-456 S 

6812200011* 

6812050149 

6812230099 

8812010277 

6812020181 

60-445 

PROJ 

PROJ 

60-260 

60-260 

Q 

P 

P 

BOOKER, J.E. 
BOOKER.J.E. 
BOOKER, J.E 
BOOKER,J.E 

BOOKER, J E, 

8011300280 

8011300310 

6812010232 

8812010235 

8812020260 

60-458 S 

60 458 S 

50-458 S 

50 456 S 

50 4 56 R 

8812020185 

8812020186* 

8812020244 

60-269 

50 259 

50 328 

P 

P 

P 

BOOKER, J.E. 
BOOKER, J E. 
BOOKER, J.E. 

8812060164 

8012060163 

8812060310 

50 456 P 

60 45B P 

60 456 Q 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJiECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

800KER,J E 

BQ1 2220073 

50-458 

Q 

BROWN, H H 

0812280033* 

60 322 

G 

CALOWELL.C 

0812000023 

50-397 

S 

fiORCNERT.H R 

0812010163 

PR 


BROWN.K 

0812080198* 

40 0502 


CALOWELL.CW 

6812200090* 

50-206 

o 

BORDENICK.B W 

0012190105 

50 603 

G 

BROWN.K J 

8012060197* 

4 0 8502 


CALL.K 

8812230085 

50-322 

E 

BORDENICK.e M 

0012100119 

50-603 

G 

BROWN.K J 

8012060201* 

40 0502 


CALLAN.LJ 

6B1122045? 

50-458 

Q 

eORDCNtCK.B M 

8012100136 

50-603 

G 

BROWN.M P 

B81 2020001 

PR 


CALUN.L J 

8B1120O271 

50-313 

O 

BOROENICK,B M 

0812190211 

SO 003 

G 

BROWN.R E 

6812140101 

50 213 

F 

CALLAN.LJ 

0811290328 

50 482 

Q 

BOROENICK.B M 

0012200134 

50 603 

G 

BROWNINQ.R E 

0812150230 

WASTE MGT 

CALLAN.LJ 

0811290450 

50-296 

O 

BOROBMICK.B M 

0012200165 

50 603 

G 

BROWNING.R E 

0812210192 

WASTE MGT 

CALLAN.LJ 

68 11 200460 

50-267 

Q 

OOROENICK.B M 

0012200106 

50-603 

G 

BROWNLEE .VL 

0011290030 

50 413 

O 

CALUN.L J 

0811290474 

50-382 

Q 

BOR$r,S G 

8012190270 

50-528 

R 

BROWNLEE, V L 

0011290043* 

50 413 

Q 

CALUN.L J 

8811290480 

50-302 

Q 

BOSIUEWC.F 

881 221 0067 

WASTE MGT 

BROWNLEE. V,L 

8812O502B0 

50-269 

O 

CALUN.L J 

8011290579 

50-205 

Q 

BOSTED.C 

8811300107 

50-307 

S 

BROWNLEE. V.L 

6812000001 

50-424 

Q 

CALUN.L J 

OB1 1300889 

60-458 

F 

BOSTeaC 

0012000023 

50-397 

S 

BROWNLEE, V L 

GB 12000006* 

60-424 

Q 

CALUN.L J 

0611300115 

60-313 

Q 

BOWWAN.S W 

0012050210 

50-344 

S 

BROWNLEE, V.L 

0812160163 

so 369 

Q 

CALLAN.LJ 

0811300159 

60-313 

Q 

BOWSER.R W 

0011300019 

50-312 

s 

BROWNLEE, V L 

8612160167* 

50 369 

Q 

CALLAN.LJ 

6011300161 

50-313 

O 

BOXER, B. 

8011300423* 

50 275 

u 

QROWNLEE.V U 

8812190006 

50 424 

Q 

CALUN.L J 

0811300210 

50 382 

Q 

aoYO,c c 

8812140212 

70-27 


BROWNLEE.V.L 

8812190110 

50 413 

Q 

CALUN.L J 

8911300239 

50 206 

O 

BOYD,CC 

8812200320 

70-27 


BROWNLEE.V.L 

6812200233 

50-321 

Q 

CALUN.L J 

8911300264 

50 313 

Q 

BOYP.C C 

8012200322 

70-27 


BROWNLEE.V.L 

6812200238* 

50*321 

O 

CALUN.L J 

0911300327 

60 267 

Q 

BOYD.C C 

0012220076 

70-27 


BROWNLEE, V L 

6012200269 

50-413 

O 

CALUN.L J 

0811300302 

50 458 

V 

BOYD,C C 

8012220070 

70 27 


BROWNLEE, VL 

8812200271* 

50-413 

Q 

CALUN.L J 

9811300434 

60 382 

Q 

BOVDLW. 

0812210302* 

50 390 

A 

BRUNET, J R 

8811280116 

60 255 

F 

CALUN.L J 

9811300560 

60 267 

O 

BOYLE.M L 

8811290216 

60-245 

P 

BRYAN.KA 

8812220341* 

50-336 

P 

CALUN.L J 

9812010001 

SO 313 

F 

BOYLE, M L 

8012220262 

50-246 

P 

BUCKLEY, B 

8812200078 

60-280 

P 

CALUN.L J 

8012010009 

50 313 

Q 

BRACH.G W 

0012210310 

QA099 


BUCKLEY, D C 

6012010263 

50-280 

P 

CALUN.L J 

8012010111 

60 267 

Q 

BRACfUW 

8012210324 

OA699 


BUNCH, D.F. 

8011280186 

PROJ 


CALUN.L J. 

0812010122 

59 285 

V 

OPUCHEW 

8812210334 

QA009 


BUNDY, H F. 

8812130141* 

60 458 

Q 

CALLAN.LJ 

0812010128 

S9 267 

Q 

BRACHW. 

8812140160* 

60-203 

P 

BUNDY, H F, 

8812160226* 

60 400 

Q 

CALUN.LJ 

8812020303 

50 382 

Q 

DRAOBURME.J C. 

8012000019* 

50-320 

P 

BUNDY, H F. 

6812220027* 

60-482 

Q 

CALUN,LJ 

8012020306 

50-313 

Q 

BRADFORD, W H 

0012060271* 

50-400 

Q 

BUNTINQ.J.O 

6811200196 

WASTE MGT 

CALUN.L J 

8012020310 

50 120 

V 

BnADFUTE,J 

0812190323* 

50 381 

Q 

BUNTING, J 0 

8911200507 

WASTE MGT 

CALUN.LJ 

0812020312 

50 267 

Q 

BRADFUTE,JO 

8812150222 

50-390 

A 

BUNTING, J.O 

8012060073 

WASTE MGT 

CALUN.LJ 

0812020313 

50 265 

O 

BRADFUTEJ 0 

8812150225 

50-460 

A 

DUNTING.J 0. 

8812160246 

WASTE MGT 

CALUN.LJ 

0812050102 

60 298 

Q 

BRADHAM.OS, 

0011300271 

60-395 

Q 

BUNTING.J,0. 

8812210376 

WASTE RES 

CALUN.LJ 

B012O5O297 

50-265 

Q 

BRADRAM.OS 

0011300428 

50-395 

Q 

BURDICK, T M 

8812100340* 

60-316 

Q 

CALUN.LJ 

8812050305 

50 313 

Q 

BRADI1AM.OS 

8811300446 

50 305 

P 

BUROOIN.J 

8812200090* 

50 344 

Q 

CALUN.L J 

0012050230 

50 208 

V 

BRADIMM,OS 

8812010002 

60 305 

S 

BURDOIN,J F. 

8812210035* 

60 526 

Q 

CALUN.LJ 

0012060263 

60 482 

a 

BRAOHAM,0 S 

0812010408 

60-395 

H 

BURQER.C.W, 

0812060009* 

50 424 

Q 

CALLAN.LJ 

0812060260 

50 <182 

Q 

BRAOHAM,0 S 

0012060077 

50-395 

F 

BURQESS,B 

8812020216* 

50-202 

Q 

CALUN,LJ 

0812060274 

50 285 

Q 

BRADHAM,OS 

0812120084 

50 305 

Q 

BURGESS, B 

8812200134 

50 25S 

S 

CALLAN.L.d. 

8012000320 

50 298 

0 

BRADHAM.OS 

8812130124 

50-395 

P 

BURGESS.B 

8812200130 

50 265 

S 

CALUN.LJ 

0812130127 

50 265 

Q 

BRADHAM.O.S. 

0812140026 

50-395 

R 

BURQESS.e L 

8012020144* 

50-255 

0 

CALUN.LJ 

8812130139 

50 <150 

Q 

BRADHAM,0,S 

0012270271 

60-395 

Q 

BURGESS.B.L. 

0012140244* 

50 31S 

o 

CALLAN.LJ. 

8012140027 

50-267 

F 

GRAf^J 

BB12130016 

50-247 

S 

BUnKHARDT,L 

6812010100 

50 220 

s 

CALUN,LJ 

GB1 2 140060 

50-4 92 

0 

BHAM.S 

8812120093 

60-247 

Q 

BURKHARDT.L 

0012070205 

60 220 

p 

CALUN.LJ. 

8812140068 

50-450 

Q 

DRAM,S 

0012120097 

60-247 

S 

BURKHARDT.L. 

0812000303 

50 220 

Q 

CALUN.LJ 

8012140069 

50 265 

Q 

BRAM.SG, 

0011200020 

60-247 

Q 

BURKHARDT.L. 

8812090314 

60-410 

Q 

CALUN.LJ 

6812140152 

50-482 

Q 

DRAMS B. 

0812010336 

60 247 

P 

BURNEn.M A 

6812220049 

50 408 

P 

CALUN.LJ. 

6812140207 

50-208 

V 

DRAM,S & 

8812020011 

50-247 

P 

DURNETT.PT 

6011230010* 

60 400 

Q 

CALUN.LJ 

0812140214 

60-285 

Q 

BnAW,SB 

8812020230 

60-247 

S 

burnett.pt. 

OBI 2080020* 

50 395 

Q 

CALUN.LJ 

6612140216 

50-382 

O 

BRAM.SB 

8012070263 

60 247 

P 

BURNEH.R F 

6812020203 

70 27 


CALUN.LJ 

6612140217 

50-295 

s 

BRAM,S 9 

0812080002 

60-247 

Q 

BURNEH.R f. 

6012050338 

NUREQ 


CALUN.LJ 

6812150087 

60-492 

Q 

BRAM,S e. 

8812000110 

60-247 

S 

BURNS.S 

6612290204* 

FOIA 


CALLAN.LJ 

6612160076 

50-458 

Q 

BRAM,S B 

8812090012 

50-247 

P 

BURRIS.S P. 

8611230219* 

60 445 

Q 

CALUN.L J 

6912160097 

60-298 

P 

BRAM,S D 

0012130047 

50-3 

F 

BURRIS.S P 

8812200011* 

50 44S 

Q 

CALLAN.LJ 

6812160101 

50-498 

0 

B RAM, SB 

0812140010 

60-247 

P 

0URROWS.A.S 

6612130164 

FOIA 


CALUN.L J 

8612150102 

50 313 

Q 

BRANDEBURQ.B l 

8812000140 

PR 


0URSKI.RF 

6812010222 

PR 


CALUN.L J 

9812150112 

50 458 

Q 

BRAHDT.S G 

6Q120G0263 

70-024 


BUHSKLR F 

6812020027 

60-302 

Q 

CALUN.LJ 

9812150123 

50 295 

Q 

BREEST 

0012200303 

REVIEW GR P 

BURSK1.R F, 

6012070143 

60 382 

F 

CALUN.LJ 

8612150193 

50 297 

0 

BRERMAN.C 

0812190398 

60 364 

R 

BURSKI.R F 

8812200053 

50 382 

R 

CALUN.L J 

8612150206 

50 2B5 

P 

BRESLAU, B 

8012000118* 

60-400 

Q 

BURSKLR.F. 

BB12P10148 

60-302 

R 

CALUN.L J 

0812169224 

50 460 

0 

DnEY,H.L 

8812200140 

50 267 

Q 

BURSKI.R F 

0012270294 

60-382 

Q 

CALUN.L J 

8612160024 

50 402 

Q 

BRICE.NASH,R.L. 

0812210034* 

50 498 

P 

BUTCH6n.EJ. 

8812010074 

REVIEW QR P 

CALUN.LJ. 

8612160031 

50 298 

F 

BRIGQS.L 

0812160018* 

50-213 

Q 

0UTCH6R.EJ 

6012090033 

REVIEW GR P 

CALUN.L J 

8012200107 

SO 295 

V 

BR1QQ&,WH 

8811100293* 

PR 


BUTCHER.E J 

6812190147 

REVIEW GR P 

CALUN.LJ. 

0812200345 

50 205 

Q 

BRINKMAN.C B 

OBI 2200 181 

50 470 

A 

BUTCHEn,R C 

0812OBOO5O* 

60-250 

Q 

CALUN.L J. 

0612210301 

50 313 

Q 

BRIODY.E T, 

8812010166 

PR 


BUTLER.W.R 

8011280216 

50-387 

P 

CALUN.L J 

8612210308 

50 205 

0 

BRISSON,R J. 

8812060211* 

FOIA 


BUTLER.W.R. 

8811280217* 

60-387 

P 

CALUN.L J. 

8812210331 

50 402 

Q 

BROCHARDT.R.W. 

8011260412* 

60-272 

Q 

BUTLER.W.R 

8011300404 

50 354 

0 

CALUN.L J. 

8812210346 

50 313 

Q 

BROCK3L 

0812010287* 

70-734 


BUTLER, W R 

8812010182* 

60-277 

P 

CAL LAN, L J, 

0612220010 

60-313 

Q 

BROCK.M T 

8012020001 

50-443 

G 

BUTLER.W R 

8612060335 

60 322 

P 

CALUN.LJ. 

8812220025 

50-482 

Q 

flR0CK.W.T. 

8B1 2020081 

50>443 

G 

BUTLER, W R. 

881206033B* 

60-322 

P 

CALUN.LJ 

8912220123 

60-208 

V 

BROCK.MX 

881 2020081 

50^443 

G 

BUTLER.W.n 

8812090202 

60-387 

Q 

CALVO. j A 

BB1 1200213* 

50-468 

P 

BROCKMAN.K.E, 

0812090120* 

60>63 

V 

BUTLER.W.R. 

0012120033 

60-277 

F 

CALVO.J A 

8611300043* 

50-450 

P 

BROCKMAN.K E. 

8012190222* 

50-324 

V 

BUTLER.W R, 

8812120037 

60 322 

? 

CALVO, J A 

8811300064 

50-490 

F 

BRONSJO. 

0812010423 

60-286 

H 

BUTLER.W.R. 

0012120040* 

50-322 

P 

CALVO.JA 

861202023»1‘ 

50-482 

P 

BRONS.J.C. 

8812130003 

50-266 

P 

BUTLER.W R. 

6812120241 

60-354 

P 

CALVO.J A 

8612020208* 

50-408 

P 

BRONS.JC 

8B121300O7 

60-206 

P 

BUTLER.W R 

8812120242* 

50 354 

P 

CALVO.J A. 

8912050141* 

50-458 

P 

BRONS,JC 

8812130060 

60 206 

P 

BUTLER.W R. 

8812160105* 

60-352 

P 

CALVO.J A 

6912090004* 

60-458 

P 

BROOKS, P. 

8812010422 

WASTE RES 

8YRAM.R.Q 

8812000205 

60-387 

S 

CALVO,JA, 

8612090159* 

60 382 

P 

BROOKSP, 

8812060314 

WASTE RES 

BYRAM.B,Q 

8812130053 

60 387 

s 

CALVO.JA 

6812060309* 

50 462 

P 

BROWN,A 

0611260189 

WASTE MGT 

BYRAM.R G. 

8812210008 

60.307 

s 

CALVO.J A 

001 2000329* 

50 409 

J 

BROWN, B W, 

B710140219* 

50-275 

O 

BYRAM.R.Q 

8812210010 

50-308 

s 

CALVO.J A 

8012120266 

50 298 

J 

BROWN, BW. 

8710140231* 

50-276 

0 

BYRO.RW, 

6011280107 

60-416 

s 

CALVO.JA 

6812130034 

59 285 

J 

BROWNS W. 

8710140322* 

50 403 

Q 

BYRNE.S T 

8812160110* 

60 309 

p 

CALVO, J A. 

6812130246 

60 490 

A 

BROWN.B.W. 

6710140322* 

60-483 

Q 

CAINE.T A 

0811200356* 

60 277 

p 

CALVQ.J A. 

8012130247* 

50 499 

A 

BRQWN.C. 

8812190088 

60-445 

E 

CAINE, T A. 

6811290357* 

60 277 

p 

CALVO, J A 

0012130256* 

50 499 

A 

BROWN, H H 

0812280033* 

60 322 

G 

CAINS, N.8 

6812070143 

50-382 

F 

CALVO.J A 

6012180032* 

50 432 

P 



232 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

CALVO.J A 

S812160135* 

50 285 

F 

CESAREJ.G 

CALVOJA 

8812160155* 

50 313 

P 

CESAREJ.G 

CALVO,J A 

8812210093 

50 402 

P 

CESAREJ G 

CALVO,J A 

0812210208* 

50 450 

P 

CESARE.J G 

CALVO.J A 

8812220068* 

50-302 

P 

CESAREJ G 

CALVO.J A 

8812220090* 

50 302 

P 

CESARE.J G 

CALVO,JA 

8812230109* 

50 313 

P 

CESAREJ Q 

CAMERON.D F 

8811290510* 

50 220 

Q 

CESARE.J Q 

CAMERON.DF 

8811300298* 

50 213 

Q 

CHAMBERLAIN.D 

CAME RON, D F 

8312220401* 

50 209 

0 

CHAMBERIAIN.D 

CAMILLERI.TJ 

8312060279 

50 461 

S 

CHAMBERUIN.O 

CAMPBELUGG 

881 1300008 

50 269 

R 

CHAN.E 1 

CAMPBELL. GG 

881 1300070 

50 259 

S 

CHAN.E 1 

CAMPBELL. G G 

8812010024 

50 259 

S 

CHAM.T.L 

CAMPSELL.GG 

8812120018 

50 259 

s 

CHAN.T L 

CAMP8ELL.GG 

8812140234 

50 260 

s 

CHAN.TL 

CAMPGELL.GG 

8312140236 

50 296 

S 

CHANDLEY.CA 

CAMPBELL,GG 

8812200145 

50 259 

s 

CKANEY.H D 

CAMPBELL.GG 

8312200222 

50 259 

s 

CHARNLEYJ E 

CAMPBELL.GG 

8312200244 

60-259 

s 

CHARNLEY.JS 

CAMPBELL,GG 

8812210051 

50-259 

s 

CHASE, G 

CAMPBELUQG 

8812210064 

50 206 

S 

CHASE, G H 

CAMPBELUGG 

6812210074 

50-259 

s 

CHAUDHARY.S K 

CAMPBELL.TG 

8812010155 

50-313 

H 

CHAVEZ, J M 

CANTRELL, F. 

8812060173* 

50 200 

Q 

CHENG, CY. 

CANTRELL.F S 

8812000162* 

50-260 

Q 

CHERNY.FC 

CAPRA, R A 

8812010258* 

50-220 

P 

CHEHY.DL 

CAPRA. R A 

0812O5OO5B 

50-333 

Q 

CHESNurr.s w. 

CAPRA, R A 

6812070112* 

50-317 

P 

CHEUNG, L 

CAPRA, R A. 

0812000130* 

50317 

P 

CHILDS, VW 

CAPSTICK.RW 

0012000306 

50 271 

P 

CHILDS, W.V. 

CARGILL, E M 

0012020250 

SO 458 

R 

CHILDS, WV 

CARLSON.J D 

8812190409* 

60-312 

P 

CHILDS, WV 

CARLSON.R W 

8812210034* 

SO 400 

P 

CHILK.SJ 

CARMIEN.M C 

0811290176* 

WASTE RES 

CHILK,SJ. 

CARNS.MS 

0812020233 

SO 382 

S 

CHILK.S J. 

CARNS.N S. 

8012010189 

60-332 

S 

CHILK.S J. 

CARNS.NS 

8012130013 

50 332 

S 

CHILK.S J 

DARNS, NS 

8812150035 

60-382 

S 

CHILK.S J. 

CARNS.NS 

8812150039 

50 382 

s 

CHILK.SJ 

CAnp£NTER.O R. 

6812200355* 

60-259 

o 

CHILK.S J 

CARPeNTEfl.OW 

8612190023* 

WASTE RES 

CHILK.S J 

CARPENTER.SA 

8812230165 

27-48 


CHILK,S J 

CARPENTER,SA 

8612230195 

27-43 


CHILK.S J 

CARR.K W 

8812130093 

50-390 

Q 

CHILK.SJ 

CARRASCO, J 

B81 1290576* 

50-293 

Q 

CHILK.SJ 

CARRION, H.P, 

8812000054* 

50-250 

Q 

CHILK.SJ, 

CARTE R,RS 

8B12010113 

PR 

CHILK,SJ 

CARTER, TH 

8812270048* 

60-346 

Q 

CHILKS J. 

CARTWIGHT,WR 

8812270201 

50-200 

P 

CHILK.S J 

CARTWRIGHT, W R 

0811230387 

50-200 

P 

CHILK.S J 

CARTWRIQHT.W R 

8811200010 

50-390 

Q 

CHILK,SJ 

CARTWRIGHT.W R 

0011300374 

60-200 

P 

CHILK,S J 

CARTWRtGHT.W R. 

8011300394 

60-200 

F 

CHILK.S J. 

CARTWRIGHT, W R 

8012010031 

50-390 

P 

CHILK.SJ 

CARTWRIGHT, W R 

8812010037 

50-280 

F 

CHILK.SJ 

CARTWRIQHT.W R 

6812020093 

PR 


CHILK,SJ 

CARTWRIGHT.W R 

8612050105 

50-281 

P 

CHILK.SJ, 

CHIU,R. 

CARTWRIGHT.W R. 

801 2060005 

60-338 

P 

CARTWRIQHT.W R 

6812060102 

50-200 

P 

CHOW.T. 

CARTWRIQHT.WR 

8812070084 

50 390 

P 

CHRISTENSEN H 

CARTWRIGHT.W R, 

0812130066 

50 200 

F 

CHRISTMANJ N. 

CARTWRIQHT.W R 

0B12I3OO71 

50 230 

F 

CHRISTMANJN 
CHRISTMANJ N 

CARTWRIQHT.W.R. 

8812130081 

50-260 

F 

CARTWRIGHT.W R 

8012150135 

50-280 

P 

CHRISTMANJ N. 

CARTWRIQHT.WR 

8312200067 

60-260 

Q 

CHRISTOFFER.G 
CHRISTOPHER T 

CARTWRIQHT.W.R 

8812200104 

50-260 

R 

CARTWRIGHT.W R 

0812200157 

60-338 

R 

CHRZANOWSKI.R 

CHRZANOWSKI.R 

CHRZANOWSKI.R 

CARTWRIQHT.WR 

8312200170 

50 200 

0 

CARTWRIQHT.WR. 

8812220080 

50 338 

F 

CARTWniGHTWR 

8812230276 

50 338 

P 

CHRZANOWSKI.R, 
CHR2ANOWSKI.R, 
CKRZANOWSKI R 

CARTWRIQHT.W R 
CARVALHO, A M 

8812270232 

60 260 

P 

8012200332 

REVIEW QR P 

CASTO.C- 

8012220352* 

60-335 

V 

CHUNG D H. 

CAT.N. 

6812010359 

60-327 

F 

CiCOTTE.G R, 

CA7ANO. J L 

BB1 201 0029 

PR 


CILLIS,M 

CLARK.L B. 

CLARK R J 

CATCHPOLE.GJ 

8011300379 

40 8950 


CATCHPOLE.Q J. 

6811300381* 

40 8950 


CATCHPOLE.G J 

8812200311 

40 8950 


CURK.fl J. 

CLAY, EL. 

CATCHPOLE.GJ 

8812210100 

40-8920 


CATE.PO. 

9812219233* 

WASTE MOT 

CIAY.W.L 

CENTOIAN2I.P 

0812200053 

50-302 

R 

CUYTON.B 
CLAYTON B, 

CERVENKA.P 

6811290561 

50-219 

S 

CESARE.JG 

8611200107 

60 416 

S 

CLAYTON 6 

CESAnE.J G 

8011290430 

SO 416 

P 

CUYTONi. 

CESARE,J G 

8811290549 

60-416 

s 

CLAYTON B. 

CESAREJ.Q. 

0811300203 

50-418 

p 

CLAYTON, B. 

CESAHE.J G 

8612020299 

60-416 

R 

CUYTON.B. 


ACCESStON SUBJECT 
NUMBEB CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORr 


8612050281 

6612060017 

6612090166 

8812090204 

8812090340 

6612130145 
BB1 2 160013 
8812200231 
8811290278* 
8812020305* 

8812140166* 

8812020117 

8812160152 

8812070135 

8612080186 

8812130031 
8012210302* 
8811200500* 
B01 20701 46* 
8812050172* 

8812210354 

8812090182* 

8811290576* 

8012100075 

0811170057* 

8812070217 

8811280208 

8812100354 

8811200567* 

8812130301 

8611300503 

6012010145 

8812000013 

8811100283* 

8811300570 

8612010026 

8812010030 

8812020037 

8812020178 

8812050092 

0812050257 

8612050283 

8812050311* 

8812060238 

8812060250 

8012060323 

0612070020 

6812060219 

8812090255 

8812120122* 

8612130267 

0812140032 

8812140067 

6812140084 

86121D03B4 

6812210178 

8812270171 

8812270172 

0812010003 

8612200221 

8812160136* 
881 2140070 
0812140070 
8812270049 
8812270049 

8811300542* 
8812210162* 
681 1300444 
8812010121 
8812010228 

8612090206 

8012200274 

6012230162 

6012160107 

8812190415* 

8812050204* 

8812190143 

8812160121 

0812160104 

8812210360* 

6811300222* 

0811260073 

0811300446* 

8812010171 

8612140255 

8812140250* 

0812190365 

8812190370* 


50-416 P 

50-416 S 

50 416 F 

50 416 P 

50-416 P 

60 416 P 

50-416 V 

50-418 R 

50 313 Q 

50-302 Q 


40 8452 
COMMISSION 
50-203 Q 

NUREG 
50 316 0 

TOPflEP 
WASTE MGT 
60 287 S 

60-277 Q 

50-333 S 

60 333 S 

60 333 S 

60-333 S 

PR 

10CFR 

lOCFR 

10CFR 

60 322 G 

60 482 P 

PR 

10CFR 

60-171 P 

60 390 Q 

PR 

10CFR 


60-322 F 

50-322 Q 

60-322 Q 

10GFR 
FOIA 

50-203 F 

60-443 G 

60 443 Q 

FOIA 

REVIEW GR P 

50-416 Q 

60-322 Q 

50 322 Q 

50 322 Q 

60-322 Q 

50-373 Q 

71-24 

50 454 Q 

60-464 P 

50-454 P 

60-454 P 

50 454 P 

60-464 P 

WASTE RES 
50-528 Q 

60-528 Q 

50-322 Q 

60 362 P 

50-362 P 

70-27 

50-269 H 

50 454 Q 

50-295 Q 

60-237 Q 

60-456 Q 

60-456 Q 

50-264 0 

60-264 Q 


CLEVEUNDJ E 

0912200363 

40 8905 


CLINE, W E 

8311230103 

70-1 43 


CLINE.W E 

0311300576 

50 369 

F 

CLINE, WE 

08 12050 120 

70 2910 


CLINE.W E 

8812060148 

70-1201 


CLINE.W E 

8012070242 

70-27 


CLINE.W. E 

8812080241 

60 335 

F 

CLINE.W E 

B8120B0243 

50 269 

F 

CLINE.W E, 

80 12090103 

70 2910 


CLINE.W E 

6812090128 

70-143 


CLINE, W.E 

80 12090138 

50 425 

0 

CLINE.W E 

8D121302B5 

50 424 

0 

CLINE.W E 

8812150148 

50-250 

f 

CLINE.W E. 

0012160045 

60-335 

F 

CLINE.W E, 

8B1216Q052 

50 416 

0 

CLINE.W E 

0012190027 

70143 


CLINE.W E 

0812200324 

701151 


CLINE.W e 

8812210356 

70 27 


CLONINGER.T.H 

0812130295 

59 416 

p 

CLONINQER.T H. 

0012200028 

69 416 

1 

COCHRELL.R 

8812280114 

NUREQ 


COCKFIELD.DW 

0011290023 

59 344 

Q 

COCKFIELD.DW 

6812020023 

59 344 

H 

COCKFIELO.O.W 

8012050176 

59 344 

0 

COCKFIELD.DW 

8812050302 

59344 

P 

COCKFIELD.D.W 

8812050313 

50 344 

Q 

COCKFIELD.DW. 

8812070000 

50 344 

p 

COCKFIELD.DW 

0012090177 

50 344 

F 

COCKFIELD.D.W 

0812140174 

50 344 

P 

COCKFIELD.DW 

8612160046 

50 344 

0 

COCKFIELD.D W 

0812210349 

50-344 

P 

COE.D, 

0012210023* 

50-528 

0 

COFFMAN.F D 

0812160059 

ORG 


COLBURN, T.Q 

8812090091 

80 440 

p 

COLBURN, TQ. 

0012090270 

£0 440 

p 

COLBURN.T.G. 

8012130202* 

50 34 C 

F 

COLE.R.E 

0811300272* 

50 450 

ft 

COLEMAN, CE 

0812230173 

27 48 


COLEMAN.C.E. 

8812230103 

27-40 


COLEMAN.JA 

8011090114 

WASTE f,1Gr 

COLLINGS.S P. 

8012050001 

40 BB29 


COLLINGS.S P 

8812210252 

40 8029 


COLLINS, D.M 

8811300430 

50 350 

0 

COLLINS.D.M 

0811300571 

50 424 

0 

COLLINS, DM 

0011300570* 

50424 

0 

COLLINS.D M 

8812080026 

70 1151 


COLLINS, D M, 

8012080033 

60 200 

Q 

COLLINS.D.M, 

0012100045 

50424 

0 

COLLINS.OM. 

0012190050* 

50424 

0 

GOLLINS.D M 

8812100262 

5Q2GO 

0 

COLLINS.D.M. 

0012210021 

50 400 

0 

COLLINS.OM. 

8012210068 

50 269 

0 

COLLINS, E.P 

0012010343 

NUREG 


COLLINS,SJ. 

8811200378 

50293 

p 

COLUNS.SJ, 

0011300160 

50293 

T 

COLLINS.S.J. 

8011300287 

69 2Q3 

T 

COLLINS, S J 

8811300292 

60 293 

T 

COLLINS, SJ 

8811300335 

50 203 

T 

COLLINS.SJ. 

8811300347 

so 203 

T 

COLLINS.SJ 

8011300419 

60203 

T 

COLLINS.SJ. 

8811300474 

50 293 

T 

COLLINS.SJ. 

8811300470 

50 293 

T 

COLLINS.SJ 

0011300465 

50 293 

T 

COLLINS.SJ 

8011300520 

SO 203 

T 

COLLINS.SJ. 

0811300577 

SO 203 

T 

COLLINS.SJ 

8012120268* 

50 203 

P 

COLLINS.SJ. 

0812120269* 

50 293 

P 

COLLINS, S J 

0012130067* 

50 293 

P 

COLLINS.SJ. 

8812130078* 

60-293 

? 

COLLINS, S J. 

8812130086* 

60-293 

P 

COLLINS.SJ 

8012130007* 

50-293 

P 

COLLINS.SJ. 

0812130000* 

60-203 

P 

COLLINS.SJ 

8012130092* 

60 203 

P 

COLLINS, T.R 

8012090316* 

50 302 

Q 

COMWAY, W.F 

8011200141 

50-259 

R 

CONQEMI,J. 

8012010047 

NUREG 


CONKLIN.C 

8811210020* 

60-203 

P 

CONKLIN, CJ. 

0812140Q30* 

60 443 

G 

CONLON.T. 

0812050265* 

60 424 

0 

CONLON.T E. 

8012050246* 

60 425 

0 

CONLON.T, E 

0812000343* 

60 995 

0 

CONLON.T.E 

8812200341* 

60-938 

0 

CONNER J V, 

8812010313 

60-458 

R 

CONNORS, H J.. 

8012160029* 

60-275 

P 

CONSTABLE, Q L. 

0811300248* 

60-290 

0 

CONSTABLE.G.L 

8812140083* 

60 450 

0 

CONTE.R 

8811290026* 

50 320 

Q 

CONVERSE, RJ, 

8811290039 

60 333 

Q 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SU6JECT 

CATEGORY 

AUTHOR 

CONVERSE, RJ 

0011300503 

50 333 

S 

COUNSIL.W G 

881220006$ 

50-445 

s 

CUNNINGHAM.R E 

CONVERSE, RJ 

0012010145 

50 333 

S 

COUNSIL.W G 

8812200066 

50-445 

s 

CUNNINGHAM.R E 

CONVERSE, R J 

08120B0013 

50-333 

S 

COUNSIL.WG 

8812200063 

50-445 

s 

CUNNINGHAM.R E 

CONVERSE, R J 

0812130001 

50-333 

0 

COUNSIL.WG 

8012200143 

50-445 

s 

CUNNiNGHAM.n E 

CONVERSE, R J 

0812130301 

50-333 

S 

COUNSIL.WG 

8012200156 

50-445 

s 

CUNNINGHAM.R E 

OON VERSE. RJ 

0812150126 

50 333 

Q 

COUNSIL.W G 

0812200179 

60-445 

E 

CUOCO.L 

CON VERSE. RJ 

8812190010 

50 333 

R 

COUNSIL.W G 

681 22001 84 

60-445 

S 

CURRAN.D 

CON VERSE. RJ 

0812200073 

50 333 

Q 

COUNSIL.W.G 

8012210073 

50-445 

S 

CUR RAN. D 

CON VERSE, RJ 

0812200155 

60 333 

Q 

COUNSIL.WG 

8612210078 

50-445 

Q 

D'ANGELO,A 

OONVERSE^R J 

0812210262 

50-333 

Q 

COUNSIL.WG 

8612210031 

60-445 

Q 

D’ANGELO. A 

CONWAY.JT 

8812210321* 

QA999 


GOUNSIUW G 

8812210129 

50-445 

S 

D’ANGELO. A J 

CONWAY, WE 

0811260041 

50-250 

R 

COUNSIL.W.G 

6812210135 

60-445 

S 

DAEMEN,J 

OONWAY.WF 

0011230275 

60 250 

S 

COUNSIL.W Q 

0812210157 

50 445 

S 

DAHL.G 

CO/mAV,W P. 

0011280064 

50 250 

S 

COUNSIL.W.G 

6012210163 

60 445 

s 

DALLMAN.R J 

CCWmAY.W.F. 

0811200199 

60-309 

P 

COUNSIL.W G 

Q 6 I 222 OOI 1 I 

60 445 

s 

DAMASCENO.E 

OONWAY.W F 

8011200335 

50-335 

P 

COUNSIUWG 

6812220016 

60 445 

A 

DAMON, D J 

CONWAY.W F 

6011290307 

50-250 

R 

COUNSIL.W.G 

6812220071 

60-445 

A 

DANCE.H 

OONWAY.W F 

8012010132 

PR 


COUNSIL.W G 

BB1 2270170 

60 445 

A 

DANCE.HC, 

OONWAY.WF, 

0012060114 

50 250 

R 

COUNSIL.W G 

0612270174 

60 445 

S 

DANCE,H,C 

OONWAY.WF. 

08120701 30 

50-260 

P 

COUNSIL.W.G 

8D1227017S 

50 445 

S 

DANCE, H C 

OONWAY.W F 

8012000149 

50-335 

Q 

COUNSEL, WG 

6812270177 

50 445 

S 

DANCE.H C 

OONWAY.WF 

0612000233 

60 335 

Q 

COUNSIUW G 

8812270164 

50 445 

s 

DANIELSON, D 

OONWAY.W F 

8012090125 

60 250 

F 

COUNSIL.W G 

6012270109 

60 445 

A 

DANIELSON.D H 

CONWAY, W F, 

6012120166 

50-250 

P 

COUNSIL.W.G 

0012270190 

59 445 

A 

DANIEUSON.D H 

OONWAY.WF 

B8121201QD 

50-250 

S 

COUNSIL.W G 

0012270224 

50 445 

S 

DAVIDSON, B 

OONWAY.W F 

8812140100 

60-251 

Q 

COURTEMANCHE.S 

8812060203 

l&E 


OAVIDSON,B S 

OONWAY.WF 

0012150042 

60 336 

P 

COURTEMANCHE.S 

8812130153 

(&E 


DAVIS, A B 

CONWAYW F 

8012160034 

50 260 

P 

COWGILl,C 

861 1290020* 

50 320 

Q 

DAVIS, A B. 

CONWAYW F 

8012180071 

60-250 

R 

COWQILUCJ. 

0011300289 

50 244 

Q 

DAVIS.A B 

CX>NWAY.W.F 

B012190120 

50-335 

F 

COWGILL.C J 

681 1300510 

50-239 

R 

DAVIS.A B 

CX)NWAY.WF. 

0012200000 

50 250 

R 

COWGIiL.C J 

8812150080* 

50-244 

Q 

DAVIS.A B 

OONWAY.W F 

0012200131 

50 260 

R 

CRAMPTON.S 

6012130311 

CONTRACT 


DAVIS.A M 

CONWAY, W F 

0012200197 

60-250 

P 

CRANWELL,R M 

8011200115 

WASTE RES 

DAVIS, A M 

CONWAY, W F 

0012200203 

50-250 

S 

CRANWELUR M 

0012190149 

WASTE RES 

DAVIS.E M 

CONWAY.W.F 

8812200352 

60-260 

F 

CRANWELL.R M. 

80121G0173 

WASTE RES 

DAVIS,G M 

OONWAY.W F. 

0012200362 

50 335 

S 

CRAWFORD, J 0 

0911300000 

50-259 

R 

DAVIS, J, 

OONWAY.W. F 

0012220136 

60 260 

1 

CRAWFORD.M.L 

0312090343 

60-416 

P 

DAVIS.L A 

OONWAY.W F 

0012230027 

60*250 

P 

CnECINE.J P 

0012160053 

50-160 

P 

DAVIS, MJ 

OONWAY.W F. 

6812270272 

50-335 

Q 

CReED.J.R 

0311290000* 

50-409 

Q 

DAVIS.S J 

COOK,J 

8812190010 

60 383 

R 

CREED, JR 

8011300357* 

60-346 

Q 

DAWES.Q.W 

COOPER .RW 

0811300062* 

50 341 

0 

CREED, J.R 

0811300542* 

50-373 

Q 

DAWSON.M 

COOPER .R W. 

0812140230* 

60 461 

0 

CREED, JR 

0012060145* 

50-456 

Q 

DAWSON.M. 

OOOPEfl.T 

0812160127* 

60*324 

Q 

CnEED.JR 

0012210244* 

50-262 

Q 

DAWSON.M 

OOPELAND.RA 

8011290147 

TOPREP 


CREWS.J 

8012210023* 

60-526 

Q 

DE AQAZIO.AW 

COPPOLA. A 

0011100327 

50 206 

Q 

CRIBBE.T E 

0012010144 

50 277 

S 

DE AGAZIO.A W. 

COPPOLA, A 

0011180341 

60-352 

Q 

CRIBBE.T E 

001 201 01 57 

60 277 

S 

DE AQAZ(0,A W. 

COPP0U,A 

8811180340 

60-245 

Q 

CniaBE.T E 

0012120247 

60-277 

s 

DE AGAZtO,A W 

GOTTEN ,P R 

8812090104* 

70 734 


CRtBBE.T E. 

8012 150275 

50-277 

s 

DE AQAZIO.A W 

COnER.B P 

0012140030 

50 604 

G 

CRIBBE.T E 

0012200121 

50 277 

s 

DEAGAZIO.A 

COTTER .BP 

0012140045 

60 603 

Q 

crlenJak.r. 

8012090296* 

60-302 

Q 

DEAGAZIO,AW. 

COTTER.B P. 

8812140070 

50 250 

G 

CRLEMJAK.R 

8812200176* 

60 302 

Q 

DEAGAZIO.A W 

COnER,B,P 

8812190150 

50 335 

G 

CRLENJAK.R.V. 

881 1200010 

SO-250 

P 

DEAN,GB 

OOmE.WT 

6Q112D0330 

60 416 

P 

CRLENJAK.R V. 

8012030050* 

60 260 

Q 

DEAN,J L 

COniE.W.T. 

0012070017 

50-416 

P 

CRLENJAK.R V 

8012090322* 

60 335 

Q 

DEAN.RS 

COHLE.WJ. 

0012000104 

60-416 

K 

CROCKER.D M. 

0812200003* 

60-322 

Q 

OECKERJ R 

COTTlE,W T. 

8012120127 

60 416 

P 

CROCKER.L P. 

0611300090 

60-321 

P 

DECKER,! R 

COTTLE.WT 

6012200300 

50-416 

P 

CROCKER.L P, 

8612050063 

50 321 

Q 

DECKER .TR 

GOniE.WT 

QB12210251 

50-416 

P 

CROCKER.L P. 

0812050069 

60 321 

Q 

DECKER. T R. 

conoN.sfl. 

8812090160 

50-416 

F 

CROCKER,L P. 

6012160036 

60-321 

P 

DECKERJ.R 

COUCH, C 

8811300118* 

40 B027 


CROCKER.L P. 

0612200037 

50*321 

P 

DECKER.T R 

CQUNSIL,WG 

0812060168 

60-445 

S 

CROCKEn»LP, 

8612220032 

50 321 

P 

DECKER ,T R 

OOUMSIL,WG 

8811230007 

60-446 

s 

CROLEY.B G 

e&l 1200346 

50-312 

P 

DECKER J R 

COUNSIL.WQ 

8811230044 

60 445 

s 

CROLEY,B G 

8012210141 

SO-312 

F 

DEGKER.T.R 

CQUNSIL.WG. 

8811 230248 

50 445 

A 

CROSS, B.T 

0012090013* 

50-247 

P 

DECKER.T.R. 

COUNSIL.WG. 

0011290042 

50-445 

Q 

CROSS.B T. 

8012090Q60* 

60-316 

P 

DECKER.T R. 

COUNSIL.WG. 

8811300172 

60-445 

A 

CROSS.J.e 

6812000125 

60-250 

F 

DECKERJ R 

OOUNS1L.W.G. 

8012020034 

60 446 

F 

CROSS, J.E 

8012200352 

50-260 

F 

DECKER.T R. 

COUNSlL,W G 

OBI 20201 07 

PR 


CROTEAU.R 

8812160170* 

50-369 

Q 

DECKEH.T.fl. 

CCUNSIUWG. 

0812020219 

60-445 

A 

CRUNK.S L 

8312200124 

60-312 

P 

degker.tr. 

COUNSIL.W.G, 

8812020221 

60 446 

Q 

CRUTCHFIELD, D, 

0011260046 

50-3 

P 

DECKER, T.n 

OOUNS1L.W G 

0012050205 

50-445 

S 

CRUTCHFIELD.D 

0011 290084 

PROJ 


decker.tr. 

COUNSIL.WG. 

B81 2050211 

50 445 

Q 

CRUTCHFIEtD.D, 

3011300213 

PROJ 


DECKERJ.R 

COUNSIL.WQ 

8812050216 

60 445 

S 

CRUTCHFIELD.D 

8811300223 

50-601 

A 

DECKERJR 

COUNSIL.W G. 

8012050220 

60-445 

Q 

CRUTCHFIELD.D. 

0811300135 

60-605 

A 

DECKER.T.B 

COUNSIL.W.G. 

0012050329 

60-445 

S 

CULBERSON.D.G 

8812070255 

70-364 


decker.t.r 

OOUNSIUWG 

8812060007 

60-445 

s 

CULBERSONAQ 

8812160209 

70-364 


DECKER, T.R. 

COUNSIL.W.G 

8012060012 

50-445 

Q 

CULLEN,J F. 

8012050100 

40-8911 


decker.tr. 

COUNSIL.W G. 

8812060032 

60-445 

Q 

CULLEN.J.F. 

0B12OSO184* 

40 8911 


OECKERJ R. 

COUNSIL.W.G. 

8812060035 

60-445 

S 

CULLEN.J.F. 

8012050186* 

40B911 


DECKERJ.R 

COUNSIL,WQ 

0012060152 

50-445 

S 

CULLEN, W.H. 

6812190123 

NUREG 


DECKER ,T,R. 

C0UNS!L,W Q, 

8812060150 

60-445 

S 

CUMMINGS.R A. 

8612000246 

WASTE RES 

OECKERJ R 

COUNSIUW.G. 

0812060166 

50 446 

8 

CUMMINQS.R.A 

8812120224 

WASTE RES 

DECKER.T R. 

COUNSIIl,W.Q 

8012120013 

50-446 

Q 

CUMMINGS.R A 

8812140134 

WASTE RES 

DECKER.T R. 

O0lNSIL,W G 

0012130271 

60-445 

A 

CUMMINQS.R A 

6612140173 

WASTE RES 

DECKER,! R. 

COUNSIL.W.G, 

881 21 50055 

60-445 

S 

CUMMINGS.R A 

8612190150 

WASTE RES 

DECKER J R, 

COUNS1L.W G 

8612200038 

60-445 

S 

CUNN)NGHAM.AL 

6811300574* 

50-424 

0 

DECKER.T.R 

COUNSIL.WQ. 

6812200040 

60-446 

A 

CUNNINQHAM.RE 

6409130076* 

l&E 


DEGKERJ R 

COUNSIL.W Q, 

8012200044 

50 445 

G 

CUNNINQHAM.R.E 

8011160211 

SO-3 

Q 

DEODENS,JC 


ACCESSION 

NUMBER 

&an 200030 
Bai 2120023 
6312120053* 
8312190090* 
8312220945* 

8812290291* 

081.2020084 

0312020084 

0312120003* 

0312200275 

3812100342* 

8012190201* 

3812080110 

8812100094 

8312200320 

8812100340* 
881 2000332 
8612050262* 
8012050290* 
0012160130* 

0812200206* 
8B121 40044 
8B1 2020206* 
8812200109* 
8812210022* 

881 20 30027* 
8B1 1300400 
8011300406* 
001 1300534 
0011300540* 

0012000222 

0012050027 

0012050073 

8812010272 

0812010169 

0312270105 

8011290176* 

8011300168 

8812200041* 

0311300276 

8011280116 

3812010195 

6312120254 

3312090239 

3812130159 

0812130277 

8312130278* 

0812220337* 

8812150089 

8812130200 

8812220326 

8B12270042 

8012030021* 

8812010340 

8811160217 

8811150221* 

8611230266 

8811230267* 

8811200210 

8811300460 

8811300565 

6811300574* 

6812050293 

8612080131 

8612080182* 

631 2090263 
6312090273 
3312090278* 
6312000299 
8812090312 

3812160231 

3812160132 

8812160141 

0812160171 

3812190190 

8012190105 

8812190203 

8812190243 

8812190244 

8012190257 

8612100268 

8012200003 

8812200092 

8812200159 

8612200232 

6312200245 

8312210055 

6811300191 


SUBJECT 

CATEGORY 

50 3 O 

40 8027 
FOIA 

50 603 A 

50 603 A 

FOIA 

50 443 G 

60 443 Q 

50 3D7 Q 

50 312 S 

50 312 q 

WASTE RES 

59 247 S 

NUREG 
REVIEW GR P 

50315 Q 

50416 S 

SO 395 Q 

60-343 Q 

50 416 Q 

50 395 Q 

50331 S 

50 263 Q 

50 316 Q 

50-317 Q 

50 334 Q 

50 456 0 

50 456 Q 

50 255 Q 

60 255 Q 

50-254 Q 

40-3907 
40-3907 
PR 

60-382 S 

l&E 

WASTE RES 
50-520 P 

50-416 I 

40-8778 

60-255 
50-255 
50-255 
50 346 
50 346 

60 346 
50-346 
60-34e 
50 346 
60 346 

50-348 P 

50 271 Q 

50 320 P 

NUREG 
50-416 Q 

5041Q Q 

70-1161 
70-1161 
50 336 Q 

70-1161 

50-250 Q 

50-424 Q 

70-27 

50-280 Q 

50-280 Q 

50-424 Q 

60-324 Q 

60-324 O 

50-424 F 

50 302 Q 

70-143 
70-1201 
BO 424 Q 

50-321 Q 

70-27 

50 261 F 

50-160 Q 

50-302 Q 

60 280 F 

SO 424 Q 

50 302 F 

50-297 Q 

60-400 F 

50-302 F 

60-269 F 

50-302 F 

70-1151 
60-458 O 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEQORV 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


ACCESSION 

NUMBER 


SUBJECT 

CATEQOm 


DEDDENS.J C. 

6812010391 

PR 


DEODENS.J G 

8812060008 

50-458 

H 

DECDENS.J G 

8812060172 

60-458 

P 

DEO DENS. JC 

8812060229 

50-458 

Q 

DEDDENS,J C 

8B12140103 

60-458 

F 

DEDDENS.J C 

8812140107 

SO-450 

F 

DEDEREfl.S f 

8812000235* 

60-266 

P 

DEELSNYDER.L 

8812200010 

SO-254 

R 

DEFAYETTE.R. 

6812210133 

50 483 

8 

DEFAYErTe.RW 

6811290344* 

60-346 

Q 

DEFAYETTE.R W 

8811290374* 

SO 346 

Q 

DEFAYETTE.R W 

8811290377* 

50 346 

Q 

DEFFERDINGl 

8812200335* 

so 528 

V 

DEICHIER.J K 

8612060075* 

FOIA 


DEICHLER.J K 

6812060081* 

FOIA 


DEICHLER.J K 

6812060089* 

FOIA 


DEICHLER.J K 

6612060123* 

FOIA 


DEICHLER.J K. 

8612080178“ 

FOIA 


OEICHLER.J K 

8812060180* 

FOIA 


DEICHLER^ K 

6812060189* 

FOIA 


DEiCHLER.J K 

6812080192* 

FOIA 


DEICHLER.J.K. 

6612060200* 

FOIA 1 


DEICHLERJ K. 

6812060203* 

FOIA 


DEICHLER.J.K. 

6812060205* 

FOIA 


OEKOK.O 

6812060013 

FOIA 


OELQEORGE.LO. 

6811300037 

50-254 

Q 

DELIA RAnA.A 

8812120035* 

70 687 


DELLA RATTAA 

8812210400* 

70-1703 


DELPERCIO.JG 

6812120007 

60-247 

s 

DEWIRANDA.0 

6812190009* 

60 424 

Q 

DEWOSS.G 

8812010343 

NUREG 


DEWPSEY,T.M 

6812270141* 

50-219 

s 

DENNISON.W F. 

6812220005 

71-3005 


DENTEN.J.G, 

6612190120 

NUREG 


DENTON, H R 

6609090425* 

FOIA 


DENTON.H R 

6612050330* 

FOIA 


DENTON.H R. 

8612200306 

REVIEW GR P 

DENTON.H R 

GB 12200333 

REVIEW QR P 

DENTON.H a 

8612200382 

REVIEW GRP 

DESAI.B. 

8612160115* 

50-424 

a 

DEV.M. 

8612000150* 

50-244 

0 

DEWEASE,J.G 

8612120105 

50-382 

p 

DEWEASE.J Q. 

8612200032 

60-382 

K 

DEY.M 

6612020306 

NUREG 


DEY.M.K 

6812020311 

NUREQ 


DEYOUNQ.GL 

8811300450 

50-237 

p 

DICHARRY.R D 

6811290338 

71-102 


DICHARRY.H D. 

6611000026 

71-102 


OICK.Q F 

6611290322 

50-490 

A 

DICK.G.F. 

6612020283 

50-498 

P 

DICK.Q.F, 

8612070192 

50-498 

p 

DJCK.G F 

8812080051 

50-498 

P 

DtCK.Q.F. 

6812080070 

50-496 

p 

DICK,Q F 

6812080075 

50-496 

P 

DICK,Q F. 

0812090305 

50-499 

A 

DICK, Q*F. 

6812090024 

50-499 

J 

OICK.Q F 

6612130250 

50-499 

A 

DIGK.Q F 

8012220391 * 

50-499 

p 

DIEDERICH.GJ 

8811300427 

50-374 

S 

DIEDEniCH.QJ, 

6612000021 

50-373 

s 

D1EDERICH.Q J, 

'8812070211 

60-373 

s 

DIE DERICH, Q J 

8812070214 

50-373 

s 

DIEDEFIICH.G J. 

6812200049 

50-373 

p 

DIEDERtCM.Q J 

6812270237 

50-373 

$ 

DIERCKS.D R. 

6812100153 

NUREG 


DIETZ, c a 

6011300173 

60-261 

F 

DIETZ.C.a 

6612160007 

50-261 


DIFFERENT.P.M. 

8612060017 

60-416 

s 

DIGGS,R M. 

6611300492 

50-498 

p 

OIQQS.R M 

0812070028 

60-286 

p 

DIQNAN.T.G 

8812140037 

60-443 

Q 

DIQNANT.G 

6312140037 

50-443 

Q 

DIIANNLba t 

8612120005 

60-202 

Q 

DILWORTH.S.C 

8812200001 

60-424 

R 

DINGELL,J D. 

8612130096* 

60-390 

Q 

DIPIETRO.R.R. 

5612010325 

PR 


DIXSON.Q.R 

6812060239 

WASTE MGT 

DOMINQUEZ, D 

031 201 0255 

PR 


DONOHEW.J N. 

8812020177 

60 327 

p 

DORSEY.M. 

6812010220 

CONTRACT 


DORUFF.MA 

6812120030 

PR 


DOUQHTY.J 

8812100044 

SO 443 

G 

DOUGHTY, J. 

&81210OOBO 

60443 

Q 

DOWD.P A 

0812070245* 

60 293 

H 

OOWNS.W.E. 

8012200103 

71-454 


DOYLE.W, 

6812010120 

PR 


DRAGOUN.T. 

6811290011* 

50-322 

Q 

DREY.K. 

8811300224* 

60 209 

K 


DRISCOLUW 
DRISOOLUMJ 
DHOMERtCK.AW. 
DHOMERICK.AW. 
DROMERICK.A W 

DRUGA,H J 
DUDEK.O F. 

DUD LEY. NR 
DUGSTAD.D 
DUNN.GA 

DUNN, G A 
DUNN.GA 
DUNN, Q A 
DUNN.GA 
DUNN.GA 

DUPREE.OC 

DUPUY,J 

DURn.J 

DURR.J. 

DURR.J P 

DURR.J P 
DURR,J P 
DURR.J P 
DURR.J P 
DUTTON. J W 

DWYER, PA 
DWYER, PA 
DYAS.K E 
DYeR.JE 
DZIADOSZ.O 

EAPEN.P K 
EAPEN,P.K 
EARNEST, A B 
EBNETER.SD. 
EBNETER.SD 

EBNETER,SO 

EBNETER,S,0. 

ECKENRODE.RJ 

ECONOMOS.N 

ECONOWOS.N 

EDGB.W.e 

EDGEWORTH.PJ. 

EOGEWORTH*PJ 

EOGEWORTH.PJ. 

EOQEWORTH,PJ 

EOQEWORTH.PJ 
EDISON.GE 
EDISON.Q E. 
EDISON, QE 
EENIQENBURQ.E 

EENI6ENBURG.E 

EENIGENDURG.E 

EENIGENBURG,E 

EENIGENBURG.E. 

EENIGENBURG.E 

EGAN.LG 

EQER,W,H, 

EICK.S. 

EISENHUT.D Q 
ELIN,J 0. 

ELIN.J.O, 
ELLEMAN.T.S. 
ELLERSHAW.LE 
ELLISON, J J 
ELLWANGER.J 

ELMSAL 

ELSASSERJ 

ELWARDJ.W 

EMRIT,R, 

ENDERMANN.Q.M 


£NGLANO,LA. 
ENGLAND, L A 
ENGLAND.LA 
ENGLAND, LA, 

ENGLE, L 
ENGLE, L B 
ENGLE,L B 
ENGLE,LB. 
ENGLE,L,B 

ENGLE, L 8 
ENQLE,LB. 
ENGLE, L.B 
ENGLE,L B, 
ENGLE,LB 

ERICKSON,R0 
ERICKSON, PB. 
ERICKSON.P.B 


6612010073 

8612050139* 

8B12010141 

6012130283 

8012130269* 

8B1 1300509 
6811200117* 
001 1290139* 
6812140253 
8811220206* 

0811290107 

0612050067* 

8012190356* 

8012200187 

8812270062* 

0811290062 

0612210060 

8611300147 

8012120049* 

80112900SO 

0811290548 

0011300307 

8612000153 

8812220306 

8812140213* 

8012280087 

8812260105 

8812210062 

8812130046* 

8812270243* 

8011200076* 

8012220397* 

8812160105* 

8811290177 

8811290384 

0811290504 

6812230030 

8812060071 

8612050267* 

6812070240* 

8812200231 

8012010282* 

8012130171* 

8012140006* 

8812160161* 

0012190040* 

0812050116 

0812130190 

0612130211 

0612010161 

8812060031 
8812160250 
8812100416 
B81 2200206 
6812210260 

8012090207* 

8612130118 

8012090262* 

8812080044* 

8812060002* 

8812200335* 

8811300198 

6812160109* 

0812010108 

8812130016 

8812160067 

8812050288* 

8012130304 

8012020170 

8812010126 

8811300196 

8811300267 

8811300266 

8811300318 

8812010232 

8812130144 
8812010164 
8012070116 
8B1 2080032 
8012080036 

881 21 20078 
8812130110 
8B12160092 
8012220222 
8012220226* 

6811260429 

8611290444 

8011290462 


50 440 S 

50-440 S 

50-440 S 

50*440 R 

60 440 S 

60 327 R 

WASTE MGT 
60-220 Q 

50 309 Q 

50 247 Q 

60-333 Q 

50-387 Q 

50-247 Q 

50 353 Q 

50 290 V 


60-247 Q 

60-353 Q 

50 490 Q 

50 247 F 

60-272 Q 

60-220 Q 

60-309 Q 

MISC 

50 200 Q 

50-280 Q 

60-416 R 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
60-251 P 

50 250 P 

60 250 P 

60 237 S 

50 237 S 

60-237 S 

50-237 R 

50-249 S 

60-237 S 

COMMISSION 
60 213 S 

60 341 Q 

60-294 P 

50-397 V 

60 528 V 

50-207 Q 

60 313 Q 

60 247 S 


50 458 S 

60 458 S 

60 458 S 

60-468 S 

60-458 S 

50-338 P 

60-338 Q 

60-338 P 

60-338 p 

60-838 P 

50 339 P 

60 338 P 

60 338 p 

60 338 P 

60 33B p 

50-409 J 

60-16 J 

60-133 J 


ERICKSON, P B 
ERNST.M 
ERNST, M L 
ERNST.M L 
ERNST.M L 

ERNST.M L 
ERNST.M L 
ERNST.M I 
ERNST.M L 
ERNST.M L 

ERNST.M L 
ERNST.M L 
ERNST.M L 
ERNST.M L 
ERNST.M L 

ERNST.M L 
ERNST.M L 
ERNST.M L 
ERNST.M L 
ERNST.M L 

ERNST.M L 
ERNST.M L 
ERNST, M.L 
ERNST.M L 
ERNST.M L 

ERNST.M L 
ERNST.M L 
ERNST.M L. 
ERNST.M L 
ERNST.M L 

ERNST.M L 
ERNST.M L. 
ERNST.M L 
ERNST.M I 
ESELQROTH.P W 

ESELGROTH.PW. 
ESELQROTH.P W 
ESPOSITO.Q, 
EVANS,D. 
EVERETT, RJ. 

EVEREH.R J 
EVERETT.RJ 
FAIRTILE.M 
FAIRTILE.M B 
FAIRTILE.M B. 

FAIRTILE.M.B. 
FAIRTILE.M.0. 
FAIRTILE.M B 
FANNON.M. 
FANTACil.CX. 

PARSER, MJ. 
PARREL L.C.W. 
FARRELL, R E 
FAULKEN.M. 
FAY.C.W 

FAY,C.W 
FAY.C W. 

FAY.C W. 

FAY.C.W 

FAY.C.W. 

FAY,C.W 
FAY.C W. 

FAY.C W. 

FAY.C W 
FAY.C.W. 

FELTON.J M 
FELTON, JM 
FENN.K W. 
FERADAY.M.A. 
FERDINAND.B 

FERSTER.A. 
FERSTER.A 
FERSTER.A. 
FERSTER.A 
FERSTER.A C 

FEnSTER,A,C. 

FEY.F.L 

FIEDLER.P.B. 

FIEDLER.P8. 

FIELDMAN.J 

FIELOMAN.J 
FIELDS, J. 

FIELDS, J 
FIELDS.J.S 
FIERCE, A.R 

FIORELLI.G 

FIORELLI.G. 

FIRLIT.J.F 


0011300112 

8812)90277 

8811230001 

8011230116 

8011200066 

8811280216 
0811290151 
8011290366 
0611 290368* 
8811200559 

001 1300045 
881 1300209 
0812060312 
8812060008 
8812060126 

8012060170 

6812080113 

0012000116* 

8812090069 

8812090100 

081 2099335 
8012159170 
0812190125 
8812100142 
8812100272 

0012200307 

0012200314 

8012200348 

8312210059 

0012210237 

0812210267 

8812220021 

6812220041 

0012220112 

0011200359 

8812990152 

8812150016* 

88120103B2 

0012090007 

0011290460* 

0812160105* 

0012210304* 

8811260092 

8611200455 

8812130140 

0812130205 

0012140072 

8812190139* 

8812010270* 

8812020250 

0611200377* 

6012210147 

8811300563* 

8812130052 

00112B0021 

0012010906 

0812050121 

8812050188 

8812060221 

0812090090 

8812000281 

0812100210 

0812200173 

8812210095 

0012270234 

0012050128 

0812000269 

0012140260 

0012220060 

8812050019 

B81 22800 58 
0812280068 
6812200065 
0812200065 
0012100227 

8812190227 

6812210168 

8812810010- 

8812010039 

0811300041 

8812270202 

0811290203 

6812190036 

0811300321 

0812140128* 

8812120003* 

6812210023* 

8811280091 


50 171 J 

50 425 O 

50 250 P 

50-160 Q 

50-370 P 

50 413 0 

50 261 Q 

70-27 
70-27 

60-269 Q 

50-100 0 

50 250 0 

50-269 0- 

50-369 Ct 

50416 Q 

50 280 0 

50 400 0 

50 4DO 0 

50 335 0 

50302 Q 

50 269 H 

50 395 0 

50 302 f> 

50 260 0 

60425 A 

50269 Q 

50 280 P 

50 321 C 

60 321 0 

50338 0 

50369 Q 

50280 Q 

50 416 Q 

50 424 Q 

50 223 V 

50 309 V 

50 213 0 

PR 

50-170 p 

60-293 O 

50 433 0 

50 313 0 

50 23 P 

50 23 0 

60 23 P 

50-29 P 

60 271 p 

£0-271 Q 

COWTRACT 
BO 456 n 

EO-345 0 

40 5973 
60-267 0 

50 493 f 

SO 260 0 

50 266 S 

50 266 P 

60 266 P 

£0 301 Q 

60 266 P 

50 266 P 

60 266 R 

50266 0 

50 266 & 

50 266 S 

FOIA 

FOIA 

50 320 S 

WASTE WQl 
408905 

50271 0 

53 271 0 

50 27! G 

50 271 0 

50 271 0 

SO 271 Q 

50 262 f 

50 210 C 

50210 0 

50254 Q 

53254 0 

CONTRACT 
CONTRACT 
53 387 R 

50 443 G 

60 307 Q 

50 528 Q 

60 312 F 



PERSONAL AUTHOR INDEX 235 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


FIRUT.JF 

QQ1 1290343 

50-312 

P 

FIRUTJF 

QQ11300013 

50-312 

Q 

FIBUTJF 

8811300019 

60-312 

S 

FIRUT,JF 

8811300020 

50 312 

S 

FIRUT,JF 

8811300244 

50-312 

P 

FIRUT.JF 

&Q12010130 

50-312 

H 

FIRUTpJF 

8812060000 

60-312 

P 

FIRlkT.Jf, 

8812190408 

60-312 

P 

FIR1-6T.J F 

8012200130* 

50-312 

P 

FISCHER, DC 

0811230054 

MISC 


FISKR 

8812010287* 

70-734 


FISKRF 

8811290032* 

60-206 

Q 

FISKR F 

8812210058 

60-312 

F 

FISKEn,J€. 

8811210082 

50-260 

Q 

nSK.RH 

8612080086 

XPORTLIC 


FISK,RH 

8812080087* 

XPORTLIC 


FISK.RH 

0812160034 

XPORTLIC 


FlSK.n H 

8812160104* 

XPORTLIC 


FISK.R H 

8812200063* 

XPORTLIC 


FISK,fl H 

8812200095 

XPORTLIC 


F3T2PATHiCK.E 

8811280114 

60-219 

S 

FiTZPATfllCK,e, 

8811290557 

60-219 

s 

FiTZPATRICK.e 

0811290561 

50 219 

s 

FITZPATRICK.E. 

0012010022 

60-219 

Q 

FITZPATRICK, E, 

8812020262 

60-219 

P 

FtTZPATRICKE 

8812160058 

60-210 

s 

FITZPATRICK, E 

0812160157 

60 219 

F 

FITZPATRiCK.E 

8812150166 

60-219 

P 

FrTZPATn[CK,E 

8812210048 

60 219 

R 

Fn’2PATRICK,E. 

8812210109 

60-219 

S 

FIT2PATRICK.E 

8812210355 

60-219 

S 

FITZPATRICK, E. 

8812270260 

60-210 

s 

FLACK, G. 

0812120177 

l&E 


FLEENOR,C 

0812010284 

CONTRACT 


FLEENOR,C.M. 

8812150060 

CONTRACT 


FLYNN, HJ 

8812020089 

60-443 

Q 

FLVNN,HJ. 

8812020149 

50 443 

Q 

FLVNN,HJ 

0012100001 

60 443 

Q 

FLVNN.H J 

00121OOOQ4* 

60 443 

Q 

FLYNN.H J. 

0012100007* 

60 443 

G 

FOBES.RL 

8812020187* 

60-265 

S 

FOBE$,R L 

8812020100* 

60-256 

S 

FOGARTY,E P 

8811300432 

60 362 

P 

fOGAnTY,GP. 

0812010033 

PR 


FCM3ARTY.GP, 

8812050046 

50-352 

S 

FOGARTY, E P. 

0812200009 

60-362 

P 

FOGARTY, E.P, 

0012200195 

60 352 

s 

FOGARTY,E,P. 

0012210357 

60-362 

s 

FOLEY.WJ 

8812010349 

NUREQ 


FORD, C, A 

8812270243* 

50-280 

p 

FORD,EJ> 

0812140083* 

60 458 

Q 

FORO,J.R 

8812010359 

60 327 

F 

FORO.W L 

8812010190 

50-256 

F 

FOSTEfl.J. 

8812200076* 

60-341 

Q 

FOX,EF 

8812120201* 

50 280 

Q 

FaANCH,GW. 

0012090103* 

40-7604 


FRAKCO,FF 

0012070066 

60-205 

F 

FRANTZ.E R 

8811280117* 

TOPREP 


FBANTZ.S,P. 

8812140079 

60 250 

G 

FRANTZ,SP, 

8812140079 

60 260 

Q 

FHANZ.WA. 

8012220001 

71-0200 


FRASER.DL 

8812120238* 

WASTE MGT 

FaEDRICKSON.P. 

8812060276* 

50-324 

Q 

FREDRICKSON, P. 

8812060271* 

50 400 

Q 

FREDRICKSON.P, 

0012200336* 

60-261 

0 

FREEMAN, P.A. 

8812200287 

60-423 

S 

FREEWAN,R D 

8612020226 

60 401 

S 

FREEMAKRO, 

6012220133 

60-461 

S 

FRESCO,A 

8811180327 

60-266 

Q 

FRESCO.A 

8011180341 

50-352 

Q 

FRESCOA 

8811210080 

60-322 

Q 

FRLCK.TM 

0012160029* 

50-276 

P 

FRtEOMAKLF. 

6B122103B4 

40-8406 


FRISCKR R 

0811290467 

60-266 

P 

FRISCKRR. 

8812050317 

50-265 

S 

FniSCH,RR 

8812220108 

60-255 

P 

FFIISCKRR 

B81 2220308 

60-265 

Q 

FRIZZLE, C.D. 

8811290056 

50-309 

Q 

FRYE.JH 

8812020031 

50-322 

Q 

FUIERER.AA. 

OBI 2090058 

PR 


FUUeR,CH 

8811300063 

60-267 

F 

FULIER.C R 

8811300424 

50-267 

F 

FULLER, C,H. 

6812020109 

60-267 

F 

FULLER .CH 

8012190354 

60-267 

S 

FULLER ,CH. 

8812200019 

50-267 

R 

FULIWOOD.R, 

6811160348 

50-245 

Q 

FUNK,D 

8B120G0151* 

60-282 

Q 

RJNKOE 

6812210244* 

60-282 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


FUNK.DF 

881 1200008* 

50-400 

Q 

FUniA,J. 

0811300326* 

60 333 

Q 

FUniA,J 

6812210022* 

60 317 

0 

FURIO.P 

6812220138 

60 317 

S 

FURIO.P 

6812270228 

50-317 

S 

GAD.R K, 

8812140076 

60-271 

G 

GAD,R K 

8312140076 

60-271 

G 

GAD,R K 

8312140086 

50-271 

G 

GAO,R K 

3312140086 

60-271 

G 

GAD,R K 

8812140093 

50-271 

G 

GAD.R K 

3312140093 

50-271 

G 

GAD.R.K, 

B312140111 

60-271 

G 

GAD.R.K. 

0312140111 

60-271 

G 

QADDIE,K> 

3312010190 

50-255 

F 

GAGLIARDOJ E 

8311300214* 

50-382 

Q 

GAG LIAR DO. J E. 

8812210313* 

50-285 

Q 

GAQUARDO,J E 

3812210342* 

50-402 

Q 

QAINES.C R. 

381 21 3001 3 

50-302 

S 

GALLAGHER, J. 

BB1 2120000 

60-352 

S 

QALLAQHER.J W 

QBI 1020104 

60-352 

F 

QALLAQHER,J,W 

8011290350 

60-277 

P 

GALLAGHER, JW 

8012020225 

60-277 

S 

GALLAQHERJ.W, 

8012060295 

60-352 

S 

GALLAGHER, J.W. 

8012120206 

50-277 

F 

QALUGHER,JW. 

8012210292 

50 352 

H 

GALLAGHER. J.W 

081 2220020 

50-171 

P 

QALLAQHER.J W 

OBI 2 22 0056 

50-362 

P 

GALLEGOS, R C. 

8012060330* 

70-622 


GALLO, R. 

8011290238 

50 3S2 

Q 

GALLO, ft M 

6811300201 

50 247 

V 

GALLO, R.M. 

681 2050098 

50 362 

V 

QALLO.R.M 

001 2080165 

60 244 

Q 

GALLO, R M 

OBI 21 20228 

60-247 

V 

GALLO, n M. 

8812160014 

60213 

Q 

QALLO.R.M 

8012270233 

50 206 

Q 

GALYEAN.WJ 

0812100094 

NUREG 


GAMBLE, OC 

0812210353 

71-9107 


QARCIA,PJ. 

6012210071 

40 6002 


QARCIA.P.J 

8012210170 

40 8905 


QAnCIA,PJ. 

8B 122 10230 

40 3902 


GARCIA, ftJ. 

0012210235 

40 8903 


GARCIA, PJ 

6812210374 

40 8003 


QARCIA,P.J. 

6812220100 

40 0907 


QARCIA,P.J 

0612220114 

40 0905 


GAROINIERJ 

0012010263 

PR 


QARDNER.R N. 

8312050214* 

60 263 

Q 

QARDNER.R N. 

8312120067* 

60-341 

Q 

QARDNER.R N. 

0312130136* 

60 373 

Q 

QARDNER.R N 

8012100360* 

60 264 

Q 

GARNER.B 

8012200167 

50 338 

R 

GARNER, LW 

3311280096* 

60-261 

Q 

QARNER.LW, 

3812200336* 

50-261 

Q 

QASKIN.C E 

0012260105 

NUREQ 


QAUTAMAS 

0012130136* 

60 373 

Q 

GAUTAM.A S 

8012160350* 

50 264 

Q 

QAVLICK.Q 

8812160084 

XPORTLIC 


GAYLEY.R B 

8311200114 

60 219 

S 

GAYLEY.R.B. 

0012160050 

60-219 

S 

GEARS, G.E 

0012090210 

60-260 

P 

GEIGER, J 

8812013161 

50 237 

S 

QEIB.M. 

6812020135 

60-224 

G 

QELG.M. 

0612020141* 

60-224 

G 

QEORQE.M. 

8012030151 

XPORTLIC 


GEORQIAN.E J. 

8812203162 

50 243 

S 

QEORQIEV.Q B 

8812220216* 

60-260 

Q 

QEORQIEV.aB. 

6812270246* 

60-269 

Q 

QERSHEY.E L 

8012060296 

PRM 


GERSHEY.E.L 

8012063305 

PRM 


GERTMAN.D.L 

8812190016 

NUREG 


QERTMAN.D.L 

8812100037 

NUREG 


GERTMAN.DJ, 

8012190066 

NUREG 


QERTZ.C. 

0012150274 

WASTE MQT 

QERTZ.C 

8812190239* 

WASTE MQT 

QERTZ,CP, 

8812050295 

WASTE MQT 

QEYER.A 

8812060307* 

50-219 

Q 

QIBBS.R. 

8012200167* 

SO 250 

Q 

QIBO,E>Y. 

8312070148* 

50-220 

Q 

GIBSON, A F. 

6312150198 

50-269 

Q 

QIBSON,A F 

8312220343 

60-335 

V 

GIBSOKK. 

0312220168 

60-311 

S 

GIBSON, K.H. 

8811200412* 

50-272 

Q 

GIDLEY.W.C. 

8812210348 

40-3943 


QIITTER.JG 

8312160001 

60-305 

Q 

GILBERT, B.Q. 

331 2190018 

NUREQ 


GILBERT, B.G 

3812190037 

NUREQ 


GILGERT^B G. 

BB1 21 90066 

NUREG 


QILBERT.E. 

8812200113 

50-245 

S 

QILBERT.L.D. 

8812050290* 

50-285 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


G1LL.C F 

8012020201* 

50-264 

Q 

Q1LL.C F 

8812090103* 

40-7604 


GILL.GF 

881 2200055* 

60-483 

0 

GILMAN.A D 

8812270200* 

CONTRACT 


GILMAN.B A 

8611300290* 

60-3 

U 

QILMAN.B A 

BB120GD238* 

COMMISSION 

GILMORE, W E 

8812100018 

NUREG 


GILMORE,W E 

0812190037 

NUREQ 


GILMORE.W E 

0812100066 

NUREQ 


GLEASON.EJ 

0812020130* 

60-322 

G 

GLEASON.E J 

8312020130* 

60-322 

G 

GLEASON.E J 

3312020130* 

60-322 

G 

gleason.jp. 

3312020017 

50 322 

G 

QLEASON.J P. 

8312020024 

50 322 

Q 

GLEASON. J P 

3812140092 

50 322 

Q 

GLENN.J 

6312080203 

l&E 


GLENN.J 

6312130153 

l&E 


GLOERSEN.W B 

8312080039* 

60 280 

O 

GLOERSEN.W.B. 

8812160144* 

60 424 

0 

GOLDBERG, J.H 

8311200164 

60 490 

P 

GOLOBERQ.J H 

0311300456 

50 499 

Q 

QOLO0ERQ.J H 

8312020090 

50 490 

P 

GOLD9ERQ.J H 

631 2060296 

60 490 

S 

QOLDBERG.J H 

B31 2000346 

50 490 

A 

GOLDBERG.J H 

6812130207 

50 496 

Q 

GOLDBERG, J H 

8012200012 

50 406 

P 

GOLDBERG, J H. 

6012200016 

50 460 

Q 

QOLDDCRQ.J H 

8012200266 

50 408 

S 

GOLD0ERQ,J H 

0612200207 

69-409 

S 

QOOD.G.M 

8611200032* 

50 206 

Q 

QOODEN.A 

8612160134* 

70 1201 


GORALSKI.G 

8812140261 

60 255 

R 

GORDON.J 

8B120S0056 

PR 


GORE.B F. 

8011100288 

60-317 

Q 

QORMAN.EJ 

8012010191 

PR 


QORMAN.EJ. 

8012020054 

PR 


GORMAN.EJ. 

6812060022 

PR 


GRACE, D N, 

8812160086 

TOPREP 


GRACE.D N 

8612210236 

TOPREP 


GRACE, S R. 

8612010398 

40 6904 


GRACE.SR 

0812220290 

40 8904 


QRAHAM.PO 

6012010313 

60 450 

R 

QRANT.WB 

0812210396* 

60 454 

Q 

GRAVES.DK 

8B1 2 140209* 

60-290 

V 

GREBE L.T 

8012200000 

50-275 

s 

QREI3EL,T,L 

6012270205 

60-323 

s 

GREEN, R E 

0312270208* 

XPORTLIC 


GREEN9UTT.M 

8B12O1O204* 

CONTRACT 

GREENMAN.EG 

0011 290373 

50-346 

Q 

GREENMAN.EQ 

8611290375 

60-346 

Q 

GREENMAN.EQ 

6311290424 

50-331 

P 

QREENWAN.EQ 

OBH300547 

50 456 

0 

QREENMAN.E.Q. 

8812020240 

60-254 

0 

GREENMAN.EQ 

3612050206 

50-456 

s 

QREENMAN.EG 

8812060206 

60-341 

o 

GREENMAKEQ 

831206030B 

60-346 

Q 

QREENMAN.EG. 

8812080150 

60 265 

P 

GREENMAN.EQ 

3612090293 

60 341 

P 

GREENMAN.EQ. 

3312160072 

60 440 

P 

GREENMAN.EQ 

6312190386 

60-456 

Q 

QHEENMAN,E.G. 

8012270074 

69 440 

P 

GREENMAN.EQ 

8612270263 

59 263 

Q 

GRE6R,L B 

3312280110 

60-443 

G 

GREQER.L R. 

8811280063 

60-165 

Q 

QREGER.L R 

8611260094 

59 205 

Q 

GnEQER.L R 

3811230102 

50-305 

Q 

GREQER,L R 

6811260105* 

50 305 

Q 

GREQER.l.R 

8011290006 

69 409 

Q 

QREGER.L R. 

0011300487 

50-305 

Q 

QREGER.L R 

6911300526 

50-346 

Q 

QREGER,LR. 

8811300536 

50 373 

Q 

GREQER.l.R. 

0812020186 

50-205 

Q 

QREGER.L R 

6812020198 

60-264 

Q 

GREQEH.L.R, 

8812020201* 

60-254 

Q 

QREGER,L R 

8012060129 

50-255 

F 

QREGER.L R. 

081 2060137 

60*1 55 

P 

QREGER.L R 

0012060142 

50-456 

0 

GREGER,LR 

8012060144 

50-400 

F 

QREGER.L R. 

8012060140 

60-202 

0 

GREQER.UR 

0812000100 

60-440 

F 

GREGER.LR. 

8012090280 

50-255 

F 

GREQER.L n 

8612140237 

50-202 

Q 

GREGER.LR 

0312100265 

50 455 

Q 

GREGER.L R 

081 2200052 

60 403 

Q 

QREQER.L R 

QB12200055* 

60-403 

Q 

GREGER.LR 

3812200068 

69 341 

Q 

GREGER.L R. 

6312210369 

50-316 

F 

GREGERLR 

6012210371 

SO 155 

Q 



236 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

OREGER,L R 

6312210187 

50-331 

F 

GRIMSLEY.D H 

GREGER.L R 

0812210190 

50-454 

Q 

GflIMSLEY.D H 

GREGER.L R 

6812210193* 

50-454 

Q 

GRIMSLEY.D H 

QnEaeR.L r 

8812210196^ 

50-454 

Q 

GRIMSLEY.D H 

GREGER.L R 

6812270123 

50-440 

Q 

GHIMSLEV.D H 

GREGER^LR 

8812270127- 

50-440 

Q 

GRIMSLEY.D H 

GREGER^L R 

8812270151 

60-454 

F 

GRIMSLEY.O H 

GREGG.B R 

8811290557 

50-219 

S 

GRIMSLEY.D H 

GREGG.B R 

8812210109 

50-219 

S 

GRIMSLEY.D H 

GREGQ.R.E 

8811180299 

50-213 

Q 

GRIMSLEY.D H 

GREGG, R E 

681 11 80299 

50 213 

Q 

GRIMSLEY.D H 

GREGG ,R B, 

6811180354 

60 421 

Q 

GRIMSLEY.D H 

GREGG.RE 

8811180354 

50 423 

Q 

GRIMSLEY.D H 

GREGQ.R E 

8811210082 

50 280 

Q 

GRIMSLEY.D H 

GREGG, R E 

8811210082 

50 260 

a 

GRIMSLEY.O H 

GREGG, R 1 

8811230220 

70-371 


GRIMSLEY.D H 

GREGG ,nj 

8811230240 

70-371 


GRIMSLEY.O H 

GREGG ,R J 

8812070221 

70 371 


GRIMSLEY.D H 

GRIDE LY.n 

8812010324 

50 269 

P 

GRIMSLEY.O H 

GRIDLEY,n 

8812120271 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY,H 

8811290512 

50 259 

F 

GRIMSLEY.O H 

GRIDLEY,R 

8811300140 

50-259 

Q 

GRIMSLEY.O H 

QRIDLEY.R, 

8811300243 

50 327 

P 

GRIMSLEY.D H 

GRIDLEY.R 

8812010042 

50 390 

S 

GRIMSLEY.O H 

GRIDIEY.R 

8812010310 

50 260 

P 

GROBE.J A 

QRIDIEY.R 

8812010330 

50 327 

P 

GROSS.K W 

QRIDLEY.R 

8312010341 

50 516 

Q 

GROSS, KW 

GRIDIEY.R 

8012060086 

50 269 

P 

GRUMMER.R Q 

QRIDLEY.R 

GRIDLEY.R 

B81 2060112 

SO 259 

P 

GRUNSEICH.RW 

88120B0133 

50 260 

P 

GRUNSEICH.RW 

GRIDLEY.R 

8812060145 

60 327 

P 

GRUNSEICH.RW 

GRIDIEY.R 

6812080200 

50 327 

R 

GUBERSKI,J 

GRIDLEY.R 

8812120236 

50 327 

f 

GUBERSKI.J D 

GRIDLEY.R 

8812130022 

50 259 

P 

GUILLEN. J 

QRIDLEY.R 

8812140165 

50 259 

P 

GUNTHER.W 

QRIDLEY.R 

8312140171 

50190 

S 

GUNTHER, W 

GRIDLEY.R 

8012150103 

50-327 

Q 

GUNTRUM.BC. 

QRIDLEY.R 

8312150164 

REGGD 


GUPTA.D 

GRIDLEY.R 

8812160091 

50-259 

F 

GUTHERIE.S 

GRIDLEY.R 

8012200076 

50-259 

F 

GUTHHIE.S 

QRIDLEY.R 

8812200177 

50 259 

P 

GUTIERREZ, J. 

QRIDLEY.R 

8012200323 

70 2917 


QWYNN.P 

QRIDLEY.R 

8812210169 

50 260 

P 

HAAQ.FG 

GRIDLEY.R 

6812210206 

60 259 

F 

HAAG.RC 

GRIDLEY.R 

8812230017 

50 259 

P 

H AD FIELD, JD 

GRIDLEY.R 

8312230196 

50 390 

A 

HAFFER,EA 

QRIDLEY.R 

8812270104 

50 259 

P 

HAG AN, J. 

QRIDLEY.R L. 

8800290002 

50 269 

Q 

HAG AN. J 

QRIDLEY.R L. 

8811300164 

50 259 

P 

HAGAN, J 

GRIDLEY.R L. 

8812010303 

PRM 


HAGAN, J J 

GRIDLEY.R L. 

8812020022 

50 327 

F 

HAGAN.J J 

GRIDLEY.R L 

8812070256 

70 2917 


HAGAN, J J 

GRIDLEY.R L. 

0012000187 

PR 


HAGAN.T.F 

GRIDLEY.R L, 

8312310195 

50 259 

F 

HAGAN.TF 

GfllFFINJ L 

8812220214* 

50 295 

P 

HAGAN, T.F 

GRIFFIN.R L 

6612270146 

50 445 

G 

HAGAN.T F 

GRIFFIN, R L 

8812270149 

60-445 

Q 

HAGAN, T.F 

GRIME, e.K 

6812010050 

PH 


HAGAN.T F 

GRIMES.8K 

6611290016 

50-361 

H 

HAGAN, T F 

GRIMES.B,K 

6611300511 

PR 


HAGAN.TF. 

QRIMES.B.K 

6611300529 

PR 


HAGAN.T F. 

GRIMES.BK 

8811300539 

50-206 

H 

HAGAN.T F 

QRIMES.BK. 

8811300556 

50-361 

H 

HAGERNAN.J P 

GRIMES.BK 

8011300570 

ORG 


HAGEY.K 

GRIMES,BK. 

8811300570 

PR 


HAGEY.H 

GRIMES.BK. 

8811300581 

50-362 

H 

HAGINS.EE 

GRIMES, BK 

B012O1OO41 

PR 


HAIRSTON, W Q 

GRIMES.BK 

8812010045 

PR 


HAIRSTON, W.G 

GRIMES, B.K 

B812010057 

PR 


HAIRSTON, WG, 

GRIMES.BK. 

6812010101 

PR 


HAIRSTON, W.G 

GRIMES.BK 

6612010104 

PR 


HAIRSTON.WG 

GRIMES, B.K. 

B812010107 

PR 


HAinSTON.W.G 

GRIMES.BK 

6612050025 

ORG 


HAIRSTON.WG 

GRIMES.BK. 

B81 2050 185 

REVIEW GRP 

HAIHSTON.W.G 

GRIMES.BK, 

8612160147 

PR 


HA1HSTON.W.G. 

GRIMES, a, K 

B01216O1B1 

PR 


HAIRSTON.W.G. 

GRIMES.CI 

8811300023 

50-445 

A 

HAIRSTON,W Q 

GRIMES, C.l. 

8812070117 

50-445 

A 

HAIRSTON.W.G 

GRIMES.CI 

8612120017 

50-445 

E 

HAIRSTON, W G 

GRIMES.C 1. 

6612120090 

50-445 

Q 

HAIRSTON.W.G 

GRIMES, C 1. 

8612120009* 

50-445 

D 

HAIRSTON.W.G 

GRIMES, G 1. 

8812120267 

50-445 

A 

HAIRSTON.WG. 

GRIMES, Cl 

8812130003 

50-445 

E 

HAIRSTON.WG 

GRIMES, Cl 

8812150232 

60-445 

A 

HAIRSTON.W G 

ORIMES,CI 

8812160234* 

50-445 

A 

HA!RSTON,W Q 

GRIMES.C 1 

8812150238* 

50-445 

A 

HAIRSTON.W Q 

GRIMES, Cl 

8812190181 

60-445 

E 

HAIRSTON.W.G 

GRIMES, Cl 

8B12200251 

50-445 

A 

HAIRSTON.WG, 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECr 

NUMBER 

CATEGORY 


NUMBER 

CATEaOflY 

8612010005 

FOIA 


HAIRSTON.W G 

8612120011 

58 321 

F 

6812050057* 

PR 


HAIRSTON.W Q 

8812120050 

50 343 

H 

8812050113 

50-322 

P 

HAIRSTON.W.G 

8812120059 

50 321 

H 

B81 20501 23 

FOIA 


HAIRSTON.W G 

8812120133 

50 424 

s 

8812050277 

FOIA 


HAIRSTON.W Q 

8812120180 

60 321 

S 

081 2050306 

50 390 

Q 

HAIRSTON.W G 

0812120161 

50 321 

o 

BB1 2050327 

FOIA 


HAIRSTON.WG 

0012120264 

50 421 

p 

6612060020 

FOIA 


HAIRSTON.W Q 

8612130065 

50 364 

s 

6612060051 

FOIA 


HAIRSTON.W G 

8012130263 

50 349 

s 

8612060265 

FOIA 


HAIRSTON.WG 

8812130260 

50 424 

p 

8812070010 

50 293 

F 

HAIRSTON.W G 

8812140062 

50 424 

s 

8812090279 

FOIA 


HAIRSTON.W G 

6012140120 

50 424 

s 

8612120044 

FOIA 


HAIRSTON.WG 

6812140260 

50 424 

o 

8612120169 

FOIA 


HAIRSTON.W G 

0612150081 

50 321 

5 

6812120189 

50 203 

P 

HAIRSTON.W G 

0012160117 

50 424 

F 

0812130135 

FOIA 


HAIRSTON.WG 

0B121CO13B 

50-164 

O 

6812130163 

FOIA 


HAIRSTON.W G 

8812190116 

50-424 

P 

8812130210 

FOIA 


HAIRSTON.WG 

0812190260 

50-121 

R 

8812190289 

FOIA 


HAIRSTON.W G 

6812100266 

60-148 

R 

6812210110 

50-275 

T 

HAIRSTON.W G 

8812100275 

50-364 

R 

6812210204 

50-322 

F 

HAIRSTON.W G 

0812190292 

50-364 

P 

8812230105 

FOIA 


HAIRSTON.WG 

001 2200001 

50 424 

R 

8812270221 

FOIA 


HAIRSTON.W.G. 

6012200033 

50-340 

F 

8612290266 

50 440 

P 

HAIRSTON.W G 

0612200112 

60-321 

F 

8812130305 

REVIEW 6R P 

HAIRSTON.W Q 

8012200110 

50 424 

P 

6611280064 

so 250 

S 

HAIRSTON.W G 

8012200160 

50 321 

P 

0812200203 

60 250 

S 

HAIRSTON.WG 

8812200213 

50 424 

s 

8812120145* 

50 416 

P 

HAIRSTON.W G 

8012200210 

60 424 

s 

8811300012 

so 322 

S 

HAIRSTON.W Q 

8812200227 

SO 424 

p 

6812060046 

60 322 

s 

HAIRSTON.W G 

6812200236 

50 424 

s 

6812090054 

50 322 

s 

HAIRSTON.WG 

0612200243 

SO 424 

s 

8012210061 

50 344 

s 

HAIRSTON.W.G. 

8612200250 

60 424 

s 

8012210365 

60 344 

s 

HAIRSTON.W Q, 

6612210033 

50 348 

p 

0011290140 

50 255 

s 

HAIRSTON.WG 

6612210046 

50 424 

p 

8811160327 

50-286 

Q 

HAIRSTON.W.G 

0612220070 

60 424 

s 

8011210000 

50-322 

Q 

HAIRSTON.WG 

6012220001 

50 424 

s 

8611300033 

PT21 


HAIRSTON.W.G. 

88 122 20266 

50 184 

s 

8812130311 

CONTRACT 


HAIRSTON.W.G. 

86122202G9 

50 34B 

s 

8011290314* 

50-263 

Q 

HAIRSTON.WG 

8B12270071 

50-321 

p 

0012010252* 

50-219 

Q 

HAIRSTON.WG 

0012270217 

60-424 

o 

0812220026* 

40-2269 


HAISFIELD.M 

0011100222 

PR 


8012070016* 

50-203 

F 

HALE.M.W, 

6812200117 

60 400 

fl 

8812060134 

PR 


HALL.D P 

6812210009 

50 481 

p 

8011290278* 

60-313 

Q 

HALL,J M 

6812160020* 

50-275 

p 

0811230008* 

50 293 

F 

HALL,J.R. 

6612010123 

60-331 

p 

8812100206 

60 443 

G 

HALL.J R 

0812010211 

50-331 

p 

8812130178 

60 354 

S 

HALL,J.R. 

0012000104 

60-331 

p 

0812130239 

60 354 

s 

HALL.J.R. 

0612130046* 

50-331 

a 

8812190396 

50-364 

R 

HALL,J.R. 

8612200215 

50-331 

Q 

6811290237 

50 354 

S 

HALL.S P 

6612070001 

50 481 

F 

8812080047 

50-354 

S 

HALPAUS.P. 

0612130070 

70-3041 


6012090304 

50 354 

S 

HALTIWANGER,J 

6612140020 

50-335 

n 

6812010221* 

CONTRACT 


HAMADEH,A C 

6012070245* 

60-2 33 

H 

8812010237* 

CONTRACT 


HAMILTON, P. 

0612100224 

50-201 

R 

8812010276* 

CONTRACT 


HAMLETT.M A 

0612200240 

50-283 

s 

8812010206* 

CONTRACT 


HAMLETT.M A 

8B 12200246 

50-283 

s 

6812010294* 

CONTRACT 


HAMLETT.M.A 

0612200263 

50-283 

s 

6812140112* 

CONTRACT 


HAMMELMAN.J E 

861212005G 

50 604 

A 

6812160066* 

CONTRACT 


HAMRICK.JS 

8812210250 

40 8661 


8812100282* 

CONTRACT 


HAMRICK, J S. 

8812210287 

40 8681 


8812100300* 

CONTRACT 


HAMRICK, N P 

8012130171* 

CONTRACT 


8812210140* 

CONTRACT 


HANNEN.J.N. 

8812210283 

50-483 

o 

8012090325 

WASTE MGT 

HANNEN.R.L 

0811290564 

60-331 

5 

6812050006 

CONTRACT 


HANNEN.R L 

0812020210 

60-331 

S 

8812270269 

CONTRACT 


HANNEN.R.L. 

0812070250 

50-331 

s 

8B12020050 

50-322 

G 

HANNEN.R.L 

8812140232 

60-331 

s 

881 1230241 

50 424 

F 

HANNEN.R L 

8812140254 

50-331 

s 

8611280028 

60 424 

F 

HANNEN.R.L, 

8812230163 

50-331 

s 

8611280055 

50 424 

F 

HANNIBAL, L 

0012200326 

REVIEW GR P 

8811280144 

50 424 

Q 

HANNON.J N 

0812010124* 

50-331 

p 

8811290072 

60 424 

S 

HANNON, J N 

0012010213* 

50 331 

p 

8811290103 

50-348 

P 

HANNON.J N 

8012060337* 

60-463 

p 

8811290292 

50 424 

S 

HANNON.J N 

8812090107* 

60 331 

p 

6811260309 

60-321 

P 

HANNON.J. N. 

0812000271* 

50 440 

p 

0811290572 

50 424 

s 

HANNON.J N 

8812130165* 

50 348 

p 

861 1290575 

60-424 

s 

HANNON.J N. 

8812140109 

60 449 

F 

6012010342 

50-321 

s 

HANNON, J N 

8812210032 

50-331 

Q 

8612010344 

50-424 

s 

HANNON, J N 

8812220330* 

50-348 

P 

6612010350 

60-424 

p 

HARBISON.R H 

8812010006 

PR 


8612020115 

60-424 

s 

HARBOUR, J. 

8812190046 

50 443 

G 

8812020216 

60-424 

p 

HAR0OUR.J 

8812270053 

60-443 

Q 

8812020241 

SO 346 

Q 

HARBUCK.C.C 

8812020173 

60-113 

P 

8812020265 

50 424 

P 

HARBUCK.CC. 

8812020239 

60-313 

P 

6812080181 

50 424 

P 

HAR0UCK.CC 

8812160153 

50-313 

P 

8812000273 

60 424 

s 

HARBUCK.CC 

8812210005 

50-313 

P 

0812090254 

50 424 

Q 

HARBUCK.CC 

8812230104 

50 313 

P 

6812090261 

50 424 

Q 

HARLOW.D S. 

80122SOOOQ* 

50 322 

G 

6812120004 

50-366 

S 

HARLOW.O S, 

8612280008* 

60 322 

G 
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AUTHOn 

ACCESSION 

SUIJJECI 



NUMDLR 

CATEGORY 

MARLOW, 0 S 

0012200070 

50 322 

G 

harlow,d s 

0012200070 

50 322 

G 

HARWESS.JL 

0011230204 

50 324 

Q 

HAJRNESS.J L 

0011200031 

50-325 

S 

H^nNESS,JL 

QQ120'>021G 

50 325 

S 

HAfl»ES3,JL 

081205022S 

50-324 

0 

HARNESS.J L 

6012060157 

50 324 

Q 

HAnriESS.it 

0012060242 

50 325 

S 

HAHN ESS. JL 

0812090112 

SO 324 

F 

HARNESS.JL 

0012130017 

50 32b 

S 

hAFNESS.JL 

0812130137 

50 324 

S 

HARNESS, it 

0012130161 

50 324 

S 

HAHNESS.J L 

6Q12140247 

60 324 

n 

^{AnNESS.JL 

0012210000 

50 325 

s 

KAR!JESS.JL 

0012210097 

50-325 

s 

HARWESS.Jt 

0012210103 

50 325 

s 

HARNESS. J L 

0012210111 

60-324 

s 

HARNESS JL 

0012210131 

SO 324 

s 

HARNESS.J L 

6012210305 

50 325 

s 

HARNESS, J L 

0012210409 

60 324 

s 

HARNESS, J L 

0812270190 

50 324 

Q 

HARRIGAN.DJ 

0018100202* 

CONTRACr 


HARRIS, J n 

0012200341* 

50-330 

Q 

HARRIS.MS 

8011100260 

60-317 

0 

HARRiS.R 

0012060115 

50 340 

F 

HAnms.RR 

0012200340* 

60-205 

Q 

HAJ^RIS.RJ 

8811300554* 

GO 207 

n 

HARRIS,! 

0012130137 

50 324 

s 

HARRIS,! 

6012210090 

50-325 

s 

HARRtSON.D 

0012080242* 

PR 


HARRISON,! 

6012140247 

50-324 

n 

HARR1SON.J 

0012140044 

50-331 

s 

HARnjSON.JJ 

6012020204 

50 263 

Q 

HARRISON, J J 

0812050140 

50*346 

Q 

HARRISON, J J 

0012050213 

50 203 

Q 

HAHRISONJJ 

0812090262* 

60*341 

Q 

HARRtSON J J. 

0012120005 

60 341 

Q 

HARRISON, J J 

6812200100 

60 310 

Q 

KART.HC 

6012220100* 

70 607 


rtART.RD 

0012190106 

WASTE RES 

HART.R a 

0012100102 

WASTE RES 

HART, R a 

0012100201* 

WASTE RES 

HARTMANM.P.L 

0811290314* 

50 263 

Q 

HARVEY.S 

0012060033 

50 403 

F 

HARVEY, S,P 

0812210372 

GO 403 

F 

HARWOOD, n 

0011200091 

50-304 

S 

HASSLERO V. 

0012020130 

BO 200 

S 

KAUBER.n D. 

8812010234 

REVIEW GR P 

HAUQHEY.M F 

0011290440 

50-220 

Q 

HAUGHEY.MF 

0012010256 

50 220 

P 

HAUQHEY,M F 

0012130219 

50-220 

P 

liAUQHNEY.CJ 

0812010252* 

50 210 

Q 

KAUGHNEY.C J. 

8012020153* 

50-277 

0 

HAUOHNEY.CJ 

0012020196* 

50-353 

Q 

HAUGHNEY.CJ 

0012130046* 

60 331 

Q 

HAUQHNEY.CJ. 

0012130051* 

50 254 

Q 

heAVERKAWP.OR. 

8011300052 

50-20 

V 

NAVEflKAMP.DR. 

0012140104* 

50 443 

Q 

NAVERKAMP.D R 

0012220330* 

50 271 

Q 

MAVERKAMP.DR 

0812270230* 

60-20 

0 

HAWKINS, EF. 

0810100204 

40 0602 


HAWKINS,EF 

0812010369 

40 0943 


HAWKiNS,E F 

0012010371* 

40-0943 


HAWKINS.E F. 

0812010305 

40 0904 


liAWKINS,E F 

8012010412 

WASTE MG r 

HAWK1NS.E F. 

8812010410 

40-3453 


HAWKINS.E F 

8012020045* 

40-0102 


HAWKINS, E F 

0012020096 

40 0452 


HAWKINS, E.F, 

8012020106 

40 0905 


HAWKINS,E F 

0012020114 

40-1162 


HAWKINS,aF 

8012020131* 

40-0057 


HAWKINS,E.F. 

0012020162* 

40 4402 


HAWKINS,E F. 

6812020235 

40-8907 


HAWKIN5,ER 

6012210037 

40 0904 


HAWKIMS.E.F. 

0012210042 

WASTE MGT 

ViAWKINS,EF 

0012210105 

40 0943 


HAWWNS,e F. 

6812210150 

40 0452 


HAWKINS. E.F. 

0012210102 

40 6973 


HAWKINS, EF 

B01 2210100 

40 0011 


HAWKINS.E F 

0012210220 

40-0857 


HAWKINa,EF 

8012210260 

40 0084 


HAWK1NS,E,F. 

8012210359 

40-0004 


HAWKINS,EP. 

0012210367 

40 4492 


HAWKINS, E F, 

8012210377 

40-8904 


HAWKINS,E F, 

0012220102 

40-3453 


HAWKINS, E,F. 

0012220106 

40 0943 


HAWKINS, E.F. 

0812220142 

40-0601 


HAWKINS, E.F. 

8012220290 

40-8904 



AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

HAWKINS.E F 

0012220298 

40-0920 


HAWKINS EF 

801 22 101 00* 

40 8067 


HAYES. JJ 

0012020316 

50-395 

P 

HAYES.J 3 

0012000092 

50 395 

P 

1 lAYES.J J 

8012210044 

60 395 

P 

HAYWES.JG 

001129Q35Q 

00 520 

S 

HAYNES, J 6 

0011300281 

50 528 

s 

HAYNES, J G 

0811300204 

50-529 

S 

HAYNES.J Q 

0012130041 

GO 628 

s 

HAYNES, J G 

6012130306 

SO 529 

s 

HAYNES.J G 

0812100278 

60 520 

R 

HAYNES.J G 

0812210144 

60 520 

S 

HAYNESWOFlThLV, 

0012140262 

50 261 

R 

HEFFNER, G 

8012050292 

50 440 

F 

MEHL.CW 

OB12120171 

50-261 

P 

HEITNER.K L 

0011290301 

60-267 

P 

HEITNER.KL 

0011 2904 OO 

50-267 

P 

HEITNER.K L 

0Q113000&D 

50-267 

P 

HEITNER.K L 

0811300074 

50-267 

Q 

HELWIG.DR 

8812020217 

50-277 

P 

HELWIG.DR 

0812090143 

50-353 

A 

HENDRIGKSON.R 

Q012O19319 

60-116 

P 

HENNANT.C S 

0011300521* 

60-400 

F 

MENNICK.A 

8B12010340 

NUREG 


HENSl EV.K D 

0812140013 

70 143 


HENSLEY, K D 

0812200191 

70-143 


HENS LEY ,K D 

0012200228 

70 143 


HEMSLEY.KD 

0012200310 

70-143 


HENSLEY, K D 

8012200377 

70 143 


HENSLEY, K D. 

0012220050 

70 143 


HENSLEY, K D 

081 2220069 

70 143 


HENSLEY.K D 

0012220100 

70 143 


MERDTAO 

0812000263 

$0 425 

Q 

HERDT.AR 

0011230016 

50 400 

Q 

HERDT.An 

0012050241 

50 425 

Q 

HERDT,A,n 

0012050250 

BO 424 

Q 

HERD!. A R 

0012050265 

60-200 

Q 

HERDT.AR 

0812060001 

50-335 

Q 

HERD!, A R. 

8812060043 

50-324 

0 

HEROr.AR 

0012070247 

60-200 

Q 

tlERDTAn 

0612000010 

60-424 

Q 

HERD!, A R 

8012080017 

60-396 

Q 

IIERDT.AR 

6012080050 

50-250 

Q 

HERD FAR 

0612000051* 

50-260 

Q 

HEnOLAR 

0812080163 

50-200 

Q 

IIERDTAR 

0612000102 

50-260 

Q 

HERDT.AR. 

0012000323 

60 426 

Q 

HERDT.AR 

GB12090341 

60 305 

a 

herdtar 

0812090342* 

60-395 

0 

HERDF.AR 

0012160108 

60-424 

o 

herdtar* 

0812160140 

50-250 

Q 

HERDLAR 

8812160162 

50-369 

Q 

HERDT.A.R 

8012160166* 

SO 360 

Q 

HERDT.A R 

0612100249 

60 424 

Q 

HERDT,An 

8012100411 

60-302 

Q 

HERDT.A n 

0012200204 

60-426 

Q 

HERDT,AR. 

0812200330 

60-338 

Q 

HERDT.A R. 

0812210220 

60-260 

Q 

HERNAN.B W. 

0811200443 

60-209 

P 

HERNAN,R,W 

QO12O1O170 

60-210 

P 

HERNAN.R W 

881 20201 42 

60-209 

P 

HERNAN.R W 

8012100082 

50-209 

P 

HERNAN.R.W 

0612220239 

60-280 

P 

HEYGR.R.S 

6811300516* 

40 4492 


HEYGR.RS 

001 2020050* 

40-260 


HEYER.RS 

0012020128 

40-1102 


HIATT, S L 

0012200261 

FOIA 


HICKEY.K J 

0812060156* 

FOIA 


HICKEY ,KJ 

6012060226* 

fOIA 


H1CKEY.K J. 

8012060233* 

FOIA 


HICKEY.K J. 

0612060246* 

FOIA 


HICKMAN.D.E 

OB 11230221 

00-206 

Q 

HICKMAN. DE 

6011300270 

60-361 

P 

HICKMAN, DE 

8012050111 

60-361 

P 

HICKMAM.DE 

0812070001 

60-301 

P 

H1CKK4AN.OE. 

8812070007 

60-361 

P 

HICKMAN.DE 

0812070021 

60-361 

Q 

HICKMAN, D E. 

8812070071 

60-361 

Q 

HICKMAM.D E. 

8812160095 

60-361 

P 

HICKS.M M. 

8612010203 

PR 


HIGQINS.J 

8811100341 

50 352 

Q 

HIQGINSJ 

6011100340 

50-245 

Q 

HIQGINS.J 

8011210030 

60-322 

Q 

MIGGINS.R B 

6012060140* 

FOIA 


H1QGINS.R B 

0012000163* 

FOIA 


HIGGINS, R B 

0012060220* 

FOIA 


HIGGINS .W.R 

0012010002 

00-305 

S 

HIQHFILL.K L 

0011300510 

60-293 

P 


AUTHOR 

MIGHFILL.KL 

ACCESSION 

NUMBER 

0812190224 

SUBJECT 

CATEGORY 

50 2B3 R 

HILDENBRAND.P 

HILL.KJ 

0012210052 

0012100375 

40 B057 

60 265 

S 

HILL-WHILTON,R 

8012270031 

50-443 

G 

HILU-WHILTON.R 

8012270101 

00 443 

G 

HILL-WHILTON.R 

6812280146 

50-443 

G 

HINDS, J M 

8011200078* 

50 454 

O 

HINDS, J.M 

0011300442 

50 295 

Q 

HI NOS, J M 

0011300449* 

60-205 

Q 

HINDS.J M. 

0011300551* 

60 458 

Q 

HINDS, J M 

0812140267* 

60 453 

Q 

HINTON, M F 

0811180312 

BO 247 

Q 

HINTON, M F 

8811100312 

60-247 

Q 

HINTZ.D C 

8812060030 

60-305 

P 

HINTZ.O C 

0812090107 

60-305 

P 

HIRT.JA 

8811230300 

60-307 

R 

H1RT.J A 

6812080205 

50-387 

S 

HOBE.M A 

6012200299 

50-165 

F 

HOBE.MA 

6012200316 

60-155 

F 

HOCHBRUECKNER 

8012000005* 

50 322 

G 

HOCHREITER.L E. 

8812090205* 

60-266 

P 

HODGCX3N.A P 

Q81 21900 59 

50-224 

Q 

KODGDON.A P. 

0012100127 

60-271 

0 

HODGDON.K 

0812090008* 

60-170 

P 

HODQDON,K 

0812090009* 

60170 

P 

HODQDON.K. 

0812090011* 

60-170 

P 

HOEFLlNQ.n K. 

0812300022* 

50 440 

P 

HOFFMAN. DP 

8812050276 

50165 

Q 

HOFFWAN,Q 1 

HOGAN ,R 

8D1 20201 94 
6011210031* 

40-299 

60 293 

P 

HOQAN,n 

8B1 121 0036* 

50-203 

P 

HOG AN, n. 

0011210030* 

60-293 

P 

HOGAN.R 

001 121 0041* 

50-293 

P 

HOQAN.R 

0811210042* 

50 293 

P 

HOGAN, R 

8811210046* 

60-203 

P 

HOQAN.R. 

6011210001* 

60-203 

P 

HOUHAN,Q 

8812130044 

60-33t 

Q 

HOLAHAN.G M 

8011290310 

60-263 

Q 

HOLAHAN.Q M. 

8811260433* 

60-409 

J 

HOLAHAN.Q.M 

8011200440* 

60-16 

J 

HOLAHAN.G M 

6811290404* 

60-133 

J 

HOLAHAN,Q M 

8011300114* 

60-171 

J 

houhan,qm. 

0012010080 

50-409 

A 

HOLAHAN.G.M 

8812120261* 

60 298 

J 

HOLAHAN,G.M 

8812130036* 

60-285 

J 

HOLAHAN.G.M 

0812130050 

50 264 

Q 

HOUHAN,GM. 

8812220384 

50 490' 

P 

HOLOER.A L 

0612160039 

50-382 

S 

HOLUND.W.E 

6812060162* 

60-280 

Q 

HOLLER.Q 

8812020302 

60 498 

S 

HOLUNGSEO.M.W. 

QQ1207023Q 

50 285 

S 

HOLLINQSED.M.W. 

0812130016 

50-205 

8 

HOLLOWAY, C.J. 

8012200200 

60-322 

P 

HOLU0WAY.CJ. 
HOLMES RAY, P. 

0812230054 

0812090120* 

PR 

60-03 

V 

HOLMES RAY,P. 

8812090206* 

60-302 

0 

HOLMES RAY.P. 

8612200176* 

60-302 

Q 

HOLONICH,J J 

8811300102 

WASTE MGT 

HOLONICHJ J. 

8011290218* 

WASTE MGT 

HOLONICH.J.J 

0011200262 

WASTE MGT 

HOLONICKJ J 

0011200542 

WASTE MGT 

HOLTZMAN,RB 

0O112BOO97* 

60 295 

Q 

HOtTZMAN.R.B. 

8812210378* 

60-155 

Q 

KOLT2SCHER,D.L. 

8012020226 

60-461 

S 

HOLTZSCHER.D.L 

8812050049 

60 461 

S 

HOLTZSCHER.D.L. 

0612060279 

$0-461 

s 

HOLTZSCHER.D.L 

8812140178 

60-461 

p 

HOLTZSCHER.D L. 

6812140231 

$0 401 

s 

HOLTZSCHEB,D.L. 

0012150128 

60 401 

V 

HOLTZSCHER,D L 

88121 9022D 

50-481 

R 

HOLTZSCHER.D.L 

8812100274 

60-461 

Q 

HOLTZSCHER.D L. 

0812200101 

60-461 

S 

HOLTZSCHER.D L. 

881 2200260 

60-461 

Q 

HOLTZSCHER.D.L 

8812220133 

60-461 

S 

HOOKER.C 

8812200098* 

60-344 

0 

hopkinsar- 

HOPKINS.JA. 

6012060058* 

8812100340* 

FOIA 

60-316 

Q 

HOPKINS, J.B 

8811280106 

60-424 

P 

HOPKINS.J.a. 

8811200302 

60-424 

P 

HOPKINS, J B, 

0811300126 

60-424 

P 

HOPK1NS.J B. 

8812020207 

50-425 

A 

HOPKINS, J.0 

8012000153 

50-424 

P 

HOPKINS, J B. 

8812130208 

60-424 

P 

HOPKINS.J.B. 

8812130298* 

60 424 

P 

HOPKINS.J.B. 

0012220124 

50-424 

P 

hopkins,jb, 

0812220127* 

50-424 

P 

HOPKINS, P.C 

081 2050262* 

60-395 

Q 

HOPKINS.P.C 

8812200290* 

60-396 

Q 



238 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEQORV 


HOPKINS.RJ 

0611230243 

40 0622 


HORN.Q R 

6612130014 

50 298 

S 

HORN.G R 

6612140036 

50 290 

R 

HORN.W 

6811300018^ 

70 3054 


HORN.M L 

6612020016 

70 820 


HORN,M L 

6812270274 

70 371 


HORNE, 0£, 

6811230065" 

MISC 


HOSEY.C M 

8812080184" 

60 280 

Q 

HOSEY.C M 

8812000315“ 

60 302 

Q 

HOSEY.C M 

8812160144“ 

50 424 

Q 

HOSEY.C M, 

8812190053“ 

50 424 

Q 

HOSTETLER, CJ 

6612190163 

WASTE RES 

HOUSE, J E 

6612270131“ 

60 440 

Q 

HOUSE. WB 

6612080050 

TOPREP 


HOUSHOLDER.W R 

6812070249 

71 4909 


HOWARD, 0 R 

6811290182 

50-313 

P 

HOWARD.D R 

6312190240 

50 368 

R 

HOWARD.DR 

8812190247 

50 313 

R 

HOWARD.D R 

8812200252 

50-313 , 

P 

HOWARD.JE 

8812020233 

60 302 

S 

HOWARDS.DR 

8812210187 

50 313 

Q 

HOWE.P W 

6812190207 

60 324 

V 

HOWELL.A.T 

6811390219 

60 482 

S 

HOYLE.J.C. 

6812000014 

60 320 

P 

HOYLE.JC 

6812000016* 

50 320 

P 

HOYLE.JC 

6612080022" 

60 320 

P 

HOYLE, a C 

6612280164 

60 445 

Q 

HOYLE.JC. 

6612260190 

60 322 

Q 

HOYLE.JC 

6612280217 

50 443 

Q 

HStUNQ.S. 

6612130085 

WASTE MGT 

HUBBARD, Q< 

6612180181 

50 445 

E 

HU0BARO.QT 

6612220105" 

60 259 

Q 

HUCK.PJ. 

6612140119 

WASTE RES 

HUCK.PJ 

6612140123" 

WASTE RES 

HUCK.PJ. 

6612140125" 

WASTE RES 

HUDSPETH.J B* 

6612120227 

60 346 

F 

HUEV.FR 

8812160159* 

60 206 

Q 

HUEV.R 

6611300178 

60 206 

S 

HUGHEY.CA 

6812090288* 

60 424 

Q 

HUK1LL.H.0 

6611300430 

60 289 

P 

HUKILL.H D 

6612020138 

50 289 

S 

HUKILLKa 

8612060143 

SO 289 

o 

HUKIIL.H a 

6612120107 

60 286 

p 

HUKILL,H.a 

6612130177 

60 289 

p 

HUKILL.H a 

6812130180" 

60 286 

p 

HUKILL,H D 

6612140178 

60 286 

o 

HUKILL,H.D 

6612200174 

50 269 

R 

HUMPH REY.G J 

8812060175 

60 443 

H 

HUMPH REY.QJ 

8812210311* 

50 443 

H 

HUMPHREY, P 

8612060190* 

60 327 

Q 

HUKQER,Q,A. 

8612060052 

50 277 

P 

HUKNICUTT.O, 

8612130243 

60 469 

S 

HUNSADER.se 

8811290081 

60 456 

P 

HUNSADER.S C. 

8812020197 

60 456 

R 

HUN SAD Ease 

8812070057 

60 456 

P 

HUNSADEaSC 

8812090297 

60 456 

S 

HUNSADEaSC 

8812140141 

50 456 

P 

HUNSADER.se. 

8612190198 

60 454 

K 

HUNSADEfl.se 

8812200091 

60 454 

F 

HUNSAOER,SO. 

6612220382 

60 466 

Q 

HUNSTAD,A A. 

6811300044 

60-282 

S 

HUNSTAD.AA 

8612020094 

60 282 

S 

HUNSTAD,AA 

8812070209 

60 202 

s 

HUNSTAD.AA 

8812200058 

60 282 

S 

HUNT.M D. 

6812050245* 

60 425 

Q 

HUNTER, O.a 

8812210313* 

60 285 

Q 

HUNTER, JR 

8811300132* 

XPORTLfC 


HUNTER.J.n 

6811300138* 

XPORTLIC 


HUNTERjn 

6812270285* 

XPORTLIC 


HURLEy.J. 

8812090138 

50 418 

F 

HUTCHINSON.W.B. 

8812080084* 

50 341 

U 

HUTCHISON, LB 

681220^)088 

60 397 

R 

IBRAHIM,A K 

6811300230 

WASTE RES 

IBRAHIM.D.W. 

6612060034 

60 457 

S 

IBRAHIM.DW. 

6612210001 

60 457 

s 

1 DOINGS, FA 

6612090013* 

60 247 

p 

IDDINGS.FA, 

6612090080* 

60 315 

p 

IKEDA,M. 

8612080148* 

XPORTLIC 


IKEDA,M 

8612080173* 

XPORTLIC 


IKEDA,M. 

6612080188* 

XPORTLIC 


IKEDA,M. 

8612000228 

XPORTLIC 


IKEDA,M. 

6612150038 

XPORTMC 


IKEDA.M. 

6612150100 

XPORTLIC 


iMBno,e.v. 

8812020196" 

50 353 

Q 

INQLE,S 

6811230021 

40 BBS7 


INGLE, S 

8812050095 

40-8664 


IRELSfjD,aE 

8011300329* 

60 287 

a 

IRWIN.DP, 

6612020032 

50 322 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


IRWIN, DP 

0812020032 

50-322 

Q 

IRWIN, OP 

081202003B* 

50-322 

G 

IRWIN.OP 

0012020038* 

50-322 

G 

IRWIN, DP 

OB 12020061 

50-322 

G 

IRWIN, DP 

8812020061 

50 322 

G 

IRWIN.OP. 

0812020063 

50-322 

G 

IRWIN.OP, 

8012020003 

60-322 

G 

(RWiN.D P 

8612140115 

60-322 

G 

laWIN.DP 

8812140115 

SO 322 

G 

laWIN.DP 

8012140121 

50 322 

G 

inWIN.D.P. 

6B12140121 

50-322 

G 

IRWIN, D P, 

6012190103 

50-322 

G 

inWIN.D P 

8812190103 

50 322 

G 

IRWIN.O P 

8812270069 

60 322 

G 

1RWIN.D P. 

8812270069 

50-322 

Q 

IRWIN, D P. 

BB1 2200002 

50-322 

G 

IRWIN, DP 

8812200002 

60-322 

G 

IRWIN, DP. 

8812280006* 

60 322 

G 

IRWIN, DP 

8812280005“ 

60 322 

G 

IRWIN, D.P. 

6012280070 

50-322 

Q 

IRWIN.OP 

0012280070 

50-322 

G 

ISHII.M 

8812190120 

NUREG 


ISRAELS 

6812050054 

ORQ 


IVORY, 8 J, 

8811200205* 

CONTRACT 

lEENSON.M G, 

8812020159 

NUREG 


IZENSON.M G 

6612020164 

NUREG 


JA0BOUH.K.N 

6612010223 

60-413 

P 

JABBOUR.K N 

6612050066 

60 413 

P 

JABBOUH.K.N 

6612160069 

60 413 

P 

JADLONSKI.FJ 

0812270048* 

60-346 

Q 

JACKIW.I N. 

8812020140* 

60-331 

Q 

JACKIW.I N 

8812020163* 

60-331 

Q 

JACKIW.I.N 

QS12210405* 

60-165 

Q 

jacksJd. 

6612130043 

60 313 

S 

JACKS.J D. 

Q0122100BO* 

60-313 

S 

JACKS.JO. 

6612210103* 

60 313 

s 

JACKS.J, a 

8812220243 

60-313 

8 

JACKSON.Q 

0011200220* 

71-24 


JACKSON.Q 

0812050106* 

71*666 


JACKSON.G. 

8812140220* 

40 0027 


JACKSON.Q 

0012220104 

70-007 


JACKSON, R. 

*8812120035* 

70-607 


JACO0SON,J,M, 

0812200109* 

60-316 

Q 

JACO0Y.O.L 

0012020045* 

40 0102 


JACOBY, D.L. 

0012020114 

40-1162 


JACOBY, D L 

8012210160 

40 0462 


JAFFE.OH. 

8012000163 

60-336 

P 

JAFFE.OH 

0812160009 

60-336 

P 

JAMES.W.R 

8812100394* 

70-143 


JANG,J, 

8812210022* 

60-317 

Q 

JANUSKA,A. 

8012060161* 

60-202 

Q 

JANUSKA.A Q. 

0011300494* 

60-305 

Q 

JAPE,F, 

0011230019* 

60 400 

Q 

JAPE.F 

0012000020* 

60 395 

Q 

JAPE,F. 

0012080165* 

60-200 

Q 

JAPE.F 

0012000195* 

60-327 

Q 

JAPE.F. 

0812090250* 

60-425 

Q 

JAPE.F. 

0812160116* 

60-424 

Q 

JAPE,F 

8812160168* 

60-250 

Q 

JAPE,F. 

8812190251* 

60-424 

Q 

JAPE.J 

8812090327* 

60-425 

Q 

JARRELL.D.B, 

8812010343 

NUREG 


JEHLB.P.A, 

8812270080 

60-336 

Q 

JEHLE.PA. 

88122700BO 

60 250 

G 

JEHLE.PA 

6012280128 

60-336 

Q 

JEHLE.PA. 

8812280267 

50-335 

Q 

JENiSON.K. 

8812080170* 

50-327 

Q 

JENISON.K, 

8812080190* 

60-327 

Q 

JENISON.K 

8012210102* 

60-327 

Q 

JENSEN.H. 

8012190398 

60-354 

R 

JOHANSEN. J 

8012140110 

l&E 


JOHNSON, AD. 

8012150002* 

60-397 

Q 

JOHNSON.A.Q. 

8011290446 

50-243 

F 

JOHNSON.AR. 

861 1290477* 

50-382 

Q 

JOHNSON, A.R. 

8812020309* 

60-313 

Q 

JOHNSON.A.a 

8012160073* 

60-402 

Q 

JOHNSON.B.D. 

8810070105* 

50-255 

P 

JOHNSON, BD, 

8011280010 

60-265 

S 

JOHNSON, B.D. 

0812020167 

60-255 

s 

JOHNSON, BO. 

8012020220 

60-266 

s 

JOHNSON^B.O. 

8812080105 

60-255 

s 

JOHNSON»B D, 

8812130126 

60-265 

8 

JOHNSON.B.D. 

8812140047 

60-265 

s 

JOHNSON.B.D. 

6812220029 

60-265 

R 

JOHNSON, C.E 

8812140077* 

60-205 

Q 

JOHNSON, D. 

0B1 1290026* 

50-320 

Q 

JOHNSON,D 

8812270288 

60-289 

S 

JOHNSONAB. 

7905030213* 

FOIA 



AUTHOR ACCESSION SUBJECT 

number CATECtRf 


JOHNSON,! M 

801 1230025 

50-254 

p 

JOHNSON,! M 

001120012S 

50 254 

F 

JOHNSONJ M 

0011290153 

50 254 

0 

JOHNSON.!. M 

8012070033 

50 254 

p 

JOHNSON.I M 

8812120020 

50 254 

F 

JOHNSON,! M. 

081 22701 S3' 

50 454 

p 

JOHNSON.J 

0012000053 

60 333 

s 

JOHNSON.J 

0012270251' 


0 

JOHNSON.J R 

0012050217 

60-404 


JOHNSON.J R 

0012090259 

60-286 

0 

JOHNSON.J R 

0812270162' 

60-220 

0 

JOHNSON.J R 

08 12270275' 

50-288 

Q 

JOHNSON.P 

0011300176 

50-200 

S 

JOHNSON.P 

86 11 3001 B7 

60-3917 

s 

JOIINSON.PH 

801 2 1501 59' 

50-206 

0 

JOHNSON.P.H 

0812200090" 

50 206 

0 

JOHNSON.R H 

0812000031 

60 237 

s 

JOHNSON.R.H. 

0012210280 

60-237 

s 

JOHNSON.W 0. 

0011290273" 

60 313 

0 

JOHNSON.WJ. 

0012200270 

TOPREP 


JOHNSON.W J 

0812210145 

71 24 


JOHNSON.WJ. 

6012220153 

50 482 

p 

JOHNSTON.G 

0012200335' 

50 526 

V 

JOHNSTON.J R 

G0121 30304 

50 155 

R 

JOHNSTON. K 

00122OOOgB" 

50 344 

Q 

JOHNSTON.K.E 

0012130245" 

60-276 

0 

JOLLES.M n 

0012190123 

NUREG 


JONAS.S A 

0012020025 

60 443 

G 

JONAS.S A 

8812020042' 

60 443 

Q 

JONAS.S A 

0012190205 

60 443 

G 

JONAS.S A 

0012100205 

50 443 

G 

JONAS.S A 

0012100205 

50 443 

G 

JONAS, 8.A 

0012100205 

50 443 

Q 

JONAS, S A 

0012100215* 

60 443 

Q 

JONAS.S A 

0012100215* 

50 443 

G 

JONAS.S A 

0012100215* 

60-443 

G 

JONAS.S A 

0012100216* 

60 4 43 

G 

JONAS.S A 

0012280069 

5^^4^ 

G 

JONES.H F. 

0012150110* 

50-309 

P 

JONES,P E 

0011200206* 

CONTRACT 

JONES.S B, 

00113D0070 

50 259 

S 

JONES, S B 

8012120018 

50 259 

S 

JONES, S.B. 

0012200145 

50 259 

s 

JONES.SB. 

8012200222 

50 259 

s 

JONESJ 

0012130017 

60 325 

s 

JONES,T M. 

8012210111 

60 324 

s 

JONES.TM 

8012210131 

60-324 

s 

JONES.WB 

8 B1 2140083* 

60 45a 

Q 

JONES.W.C, 

8812100290 

60 285 

P 

JORDAN.E L 

8010140046* 

FCHA 


JORDAN.G.L 

8010140004* 

FOIA 


JORDAN.E L 

881 12001 DO 

REVIEW GftP 

JORDAN.E L 

8811290206 

REVIEW GRIP 

JORDAN.E 1 

081 1290210 

REVIEW GFIP 

JORDAN.E L. 

0812090063 

REVIEW GRP 

JORDAN.E L 

8812220101 

REVIEWGRP 

JORDAN, P. 

8012210300 

40 8192 


JORDAN.P 

88 1 2210307 

40 8971 


JOSIQER.WA 

8011300221 

60 280 

s 

JOSIQER.W.A 

8812050210 

60 286 

0 

JOSIGER.WA 

0812000165 

60 286 

0 

JOSIQeR,W.A 

08 1 2120273 

50 286 

0 

JULIAN, C A. 

0012010016 

60 395 

V 

JULIAN.CA 

8012090110 

60 03 

V 

JULIAN, C.A 

801 20901 IQ 

60 250 

Y 

JULIAN.CA 

8012090134 

60 424 

V 

JULIAN.CA 

0812160047 

60415 

P 

JULIAN, C.A 

8812160110 

60-324 

Q 

JULIAN.CA. 

8812160128* 

60 324 

Q 

JULIAN.CA 

86 1 2100221 

60 324 

V 

JULIAN.CA 

08 1 2100303 

60 321 

Q 

JULIAN.CA 

8812200161 

60 250 

0 

JULIAN.CA 

8012200164* 

60 250 

Q 

JULIAN, C.A 

6812220020* 

60 260 

Q 

JULIAN, E L 

001 21 40009 

60-322 

6 

JURY.K. 

001 2200167* 

60 250 

0 

KADAK,A.C 

0812090044 

PR 


KAHLE.J B. 

0811300567* 

60 250 

0 

KAHLE,J B 

0812000039* 

60 260 

0 

KAHLE.J.B 

0812000268* 

60 424 

0 

KAHLE.J D. 

8012160174* 

60 321 

0 

KAHLE,J 0. 

8812100258* 

60^424 

0 

KALMAN, G 

6812150162 

60312 

Q 

KAMMERER.C 

8812010389 

STATE PROG 

KAMMERER.C, 

8812100328 

REVIEWGRP 

KANE.Q E. 

8612010187 

60-339 

$ 

KANE.Q E 

8812060025 

60 OSS 

s 

KANE.G E. 

8812100397 

60-33S 

5 



PERSONAL AUTHOR INDEX 239 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

KANE.&E 

8812200122 

50-245 

S 

kintner.ee 

KANE.WF 

C81 206001 5 

50-170 

Q 

KINTNER.L L 

KANE,WF. 

0612210373 

50-247 

Q 

KINTNER.LL 

KANE.WF, 

8812230134 

50-277 

Q 

KlNTNEn,LL 

KANE.WF 

8812270160 

50 220 

Q 

KINTNER.LL 

KANE.WF 

8812270249 

60-333 

0 

KINTNER,LL 

KANE.WF 

8B12200126 

50 277 

Q 

KINTNEn,LL 

KANSLER,M R 

001 2060201 

60-200 

S 

KINTNER.L L. 

KANSLER.MR 

8812070206 

60-200 

s 

KINTNER.L L 

KANSLER.M R 

8812150122 

50 280 

s 

KINTNER.L L 

KANSLEfl,M R 

0812160190 

60-200 

s 

KINTNER,L L 

KANTOn.F 

001 2000284* 

50 324 

Q 

KINTNER,L L 

KAPLAN.A 

0011230277 

50 440 

Q 

KINTNER.L L 

KAPLA^A 

8811200060 

50-440 

Q 

KINTNER.L L 

KAPUN,A 

8011 290107 

60 440 

S 

KINTNER,L L 

KAPLAKA 

8811300256 

50 440 

Q 

KINTNER.L L 

KAPLAH.A 

6012010266 

60 440 

H 

KIRBY.E P 

KAPLAt^A 

8812050013 

50-440 

P 

KIRSCH*D F. 

KAPLAN-A 

8812050060 

50 440 

S 

KIRSCH.DF, 

KAPLAN, A 

6812050169 

50 440 

P 

KIRSCH.D F. 

KAPLAN.A 

8812050292 

60 440 

F 

KIRSCH.D F 

KAPUNA 

6812060049 

50-440 

F 

KIRSCH.D F. 

KAPLAN, A 

8812060240 

50 440 

R 

KIRSCH.D F 

KAPUN,A 

6012060280 

50 440 

Q 

KIRSCH.DF. 

KAPUNA 

6812200062 

60-440 

Q 

KIRSCH.DF. 

KAPUN,A 

8012200107 

60-440 

R 

KIRSCH.D F 

KAPLANA 

0812270057 

60-440 

S 

KIRSCH.D F 

KARAW.R A 

8811300067 

60-160 

Q 

KIRSCH.DF 

KARAM.RA 

0012140008 

60-160 

F 

KIZER.KW. 

KARNER.O B. 

6812070015 

60 528 

J 

KLAPPROTH.J F 

KA5N:CKt,OA 

801 2070246* 

70-27 


KLAPPROTH.J F. 

KAY.CE 

8812000316* 

WASTE MQT 

KLEIN,D, 

KAV,M. 

0012050006 

40-0829 


KIEINSORGE.W D. 

KEATING, L 

0812050333* 

FOIA 


KLEINSORQE.W P 

KEENE, W E 

8012050100 

60-77 

F 

KUNE,J R 

KEHOLAV 

8812210200* 

60-260 

P 

KLINE.J R. 

KEIM!0,FI>R 

0811290398* 

60-333 

Q 

KNAPP, MR 

KEIMIG,n R 

8811290510* 

50 220 

Q 

KNAPP, M R, 

K€iMiO,R R 

8811300208* 

60-213 

Q 

KMAPP.M R 

KEIMIQ,R n. 

0812090200* 

60 210 

Q 

KNICELEY,J,R 

KE1MIQ.R R 

8812210408* 

70-1703 


KNIGHT.D E 

K£1MIQ,R R 

8812220401* 

50 289 

Q 

KNIGHT, B E, 

KEISER,H.W. 

8811220341 

60-387 

P 

KMIGHT.S.P 

KEISER,HW. 

0811230306 

50 387 

R 

knight, SP. 

KEISEfl.H.W, 

8811200376 

60*307 

J 

KNIGHT, SP. 

KEISEaHW. 

861 1300066 

60-387 

F 

KNIQHT.SP. 

KEISER.HW 

0012020097 

60-307 

Q 

KNIGHT, S P 

KeiSER,HW 

001 2090202 

50 307 

P 

KNIGHT. S P 

KEISER.HW. 

8812120172 

60-387 

F 

KNIQHT,S P. 

KE(SER,HW. 

0012190122 

50 307 

F 

KNIQHTON.G.W 

K6ISEn,H.W. 

0012100232 

60-307 

P 

KNIGHTON, G W. 

KEISEfl,HW 

BB1 21 00235* 

60-387 

P 

knighton.g W 

KEISEFLH.W. 

8012100377 

60-307 

P 

KNIQHTON.G.W. 

KE1SER.HW, 

0012200100 

B0-a07 

R 

KNIGHTON, Q W. 

KEISER,H W. 

8012210364 

60-307 

F 

KNIGHTON, G.W. 

KELLERHALL,R.A 

8811290301* 

60-202 

Q 

KNIGHTON.Q.W 

KELLY, J A 

8012210304* 

50-313 

Q 

KNIGHTON, GW. 

KEWPENJ.V. 

0812090180* 

COMMISSION 

KNIQHTON.QW, 

KEMPER .JS 

8011290360 

60-363 

A 

KNOP,R. 

KEMPER, JS. 

8612060137 

60-353 

Q 

KNOP.RC 

KEMPER.J.S 

0012090210 

60-353 

A 

KNOP,R.C 

KEMPER^JS. 

8012090232 

60-363 

A 

KNOP.RC 

KEMP£H,J.S. 

8012270165 

50-352 

P 

KNOP.R.C. 

KENNEDY, E M. 

081 200001 6* 

COMMISSION 

KNOTTS ,J B. 

KENNEDYJ.E 

8011290218* 

WASTE MQT 

KOBER,R.W 

KENT, A P, 

8012200127 

60 400 

R 

KOgER,R.W. 

KENVONJ.J. 

0812220309 

60 601 

A 

KOBER.R.W. 

KEOUGH.EJ 

8012140161* 

60-443 

Q 

KOHN.S.M 

KERCH.H.W 

0012200346* 

60-205 

Q 

KOHSE.G E 

KEnR,G W. 

8012120246* 

60-293 

P 

KOLL.R F. 

KERRYJ.F. 

8012000016* 

COMMISSION 

KOLSKV.KB 

KONKLIN.J.E, 

KERSHUL.&. 

0011290581 

60-344 

S 

KERSHUL,6 

8012060207 

60-344 

s 

KONKUM.J.E 

KEUrER,aR 

0611300256 

50 312 

s 

KONKLIN. J E. 

KEUTeR.D,R. 

6812140017 

60-312 

s 

K0NW1NSKI,G R. 

KEUTER.D R, 

881 22001 00 

60-312 

s 

KONWINSKI.Q R, 

KIDO.C. 

8012270040* 

60 346 

Q 

KONWINSKI.G.R 

KIDO.C 

0812270046* 

60-346 

Q 

KONWINSKI.G.R 

KILQORE.Q E, 

OBI 2070207 

60-327 

s 

KONWINSKI.G.R. 

K/M.HS 

6012220214* 

60-205 

p 

KONWJNSKI.aR 


6812020141* 

60-224 

G 

KOPP.L 1 

KIN3SLEY,O.D 

8012210217 

60-390 

A 

KOTTAN.J .J 

KINGSLEY, GO. 

B81 221 0207 

60-300 

A 

KOWALSKI.S.J 

KINGS LEY, 0.0, 

8012230012 

50-390 

A 

KOWALSKI,S J. 

KINSLEY, J R 

B81 1300497 

60 410 

S 

KOHUP,CS 

KINTNEREE 

6812160121 

PROJ 


K02LJP,CS 

KINTKER.E.E 

8812160121 

PROJ 


KOZUP.C.S. 

WNTNEfl.EE. 

B01 2200046 

PROJ 


KOZUP,C S. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


HUMBER 

CATEGORY 


NUMBER 

CATEGORY 

OBI 2200040 

PROJ 


K02UP.C,S 

8012060105 

50-255 

S 

0611300240 

60 416 

P 

K02UP.es 

8012120243 

60-265 

F 

0011300416 

50 416 

P 

KOZUP.CS 

8312120264 

50-265 

F 

0612010215 

60 416 

P 

K02UP.es. 

0812130126 

60-255 

S 

8812010201 

50 416 

P 

K02UP,CS 

8012140047 

50-255 

S 

68 12010297 

60 416 

P 

KRABLIN.R 

0812210165 

40 8902 


OBI 2020006 

60 416 

P 

KRASOPQULOS.A 

8011300340* 

50 277 

Q 

8012060313 

60 416 

P 

KRASOPOULOS.A 

0812080154* 

50-247 

0 

0812070157 

50 416 

P 

KRAUSE ,CW 

0812190218 

50 266 

R 

0012130213 

60 416 

P 

KREH.J L 

8811160221* 

50 416 

Q 

0812130226 

60-416 

P 

KREH,J L 

8812080020* 

70-1151 


6012130237 

60-416 

P 

KREH.J L 

6012160233* 

70-143 


0012100157 

60 416 

P 

KH1CH.R M, 

8012050048 

60 352 

S 

0012200198 

50-416 

P 

KRICH.R M 

0812120080 

S0 35Z 

s 

0B12220232 

60-416 

P 

KRICH.RM 

D012200105 

$0-362 

s 

0012220355 

60-416 

P 

KRICH.RM 

0012210357 

so 352 

s 

0312020014* 

50-293 

F 

KRIMM.R.W 

0811200044 

$0-344 

F 

8011290352 

60-397 

S 

KRIMM.R.W 

0011280051* 

$0-344 

F 

8B1 1300233 

60-206 

P 

KftlMM.R W. 

8011290183 

50-440 

F 

0812010269 

60-276 

Q 

KRIMM.R W. 

0012210168 

SO-289 

F 

0012050200 

50-275 

Q 

KROPP.WJ. 

801 227004 B* 

50-340 

Q 

081 2 070060 

50 312 

Q 

KRUPKA.K.M 

0012220048 

WASTE RES 

8812120105 

60-206 

Q 

KUBICKI.D 

601 2190323* 

60-361 

Q 

8012120100 

60-208 

Q 

KUMAQAl.T. 

8812100361 

FOIA 


0812130102 

60 312 

Q 

KUNCL,L Q 

0812140213* 

60-296 

V 

6612130244 

50-276 

O 

KUNCL.L Q 

8B1 2200 120 

60 29B 

Q 

6012160001 

60 397 

O 

KUNCL.LG. 

0812220203 

60 208 

P 

0812190321 

60-361 

Q 

KUNISH,B. 

0812000190* 

COMMISSION 

8812130255* 

STATE PROG 

KUNKEL J fl 

8012010069 

NUREQ 


8612070146* 

50 220 

O 

KUNOWSKI.M A 

0812200055* 

50 403 

0 

8812200376 

TOPREP 


KUNZ,RJ. 

8400180364* 

REVIEW GRP 

8012000065 

50-602 

A 

KUPERMAN.AJ. 

08121 20167 

FOIA 


6012060054* 

60-250 

Q 

KUPERMAN.AJ 

8012120107 

FOIA 


8012160169* 

50-369 

Q 

LA CHANCE. J L 

0012020170 

NUREQ 


0012020017 

60-322 

G 

LABARGE.OE 

8812080090 

50-333 

P 

8012020024 

60-322 

Q 

LABARGE,D.E. 

OO12O0OOB9* 

60 333 

P 

0012000264 

PROJ 


LABARQE.D.E 

BO 12090007 

50-333 

P 

0812120053* 

FOIA 


UBONTE,WT 

0012160036 

60-302 

s 

0B1213O3O3 

REVIEW QR P 

LA0RUNA.S. 

8812220065 

50-354 

p 

861 1300357 •’ 

60 340 

Q 

UCEY.W.S 

0012120170 

71-6984 


0612140007 

70-143 


LAGOE,LJ. 

0012010103 

60-410 

s 

0812270223 

70-143 


LAGOE.L J 

8012060234 

50-410 

s 

8011300113 

40-0027 


UQOE.LJ. 

0812060313 

60-410 

s 

8012050020 

40 8027 


LAHS,W. 

0011 2601 20 

ORG 


0812210056 

4 0 0027 


LAM.P. 

8012100005 

NUREQ 


0812210069 

40 0780 


LAMBERT.K. 

9012210150 

40 0668 


6012210236 

40-0760 


LANCASTER.W.K 

0011300290* 

50-213 

0 

8012210241 

40 0760 


LANCASTER.W K. 

8612230032* 

50 309 

Q 

6012210290 

40 0027 


UN0(S,M,R 

8011290677 

40-7^4 


0011230233* 

60 206 

P 

lanqf6rda 

B81130026D 

50 247 

P 

0011200165* 

60-206 

P 

LANNINGWO. 

0811300193 

60-277 

R 

001 12904 57* 

60 206 

P 

LANNINQ.W.D 

0011300331 

60 313 

S 

0012060074* 

60-206 

P 

UNNINQ.W D. 

8B1 20701 10 

50-220 

8 

0012060091* 

60 206 

P 

LANNINQ.W.D 

8612220059 

60-326 

S 

8012160090 

60 312 

0 

LAHPHER.LC 

0012020104 

60-322 

Q 

0812160100* 

60 206 

P 

LANPHER.LC 

8812020104 

60-322 

G 

8012160127* 

60-206 

P 

LANPHER,LC 

0912020113* 

60-322 

Q 

8812160227 

60-206 

V 

LANPHER.LC 

6012020113* 

60-322 

G 

0B12210133 

50 483 

s 

LANPHEfl.L.C 

0912020121* 

50 322 

G 

8811200342 

60-348 

Q 

LANPHER.LC, 

0012020160 

60-322 

Q 

8611300060 

60-341 

Q 

LANPHER.LC. 

8812020166 

60-322 

G 

0811300060* 

60-341 

Q 

LANPHER.LC 

9012020168 

50 322 

G 

6612140235 

50 461 

Q 

LARA.J 

8811200553* 

60-333 

Q 

6012010322 

PRM 


LARA.J.F 

9811300312* 

60-587 

O 

8011290047 

$0-244 

0 

LARA,8 C. 

0612070261 

50 454 

P 

8011300201 

50-244 

s 

LAROCHE, Q. 

0B1 1300018* 

70-3054 


001 209005B 

PR 


LAROCHE.Q. 

0012160082 

40-8801 


0812270167 

50-446 

G 

LAROCHE, Q. 

0B1 2210234 

40-6724 


B01 2050 139* 

60 20 

P 

LARRAGOITE.L S. 

BO 12120260 

60-317 

s 

8012O1O16S 

PR 


LARSON.CE. 

93120801-17 
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Q 

Q 

Q 

S 

Q 

Q 

P 

Q 

Q 


Q 

P 

P 

P 

Q 

Q 

0 

P 

Q 


60-333 Q 

50-443 P 

XPORTLIC 
XPORTLIC 
60 333 Q 


70-143 

FOIA 

60-322 

60-247 

60-416 


60 424 
60*425 
50*269 
60-269 
50-413 


AUTHOR 


MATTHEWS, J A 
MAUCK.C J 
MAXWELL, DC 
MAXWELL.Q F 
MAYS.D n 

MAYS.W M 
MAYS.W M 
MAYS.W M 
MAYS.W M 
MAYS.W M, 

MA2ZAFERnO,P 
MA2ZAFERT10.P A 
MCALPINE.E J 
MCALPINE.E J. 
MCALPINE.E J 

MCALPINE.E J 
MCANALLV,J.t 
MC8REARTY.R A 
MCDREARTY.n.A 
MCBRIDE.N F. 

MCBRIDE.N F 
MCBRIDE.N, F. 
MCBRIDE.N F 
MCBURNETT,M,A 
MCBURNETT,M A, 

MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M A. 
MCBURNETT.M.A 
MCBURNETT,MA 

MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M A, 
MCBURNETT.M.A 


ACCESSION SUBJECT 
NUMBER CATEGORY 


FOIA 
71-9219 
50 237 


G 

Q 

Q 

P 

A 

P 

Q 

P 


801219(1293* 

B81 20501 47 
6812190416 
6012050290* 60 348 

80 1201 0005 QA090 

8812020126 40 B057 

8812050138* 40 6064 

6812060003 
6812210149 
801221O15G 


4(> 88S7 
40 8857 
40 8657 


60 410 
50 220 


8612140243 
6812210110 
6011230106* 70 143 

8012070246* 70 27 

8012190033* 70-143 


70 27 
50 259 
60 220 


0912210360* 
0912210105 
9011300150* 
8612120060* 60 333 

8912060146* FOIA 

9812060169* FOIA 
8912060164* FOIA 
8912060223* 
9911290363 
9912000204 


FOIA 

60-490 

60*498 


9812000162 

69120002(^2 

6012000337 

8012130115 

8012130207 


50-408 

50*498 

60-490 

60-490 

60-400 


DOI2130231 50-400 
0012130300 60-498 
0012140003 60-400 
8012150095 60*400 
8012209127 60-400 


F 

O 

Q 


P 

F 

F 

P 

P 

P 

P 

Q 

P 

P 

P 

R 


AUTHOR 


MCDONALD. W Q. 
MCDONOUGH.S.P. 
MCDUFFIE, M A 
MCELHINNEY.TF 
MCElROY,N 

MCELROY, N.L 
MCGOVERN, JJ 
MCGOWAN.N C 
MCGRATH, R S. 
MCGRAW.J A 

MCQUIRE.D R 
MCGUIRE,D R 
MCX3UIRE,D R 
MCQUIRE.D R 
MCINNES,! D 

MC1NTYRE.AC 
MCKAGUE.HL 
MCKEE.C R 
MCKEE.P 
MCKEEHAN.R S 

MCKERNONJ 0. 
MCKIBBEN,JC 
MCKIBBEN.JC 
MCLAUGHLIN,J E 
MCLAUGHLIN, J.E 

MCLAUGHLIN,? 

MCLEARENJ 

MCLELUN.T. 

MCMURRAY.CM. 

MCMURRAY,G.M. 

MCMURRAV,C.M. 

MCMUnnAY.C.M 

MCMURRAY.CM 

MCMURRAY.CM 

MCMURRAY.CM 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

0811300276 

ORG 


8B 1201 0356 

PH 


8012050263 

50 291 

P 

8612090059' 

50 250 

Q 

8612050207* 

FOIA 


6812050205* 

FOIA 


BB 12200321 

50-54 

P 

8612010101 

PR 

S 

8612130091 

60-309 

8612050040 

50-483 

S 

8611280046* 

60-438 

Q 

8611200057* 

60-390 

Q 

8012090132* 

70-143 


8012090140* 

50*425 

Q 

8012190031* 

50-354 

P 

8012070107* 

50-40D 

Q 

0912190023* 

WASTE RES 

0812010069 

NUREG 


0012190080 

50-445 

E 

9812210221* 

60-390 

A 

0012140215* 

50-205 

Q 

9012070159 

50-106 

P 

8812150007 

50-106 

P 

9912220002 

60-142 

P 

9812220003* 

50-142 

W 

9912200090* 

60-344 

Q 

9912020003 

CONTRACT 


691 22202 15* 

60-259 

O 

0812140050 

50-322 

G 

6812140058 

60 322 

G 

08121409BB* 

60*322 

G 

8012140068* 

50*322 

G 

0012140130 

50-322 

G 

0012140139 

60*322 

Q 

0012190166 

69 322 

Q 


60*209 P 

60-269 F 

50-424 P 


MCBURNETT.M A 
MCBURNETT.M A, 
MCCAQE.E C 

MCCABE, E C 

MCCABE, E.C. 

B8122 10029 
6012210397 
8011300495* 
8812120041* 
8612230022* 

50 498 

60 498 
60*246 
50*213 

50 330 

P 

P 

Q 

0 

Q 

MCMURRAY^CM 
MCMUnnAY.C M. 
MCMURRAY.CM 
MCNAMARA.A E. 
MCNEIL.SA 

8012190156 
B01219O172* 
0012190172* 
68121 603Q7 
0012070110 

50-322 

50*322 

50 322 

60 244 

50 317 

Q 

G 

Q 

R 

P 

MCCAQE.E C 
MCCALL.J K. 
MCCALLUM.E J 
MCCANEE.W.T, 
MCCANN, RJ. 

0012270270“ 
B01 1230104* 
8611230213 
8012140161 
8812130291 

50 423 

60 300 

71 B639 

60 213 

50 403 

Q 

A 

F 

R 

MCNEILS A 

mcneilUc a 

MCNEILl,WM 

MCNBLLWM. 

M(XIUEEN,A 

8812060120 

0012(^20266 

B8l213014r 

B612160100* 

8612070206 

50*317 

BO 277 

SO 450 

50 313 

60 206 

P 

Q 

Q 

Q 

S 

MCCARTHY.C.O 
MCCAUGHEY.O A 
MCCAUQHeY.D.A. 
MCCONAQHY.W.J 
MCXIONAQHY.WJ 

8611230311 

8611300016* 

6012160068* 

6812130094 

6012160147 

50 208 
70*3054 

70 2032 

PROJ 

PROJ 

9 

MCVAY.OW. 

meadjj. 

MEAD,J J 

MEAD.JJ. 

MEAO.JJ 

6312050160* 
8D1 2200160* 
3012200270* 
3812200203* 
0612200100* 

PROJ 

50-369 

60-413 

60*413 

50-380 

R 

R 

R 

R 

MCCONAQHY.W J 
MCCORKLE.QW 
MCCORKLE.G W, 
MCCORMICK.MJ 
MCCORMICK, R.a 

6912160076 

6909020051* 

8910100472* 

9912160090 

0910120266* 

PROJ 

70 622 

70 622 
50*352 
50-460 

S 

P 

MEADE, KE 

MEADE.K E 

MHADE.K E 

MEADE, K,E 
MEADOWS.T.R 

8612140234 

0612140236 

6812200244 

8812210074 

a9120eH)082* 

50-260 

60-200 

50-269 

50-259 

60-397 

S 

S 

s 

S 

V 

MCCORMICK.R D. 
MCCOY.F H 

MCCOY, F.R. 

MCCOY, F.R 

MCCOY.F R, 

9910120260* 

9911280042 

9011280054 

6012080167 

0812000169* 

50*458 

60-430 

60-300 

50-327 

60-327 

P 

Q 

Q 

Q 

Q 

MECREDY.RC. 
MECREDY.R.a 
MECREDYP C. 
MECREOY.n.C. 
MECREDY.H.C. 

8811290226 

8811300527 

0012010003 

8812060320 

8812070183 

60-244 

50 244 

50 244 
60*244 
60-244 

p 

s 

p 

p 

p 

MCCOY.F. R 

MCCOY, F.R 

MCCOY.F R. 

MCCOY, F.R 

MCCOY, F.R 

8012060199 

8012060194 

0012090002 

0012090005 

6012000009 

60-327 

60-327 

60-300 

60-390 

60-269 

Q 

Q 

Q 

Q 

Q 

MECREDY.R.C. 
MECREOY.n C. 
MEDFORD.M. 
MEDFORD.M O 
MEDFORD.M 0. 

8012100248 

80121B93B7 

0012210080* 

8011230271 

0011290263 

59 244 
BO-244 

60 206 

50 361 
50*301 

K 

R 

P 

P 

P 

MCCOY.F.R 

MCCOY, F R 

MCCOY.F R. 
MCCOY.F.R 

MCCOY.F R 

OB12090014 
B8120&0Q18 
8812090031 
8B 12000040 
BB12090046 

60-390 

60 260 

SO 390 
60-390 
60-327 

Q 

Q 

Q 

Q 

F 

MEDFORD.M 0. 
MEDFORD, M.O. 
MEDFORD, M.O 
MEDFORD.M 0. 
MEDFORD, M.O. 

0811290389 
681 13000B7 
8B12010177 
8612960050 
6812060040 

50 361 

60 361 

PR 

50*205 

50 206 

P 

F 

P 

P 

MCCOY.F.R. 

MCCOY, F.R. 
MCCOY.F.R 

MCCOY, FR. 
MCCOY.F R 

B8 12000074 
6012000114 
8812160041 
8612190003 
6012100005* 

60 260 

60 250 
60*259 

50 390 

50 390 

Q 

Q 

V 

Q 

Q 

MEDFORD, M 0. 
MEDFORD.M.O 
MEDFORD, MO. 
MEDFORD, M.O. 
MEDFORD.M.O 

8612060121 

6612060124 

6312060126 

8612130142 

6012130266 

60-206 

60-361 

60-206 

60-361 

60-381 

P 

F 

Q 

Q 

P 

MCCOY.F.R. 

MCCOY.F.R 

MCCOY.F a 
MCCOY.F R, 
MCCOY.F.R 

6612200347 
B91 2200351 
6912200353* 
8812200360 
6812210047 

50*327 

50 259 

50 250 
60*327 
50-327 

Q 

Q 

Q 

Q 

Q 

MEDFORD, M.O. 
MEDFORD.M.O 
MEDFORD, M 0, 
MELFI.J. 
MELLEN.LS, 

6612100001 

6812210216 

6912210265 

6812100342* 

0812220023* 

50-361 

60-381 

60-206 

60-312 

60 2B0 

P 

P 

P 

O 

Q 

MCCOY.F R 
MCCOy.F.ft. 
MCCOY.F.R 

MCCOY J J 
MOCUTCHAN.DA. 

8012210069 
0912210263 
8012220229 
B81 2130039 
0812160018* 

60 327 Q 

60-327 0 

60-327 Q 

WASTE MGT 
60-276 P 

MELLOR.n A. 
MENDEZ, n. 
MENDEZ.R. 
MENDEZ.R. 
MENDONCA.MM. 

8812210411 

8011300517* 

0011309558* 

8812160075* 

8812060201* 

60-29 

50 202 
69-3 46 
50 265 
60-275 

S 

Q 

Q 

Q 

O 

MCDONALD.RP, 

MCDONALD.RP. 

mcoonald.w.q 

8012070097 

6812210249 

8811230328 

60-424 

60-424 

ORQ 

Q 

Q 

MENDONCA,M.M 

menge.rc 

MENNING.J.E, 

B01 2 130245* 
8811300572 
8012200242* 

50 275 
50-315 
60*321 

Q 

S 

Q 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WERRELUA 

B8120B0047 

50*354 

S 

merrelua. 

8812090304 

60^354 

s 

MERREILAM. 

6312130176 

50 354 

s 

MERREUA M 

6812130239 

60 354 

s 

WEaRELL,G B 

8812050114* 

WASTE MQT 

MERRIWEATHER.N. 

6812090343* 

50 395 

Q 

MESERVE^RA 

8612160076 

40 2061 


WESERVE^RA 

8612160076 

40.2061 


METCALF.P.D, 

8812210221^ 

50-390 

A 

METZGER.N 

8312150066* 

CONTflACT 

MEYER.R 

8105O80393- 

REVIEW QR P 

MICHAELS.TS. 

6811300199 

50-139 

P 

MICHAELSES 

8812010194 

50-113 

P 

MICHAELS, TS 

6812050129 

502 

F 

MICHAELS.T.S, 

6812220015 

50 112 

P 

MICHALK.P. 

881 220021 r 

50-366 

S 

MICHAUD.P.W. 

6811300563* 

60-287 

0 

MILANO.P D- 

6812050093 

50-265 

P 

MILANO, P.D 

8812080191 

50-285 

P 

MILANO, P.0 

8612160133 

50-20^ 

F 

MILANO, P.D 

8812200057 

60-205 

P 

MILANO.PD 

8612220174 

50-285 

P 

MILLARD,H.T 

8812150010 

60-274 

P 

MILLER,GL 

8811280125* 

50-163 

P 

MILLER,C.L 

8811300202* 

60-139 

P 

MILLER, C.L. 

8812060315 

60-601 

R 

WILLEfi,CL 

8812070046 

ORQ 


MILLER, C.L 

8812160012 

PROJ 


MILLER, C L 

8812190060 

PROJ 


MILLER, C L. 

8812190073 

PROJ 


MILLER,CL 

8812220010* 

50-112 

P 

MILLER, CL 

881223025S 

PROJ 


MILLER, as. 

8812130116 

50-213 

S 

MILLER, OB. 

6812160255 

60-213 

R 

MILLER, D.E 

8011200105* 

50 305 

Q 

millerae. 

8812270048* 

50 346 

Q 

MfLLEfl.F 

681 1230220 

40-7456 


MILLER.FL 

8612230174 

40*7455 


MILLER.Q.a 

6611300552 

60 297 

n 

M1LLER,H B 

0611300024 

60-213 

F 

MILLER.H J 

8811290428 

60-346 

P 

MILIER.HJ. 

8612090260 

60 341 

Q 

MILLER,HJ. 

8812130133 

60 373 

0 

MILLER,HJ. 

6812130134* 

60-373 

Q 

MIUER.HJ. 

6812160073 

60 255 

Q 

MILLER, HJ 

6612100343 

50-264 

Q 

MILLS R,HJ. 

8612100346* 

50-254 

Q 

MILLER. HJ 

6612270040 

60-346 

Q 

MILLER, H.J 

6812270045* 

50-346 

0 

MILLER, J 

6612150084 

l&E 


MILLER,J 

6612150235* 

XPORTLIC 


MILLER, J. 

6812100046 

XPORTLIC 


MILLER,L 

6812200275 

50-312 

s 

MILLER, L.F 

6812070070* 

60-312 

Q 

MILLER.LP, 

0812190342* 

60-312 

0 

MILLER, L K. 

8811260404 

60-311 

s 

MILLER, LK 

6811290550 

60-311 

S 

MILLER, LK. 

8611260654 

60 311 

8 

MILLER, LK 

6812070065 

50 272 

S 

MILLER, LK. 

8812070069 

50 311 

s 

MILLER.LK. 

8812130114 

60-272 

s 

miller, L K. 

8812160256 

50-311 

R 

MILLER, LK 

8812160271 

50 272 

R 

MILLER.L K. 

8312190306 

50-311 

8 

MILLER.M.a 

6812260012* 

GCK322 

Q 

MILLER.M.S. 

8812260012* 

50-322 

G 

MILLER.M.S. 

8612260012* 

60-322 

G 

MILLEaMS. 

8812260012* 

50 322 

G 

MILLER, M.a 

6812260066 

50 922 

Q 

MILLER, M.S 

6812280066 

50-322 

G 

miller, MS. 

6612280068 

50-322 

G 

MILLER, M.S. 

6812280066 

60 322 

G 

MILLER, WK 

6012050290* 

60 346 

Q 

miller, w.o 

6612060067* 

F01A 


MILLER, W.O. 

6612060130* 

FOIA 


MILLER.W.O. 

6812060223* 

FOIA 


MILSTEAD,W. 

0812020170 

NUREG 


MILTEN0ERQER,8. 

8611280024 

BO-311 

P 

MILTENQERQER,S. 

6611300351 

60-272 

Q 

MILTENBERQ£R,S. 

6612010202 

60-354 

P 

MILTEN BERGER, S 

6612010338 

60-272 

Q 

MILTENBERGER,S. 

8612050041 

60-272 

P 

MILTEN BERQER.S. 

6812090078 

50-272 

Q 

MrLTENBERQER,S. 

8812140012 

60-354 

P 

MILTENBERQER,S 

6612150004 

60-272 

P 

MILTENBERQER.S 

8612150094 

60-272 

P 

MILTEN BERGER, S. 

6612190028 

60-354 

P 

MILTENBERGER.S. 

6812200108 

60-272 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


MINOR, G C 

8Q 12020 123* 

50-322 

G 

MINOR, G C 

8012020123* 

50 322 

G 

MINOR, GC 

0612020123* 

50 322 

G 

MINOR.G C 

6612020123* 

50-322 

Q 

MINSINGER,WJ 

8612020030 

50 334 

H 

MITCHELLS C 
Mf2NER,J H 

6612010142 

6612020074 

PR 

60-443 

G 

MIZMER,J H 

8612270076 

50 443 

G 

MIZNER.JH 

6612270007 

60-443 

Q 

MIZNER.JH 

6612280091 

50-443 

Q 

MOFFATT.LW 

801 1260062 

50 302 

S 

MOFFATT.LW. 

6811280167 

60-302 

S 

MOFFATT.LW 

8612010153 

50-302 

s 

M0FFATT.LW 

8012050102 

SO 302 

s 

MOFFATT.L W 

8012190371 

60-302 

s 

MOFFATT.LW, 

8812190381 

50 302 

s 

M0LAN.JC 

8612130172 

50 323 

s 

MOL2ER.D 

8012010347 

60 265 

s 

MONAGHAN, J A 

0812280006* 

50-322 

G 

MONAGHAN.J A 

8812280006* 

50-322 

G 

MOORE.J E 

8612100066 

60 250 

G 

MOORE.J E 

0812160111 

50-250 

G 

MOORE, M 

8812090008* 

50170 

P 

MOORE, M. 

8012090009* 

50 170 

P 

MORAN.D H 

8811300510 

60-259 

P 

MORAN ,OH 

6012120066 

50 259 

P 

MORAN^D H 

8612160129 

50 259 

P 

MOR6Y.ON 

8812130055 

50 364 

S 

MOREY, 0 N 

8812130263 

60-348 

s 

MOREV,D,N 

6612190266 

60-348 

R 

MOREY, D N 

8812100276 

60-364 

R 

MOREY.ON. 

8612220266 

60-364 

S 

MOREY, DM 

8012220269 

50-340 

S 

MORGAN, HE 

6611280110 

50 361 

s 

M0nGAN.H E. 

8012020242 

60 361 

s 

MORGAN, H.E 

8612060200 

60-361 

s 

MORGAN.HE 

8812060321 

50-206 

s 

MORGAN, H E 

6612120007 

60 361 

s 

MORQAN.H E. 

6812130256 

60-361 

s 

MORGAN, HE 

8612130260 

50-200 

s 

MORGAN.HE 

8812130290 

50 206 

s 

MORQAN.H E 

6812200152 

60 361 

R 

MORGAN^H E. 

6812200163 

60 206 

R 

MORGAN.HE 

6012210146 

50-361 

S 

MORGAN.HE 

8012210410 

60-206 

S 

MORGAN.HE 

6812220126 

60 206 

R 

MORGAN.H E. 

6812220130 

60-362 

S 

MORGAKRE 

0811280070 

60-261 

S 

MORQAN.ae 

8012060293 

60-261 

S 

MORQAN.RE 

0612140262 

60-261 

R 

MORQAHR.E. 

6812150066 

60-261 

Q 

MORGAN, RE, 

3812200146 

60-261 

S 

MORQAN.RE 

8012200340 

60-201 

s 

MORQAN.R E. 

8812200342 

60 261 

F 

MORGAN, R E 

8812270241 

60-261 

S 

MORGAN, WE 

8811260261 

50-10 

P 

MORQAN.WE 

8612070040 

50-373 

P 

MORQAN.W.E. 

0812070229 

60 374 

P 

MORRILLR 
MORRIS, J.K. 

8812200335* 

60 520 

V 

6812010340 

60 265 

F 

MORR(S.K J. 

8011230038 

50-285 

S 

MORRIS.KJ, 

8811260120 

50-285 

S 

MORRIS, KJ 

0811280124 

50 285 

S 

MORRIS, K J, 

6811300095 

60 205 

P 

MORRIS, KJ 

6811300176 

60-285 

P 

morris, K J 

8012010347 

60-285 

s 

MORRIS.KJ 

8812020103 

50-285 

H 

MORRIS, K J. 

6812020314* 

60 285 

0 

MORRIS.KJ 

0612050334 

50-285 

S 

MORRIS.KJ. 

8812060126 

60-205 

P 

MORRIS.KJ. 

8812060237 

60-265 

Q 

MORRIS,KJ, 

8612070056 

60-286 

F 

MORRIS.K J. 

8B12070238 

50 285 

8 

MORRIS, K J 

8812060035 

50 285 

P 

morris, K J. 

8812090147 

60-285 

Q 

MORRIS.KJ. 

8812090160 

60-285 

P 

MORRIS.KJ. 

8812130016 

60-285 

S 

MORRIS.KJ. 

8612130217 

60 285 

8 

MORRIS,KJ. 

6812130224 

50-285 

S 

MORRIS.KJ. 

6612130234 

60-285 

Q 
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P 

MROCZKA,E F 
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f 
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P 
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P 
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0 
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0 
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8011290027 

SO 213 
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p 
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p 
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G 
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G 
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P 
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H 
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60-213 

H 
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F 
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F 
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P 
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50 423 

Q 

MROCZKA.EJ 
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R 
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R 
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Q 
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Q 
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P 
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0012070076 
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P 
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0012120063 

60 245 

P 
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P 
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P 
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0 

MUOLIN.J D 

8710140322* 

60 483 

0 

MUIRHEAD.D M 

8011210074* 

60-283 

p 

MULDER.R U. 

8012010959 

60-396 

p 

MULLEHDR 

8811290416* 

60 454 

p 

MULLER.D.R 
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8812060111 

60-424 

P 

MURLEY.T.E. 
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6611170087* 
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FOIA 

FOIA 

FOIA 
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V 
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FOIA 

FOIA 

FOIA 
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PASCtAK.W. 
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50-333 
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50-334 

60-317 
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Q 
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Q 
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NUSSBAUMER.DA 
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FOIA 
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50 260 
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J 
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J 
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V 

V 

V 

V 

V 
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OLSEN.TT 
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40 0087 
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50-309 
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p 
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Q 

Q 
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Q 
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NUMBEn CATEGORY 

AUTHOR 

PATRICK.WC 
PATHICK.W,C 
PATTERSON.C A 
PATTERSON.J 
PATTERSON.J.T. 

8311290164 

0312120109 

0312160009* 

8811300531* 

0012020007 

WASTE MQT 
WASTE MGT 
so 424 0 

60 3^6 O 

50 463 H 

PHIFEfl.T K 
PH1LIP.J, 

PHILIP.J 

PHIUPS.J 

PHILLIPS.J 

PATTISON.R S 
PATTISON.RS 
PATTON. J 0, 
PATTON.JD 

PATTON. JD 

3312050014 

8812060002 

8312050133 

8312050136* 

8312060176 

40 8084 
40-6004 

40 6004 

40 6064 

40 8102 


PHILLIPS.J 
PHILLIPS.J 
PHILLIPS.J, 
PHILLIPS.J 
PHILLIPS.M P 

PAUL.R A 

PAULK.G L 
PAULSON.B F 
PAULSON.WA 
PAULSON.WA 

8811260105* 

3812000322* 

0312070081 

8811280212 

3811300040 

50 305 

50 335 

60 461 
60-450 
60-450 

Q 

Q 

F 

P 

P 

PHILLIPS.M P 
PHILLIPS.M P 
PHILLIPS.M P 
PICK.G A 
PICKETT.D V. 

PAULSON.WA 

PAULSON.WA, 

PAULSON.WA 

PAULSON.WA 

PAULSON.WA 

8811300046* 

8011300056 

8311300099 

8311300241 

8312050127 

50 450 
50-450 
60-458 

50 458 
50-453 

P 

P 

P 

P 

P 

PICKETT, av 
PICKETT.O.V 
PICKETT.O.V 
PICKETT.D V 
PICKETT.D V 

PAULSON.WA 
PAULSON,W.A 
PAULSON.W.A. 
PAULSON.W.A 
PAYNE. DC 

3312090003 

8312200354 

6312210204 

6312210210* 

6812190222* 

50 458 

50 453 

50 453 

50 450 

60 324 

P 

H 

P 

P 

V 

PICKETT, D.V 
PICKETT.E H 
PIERSON.RC. 
PIERSON, RC 
PIGOTT.D R 

PEARSON, J,T. 
PEDERSON. R L 
PEEBLESJA 
PEEBLES,! A 
PEFFEfl.O R. 

6312010133 
6311300257* 
6311290049* 
6912200273* 
681 2160018* 

60-271 

50-313 

50 413 
50-413 

60 275 

Q 

Q 

Q 

P 

PIGOTT.D n 
PIN»FG 
PIRTLE.G.L 
PITTMAN, J 
PLANTE, IP J 

PELC.R A 

PELC.R A 

PELIZZA.M.S 

PEUZZA.MS 

PELLET, J.L 

6612050337* 

6612050339* 

8611280050 

8612210202 

0612140209* 

FOIA 

FOIA 

40'676e 

40-6966 

50 2QO 

V 

PLENIEWICZ.R 
PLENIEWICZ.fl 
PLENIEWICZ.fl 
PLENIEWICZ.R 
PLIMUQ J 

PENNINGTON.W.S 
PENNINQTON.W S. 
PENNINGTON, W.S 
PERKINS, K.E. 
PERKINS.N B. 

6012070047 

6812070266 

6812210247 

6812300014* 

6612090184* 

70 1267 

70 1257 

40-6027 

60-440 P 

COMMISSION 

PLIML,G,J. 

PLtML.G J, 
PLIML.GJ 
PLIML,Q,J 

PLIML.G J 

PETERSON.CT. 
PETER SON, M R 
PETER SON, M.ft. 
PETERSOHMR 
PETERSON.M,R, 

0611290516 

0611300128 

0811300300 

6012060078 

6612060090 

WASTE RES 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PLIMUG J. 

PLIML.G J 

PLIML.Q J. 
PLOSKI.T 
PLOSKI.T. 

P£TEnSON,M.R. 
PETERSON .MR 
PETERSON.M R 
PETERSON, M R. 
PETERSON.M,R 

0612080142 

0812060171 

0812680135 

6012680199 

6012130061 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


PLOTYCIA.Q D 
PLULYI.J 
POERTNER.W 
POGUE, Q D 
POLICH.T, 

PETERSON.M R 
PETERSON.M R 
PETERSON .M R. 
PETERSON.M R. 
PETEflSON.M R 

8612130068 

6812130076 

6612130164 

6612130183 

8812150022 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


POLICH.T. 
POLUCK.M.J 
POLLACK.M J, 
POLLACK, M J 
POLLACK.M J 

PETERSON.M R 
PETERSON,M R 
PETEflSON.M R. 
PETERSON.M R. 
PETERSON,M,n 

8812160115 

8812160221 

6812190022 

6812160049 

0812160055 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


POLURO.B. 
PORTER, E a 
POTAPOVS, U 

powelsoN,r, 

POWERS.CM. 

PETERSON.M.R. 
PETEflSON.M a 
PETERSON.M.R 
PETEflSON.M n. 
PETEnSON.M R 

8612160063 
6B1 2160070 
0812190116 
8812190124 
8812190140 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


POWERS.C.M. 
POWERS.C M 

prendergast.k 

PRESCOTT, P. 
PHESTHOLr,PT. 

PETERSON.M R 
PETERSON.M.n, 
PETER SON.M R 
PETERSON.M.R 
PETERSON.M a 

3812200054 

3912200072 

8312270116 

8812270124 

3812270126 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


PflESTHOLT,PT 

PRESTHOLT.PT 

PflESTHOLT.PT 

PflESTHOLT.P.T 

PRESTHOLT.PT. 

PETER SON.M.W. 
PETRO8IN0.J.J. 
P£TTENQILL,H.J 
PETTENQILUHJ. 
PETTENQILUHJ. 

8812150217 

6312210329* 

6811300505 

6811300516* 

6612010365 

60-456 

QA699 

40-4492 

40 4492 

40 6064 

R 

PRESTHOLT.PT. 
PREVAnE.R.L 
PREVATTE,R,L 
PRICE, E.R 
PftlCE.J,a 

PETTENQILL.HJ 

PETTENQ1LL,HJ. 

PETTENGILUHJ. 

PETTENQILL.KJ. 

PETTENGILL,H.J, 

6612010366 

6812010414 

6812020065 

8612020126 

6612210071 

40-1162 

40 8027 

40 6622 
40-1162 
40-6902 


PRITCHETT, n,F 
PRITCHETT.R F, 
PRIVIDY.LJ. 
PRO0ST.J.R 
PROBST,J,R. 

PETTENQILUHJ 
PETTENGILUH J. 
PETTENaiLUHJ 
PETTENQILL.HJ. 
PETTENQILL,H J. 

6612210130 

6812210230 

8612210235 

6812210242 

6612210374 

40-3453 

40 8602 

40 8903 

40 8607 

40 G903 


PUCKJ 

PUCKO.T G 
QUAID.D L 

QUAIN.P B 
QUAIN.P.B 

PETTIS,R,L 

PEVeAR,R.C 

PEVEY,L E. 

0612210340* 

8612020032 

6611300393 

QAggo 

50-443 

70-366 

G 

QUAIN.RB 

QUAIN.P.B 

QUAIN,PB 


ACCESSION QUUJECl 
NUMQEFl CATCGORY 


AUniOH 


00122101^3 

0012120150 

0012200220 

0012010010 

0812100161 

0012100214 

0012190203 

0012100364 

0012210065 

0811300517* 

8011300550* 

0012130005* 

0012100075* 

0011300240* 

0011290202 

6011300059 

8012020232 

8012090302 

8012090316* 

0012160023 

8012160030 

0012290226 

8612220105* 

8812220119* 

6012020135 

6012020135 

0012020160 

6812210244* 

6012020170 

6812160110* 

6011300392 
6812060240 
8812000206 
6812200027 
6Q1 1260108 

681 1290081 
6012060020 
8812070052 
6812130197 
6812150005 

OD121003Q2 

0012200141 

8812230081 

6811300531* 

8612190267* 

0012050172* 

0012090174 

0012080190* 

0812050236 

0011200060 

8812210023* 

6011290550 

0011200554 

O012O7OOG5 

0612190306 

0012050056 

8012140229 

0012210340* 

8012050303 

6012020090 

00120B0124 

0012200000 

8812010207* 

0812120003* 

0611200050 

6012050160 

0012050304 

0012120060 

0012130077 

0012100177 

OBI 221 0220 
0012050262* 
6012200296* 
6812060209* 
0812210109* 

8012120235 

0012120230* 

0011290070* 

0812010411 

6612020210 

6812010035 
881 1300289 
6812130292* 
8812120061 
0812130062* 

8812130064* 

8012130065* 

6012200129 


SO 327 S 

FOIA 
FOIA 
FOJA 
40 2253 

roiA 

FOIA 

FOIA 

50 206 P 

50 2Q2 Q 

50 340 Q 

60-315 O 

60 255 Q 

50 200 Q 

50 402 Q 

50 402 P 

60 402 P 

50 402 P 

60 402 P 

50 402 P 

50 402 P 

FOIA 

50-250 Q 

50 327 Q 

50 224 G 

50-224 G 

NUREG 
50 262 O 

NUREG 
60 300 P 

50 455 S 

60 454 S 

50 454 n 

50 454 R 

60-295 S 

60 304 S 

50-295 S 

50-295 S 

60-205 S 

60 304 S 

50-205 S 

50-304 S 

60-205 R 

50 340 Q 

50 456 Q 

50-440 P 

FOIA 

50 327 Q 

60 275 S 

60-529 S 

60 520 Q 

50 311 S 

60 311 S 

60 272 S 

50-311 S 

PR 

60 271 F 

QA099 

60 390 Q 

60-397 P 

60-397 S 

50 397 R 

70-734 

60 397 Q 

WASTE MQT 

WASTE MQT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MQT 

WASTE MGT 
50-395 Q 

60-395 Q 

FOIA 
40-8027 

WASTE MGT 
WASTE MGT 
50-247 Q 

PR 

50 331 S 

PR 

60-443 S 

60-203 H 

70-1426 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


QUAIN.P D 
QUALLS.P 
OUALl S,P M 
QUAY.T 
QUAY.T 

QUAY,! 

QUAY.T 
QUAYJ R 
aUERIO.P 
QUERIO.R E 

QUERIO.n C 
QUERIO.nE 
QUERIO.R E 
QUERIO.n E 
QUERIO.R E 

QUEF1IO.R E 
RADER.R M 
RADER.R M 
RAMSEY, C 
RANDAZZA.J R 

RANDAZZA.J 0 
RANDAZ7A.J 0 
RANGANATH.S 
RANGANAIII.xS 
RANGE, D M 

RANGE.D M 
RANKIN. WH 
RANKIN.W H 
RANKIN.Wfl 
RANKIN.W n 

RANKIN.W H 
RANKIN.W H< 
RANKIN.W H 
RAVENscnorr.N 
HAY.H EJ 

F^AY.M J 
RAY.MJ 
RAY.M J 
RAY.M J. 

RAY.MJ 

RAY.M J. 

RAY.M J 
RAY.MJ 
RAY.M J 
REAVEAU.D K 

REBELOWSKI.rA 
REECE, WJ 
REECE. WJ 
REECE, WJ 
REED.C 

REESE.H E 
REEVES.D L 
nEnVES.EA 
REID.DA 
REINERT.S 

REINHART.M 

REINHART.M. 

REINHART.M 

REIS.EJ 

REIS,EJ, 

REIS.E J 
REIS.EJ 
REIS.EJ 
REISTER.D B 
REITER, L 

REITER, L 

flEMICK.F.J 

REMICK.FJ 

REMICK,FJ 

REMLEY.M.E 

REMLEY.M E 
REMLEY.M E 
RENTSCHLER.R R 
REVANKAR.SJ 
REYES, LA 

REYES. LA 
REYES, LA 
REYES, LA 
nEYES.LA 
REYES, L A 

REYNOLDS.NS 
REYNOLDS.N S 
REYNOLDS.R.S 
REYNOLDS.R S 
RHOADS.E W 

RHODES.J 

RICE.G 

RICE.P.D. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


0612200132* 

OB121G0323* 

0812100342* 

0811280152* 

861213020Q* 

6812200051 * 
0012270210' 
QQ12160109* 
081 2210097 
0811290101 

0012000010 
QB1 20600 11 
C0120G0034 
8012150217 
6012210001 

0012210003 

0812010071 

0012010266 

0012100323* 

8011290115 

0612060291 
6B121 50092 
6811290355* 
0011290357* 
0012210000 

0012210350 

80112302G9* 

0812ODOO2O* 

00120D02C4* 

6812160233* 


XPORTUC 
50 361 O 

50-312 O 

50-316 p 

50-315 P 

50 263 P 

50 341 p 

50 265 p 

50 456 S 

50 457 S 

50 457 S 

50 456 s 

50-457 S 

50 456 n 

50 457 S 

50 457 3 

PR 

PRM 

60-361 O 

so aOD O 

50 309 p 

60-309 P 

60-277 P 

50-277 P 

40-8102 

40 6054 
70-1151 


70-143 


0812100131^ 

0812190245- 

0012100263- 

0012120037 

8812210087- 

0012050198 

0612050242 

6812050289 

Q0120G0055 

0012000072 

6012070237 

6012070266 

0012000227 

8012110157 

6012210274 

0012270235* 
0012190010 
0012100037 
0012100066 
061 13001 DO 

0005070350* 

0012130014 

0012200071 

0612140111 

0B121DO154 

0011290100 

0012050161 

OB1205O1B7 

66121GOOOD 

0812200021* 

00122Q002G* 
6012200020* 
0012280004 
00120201 6G 
0703110292* 

OQ0D31OOSO* 

8012010110 

8012010117 

0012010143 

0012220004 

001222000B 
0012230263 
8612200076 
0612010060 
00120800 57 

6012000050* 

6012000169 

8012090027 

8012190102 

8012200337 

0812010209 
001201021 7 
0812120145* 
0812120147* 
0811300526 

001205027& 

0012210060 

0011230230 


70-1201 

60-302 

0 

50-260 

0 

XPORTLIC 
50 206 

p 

SO 327 

p 

50 327 

p 

50-326 

p 

50-327 

p 

50 327 

p 

so 327 

p 

50 327 

p 

50 327 

p 

60 259 

p 

40 B0B4 

50 260 

Q 

NUREG 

NURCQ 

NUftCG 

60 464 

S 

FOIA 

50 293 

S 

50 343 

Q 

50 271 

G 

40 2253 

REVIEW an P 

REVIEW GHP 

REVIEW GRP 

60-322 

Q 

50-322 

G 

60 322 

G 

50-322 

G 

60-322 

G 

NUREG 

50-440 

n 

60-440 

P 

ACRS 

ACRS 

ACRS 

71-3005 

71-3005 

71-5971 

NUREG 

NUREG 

50-250 

0 

60 250 

0 

60 280 

0 

50 324 

0 

60-395 

0 

50-261 

0 

PR 

PR 

50-416 

P 

50-416 

P 

BO-352 

3 

FOIA 

WASTE MQT 

60-425 

Q 



PERSONAL AUTHOR INDEX 245 


ACCESSION SUBJECT 
NUMBER CATEGORY 


flllCf.PO 
Rce.po 
R€€.PO 
R.CE.P D 
R«CE.P.D 

BCe.P.D 

KCE.P.D 

fLC«ARDS.S 

UCHAfiDS.S 

R<a^AflDS.S 

RIOtAnOS.S A 
RHOtARDS.S A 
RiCHAnOS.S A 
R}CHAfiOSON,S D 
RICHARDSON. SO 

FUCHARDSON.S D 
aOtARDSON.S D 
flICHARDSON.SD, 
ftICHARDSON.SD 
RICHARDSON ,SD 

R.CHINGS.H 

HSCHTEflMH 

rjckensacker.b 

RlCKeR.JL 

RCKETSON.tT 

ftICKETSON.LT 

ricketson.lt 

RIDLEYJ 

FI!IXEY,J 

R‘C>L6Y.J 

RECK, T A 
RIGGS, R 
RI1.EV.JA 
RLMG.MA 
R m.MA 

RITTENQEnG.R 0 
RIVENBARK.G 
ftlVENBARK.G 
RIVENBARKG W. 
ROBERTSJP. 

ROCERTS.J P. 
ROBEY, R A 
ROBEY, fl A 
ROBJNSON.a 
ROaiNSONC. 

ROBINSON, CH. 
ROBKIN,M A 
ROaiE,M0. 
ROCHE.MB 
ROCHE.MO 

flOOOY.L 
RODE, J A 
ROOEIlS,D,W 
ROGERS, VC 
ROGERS, VC 


8811230244 
OBI 1300566 
0812010103 
0012050000 
0012150146 

CB12210191 

0812230273 

0811200060 

0012100323* 

0812210023* 

8812120003* 
QQ12200334 
8012210020 
801 2050294 
0D12OG0139 

QQ12120010 

8012220101 

8012220115 

8012220212 

0012270244 

8012070127 
0812010305 
0012010227 
0011290301* 
001 1 290500* 

0011300257* 

0812210347* 

0012010105 

00121202B4 

0012140223 

0812140063 

8012020170 

0012160161* 

0012010175* 

0012100370* 

0012150151 

0011300537 

0012020036 

0012010302 

0012050237 

0012140130 

0012190300 

0012200010 

0812060316* 

0012270240* 

0012060320* 

0012100146 

0012010000 

0012010091* 

0012050007 

6011230104* 

8812220004 

8012010190 

0012050114* 

0812050119* 


50 425 Q 

50 425 S 

50 424 K 

50 425 F 

50 425 Q 

50-425 S 

50-425 P 

GO 529 S 

50 361 Q 

50-520 Q 

50 397 Q 

50 520 V 

50 520 Q 

50-259 Q 

50-327 Q 

50 327 P 

50 259 Q 

50-327 O 

50-259 Q 

50 250 Q 


50 313 Q 

60 313 Q 

50 255 F 

50-255 r 

60 255 F 

50 304 Q 

NUREQ 
CONTRACT 
60 237 Q 

50 254 Q 

27-40 

GO 354 P 

50-354 Q 

50-354 Q 

MISC 


70 622 

50-139 F 

50-320 P 

60 320 P 

50 320 R 

60-300 A 

70 36 

50-255 F 

WASTE MQT 
WASTE MGT 


ROTHERT,W C 

ROTHERT.WC 

ROUGHAN.C 

ROUGHAN.C 

ROUMELIOTIS.G 

nOUMELIOTlS.Q 
ROUNTREE.n 
ROUSE. L a 
ROUSE.U C 
ROUSE,L C 

ROUSE, LC 
ROUSE.L C 
ROUSE.L C 
ROUSE.L C 
ROUSE.L C 

ROUSE.L C 
ROUSE.L C 
ROUSE,L C 
ROUSE.L C 
ROUSE.L C 

ROUSE.L C 
ROUSE.L C 
ROUSE.L C 
ROUSE.L C 
ROUSE.L C 

ROUSE.L C. 
ROUSE.L C 
ROUSE.L C 
ROUSE.L.C 
ROUSSO.S 

ROUSSO.S 
ROYACK.M J 
RUITER.GH 
nULAND.W.H 
RUNYAN.MF. 

RUNYON.M. 
nUSANOWSKY.PP 
I^USCITTO.D.Q- 
RUSSELL.LB 
RUSSELL, L 0 

RUSSELL, L D 
RUSSELL, L D 
nUSSELl.L 0 
RUSSELL, W.T 
RUSSELL, WT. 

RUSSELl.WJ 
RUSSELL.WT 
RUSSELL, WT. 
RUSSELL.WT 
RUSSELL.WT 

RUS3ELUWT. 
RUSSELL.WT 
RUTHERFORD.N A 
RUTTEH.S 
RYDER.TS. 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8312010017 50 331 Q 

8812050089 50 331 H 

8811300002 71-0107 

0011300003 71-9165 

6612070211 60 373 S 

Q612070214 50 373 S 

8612210003 50 457 S 

6611300014 70 3054 

6611300015* 70 3054 

6011300017* 70-3054 

GDI 206031 2 70-2932 
0612000314* 70-2032 

6812060317* 70-2932 

6812080322 70 022 

8812060327* 70-622 

B6 12000231 50 603 I 

0612140009 40 6778 

0012140154 70-925 

0012150008 40-8027 

6012150030 70 27 

6812160043* 70 27 

0812150040* 70 27 

0812150061 70 2932 

0812150065* 70 2032 

8812150071* 70 2032 

8812190093 60 603 A 

0812270238 70 366 

0012270240* 70-398 

6012270246* 70-360 

6812150210 WASTE MQT 


0912220371* 

0012200335* 

0612140040 

6812050276* 

8812200005* 

0611300103 

8012130053 

6Q12140030* 

8812020258 

0012120245 

0012120256 

6812200201 

0012270220 

0611020340* 

6611210064* 

OD 11 200400 
0011300317 
0611300507 
6611300550 
8012000321 

6012220130 

6812220170 

6811260038 

0811300020 

0812210010 


WASTE MGT 
50-528 V 

50 305 R 

60 324 Q 

60-445 Q 

50 390 Q 

60 387 S 

GO 443 Q 

50 317 S 

60-317 P 

DO-317 S 

60-317 R 

60-317 S 

50-203 P 

60*203 P 

50-206 Q 

60-333 Q 

70-135 

60-277 P 

60 203 Q 

60 317 S 

60 213 Q 

TOPREP 
60-312 S 

50 300 S 


ROGGE, J,F. 

ROLJWD.M 

BOLAND.M, 

ROMSERaWD 

ROMQERG.WO 

8612080009* 

0012160160 

8812190082 

0011280101 

0012120170 

60-424 

60 341 

DO 341 
60-336 
50-423 

Q 

F 

F 

P 

Q 

SAINT ANDHE.B. 
SAINT PIERRE.D. 
SAINT PIERRE, B 
SALESKA.S 
SALESICA.S. 

8812020092 

8812270097 

6012270097 

0012010340 

0312010355 

60 443 
50 443 
50 443 
PH 

PR 

ROOO,H 

ROOO,H 

ROOD.H 

ROOD,H 

ROOO.H 

8811230225 
6B1 1230227* 
0011200434 
8811290441* 
8812200230 

60-276 

50-276 

60-275 

60-276 

60 275 

P 

P 

P 

P 

P 

SAUSBURY.W.C. 
SAMETJ<S 
8AMWORTH.R 
SAMWORTH.R B 
SAMWORTH.R B 

8912210162 
0812270213 
681 21 20003* 
0811230216 
0012060120 

40 4492 
FOIA 

50 397 
50 307 
60 397 

ROOD.H. 

R05E.HD 

ROSLONEIC.DJ, 

noss,c F. 

Ross,n j 

8012230121 
8811300516* 
0012210277 
B01 22301 06* 
8812010100 

60-275 

40-4492 

60 205 
PROJ 

PR 

Q 

S 

SAMWORTH.R, 0 
SAMWORTH.R B 
SAMWORTH^R B. 
SANDS,S P. 
SARSOUn.B 

6812000120 

0812160003 

0012160136 

8012070239 

6012200272 

60-397 

60-307 

50-397 

50-454 

60-346 

ROSS.RJ 

ROSSRJ 

ROSS,RJ 

ROss.nj. 

ROSS.RJ 

0012010160 

8812010160 

8812020202* 

0012020202* 

0812020202* 

PR 

PR 

PR 

PR 

PR 


SARTOR, W.M 
SARTOR, W M 
SARTOR.W.M 
SAYRE.D 

SCACE,S E 

6812090204* 
8812100245* 
0612190263* 
B81 1260070 
0011200136 

60-324 

60-302 

50-280 

50-261 

60-336 

ftOSS.T 

ROSS.T.M 

ROSSI, C E 
ROSSI.CE 

ROSSI, CE 

0012070243 

8012070030 

8811160467 

0011290536 

0811300101 

60 264 
50-254 
60-3 

60 3 

TOPREP 

P 

P 

Q 

Q 

SCACE.S E. 
SCACE.S E 
SCACE,S E, 
SCACE.S E 
SCACE.S E 

0611200136 

0611200150 

0011200150 

8012070170 

0012140021 

50-336 
60 423 
60 423 
60-245 
60 245 

ROSSLCE 

ROSSI .CE. 
ROTELL1,R U 
ROTH.J 

ROTHE,P.H. 

0012020267 

8012160037 

0012090163* 

0812230062 

6812020159 

60 3 Q 

TOPREP 
COMMISSION 
70-1100 

NUREG 

SCACE,S E. 
SCACE.S E, 
SCACE,S.E 
SCACE,8 E. 
SCACE,SE. 

8012140021 

0012160097 

0812160097 

8012100412 

8012190412 

50-246 
60-423 
60 423 
50336 
50-336 

ROTHE.P H. 

ROTHERT.W.C. 

ROTHERT.W.C. 

6812020164 
B81 1300007 
0811300502 

NUREQ 

BO-331 

60-331 

Q 

Q 

SCACE.S E 
SCACE,SE. 
SCACE.S E 

8012200113 

8012200113 

6812200122 

SO 245 
60 245 
60 245 


SCACE,S E 
SCACE.SE 
SCACE.S E 
SCACE.S E. 

SCACE.S E 

SCACE.S E 
SCACE.S E 
SCACE.S E 
SCACE.S E 
SCACE.S.E 

SCALETTI.DC 
SCARANO.R A 
SCARANO.R A 
SCARANO.R A 
SCARANO.R A 

SCHALLEn,R F 
SCHALLER.R F 
SCHALLER.R F 
SCHAU0ROECK,D 
SCHAUBROECK.D 

SCHENBLLGA 
SCHEPENS.RJ 
SCHERER. A E 
SCHERER.AE 
SCHERER.A E. 

SCHEflEn,A,E 
SCKERER.A E 
SCHERER.AE, 
SCHERER, A E 
SCHEnEn,AE. 

SCHERER. A E 
SCHERER.AE 
SCHERER, A E 
SCHERER.AE, 
SCHERER.AE 

SCHEUERMAN.JJ 
SCHMERTZ,JC 
SCHM1DT.D. 
SCHMIDT, W. 
SCHMIEQE.PA, 

SCHMIERBACKM 
SCHMIERBACKW 
SCHMIERBACH.M. 
SCHNEIDER.R A 
SCHNEIDER.R A 

SCHNELL.OF 

SCHNELL.DF 

SCHNELL.DF. 

SCHNELL.D.F. 

SCHOMAKER.R 

scHnocK,v.e 

SCHROUDER.WJ, 
SCHRUM.DL. 
SCHUMACHER.M. 
SCHUMACHER, M 

SCHUMACHER.M C 
SCHUMACHER.M C 
SCHUMACHER M. 
SCHUSTER, D. 
SCHUSTER. M, 

SCHUSTER.M. 
SCHUSTER.M D 
SCHWABENBAUER 
SCHWARTZ, I. 
SCHWARTZ, I. 

SCHWARZ.W.R. 

SCINTO.JF. 

SGOTT.W, 

SCOTT.W 

SOOTT.W. 

SCOTT.W. 
SOOTT.W. E 
SCOTT.W E 
SCOVilL.V.R. 
SCOVILL.VR 

SCOVILL.V.R. 
SCOVILL.V R 
SCOVILLV.R, 
SCRUTON.Q S. 
SEARS, CF 

SEARS.C.F. 
SEARS.C.F 
SEARS.C F. 
SEEBEaU. 
8EIDLe,W,C. 

SEIDLE.W.C 

SEIDLE.WC 

SEIDLE,W.C. 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8012200122 50-245 

8812200133 50-423 

0812200162 50-245 

8812200162 50-245 

8612200284 60-245 

6812200204 50-245 

6812200207 50-423 

8812200287 60-423 

6612210083 50-423 

8012210083 50-423 

0811300110 ORG 
001 1200347 60-312 

0012060202 60-528 

0812070009 50-528 

OBI 2 130263 STATE PRO 

6812050049 60 461 

8812140231 50 461 

6812200101 60 401 

881 2 190240 60 368 

8812190247 60-313 

8012080059* 60 250 C 

8012080009* 50 424 C 

B81 1230105 71-6070 

6611290456 701100 

0011300425 71 6078 

0011300491 50 470 / 

0012020201 70 1100 

6012000247 70 30 

8012030237 70 30 

8812090256 70-1100 

B012160015 50 470 j 

6812200082 70 1100 

0812210027 50 470 I 

8812220040 70-1100 

8012270166 TOPREP 

0012140030 60-290 I 

0012070182* 60-338 

0812020109* 40-8902 

0812000053 60-333 

8012210107 50-276 

6811220017 TOPREP 

6811300355 50-327 

6811300480 60-327 

0612210299 70-1257 

0812220094 70-1257 


0811300334 
0B1 1300501 
6612060010 
681227020B 
0812210190* 

0012010060 

0812010410 

0O12O2O14B* 

6611300404* 

0812060161* 

0811280007* 

8012270131* 

0012210376* 

0012070002 

8012070265 

0812210040 

0812140055 

8012010210 

0812020180 

0612160090 

6812000265* 
GB12020044 
8B1 12801 48 
6812020308 
0B121 30204 

6812150265* 

6612020026 

8012200026 

8812010352 

0812010365 

8012210136 

0812210175 

0812210242 

8812210214 

8012010034 

0012120063 
061212021 4 
6612220042 
6812200273* 
0611300106* 

8811300329* 

0812130141* 

8812140215* 


60 463 
GO 483 
60-483 
50 463 
TOPREP 


3J3]cnmco D-nO-n cocotococo cflojwcoaj 
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AUTHOR ACCESSION SUDJFCT 

riUMBER CATEGOIIY 


Aumon ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SEIDLE.WC 

8812150226* 

50 495 

Q 

SE(DLE,WC 

8812220027* 

50 402 

Q 

SELLECK.KA 

8812020163 

50 443 

G 

SELLECK,KA 

0312020163 

so 443 

G 

SELLECK,KA 

6812140034 

50 443 

G 

SELLECK.KA 

0812140034 

50 443 

G 

SELLECK.KA 

0812270115 

60 443 

G 

SELLECK.KA 

8812270115 

50 443 

G 

SELMAN.M 

5312010334 

PR 


SERKIZ.A.W 

58072203B9 

REVIEW GR P 

SERKIZ.AW 

5807250041 

REVIEW GR P 

SERKIZ.AW 

6811300482 

REVIEW GR P 

SEfiKIZ,AW 

6312160081 

REVIEVJ GR P 

SHAFFER, a 

8812050070 

40 8064 


SHANBAKY.M 

8311290011* 

50 322 

Q' 

SHANBAKY.M 

88120GO261* 

50 333 

Q 

SHANBAKY.M M 

8611290040* 

50 272 

Q 

SHANBAKY.M M 

8812060307* 

50210 

Q 

SHANKMAN.S F. 

8812190114 

ORG 


SHANKMAN.S.F 

8612220270 

ORG 


SHANNON.J.M 

8612140124* 

50443 

G 

SHANNON,M C. 

8812060271* 

60 400 

Q 

SHAW.L C 

8612060132* 

F05A 


SHAW.LC 

8812060216* 

FQSA 


SHEA,J R. 

8812130167* 

fo:a 


SHELTON, DC 

8808020344* 

60 346 

a 

SHELTON.Oa 

8612020120 

PR 


SHELTON,DC 

8612050209 

50 346 

Q 

SHELTON.D.C 

0612050307 

50 346 

P 

SHELTON, DC. 

8612090201 

50 346 

P 

SHELTON, DC, 

8612120028 

50 348 

P 

SHELTON.D.C 

8912120030 

50 349 

P 

SHELTCN.DC 

8912120102 

50 340 

F 

SHELTON.D.C 

8912120249 

50 346 

P 

SHELTCN.DC, 

8912120251* 

50 346 

P 

SHELTCN.DC, 

5912140010 

50 346 

P 

SHEMANSKLPC 

5912160101 

50 373 

P 

SHERBINI.S, 

5812060307* 

50*219 

0 

SHERON.D W. 

0812070201 

ORG 


SHERON.E.W. 

0912270287* 

xpomuc 


SHETLERJ.n. 

0912050110 

50 312 

F 

SHEWS KI.WJ. 

6911220055 

5010 

P 

SHIER, W 

8912010086 

NUREQ 


SHIFFER.J D 

5912050103 

50-275 

K 

SHIFFERJ.D 

6811300077 

50 275 

F 

SHIFFER,J D 

6812050055 

50*276 

P 

SHIFFER,J.O. 

6812050236 

SO 275 

S 

SHIFFER,JD 

6612060094 

50 276 

Q 

SHIFFER.J.O 

6612060117 

50 276 

P 

SHIFFER.J 0. 

6912070107 

50 276 

P 

SHiFFER.JD 

8612070100* 

60 275 

P 

SHIFFER,J.D 

6612090313 

SO 323 

P 

SHIFFER.J.D. 

8612090334 

SO 275 

F 

SHIFFER.J D 

6812130101 

60 275 

Q 

SHIFFER.J.O. 

6012160240 

60-323 

S 

SHIFFER*J.D. 

8812150268 

50 275 

P 

SHIFFERJ D 

8812100008 

50 276 

S 

SHIFFER,J.D. 

8612160011 

50 275 

P 

SHIFFEn.J D. 

8612160014 

SO 276 

P 

SHIFFERiJ.D 

6812160026 

50 275 

P 

SHIFFER.JD 

6012190072 

60 276 

p 

SHIFFER.J D. 

6812200096 

50 275 

s 

SHIFFER.J D 

6812270203 

60 323 

Q 

SNIFFER, J.a 

6812270205 

SO 323 

s 

SHIMSHAK.R. 

6812140164* 

50 293 

P 

SHINGOITEWA.L, 

8611300360 

PR 


SHIPLEY, L.E, 

8612190409* 

60-312 

p 

SHOEMAKEaCJ. 

6612020120 

50*322 

Q 

SHOEMAKER.CJ 

8812020127 

50-443 

G 

SHOEMAKER.CJ, 

6012020134 

50*322 

Q 

SHOEMAKeaCJ 

8812140080 

50-322 

Q 

SHOEMAKER.CJ, 

8612140067 

60*443 

Q 

SHORTRIDGE.R B 

8812190053* 

60-424 

0 

SHRIVERJ.D. 

6811300291 

50-528 

s 

SHRIVER.T.D, 

8811300294 

60-529 

s 

8HRIV£R,r,D. 

B01213OO41 

60-528 

s 

SHRIVER.LD 

6012210144 

50-529 

s 

SHUMAN.F. 

8612050119* 

WASTE MGT 

SHYMLOCK,M 

8012100305* 

50-321 

0 

SHYMLOCK,M. 

0012060110* 

50-400 

Q 

SIACOR,E.n. 

8012200152 

60-361 

R 

SIACOR.ER. 

6812200153 

60-206 

n 

SIEBER,J.a 

6811230291 

60-412 

p 

SIEBER,Ja 

8011300051 

50-334 

Q 

SlEBER,J.a 

9G12010021 

60-334 

P 

S!EBER,JO 

8912010039 

PR 


SIEBERJ.D 

8912010240 

50-334 

p 

SIEBER,J.O. 

9812050045 

60-334 

Q 


SIEDER.J D 

8812080232 

60-334 

Q 

SIEBER.JO 

8812090272 

50 334 

F 

SIEBER.JD 

8812120003 

50-334 

P 

SIE8ER.JD 

8812140267 

50-334 

R 

SIEBER.JD 

0812160009 

50 412 

P 

SIEGEL,D 

8811300087 

50-237 

P 

SIEGEL. JR 

8812090050 

PR 


SirFER.J D 

8812130172 

50-323 

S 

SILADV.J A 

8812010129 

50 237 

P 

SILADY.JA 

8812160058 

50 237 

P 

SlLAOy.JA 

8812200014 

50-237 

P 

SILBERBERG.M, 

8812150158 

WASTE MGT 

StLVER.H 

8811300130 

50 302 

P 

SILVER, H 

8812000252 

60 302 

P 

SILVER, H 

8812130215 

60-302 

Q 

SILVER.H 

8812160112 

50*302 

P 

SILVER.H 

8812210076 

50-302 

P 

SIMON.SJ 

0811200337 

40-7604 


SIMON.T.R 

0812020057 

PR 


SIMPSON.FB 

8811200110* 

60 352 

P 

SIMPSON.FB 

8011290118* 

50-352 

P 

SINGH, A 

8812140077* 

60 205 

Q 

SINGH, K P 

8012280040* 

50 335 

T 

SINGH, K P 

G0 12200040* 

60 336 

T 

SfNKULE.MV 

0812090000* 

60-424 

Q 

SINKULE.MV 

8812100009* 

50-424 

Q 

SINKULE.MV 

8812200242* 

50-321 

Q 

SISKIND.B 

0812050244* 

WASTE RES 

SISKINO.B 

0812050308 

WASTE RES 

SISKIND.B 

0812060014* 

WASTE RES 

SKILLERN.CG 

0012230107* 

PROJ 


SKINNEH.PH 

8012050262* 

60-269 

Q 

SKOLNICK.F 

0012270077 

50-320 

G 

SKOLNICK.r 

8012270077 

60-320 

Q 

SKOW.M E 

0012140166* 

60-402 

Q 

SKROVe.J W. 

9812100347* 

60-464 

K 

SLAWINSKI.W J 

9011200080* 

60-165 

Q 

SLY.C D 

8612020269 

60 317 

s 

SMEOLEY.R V/. 

0011290470 

60 265 

P 

SMEOLEY.R W 

0011300202 

50 165 

P 

SMEDLEY.nW 

0912050226 

50-255 

Q 

SMEDLEY.n W 

9912050231 

60-255 

P 

SMEDLEY.R W 

9912060069 

50-265 

P 

SMEDLEY.R W. 

9812120076 

60-265 

P 

SMITH, Q H 

9812060079* 

50 255 

P 

SMITH, B K 

0911200564 

50-331 

s 

SMITH, B.K. 

8912070250 

60 331 

s 

SMITH. B1< 

6812230163 

60-331 

s 

SMITH, C N 

8912010196 

70-1100 


SMITH.C N 

0912010201 

70-1113 


SMITH, CN 

8612010203* 

70 1113 


SMITH.C N 

8&1220O31O 

70-36 


SMITH, C N 

0012220066 

70-1113 


SMITH, 0 

0612210320 

60-277 

Q 

SMITH, 0 

0612220215* 

60-269 

Q 

SMITH.DM. 

6811300462 

60-277 

s 

SMITH.D M 

8812010144 

60-277 

s 

SMITH. D.M. 

,0812010167 

60-277 

s 

SMITH.D M 

6012120247 

60-277 

8 

SMITH, D.M 

0012130004 

60-277 

Q 

SMITH.DM 

0012130126 'v 

60-277 

Q 

SMITH,0,M. 

0812150275 

60-277 

s 

SMITH, DM, 

0812200121 

60-277 

s 

SMITH, D.M 

0012210004 

60 277 

Q 

SMITH.F^H 

0812120161* 

60 416 

P 

SMITH.QC 

0812090200* 

50*219 

Q 

SMITH.O C, 

8012220401* 

50-289 

Q 

SMITH, I.W 

6612190014 

50-443 

Q 

SMITH.IW 

0612270053 

50-443 

G 

SMITH,J,A 

0811290574 

PT21 


SM|TH,J B 

0612020010 

60-443 

G 

SMITH, J B 

0812020019 

60 443 

Q 

SMITH, J B, 

0812020166 

60 443 

Q 

SMITH, J B 

OBI 2020156 

50-443 

Q 

SMITH, J B. 

8812140126 

60-443 

G 

SMITH.J.a 

0812140126 

50-443 

Q 

SMITH, J B 

8001030055* 

50-443 

G 

SMITH, J 0 

8B0 1030055* 

50-443 

Q 

SMITH, J D. 

8B1 2130046* 

60-331 

Q 

SMITH, J F. 

6812090262* 

60-341 

Q 

SMITH.MJ. 

081 2140238* 

60-282 

Q 

SMITH, P.S 

0812270141* 

60-210 

s 

SMITH, R.D. 

0811230254 

40-6971 


SMITH.R D 

0811230266* 

40-8071 


SMITH, R.D 

88 11230299 

40-6903 


SMITH.R D. 

0811230301* 

40-8903 


SMITH.R D, 

8811230319 

40-6622 


SMITH.R D. 

8011230324* 

40-6622 



SMITH, RO 
SMITH, R,D 
SMITH, R,D 
SMITH, R D 
SMITH, R D 

SMITH, R D 
SMITH,R,D 
SMITH, R.D 
SMITH, R.D 
SMITH.R D. 

SMITH, R D 
SMITH.R D 
SMITH.R D 
SMITH.R D 
SMITH,R D 

SMITH, R D. 
SMITH.R D 
SMITH.R D, 
SMITH.R D. 
SMITH.R D 

SMITH.R D, 
SMITH.R D 
SMITH.R, D. 
SMITH,R D 
SMITH, n D 

SMITH.R.a 
SMITH.R D 
SMITH, R.D. 
SMITH, R.D 
SMITH.R D 

SMITH.R D. 
SMITH, R D 
SMITH.fl D 
SMITH.R D. 
SMITH.R D 

SMITH.R.a 
SMITH, R D 
SMITH, R.D 
SMITH.R 0, 
SMITH.R E 

SMITH.R.E. 
SMITH, R E. 
SMITH.R E 
SMITH, R.E 
SMITH.R E. 


SMITH,S.J. 
SMITH, SJ 
SMITH, SJ 
SMITH,S.J. 

SMITH, S.J 
SMITH, SJ 
SMITH.S J. 
SMITH.SJ 
SMITH.S.J. 

SMITH.SJ. 

SMITH.SJ. 

SMITH.S.J. 

SMITH.SJ. 

SMITH.SJ. 

SMITH.T.C. 

SMITH.W 

SMITKW.F 

SMITH.W.Q. 

SMYTH.C.W. 

SMYTH.C.W 
SNEIDER.C.S. 
SNEIDER.CS. 
SNELL, W. 
SNELL, W. 

SNELL, W. 
SNELL, W, 
SNIFF.T.L 
SODEN.B. 
SOHINKI,S.M 

SOLBERQ.D 

SOLER.A.I 

SOONQ.A.L 

SOONQ.S 

SOONQ.S, 

SORENSEN.Q.C. 
SORENSEN.Q.C 
SORENSEN.Q.C 
SORENSEN, Q C. 
SORENSEN.Q.C 

SORENSEN, G C, 
SORENSEN.Q.C. 
SORENSEN, Q C. 


8B1 2020033 
6012020041* 
B81 2020040 
0812020053* 
8B12020101 

8812020108 
8612020122 
8812020124* 
8812020148 
88120201 55* 

8812210041 

8812210045* 

8012210098 

0812210101 

0012210104* 

8812210139 

0812210161 

8012210168 

8012210161 

0812210170 

0812210171* 

8812210175 

8812210186 

8012210223 

0812210224* 

0012210381 

0012210362* 

0812210363 

8812210381 

0812220085 

001 2220008* 
8812220108 
8812220114 
8812220252 
0012220253* 

0012220264 

0812220265* 

8612220202 

0012220283* 

0011200531 

0011290536* 

0612010410 

0612070218 

0012070222* 

0012220017 

0812080046* 

0811290082 

8011290110 

0012070207 

0012070223 

8812070220 
0612070227 
0812070230 
8B121 40240 
0012140248 

0012140260 

0812200081 

0812200144 

0012200161 

0812210143 

0012090220* 

8012210322 

8812020305* 

8812210370 

8611200300 

6012200174 

6012190144 

0012280001 

0811300631* 

8812140239* 

8012190287* 

8812200076* 

8011290176* 

6812060029 

8012290209* 

8812060074 
8612200249* 
8612160048* 
8812220030 
OBI 2220034 

B81 1300236 
B812010001 
0812020259 
8812050016 
6812060084* 

8012060288 

8812070045 

0812130130 


40 0102 
40 8102 
40 2S9 
40*209 
49 0903 

40 8903 
40 6857 
40 0057 
40 4492 
40 4492 

40 1162 
40-1162 
40-0857 
WASTE MOT 
40*8857 

40-3463 
40-4492 
40-891 1 
40-8064 
40-8905 

40-3453 

40-8054 


40-8027 
40-8557 
40 5557 

40-5504 
40 0564 
40 0905 
4Q 8027 
40 3453 

40-3463 
40 0007 
40 0905 
40 8029 
40 8829 

40 8926 
40 6926 
40 6904 
40 6904 
60 244 

P 

60-244 

P 

60 244 

W 

60 244 

P 

60 244 

P 

60 244 

P 

COMMISSION 

60-327 

n 

60-327 

s 

60-327 

s 

50-326 

s 

60-328 

s 

60-327 

s 

60-328 

s 

60-328 

3 

60-327 

S 

60-328 

8 

60-328 

8 

60-327 

a 

60-328 

s 

60-327 

s 

COMMISSION 

60-316 

F 

50-392 

Q 

60-316 

S 

60-302 

P 

60-259 

n 

60-443 

Q 

60-443 

0 

60 349 

0 

60 292 

0 

60 466 

0 

60 341 

0 

WASTE RES 

60-295 

s 

FOIA 

REVIEW GRP 

60-425 

A 

70-27 

70-143 

70*143 

60-500 

A 

60 397 

J 

60 397 

0 

PR 

60-397 

V 

60-397 

Q 

60-397 

0 

50-397 

0 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SORENSEN.G C 

0012130138 

50*397 

F 

SOFIENSEN.GC 

0012160013 

50 307 

P 

SOflENSEN,GC 

8012200185 

50-397 

P 

SORENSEKGC 

8812210264 

50-397 

P 

SORENSEN, G.C 

8812220353 

50-397 

Q 

SPAETH 

0012050295 

\A/ASTE MGT 

SPAM), A H, 

0012210104 

ORG 


SPARKS, S E 

0012160156* 

60 250 

Q 

SPEAKKAN.R J 

8812010421 

50 334 

H 

SPINRAO.SI 

0812010319 

50-116 

P 

spiTzaERG.ae 

8011300075 

l&E 


SPITZ En,DJ 

881220002? 

50-454 

R 

SRENIAW&KI.D 

0012200093 

l&E 


S;?ENIAWSKI.O J 

0011200370 

l&E 


SRENIAWSKI.D J. 

8812090183* 

40-7604 


ST JOHN, KE, 

8812020020 

PR 


Sr LAURENT,N N 

8812210411 

50-29 

S 

STAB LEIN, K. 

8012000108 

WASTE MGT 

STAFFORD.K E 

0811290574 

PT21 


SfAHLEO 

8812000259 

60-244 

P 

STAHLE.C 

8812130100 

60-244 

P 

STAKE R,T H 

8012020305* 

60-382 

Q 

STANGpJ 

8012270214 

50 341 

P 

STANLEY, M A, 

0012010207 

PR 


STANLEY, W S 

8812010204 

PR 


STARKEY, D. 

8812100305* 

60-321 

Q 

STARKEY, R 0 

881 1280006* 

60 261 

Q 

STAUTERJ C 

0811230008 

40 0027 


STAUTER,J C. 

8012140221* 

40 0027 


STEPANO,J J 

8811300273 

50-263 

P 

STEFANO,JJ 

8812140101 

60 263 

P 

ST£FANO,J.J 

0812200040 

50 263 

P 

SrEIGER.RW 

001 2060046 

60-322 

S 

STEIGER, W.e, 

B01 130001 2 

60-322 

S 

STEIGER, WE 

8812090054 

50-322 

s 

S1EIN,R 

0011200131 

WASTE MGT 

S1&N,R 

0011200089 

WASTE MGT 

STeiN.R 

0811200000 

WASTE MGT 

STEIN, R, 

8811200113 

WASTE MQT 

STEIN, R 

8011300200 

WASTE MGT 

STE1N,R. 

0012000266 

WASTE MQT 

STEIN, R 

6812000300 

WASTE MQT 

STEtN,R 

8812090310 

WASTE MQT 

STEIN, R. 

0812100234 

WASTE MQT 

STEIN, R 

0012220347 

WASTE MQT 

SrE(f^HARDT.CR 

8011200038 

60-305 

Q 

STEIHHARDT.C.R. 

8812010413 

60 305 

H 

STElNHAROT»C R 

8812140040 

60 305 

R 

STEINHARDT.C R. 

0012220132 

60-305 

P 

STELLO.V 

0011170007* 

F01A 


STEiLO,V. 

8004120011 

SECY 


STELLO.V 

0011100205* 

PR 


STELLO.V. 

0811210010* 

60-203 

P 

STElLO,V, 

8811200026 

SECY 


STELLO,V 

8811290525 

50 341 

P 

STELLO.V. 

0811200541 

60 446 

A 

STELLO.V. 

6811300106 

60-277 

Q 

STELLO.V. 

0811300162 

ORQ 


STELLO.V. 

0011300207* 

ORG 


STEllO.V 

0011300421 

60-275 

U 

STELLO.V. 

0812010160* 

60-260 

Q 

STELLO.V. 

0012020171 

60-203 

F 

STELLO.V. 

0612020231 

ORQ 


STELLO.V 

8612000129 

FOIA 


STELLO.V. 

8812120162* 

FOIA 


STELLO.V. 

QB1 2140222* 

FOIA 


STELLO.V 

8612140224* 

FOIA 


STELIOV. 

8812210126 

60-603 

A 

STELLO.V. 

8012210306 

60 443 

H 

STELLO.V 

6B1 2270210 

60-269 

P 

STELLOV. 

8812270290* 

XPORTLIC 


8TEPHENSON.J D. 

0812070172 

60-302 

F 

STETKA,T. 

8012150073* 

50-402 

Q 

STETKA.T.F, 

8811290477* 

60-302 

Q 

STETKA.T F. 

8812020309* 

60 313 

Q 

STETKAJ.F. 

8012140077* 

60-265 

Q 

STETKA.T F 

8812160124* 

60-265 

Q 

STEVENS.J A 

6811230289 

60-461 

P 

STEVENS, J A 

8012070130 

60-461 

P 

STeVENS.JA. 

6812070101 

60-461 

P 

STEVEN8.JA 

0012070101 

60-461 

P 

STEVENS, J A. 

8612070215 

60-461 

P 

STEVENS. J. A. 

8812070253 

60-461 

P 

STEVEN S,J. A 

661208000B 

60 461 

P 

ST£VENS.J A. 

OB120B00B3 

60-461 

P 

STEWART J P. 

8812210313* 

60 2B6 

Q 

STEWART,M A. 

8812070107* 

60 469 

Q 

STEWART.S A. 

8812200206 

60-302 

R 


AUTHOR ACCESSION SUBJECT 

MUMDFR CATEGORY 


STIMMEL.J R 

8812050160* 

PF^OJ 


STODDART.P G 

8012190268* 

50 424 

O 

STOLZ,J 

8611110039 

50 312 

P 

STOLZ.J F 

8011260425 

50-239 

P 

STOLZ.J F 

BB1 2020 151* 

50-289 

P 

STOlZ,J F 

6012060239 

60-320 

P 

STOLZ.J F 

0012000107* 

60 334 

P 

STOLZ.J F 

8D120D0165* 

50 336 

P 

STOLZ.J F 

881206021G* 

50-213 

P 

STOLZ.J F 

0012140004 

50-245 

P 

STOLZ.J F, 

6812190074* 

60-269 

P 

STOLZ.J F 

801S1Q0406 

50 320 

P 

STOLZ.J, F 

0812220202* 

50-334 

P 

STOLZ,J.F 

0812220263* 

60-245 

P 

STOLZ.J F 

0812220272* 

50-334 

P 

STONE. JC 

6811300303 

60 272 

P 

STONE.J C 

0812020010 

50-272 

Q 

STONE.JC. 

0812060222 

50-272 

P 

STONE.J C 

6812070055 

REVIEW GB P 

STONE.JC. 

0012000003 

50 311 

Q 

STONE.Ja 

0612210026 

50 272 

P 

STORZ.LF 

8812140105 

SO 346 

S 

STORZ.L F 

8812150059 

50 346 

s 

STORZ.L.F. 

8812200272 

60-346 

R 

STOTZ.JC 

8812140195 

60-346 

S 

STOVALL, W 0 

8812010237* 

CONI flACT 


STRATFOnD.n.J. 

8812080160 

XPORTLIC 


STRATFOHD.n J 

881 2100089 

XPORTLIC 


STRAUSS, P.M 

8812020051* 

50 443 

G 

STRAUSS.P.M 

8812020051* 

50 443 

G 

STROH.D 

8812000011 

60 456 

S 

STHOSNlDER,J.n 

0811200576* 

69 203 

Q 

STROSNIDtR.J R 

0811300150* 

50 220 

Q 

STROSNIDER.J R. 

6612120060* 

50 333 

0 

STROSNIDER.J.R 

6812200346* 

50 205 

Q 

STUDDS.Q.E 

0B1208001O* 

COMMISSION 

STURZ.FC. 

0012100130* 

60 271 

G 

SUDUDMI.M. 

0012010008 

NUREG 


SUDNAK.P 

0012050319 

50-483 

r 

SULLIVAN.J L 

8012010107 

PB 


SUMMER.J 

OB12200112 

60 321 

F 

SUMMER.! 

6612090102 

50-321 

F 

SUMMERS, J. 

0812000228 

PRM 


SUMMERS, R L 

6812209141 

50-304 

S 

SUO ANTTILA.A. 

8012019353 

NUREG 


SUTHEnLAND.J T. 

0012120072* 

FOIA 


8UTPHIN,R,N, 

0812270048* 

60-346 

Q 

SWAILES.M.P 

0012050010* 

CONTRACT 


SWAILES.M P. 

0012160161* 

CONTRACT 


SWAILS.S L. 

0012020224 

50 331 

F 

SWARTZWELOER.J 

0812120133 

60 424 

8 

SWARTZWELOER.J, 

B81 1290202 

50 424 

S 

SWARTZWeLDER,J 

8011290672 

50 424 

S 

SWARTZWnLOER.J 

8811200576 

60 424 

S 

SWARTZWELDER,J. 

0812010344 

50 424 

S 

SWARTZWELOER.J 

8612020116 

59-424 

S 

SWART2WeLDER,J 

6012060273 

69 424 

S 

SWARTZWELDER.J, 

8812140062 

60 424 

S 

SWARTZWELOER.J 

8812140120 

50 424 

S 

SWARTZWELDER,J 

8812200213 

50 424 

s 

SWART2WeLDER.J 

8812200210 

60 424 

s 

SWARTZWELDEH.J 

8812200236 

50 424 

s 

SWARTZWELDEaJ 

8812200243 

69 424 

5 

SWARTZWELOER,J. 

0812200266 

50 424 

S 

SWARTZWELDER,J, 

8812220070 

50 424 

S 

SWARTZWCLDEn.J 

8812220001 

SO 424 

S 

SWENSON, WH 

8811203206 

60 286 

P 

SWENSON.WH, 

0612050069 

SO 268 

P 

SWETLAND.P 

6012130310* 

60-247 

Q 

SWETLAND.P. 

8812220165 

50 311 

S 

SWETLAND.P D. 

8611290139* 

50-247 

P 

SWETLAND.P.D. 

6811200412* 

60-272 

Q 

SWETtAND,P,D 

8011300559 

50-247 

F 

SWETLAND.P D. 

0612120175 

60-272 

P 

SWIFT.J,J. 

0611390437 

50-603 

1 

SW1FT.J J. 

6012109126* 

60-603 

G 

SWIFT.J J 

8012289178* 

50-603 

0 

SYLVESTER^E D. 

0812000209* 

60-210 

Q 

SYLVESTER,E,0. 

0812230932* 

60-300 

O 

SYLVIAeB n. 

0004250252* 

60-341 

Q 

SYLVIA.B.R, 

OB 11 230336 

50-341 

P 

SYLVIA, B.R 

0611390456 

60-341 

P 

sylvia.br. 

8812090206 

60 341 

P 

SYLVIA,BR, 

8012090249 

60 341 

1 

SYLVIA,BR. 

8812120100 

50 341 

P 

8YLVIA.B R 

8812130020 

60-341 

Q 

SYLVIA.B,R 

8812200366 

60-341 

F 

SZCHEPANIEC.A 

0812090256* 

50 426 

Q 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SZC?CPANIEC,A 

0B12160115* 

69 424 

Q 

TAQATABA1.A 

QB1 2020309 

NUREG 


TABOaW F 

0012190122 

59-307 

F 

TAIBQI.e 

0612U0050 

50-322 

Q 

TAIBBI.E 

0612190220 

60-322 

Q 

TALBOT, P 

0812140135* 

60-443 

G 

TALBOT.P 

0812140140* 

60-443 

Q 

TALQOT.P 

0012260004 

50 443 

Q 

TALBOT.P 

0012260142 

60 443 

Q 

TALBOT.P 

6012260160* 

60 443 

G 

TAM, A 

6612200280 

REVIEW GR P 

TAM, A 

8612200209 

REVIEW QR P 

TAM, PS 

0012060103 

50 334 

P 

TAM.P,S 


50 334 

P 

TAM.P S 

8812130294 

50-440 

P 

TAM.P.S 

0012220260 

60-334 

P 

TAM.P S 

6012220276* 

50 334 

P 

TAM P.S. 

0812220199 

50 334 

P 

TANA.E T 

8612010306 

WASTE MQT 

TARAS, DN 

8602250453* 

40 2253 


TARAS, 0 N 

0812220022 

40 8377 


TATUM, J 

0812120003* 

50 397 

O 

TATUM.J E 

D81 1200032* 

60 20Q 

Q 

TAYiOR.J H 

6812020200 

TO PREP 


TAYLOR,JH 

6812200080 

TO PREP 


TAYLOR.J.H 

8812210126 

TOPREP 


TAYLOaJ L 

8812270014 

60-322 

G 

TAYLOR.JL 

6812270014 

50-322 

G 

TAYLOB.JL 

0912270024* 

8012270024* 

50-322 

G 

TAYLOR, JL 

50-322 

G 

TAYLOR.JW 

0812140162 

60-400 

P 

TAYLOR.LA 

881 22101 CO 

50-313 

S 

TAYLOR, L A 

8012210276* 

60-313 

S 

TAYLOR, L A 

8812210201* 

50-360 

s 

TAYLOR, ME 

8912210057 

50-483 

8 

TAYL0R.M,E 

0812210107 

60-483 

S 

TAYLOR ,r A 

0812080105* 

60-200 

Q 

TAYLOR. n G 

9811300160* 

50-313 

Q 

TEOROWJ 

8012000200* 

60-302 

Q 

TC0F1OW,J 

QD12200176* 

60-302 

Q 

TELLA.T 

00122700-10* 

50-346 

Q 

TEMPLE J L 

0012120151* 

50-416 

P 

TEMUS.CJ 

0012050155 

71-9000 


TCMUS.CJ 

GD12009127 

71-0209 


TENNYSON.M 

GS12279237 

60 373 

S 

TERAO.D. 

0012100170 

50 445 

E 

TERC,N M 

0fl112&0460* 

SO 200 

Q 

TERnY.C,0. 

0611239200 

59-410 

S 

TERRY.C D 

0011230205 

50-229 

P 

TERRY, CD. 

0011290185 

60-229 

P 

TERRY.C D 

8011290547 

58410 

S 

TERRY.C D 

8611300464 

50-220 

0 

TERRVCD 

0012020206 

50-410 

p 

TERRVCD. 

0812070141 

SO 220 

Q 

TERRY.C D 

8812190204 

60 220 

P 

TERRY.C D 

0812210332 

6812210335* 

681123026D* 

50-410 

P 

TERRY, CD 

SO 410 

P 

TESTA.E D. 

70 1151 


TESTAE, 0 

6012000028* 

70-1151 


TETRAULT.R.E 

8011290454 

70-27 


TETRAULT.R E 

0012060224 

70-27 


TETHAULT.R E 
THADANLM C 

8012090902 

TOPREP 


8812120074 

60-387 

Q 

THSOFANOUS.T.G 

0812020179 

NUREG 


THOMAS.B E 

0012160171 

WASTE MGT 

THOMAS.CO 

8B113092Q3 

50-401 

M 

THOMAS.CO 

0012220395 

PR 


THOMAS.G S 

0611269135 

60-443 

P 

THOMAS,GS 

8011300149 

50 443 

T 

THQMAS.Q S 

6011300289 

50 443 

S 

TKOMAS.Q S 

0012060100 

60-443 

R 

THOMAS.Q.S 

8612060199 

60 443 

P 

THOMAS, Q S 

801 20 901 55 

69 443 

Q 

7HOMAS.Q S 

6012120210 

50-443 

P 

THOMAS.Q S 

8012120213 

50 443 

Q 

THOMAS.G S 

8012140002 

50-443 

F 

THOMAS.G S 

0012140172 

60 443 

Q 

THOMAS.Q S 

8612200265 

50 443 

P 

THOMAS.WV, 

0012060261* 

50-333 

Q 

THOMPSON.A C 

0012140160* 

60-293 

F 

THOMPSON, D 

0811200046* 

0011260057* 

60-438 

Q 

THOMPSON, D H 

50-390 

Q 

THOMPSON, H L. 

8011260104 

WASTE MQT 

THOMPSON ,H L 

8811280204 

WASTE MGT 

THOMPSON. H L 

6812010309* 

REVIEW QR P 

THOMPSON.H L 

8012010373 

60-604 

A 

THOMPSON.H L. 

8812070164 

WASTE MGT 

THOMPSON.H L 

8812200309 

REVIEW GR P 
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AUTHOR ACCESSION SUOJECT 

NUMBER CATEGORY 


AUTflOR ACCESSION SUOJECT 

NUMBER CATEGORY 


THOMPSON.NG 

0012140112* 

CONTRACT 

THUNSTEOT.J.W 

8812200040 

50 373 

R 

TICHLER.J, 

8812010047 

NUREQ 


TIERNAN.J A. 

0812010170 

50-317 

H 

TIERNAN.J A 

8012070098 

50-317 

P 

TIERNAN.J A 

8812000106 

50 317 

Q 

TIERNAN.J A 

8012210314 

50 317 

P 

TItLMAN.A 

8012090140* 

50 425 

0 

TINQP. 

0812120035* 

70 607 


TINGE N.a 

8012160115* 

50 424 

Q 

TIPPS.SB 

8812010342 

50 321 

S 

TiPPS.S0 

8812150081 

50 321 

S 

TIPTON.TE 

881 1290224 

REVIEW GR P 

TOBIN.W 

8812150105* 

50 498 

Q 

TOBIN.WJ, 

881>12Q051D* 

50 220 

Q 

TODD.QA 

8811230186* 

70 143 


TOOOROVICH.M^M 

8812190102* 

50 322 

Q 

TOFEL.L a 

0812000200* 

PR 


TOMLINSON.E 

0812100410 

50410 

R 

TOMPWNS.BA 

0812140089 

50 322 

Q 

TOMPKINS.BA 

0812190069 

50 322 

G 

TOMPKINS.B A 

0812270094 

50 322 

G 

TORRE. JQ 

0812010351 

50 413 

S 

TORRE, J Q. 

0812070023 

50 413 

S 

TORRE.JQ 

8812140256 

50 414 

S 

TORRE.JQ 

8312270305 

50413 

S 

TOTH.A D 

681220009B* 

60 344 

Q 

TOURIQNY.E 

8312280131* 

50 335 

Q 

TOURIGNY.EQ. 

8812200199 

50 369 

P 

TOURIQNY.E.G 

0812220267 

50 369 

P 

TOURIQNY.E.G 

8812280131“ 

50 335 

Q 

TOWN SEND, J D. 

0811290426 

50 276 

R 

TOWNSEND.J D 

0812190233 

60 276 

R 

TflAF(CONT£,J. 

8812020110 

60 443 

Q 

TRAFICONTE,J 

8812140114 

60 443 

G 

TRAFICONTE.J 

8012270004 

50 443 

Q 

TRAFIOONTE,J 

8012270099 

60*443 

Q 

TRAFICONTE.J 

8012200069 

50 443 

Q 

TRAFICONTE.J. 

8812280115 

50 443 

G 

TRAFJCONTE.J 

8812280123 

60 443 

G 

TRAFICONTE.J 

0812280137 

50 443 

Q 

TRAFICONTE.J M 

6812270067 

50 443 

G 

TRAMMELL.C.M. 

8011230232 

50 206 

p 

TRAMMELL, CM 

8811290149 

60 206 

P 

TRAMMELL.C.M 

8811290451 

50 206 

P 

TRAMMEL L.C.M 

6811290562 

50*200 

p 

TRAMMELL.C.M. 

6812060073 

60*206 

p 

TRAMMELU,C M 

6812060003 

60*206 

P 

TRAMMELL.C.M. 

6612060096* 

50-206 

P 

TflAMMELL.CM 

8812060110* 

50*206 

P 

TRAMMELL, CM 

8612160106 

60*206 

P 

TRAMMELL.aM 

8612150126 

60*206 

P 

TRAM MEL L.J W. 

8612020194 

40-296 


TRAMMElt.J.-W 

8812050070 

40-299 


TFAMMELL.JW. 

6812050315 

40-299 


7RAMMELL,JW. 

8812210350 

40-299 


TREBY.S.A. 

8612010185 

PR 


TREJO.J 

8611290465 

50-272 

R 

TREVOHS.G A 

8811300229 

50-298 

Q 

TREVORS.Q A 

8811300463 

50-296 

Q 

TREVORS, G. A 

8811300403 

50-290 

Q 

TREVORS, G A. 

8811300493 

50-290 

Q 

TREVORS, G. A 

6812140049 

60-29B 

J 

TREVORS.Q A. 

8812160049 

60*298 

Q 

TReWORGY,J.D. 

8812190349* 

60-464 

K 

TRIPP.LE. 

6812120032* 

60-309 

Q 

TRIPP^LE. 

8812160011* 

60-334 

Q 

TRIPP, LM 

8811290422 

l&E 


TROTTIER.E H 

8812020195 

60-293 

P 

TROUT. J P. 

8B12140028 

50*443 

Q 

TROUT, J.P. 

0812140028 

60*443 

G 

TROUT, J.P, 

6812140043 

60*443 

G 

TROUT, JP. 

0812140057 

60-443 

G 

TflOUT.J P. 

8Q12140057 

60*443 

Q 

TROUT, J.P. 

8812270079 

60*443 

G 

TROUT.J.P 

8812270079 

50443 

G 

TROUT, JP. 

8812270105 

60443 

Q 

TROUT.JP. 

8012270105 

50-443 

Q 

TROUT, JP. 

&8122800BS 

60 443 

G 

TROUT, JP. 

8812260085 

60443 

G 

TROUT, JP. 

6812260060 

50443 

Q 

TROUT, JP. 

8812260090 

504 43 

G 

TflZYNA,G E 

8812010048 

60*454 

V 

TRZYNA.Q.E. 

8012070061 

60 295 

P 

TRZYNA.QE 

6012220206 

60 295 

P 

TnZYNA,Q.E. 

8812270051 

60*295 

Q 

TUCKER.H B 

6611290197 

50-289 

P 

TUCKER, H.B. 

6611290264 

50*369 

Q 


TUCKER, H 0 
TUCKER, H 0 
TUCKEfl,H 0 
TUCKER.H 8 
TUCKER.H S 

TUCKER.H D 
TUCKER.H 0 
TUCKER.H B 
TUCKER.H B 
TUCKER.H 0 

TUCKER.H 0 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

TUCKER.H 0 
TUCKER, H.0. 
TUCKER, H.B 
TUCKER.ae. 
TUCKER,H B. 

TUCKER.H 0 
TUCKER.H B 
TUCKER.H B 
TUCKER.H 0 
TUCKER.H a 


TUCKEaH 8 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

TUCKER.H 0 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B, 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

TUCKER.H B 
TUCKER.H B 
TUCKER, H.B 
TUCKER.H B 
TUCKER.H B 

TUCKER.HB. 
TUCKEaH B 
TUCKER.HB 
TUCKER.HB 
TUCKER, H.B 

TUCKER.HB 
TUCKER, H.B 
TUCKER.HB. 
TUCKER,HQ 
TUCKER,HB 

TUCKER.H. B. 
TUCKER.H B 
TUCKER,J,E 
TUCKER, K. 
TUCKMAN.M S, 

TUCKMAN,M.8 

TULEY.CR 

tuloi4.t. 

TURK,S E 

turk.se, 

TURK.S.E 

TURK.SE, 

TURK.S E 

TURNER.JA 

TURNEaSE. 

TURNER, S.E 
TURNER, S E, 
TURNER, SE 
UDY.A,C 
UDY,Aa 

UDY.A a 
UEMIYA.8. 
UEMIYA.S 
USHER, J 
UTLEY, E E. 

VAN KESSEL.HF 

VANDALE.M.T. 

VANDENaURGH.C. 

VANDERBEEK.R. 

VANDERBEEK.R 


VANOERNEILC.L 

VANOOORN.K. 

VARGA.SA 


0811290560 fiO-369 S VARGA.S 

S011300145 50 260 Q VARGAS 

6011300152 50 369 P VARGA.S 

8011300220 50*369 P VARGA.S 

8011300431 50-369 S VARGAS 


A 8Q03300034* 50.2D-3 Q 

A 0011030125* 50 220 Q 

A 0011200100* 60*201 p 

A 0012010250 60 219 Q 

A 0012020152 50*277 Q 


8B1 2010206 PR 
0012010351 50-413 

0012010420 PR 
0012020020 50 413 

0012020035 50 413 


VARQA,S A 
S VARGA.S A 

VARGA.S A 
P VARGA.S A 

S VASSAR.W T 


D0 120201 03 50*353 0 

0812070100 REVIEW GRP 

OBI 2220235" 60 416 P 

0012270225 50 443 0 

8012120174 70 27 


0012020039 
8812020043 
0012020047 
6012020063 
0B1 2020237 


60 413 P 

60*370 S 

60-360 S 

50 369 Q 

60-369 S 


VASSELLO.J V 
VASSELLO.J V 
VAUGHAN, Q E 
VAUGHN.Q.E, 
VAUGHN.G e 


0011230003 50 412 P 

0011230084 71*275 

0012220100 50 490 Q 

00120200B7 50 490 S 

0011300032 50 490 Q 


G01 2020300 
8012050032 
8012050103 
0012050126 
0012050130 


60-369 Q 

60 413 Q 

50 369 Q 

50-413 P 

50*269 F 


VAUGHN.G E 
VAUGHN.G.E 
VAUGHN.G E 
VAUGHN.G E 
VAUGHN.G E 


0011300130 50 m p 
0011300154 50 4^5 S 
0012050122 50 490 S 
0812090345 50 499 0 
0012120211 50 499 A 


0012060010 
0012060204 
8812070012 
0812070023 
001 2070025 


50 200 Q 

50 369 S 

60 269 P 

60 413 S 

50 369 P 


VAUGHN.G.E 
VAUGHN.G E 
VAUGHN.G E 
VAUGHN.G E 
VAUGHN.G E 


0012140251 5O40B P 
08121 5009D 50 4CD P 
0012200021 50 498 Q 
0012210011 50 498 S 
0012270262 50 498 S 


Q612070064 60 269 
8012080119 50 269 
8012090029 50 269 
0012000247 60 360 
8812120012 60 269 


S VAVRA.A 

S VEUSQUEZ.J R 

F VELASQUEZ.J R 

S VELASQUEZ, J R 

P VEUSQUEZ.J R 


0012050326 FOfA 
0012050020 40 0907 

8012050023 40 9907 

6012050006 40 0907 

0012050007* 40 0007 


0612120014* 
0012 120094 
0012120112 
8012120117 
0812120110 

0012130117 

0012140200 

0012140227 

0812140233 

QB12140252 

0012140258 

0012140270 

0812160086 

8012200023 

8812200090 

0012200212 

8012200217 

0012200318 

6012210063 

0012210114 

0012210320 

0012220040 

0012270207 

0012270254 

0012270261 

0812270305 

6012270307 

8812190260 

8812050060 

0812050131* 

0812050132* 

0812160270* 

6012060246 

0012190064 

0012190071 

6012200160 

6812280150 

8812260160 

8012010077 

8612280086* 

0012280086* 

0012280103* 

6B12280103* 

8811210007* 

8811220443* 

6811220443* 

8812130074* 

6812130180* 

8811210050 

8812160052 


50 269 P 

60 369 S 

60 309 Q 

50 260 Q 

60*269 Q 

60*289 Y 

60 207 Q 

60 413 P 

60 360 S 

60 969 S 

50 414 S 

60 370 8 

60 413 P 

60 369 R 

60 207 Q 

60*269 n 

60 413 R 

50 414 S 

50*269 P 

60 209 P 

60 269 Q 

60*207 S 

60 269 Q 

60*309 Q 

60*269 S 

50 413 S 

60 413 P 

60*321 R 

PR 

60-269 F 

60-269 F 

50-276 P 

60*464 S 

60 443 Q 

SO 443 Q 

60*443 G 

60*443 Q 

60-443 G 

PR 

60*335 T 

60 335 T 

60 335 T 

60*335 T 

60-450 P 

60*628 P 

60-628 P 

XPORTLIC 
XPORTLIC 
60*277 Q 

60*261 V 


8812220397* 

8811230191 

8812130051* 

8811170247* 

8811170247* 


60*353 

71*6601 

60*264 

60*397 

60*397 


Q 

Q 

P 

P 


8911290314* 60-263 
8812160170* 60*360 
8706200224* 60*203 


Q 

Q 

P 


VERNETSON.WG 

0011200076 

69 83 

S 

VERNETSON.W.G 

0011200120 

60 03 

s 

VERNETSON.WG. 

00 12010025 

50 03 

H 

VERNETSON.W.G 

0012070170 

50 03 

R 

VERNETSON.W.G 

0012000149 

60 83 

n 

VERNETSON.WG 

0012140091 

60 83 

s 

VERRELLI.D M 

0011200001 

60 261 

Q 

VERRELLI.DM 

8011200007“ 

60 261 

Q 

VERRELLI.D.M 

0811200209 

60 324 

0 

VERRELLI.DM 

0012010220* 

50 416 

P 

VERRELLI.D.M 

0012050250 

60 395 

Q 

VERRELLI.DM 

0012050273 

50*324 

Q 

VERRELLI.DM 

0012050274* 

50-324 

0 

VERRELLI.D.M 

0012050208 

60*340 

Q 

VERRELLI.D M 

0812000207 

60-400 

0 

VERRELLI.D M 

0012160131 

50*416 

Q 

VERRELLI.D.M 

0012200201 

60-395 

Q 

VERRELLI.DM 

0812210009 

50 324 

Q 

VERRELLI.DM. 

0812210010 

60-400 

Q 

VIRGILIO.MJ 

OB12100209 

60-344 

P 

VISSINQ.G S 

8012050100 

50-470 

A 

VISSiNG.G S 

0012160245 

50-500 

A 

VISStNQ.Q.S. 

0012220242 

50 470 

A 

VISSINQ.G S 

0812220200 

50 479 

A 

VO.T V. 

0011100200 

60-317 

0 

VOGLER.DJ 

8012070246* 

50-293 

H 

VOIGT, H.H. 

8012100137 

50-205 

J 

VOLZA.P. 

0812060254 

60-410 

S 

VOTAW.E F 

0812270204 

XPORTLIC 


VFU,MP 

8012060021 

50*373 

S 

WAGNER, KC 

0012100094 

NUREG 


WAGNER, P C 

8012160124* 

60*285 

Q 

WAGNER, W 

8812130245* 

60-275 

□ 

WAQONER.S.R. 

0012130302* 

50*935 

P 

WAHLQUIST.KJ 

0012220341* 

60 335 

P 

WALKER.H.A. 

0012270046* 

50 346 

Q 

WALKER.R D 

8012060162 

50 445 

S 

WALKER.R.D 

8012060168 

60 44S 

3 

WALKER.R D. 

8012060168 

60 445 

S 

WALKER.R D. 

081 20601 6Q 

50 44%< 

S 

WALKER.R.D 

0812200040 

50 445 

A 

WALKER.R 0. 

0012220016 

60 445 


WALKER.R D 

8012220071 

50 445 

A 

WALL,K.C. 

8012100266 

50*213 

n 

WALLIN, Q A. 

8012140264 

50-271 

n 

WALLIS, Q.8. 

8012020160 

NUREG 


WALLIS.Q B, 

0812020164 

NUREG 


WALTER, W. 

8811300392 

50 45S 

s 

WALTERS, X 

0812010060 

PR 


WALTON, G. 

0012220216* 

50*259 

Q 

WALTON, G A 

8012190005“ 

&0*39<) 

Q 

WAMSACH.T.V 

8011290505 

50*256 

p 

WAM0ACH,T.V 

6012050001* 

50-266 

p 

WAMBACH,T V. 

0012160107 

50*265 

p 

WANG,A.B, 

08 12000214 

50*213 

p 

WANG, A, B 

0812130273 

50213 

p 

WANQ,C.H, 

OBI 201 0060 

NUREQ 


wangLer,m.e 

8612230126 

71 *3000 
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AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


6812020206 * 
ft^lEM-^URG.D.W 6011290266 
rtJUl£MBOUHG,DW 6612230276 
6612200111 * 
V^ARLAND.H W 00 - 1 22001 25 * 

ftAfWCK.RF 8811230216 

rt-WlN!CK,RF 6811300294 

AWINICK.R F 6811300366 

ffARNMCK.RF 6612050322 

^feWUJSCK.RF 6012060270 

^hAWJK^K.RF 6612090257 

^IliRNK^.RF 8612200003 

V1*J%rflCK.RF 8612200007 

yiWlEN.LA 8812200104 

8812010076 


50-263 

Q 

WICHERS.D L 

60-287 

S 

WIDELL.R.C 

50-267 

P 

WIDELL.R C 

71-454 


WIDELL.R C 

71-454 


WIDELL.R C 

60 445 

0 

WIDELUR C 

50-445 

a 

WIDELUR C 

60-445 

Q 

WIDELL.R C 

60-445 

Q 

WIDELL.R.C 

50 445 

Q 

WIDELL.R.C 

60 446 

Q 

WIDELL.R C 

50 445 

Q 

WIDMANN.n 

50 445 

Q 

WIEBE.J S 

50-200 

R 

WIEBE.JS 

PR 


WIEDEMAN.D 


A«k 5 Mli^tOTON.S L 

rtATSON.L. 

tfiATSON.L 

ftATSON.L. 


8812080124 

60 397 

S 

WIEDEMAN.D 

8611300125 

50 346 

F 

WIEDEMAN.D Q 

0012080170 * 

60 327 

Q 

WIEGAND.C 

8012080190 * 

60 327 

Q 

WIESEMANN.R A 

0012210053 * 

50-327 

Q 

WIESEMANN.R A 


I^ArSON.L. 8812210102 * 

frATSOW.RA 8811300410 

AArSON.RA 8811300508 

KATSOH.RA 8812010218 

ftATSON.RA 8012050101 


60-327 Q WIESEMANN.R A 

60-400 Q WIESEMANN.R A 

60-400 F WIESEMANN.R A 

60 400 S WIESEMANN.R A 

60 400 Q WIESEMANN.R A 


hATSON.RA 8012050195 

ftATSON.RA 8812050217 

hMSOW,BA 0812050264 

ftATSON.RA 8812200117 

ftATSON.HA 8812270134 


60 400 Q WIESEMANN.R A. 

60 400 S WIESS.H J 

50-400 R WIGGIW.J T. 

60-400 R WiGQlNGTON.O L 

60 400 Q WIGGINS. EJ 


•is attebs.jp 

■ftAY.SC 

ftKHSELBERGER 

ftmftv.n R 


0612220117 70-1201 

0012010069 NUREQ 
8012010262 * 60*219 

8012210008 60-307 

0812010067 60 271 


WIGG 1 NS,EJ 
WIQGINS.EJ 
Q WIQQINS.JT 

S WIQQINS.JT 

H WIGQINS.J T 


AEINHOI.D.FO 

rttlNKAM.EJ 

hElNKAM.EJ. 

NEISS.B 

hiLOIN.RO 


OB 12270020 
00 122001 10 * 
0012200124 * 
8812130220 * 
0812120218 


60 443 Q 

60-335 T 

50-335 T 

FOIA 

WASTE RES 


WIGQiNS.JT 
WIGQINS.JT 
WIGGINS, JT. 
WIGGINS, JT 
WIGGINS, JT 


0012130050 

vsmzima e^e c bo 1 1 2901 34 

ViiENZIl^EaEC 061 1200404 

■AtHZlNGEn.EC 6012130010 

ffENZkNQER.EC 8812130300 


71-0010 WIQQINTON.O.L 

60*247 P WIQQINTON.D L 

60-272 Q WILQUS.W S 

60-362 Q WILGUS.W.S. 

60 247 Q WILGUS.W.S. 


AENZ^NGER.E C. 6012270273 

■frESOOTT-RQ 8812220119* 

A'iSSMAN.R M 001 1200093 

VkE$SMAN,RH 8812130160* 

ViESSMAN.RH 8812130251* 

AESTQERG.RA. 0812120007* 

V^'ESTBERG.RA 881 2200109* 

YktSTERMAM.T F 681 1300663* 

htSTERMAN.TF, 8812160040 

fttSTenMElER.J. 0812099344 

WESTER MEIER.J 0812120220 

WESTERMEIER.J. 8812130238 

WESTERMEIEH4. 8812130287 

WESTERMEIER,J 6812200260 

■AiT2eL.BA 8812130006* 

Y.HALEY.P.M. 8012070170 

^THrrAKER.W.E . 881 1 200670 

MTilTEJ. 801216Q064 

0812270195 
8012100256 

WWTEP- 8812100271 

WHFTE.SA 6811230101 

ftVIITEHEAD,G.Q. 0012010405 

WVIITENEfl^H 0012090327* 

WHnLNQAR 0812060264* 

^wmNQAR 8812060260* 

Vi!mnNG>R 8012060276* 

VmmNGAR. 081 2090326 

WKrnNG.A R. 88 1 21 301 94 * 

^’HITTEMORE.W.L 8811200176* 

WHirmEfl.oa 0611290200 

WHrmERQ.D. 8811290220 

WRnrTIER,0D 8811300166 

WHfniER.O D, 8812050034 

wvirmeR.Ga 8012130001 

V^MUTieaGD 8812130121 

WMlTTLEaG.D 8812160012 

WHrrrLETON,T.R. 6812140096* 

W)CHER3,D.L 6811280037 

WCHERSpO L 881 2050002 

WlCHeRS,O.L 8812060005 

ftK*HERS.D.L 0012060136 

Yi:CKER8.0L 8012060161 


60-286 

Q 

WILKINSON.OW 

60-327 

Q 

WILKINSON, 0 .W 

60-244 

0 

WILKINSON.OW 

50-20 

P 

WILKINSON, R E 

60 29 

P 

WILL.DJ 

60-341 

Q 

WILLARD.se 

60-316 

Q 

WILLIAMdcC, 

50-207 

Q 

WILLIAMS.JH 

60-267 

S 

WILLIAMS.J H 

60 499 

A 

WILLIAMS, J H 

60 409 

A 

WILL 1 AMS,J L 

60-409 

Q 

WILLIAMS.KA. 

60 499 

Q 

WILLIAMS,MQ. 

60 499 

A 

WILLIAMS.MG. 

60-316 

Q 

WILLIAMS.M.Q 

60-83 

R 

WILLIAMS,MQ. 

40-0801 


WILLIAMS.M.G, 

l&E 


WILLIAMS.O.Q 

l&E 


WILLIAMS, n A 

60-311 

R 

WILLIAMS.RA 

60 272 

R 

WILLIAM S,R.A 

60-390 

A 

WILLIAMS.R.O 

60-390 

H 

WILLIAMS, no. 

60-425 

0 

WILUS.J L 

WASTE MGT 

WILLIS.J.L 

WASTE MGT 

WILLIS.J.L 

WASTE MGT 

WILUS.J L 

WASTE MGT 

WILLIS, J.U 

WASTE MGT 

WILLIS, J L 

60163 

P 

WILLIS,J L 

50-309 

Q 

WILLIS, J.L, 

60-309 

0 

WILDS, J L 

60 309 

P 

WILLIS, J L 

PR 


WILLIS.J.L, 

60-309 

S 

WILLIS.J.L 

50-309 

P 

WILNEaSM 

SO 309 

P 

WILNER,S.M 

CONTRACT 

WILSON, B, A. 

40-8684 


WILSON, BA 

40-0502 


WILSON.BA. 

40 6502 


WILSON, B.A 

40-8502 


WILSON.BA. 

40-8602 


WILSON.B A 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


0012060210 

40-3504 


WILSON.J H 

0011280062 

60-302 

S 

WILSON.K 

BB 1 1280157 

50-302 

S 

WILSON.KR 

GB 1 1200101 

50-302 

Q 

WILSON.K R 

OB 1 1300157 

50-302 

P 

WILSON.K R 

0812050182 

60-302 

S 

WILSON, R F 

0612150070 

50-302 

Q 

WILSON, n F 

8812190371 

60-302 

S 

W|NG,J 

0812190301 

50-302 

S 

WING,J 

0812200206 

50 302 

R 

WINGER 

6812210170 

50 302 

Q 

WINSLOWT P. 

0811300118 * 

40 8027 


WINSLOW.TP 

0811230210 * 

50 446 

Q 

WINSLOW.TP 

061220001 r 

50 445 

Q 

WINSLOW.TP. 

0812140076 

lat 


WISE.R 

8812200147 

ISE 


WISEMAN, Q 

8812 U 0155 * 

REVIEW GR P 

WISS!NK,F G 

8812060010 

69 457 

S 

WiSSINK,R Q 

B 8113 OOS 02 * 

69 403 

P 

WITHERS, D D 

0812090283 * 

50 266 

P 

WITHERS , 0 D. 

0612150269 * 

50 276 

P 

WITHERS, B D 

0012160016 * 

59 275 

P 

WITHERS, B D, 

0812160027 * 

50 276 

P 

WITHERS, B,D 

8812210031 * 

60 468 

P 

WITHERS.B D 

6812220037 

TOPREP 


WITHERS.B D. 

0812220211 * 

50 295 

P 

WITHERS .0 D 

0812000217 * 

COMMISSION 

WITHERS, D.D 

0012230016 

50 322 

Q 

WITHERS.B D 

8012 ODO 15 B 

60 302 

P 

WITHERS.B D 

6012020005 * 

CONTRACT 


WITHERS.B D. 

8012050010 * 

CONTRACT 


WiTTeN.A J. 

0812270200 * 

CONTRACT 


WOJCIK,J T 

0011300333 

50 387 

Q 

WOLFE.SJ 

0012120031 

60 309 

Q 

WOLFORD, A 

0812120262 * 

60 203 

n 

WONQ.C C 

0812140101 

50 443 

Q 

WONG.H, 

8012160006 

50 334 

Q 

WOOD.C L 

0812200110 

50 322 

Q 

WOOD.R. 

8812220331 

60 271 

Q 

WOOOARD,C H 

0812270220 

60 20 

Q 

WOODLAN.D R 

0012220065 

50 302 

P 

WOODLAN.D R 

8012220082 

60 302 

P 

WOODLAN,D,R 

0 B 1201023 Q 

PR 


WOODLAN.D n 

0812020060 

60-302 

P 

WOODLAN,D R. 

0812020268 

60-302 

P 

WOODUN.DR, 

0012120077 

60-2 

P 

WOODLAN.D R. 

QB 12100141 

60 204 

F 

WOODLAN.D R 

8012220190 

60-204 

P 

WOODWARD, 8 . 

6012050268 

60-204 

P 

WOODWARD, WO 

0012010070 

PR 


WREATHALL,J 

0312210051 

60 260 

S 

WRIQHT,E.S. 

8012120099 * 

SO 445 

Q 

WRIGHT.Q C 

8812060010 * 

60-170 

Q 

WRIGHT, Q C 

0012130021 * 

60-362 

Q 

WRIGHT.Q C. 

0012230141 *’ 

60-277 

Q 

WRIGHT.Q C. 

8812130083 * 

60-316 

P 

WRIGHT.Q C. 

801202017 G 

NUREG 


WRIGHT.Q C 

8011000483 

60 482 

S 

WRIGHT.Q C 

8612090106 

50 482 

S 

WRIGHT.Q C. 

B 6121 G 0272 

60 462 

s 

WRIGHT, Q,C 

8612149200 

50-482 

8 

WRIGHT.Q C. 

6 B 12200200 

69 402 

R 

WRIGHT.Q .G 

6012100210 

FOIA 


WRIGHT.Q C. 

6812200140 * 

60 360 

R 

WRIGHT.Q C. 

8812200277 * 

60 413 

R 

WRIGHT.Q . 0 . 

8012200207 “ 

69 289 

R 

WRIQHT.GC. 

8012010303 

69 267 

H 

WRIGHT, L. 

8012190246 

59 2 C 7 

P 

WRIGHT, n E. 

8011300407 

50 410 

S 

WRIQHT.R E. 

8012010064 

69 410 

s 

WRIGHT, R,E 

6812010139 

8812010103 

8812060234 

8012060254 

50-220 

50 410 

60 410 

50 410 

s 

s 

s 

s 

WU,SL 

wuIff.w. 

YANICHKOjSE, 

Y 0 ARRONDA.LJ 

0812060316 

60 410 

s 

YORK,J 

6012060316 

60-229 

s 

YOSHIDA,D K. 

0312140243 

60 410 

s 

YOUNG A P 

8012190410 

69 410 

R 

YOUNQ.F, 

0012210110 

50220 

s 

YOUNG, K A 

0812210123 

60 220 

s 

YOUNQ.M.A 

8812210113 

408724 


YOUNQ.M A. 

0812210344 

40 8724 


YOUNQ.M A. 

0011230033 

50-302 

Q 

YOUNQ.M A 

0812060320 

60 335 

o 

YOIINQ.M A 

0812090286 

50 302 

o 

YUHAS,Q P. 

8812090261 * 

60-302 

Q 

YUHAS,Q P 

8612060319 

60-335 

Q 

YUHAS.Q P. 

8812200171 

50-302 

Q 

YUHAS.Q.P, 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8011230210 

50-445 

A 

8012010007 

50-302 

P 

8011290333 

50-302 

P 

8012010153 

50-302 

S 

6012090041 

50-302 

H 

001 12801 1 1 

50-210 

P 

0812210240 

50-219 

0 

0812280131 * 

50-335 

Q 

0812200131 * 

50-335 

G 

0812140267 

60-334 

R 

0012200247 

70-1113 


0812200262 

70-1113 


8812210002 

70-1113 


8812210303 

70-1113 


8812050100 * 

60-296 

0 

8012050255 * 

60-424 

Q 

8012010320 * 

REVIEW QR P 

0012140145 * 

REVIEW QR P 

0010200324 * 

60-482 

Q 

8012050043 

50-482 

P 

0312050153 

60-482 

Q 

0812050179 

50-482 

Q 

0812050250 

50-402 

Q 

0812090105 

50 - 4 B 2 

S 

8812130272 

60-402 

S 

8812140260 

60-402 

S 

8012200208 

60-402 

n 

8012200349 

50-402 

s 

8012210110 

50-482 

p 

0012210401 

50-402 

Q 

0012020160 

NUREQ 


0812210379 

50-315 

S 

0812190948 

50-443 

Q 

6812010343 

NUREQ 


8812100322 

NUREQ 


OB 1 1309202 

50-256 

Q 

8012099209 

50-213 

F 

8012210076 

40-4402 


8011309312 * 

60 387 

Q 

881 1239007 

60 445 

S 

8011230044 

>60 445 

S 

0812020107 

PR 


8012130271 

50 445 

A 

6012 169055 

50-445 

S 

BB 12209030 

BO 445 

S 

6812290003 

69 445 

s 

8812229011 

60 445 

s 

0 B 12279211 

60 285 

s 

fiOl 1209124 

50-285 

s 

BB 1 201 0343 

NUREG 


0602260450 * 

49 2253 


6611200075 

50*151 

V 

8 B 11300506 

50 202 

Q 

BB 1 1300512 * 

50 282 

Q 

B 6 11300513 

69 106 

V 

B 8 11300553 

60-340 

Q 

8811300555 * 

60-346 

Q 

8 S 1 2070050 

50-123 

V 

8612080160 

60-409 

P 

6612120108 

50-263 

V 

6812130002 

60-316 

Q 

8812140063 

60-456 

V 

6812160082 

60-340 

Q 

8612160087 * 

BO -346 

Q 

00 t 2 l 9 D 33 & 

60-316 

Q 

8812210378 

50-265 

V 

0012210270 

40-8907 


8811 180299 

50-213 

Q 

8011160312 

60-247 

Q 

8811160354 

60-423 

Q 


8 B 1 1300230 TOPREP 

6812010333 NUREQ 

6812070102 * 60-330 P 

8012100300 * CONTRACT 

8812220216 * 60-269 O 

0012190031 * 60-354 P 

0812020004 * 60 293 U 

8812050160 60-387 H 

8012200196 60-387 R 

6812020079 50-322 G 

8812140041 60-322 G 

8812190013 60-322 G 

86 121 00024 50 322 Q 

88 12280120 60-322 G 

6811290026 60-206 Q 

8811300422 50-206 Q 

8612010285 70*734 

8812060287 60-397 Q 



250 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


YUHAS.Q P 
YUHAS.G P, 
YUHAS.G P 
ZACCARIA.A 
ZACHOW.WC. 


aB12t&0413 50-528 

8812100414* 60-528 

6812210070 50-397 

8812020064 PR 
8812060139* FOIA 


Q ZECH.L 

Q ZECH.L 

Q ZECH.L W 

ZECHLW 
ZECH.L W. 


ZAHNLEUTER.RH 
ZAHNLEUTER.R J 
ZAHNLEUTER.R J 
ZAHNLEUTER.R J 
ZAHNLEUTER.R J 


0612270024* 50-322 

8812020046 60-322 

8812020104 50-322 

6812020113* 50*322 

8812140058 50-322 


G ZECH.L W 

G ZECH.L W 

Q ZECH.LW 

Q ZECHLW 

G ZECH.L W. 


ZAHNLEUTEHR J. 
ZAHNIEI/TEHR J 
ZAHNLEUTER.R J 
ZAHNLEUTER.R J 
ZAHNLEUTER.R J 


8812140068* 50-322 
6812140139 50-322 
8812100156 50-322 
881 2 190 179* 50-322 
8812270014 50-322 


Q ZECH.L W 

G ZECH.L W 

G ZECH.L, W 

G ZECH.L W 

G ZECHLW 


ZECH.G 

ZECH.L 


8812130214* FOIA 
8812020002 50*293 U 


ZECH.L W 
ZECH.L W 


8812020012 
8812050044 
0011140247 
881 11 70122 
8811230077 

G61 1300078 
8011300061 
8011300268 
8012070236 
8812070241 

0812070259 

8612080011 

B8120B0040 

8812080048 

8812080052 

88120BOOS5 

8612090176 


50*203 F 

50*293 F 

COMMISSION 
50*341 U 

50-293 F 

50*322 U 

50-322 U 

50 3 U 

COMMISSION 
50-293 H 

50-348 U 

50*293 H 

COMMISSION 
60 277 H 

COMMISSION 

COMMISSION 

COMMISSION 


ZECH.L W 
ZECH.L W 
ZECH.L W 
ZEILER.J 
ZEILER,J 

ZIGROSSI.N A 
ZIMMER, A. 
ZIMMERMAN.n.P 
ZIMMERMAN.R P 
ZIMMERMAN.R P 

ZIMMERMAN.R, P. 
ZIMMERMAN, R.P 
ZIMMERMAN.S 
ZIMMERMAN, S 
ZIMMERMAN, S. 


ACCESSION 

NUMRER 


SUBJECT 

CATEGOIIIY 


8612090180* COMMISSION 
8812140129 50 293 F 

881 2270258 50 203 T 

8812090258* 60 425 Q 

8812090327* 50-425 Q 

8812220126 TOPREP 

8812210305 71 9228 

8812070070 * 60 312 0 

8012190334 60-312 0 

8812100339* 60-312 0 

8812200087 60 206 Q 

8012210245 60-312 Q 

8012120129 WASTE MQT 

8812120134 WASTE MGT 

8812120143 WASTE MGT 



CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
informalion within that docket; for 0xample.5O-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFILIATION 


^ Far East, Lid 

(■LWR Ublily Steering Committee 

tranced Hucroar Fuels Corp (tormorty 
Ejaort Kudwr Co , Inc.) 


Power Co 


W OhetfTitcal Isotopo Enrichment, (nc. 
Mianoe Moving fi, Storage, Inc 
Vajr Resources, Inc. 

ATOncan Colkwe of Nuclear Phyaiciana 
ATvertcari etaclnc Power Service Corp 


Arri6/>can Nuclear Corp. 

Anencan Nuclear Energy Council 
Anericari Osteopathic College of Radlolog 

ATOfsJhant Corp 
AroesbLwy, MA 

Ar\acooda Co (drv. of Atlantic Richfield 
CoJ 

Axgoond NelJonal Latsoratory 

Aniofia Nuclear Power Project (formerly 
ArzoTka Pi*lw Servlco Co ) 


Mc&ntsas Power & light Co 


ACCESSION 


SUBJECT 


NUMBER 

CATEGOI 

Q3 12200221 

REVIEW GR 

6012160121 

PROJ 

8B12a000rl6 

PROJ 

0011200147 

TOP REP 

8011300417* 

XPORTLIC 

0012120145* 

50 418 

0012120147* 

60 416 

0012130302* 

50 336 

8012210209 

70 1257 

8812220004 

70*1257 

0012220341* 

50*336 

6012230068 

70-1257 

8011200103 

50*348 

0812020241 

SO 340 

0012020241 

60 340 

0012060115 

60*340 

0012120050 

60*340 

0012120227 

50*348 

0612130055 

60-364 

0812130263 

50-340 

0012160138 

60-364 

0012160130* 

50*304 

0012190266 

60*348 

001210027B 

50*304 

0012190202 

60*304 

0012100200* 

50*364 

0012200033 

60-348 

6612200033 

50-348 

0012210033 

60-348 

6012210033 

60*340 

0012210030* 

60*348 

8612210036* 

60*348 

6812220263 

50 364 

6612220260 

50 340 

0012010373 

50-604 

0812160161* 

CONTRACT 

0812210106 

40 8920 

6312020001 

PR 

8012000060* 

50-316 

8812130083* 

50 315 

8812050310 

40 4492 

6012210162 

40 4492 

6012010272 

PR 

0812010325 

PR 

6011300002 

71-9187 

8611300003 

71-9165 

0612120036 

PR 

8812270097 

50-443 

68 120201 74 

40 3902 

8612010073 

NUREO 

0812100120 

NUREQ 

0012100153 

NUREQ 

0611290358 

50-526 

6311300201 

60*528 

8011300204 

60-529 

0812070015 

60-528 

8812070016 

60-526 

8012070015 

60-628 

0012130041 

60-526 

0812130306 

60-529 

6812190278 

50-526 

8012100276 

60*528 

8812100278 

60 526 

6812210144 

BO 629 

8011260021 

60-313 


P 

Q 

Q 

F 

H 

F 

S 

8 

Q 

Q 

R 

n 

P 

P 

F 

F 

P 

P 

P 

P 

S 

S 


s 

s 

J 

J 

J 

s 

s 

R 

R 

R 

8 

Q 


AUTHOR AFFILIATION 


Armed Forces Radioblotoglcal Research 
fnoliluto 


Army, Dopl of 

Army, Dopy of, Matorlels Technology 
Laboratory 

Atlantic Richfield Co (AHCO) 


Atlas Corp. 


Atomic Energy of Canada, Ltd. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


BBtl280l83 
881120O1B2 
0&1 1200803 
88113001 19‘ 
08113001 19* 

6811300420 
B01 130043 5 
BD1 1300435 
6012010012* 
8812010165 

8012130043 

801211)0240 

8812190247 

8812190295 

0812200211* 

8612200 2 62 
8612210043 
8612210035 
8012210030* 
8012210160 

6812210164 

88122101B7 

8612210103* 

6612210211 

601221O27B* 

6812210201* 

6612220243 

3312230177 

8812090007 


50 313 
60 313 
60 313 
60 313 
60 313 

50 313 
60 313 
50 313 
60 313 
50 313 

60 313 
60 368 
60 313 
60 368 
60 366 

50 313 
50 313 
50 313 
60 313 
50^13 

50 363 
60 313 
50 313 
60 313 
50 313 

60'368 
50 313 
60-368 
60^170 


0012090008* 

60-170 

3812090009* 

50-170 

8812090010* 

60-170 

8812000011* 

60-170 

0BO225O453* 

40*2253 

6812220022 

48-6377 

8602260450* 

40-2263 

0012060075* 

FOIA 

0012060001 * 

FOIA 

0012060090* 

FOIA 

8012060123* 

FOIA 

0012080132* 

FOIA 

6012060130* 

FOIA 

6612060140* 

FOIA 

8012060146* 

FOIA 

8012060163* 

FOIA 

8812060155* 

FOIA 

8812060169* 

FOIA 

8812060184* 

FOIA 

8612060170* 

FOIA 

8812060180* 

FOIA 

8812060189* 

FOIA 

881 2069192* 

FOIA 

0012060200* 

FOIA 

8512060203* 

FOIA 

8812000205* 

FOIA 

001 20002 15* 

FOIA 

0312060220* 

FOIA 

0312000226* 

FOIA 

3012060228* 

FOIA 

0312060233* 

FOIA 

0612060245* 

FOIA 

8812210165 

40-8902 

0811260006 

40-3453 

0012060004 

40 3453 

6012200125* 

71 454 

6012270293* 

XPORTLIC 
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252 CORPORATE SOURCE INDEX 


AUTHOR AFf jUATION 


Automated Sciences Group, Inc 
SAW Fuel Co 
BP Intern alien al Ltd 
BWR Owners Group 


QabcocK & Wilcox Co. 


Babcock & Wilcox Operating PI a nig Owners 
Group 


Backus, Meyer & Solomon 


Baltimore Gas & Electric Co 


Battolle Memorial Institute, Columbus 
Laboratories 

Battelle Memorial Institute, Peciflo 
(Northwest Laboratory 


Gear Creek Uranium Co 

Bechtet Group, Inc. 

Bechtel Power Corp. 

Benslnger, DuPonI & Associates, Inc 
Geikolefy, CA 

Bishop, Cook, Purcell & neyaolds 


Boston Business Journal 
Boston tdison Co. 


Braun ko-hia Transport USA, Ino 
Brazil. Goyt of 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

3612090164* 

COMMISStO 

N 

Brewster, MA 

6812050047* 

50-293 

8612220117 

70*1201 


BrooKhaven National Laboratory 

6011160327 

50*286 

8311290337 

40 7604 


6811160341 

50-352 

8812150066 

TOPREP 



6611160346 

50-245 

0812210236 

TOPREP 



8611210050 

50 277 

0611290454 

70*27 



68112100B0 

50 322 

0611300105 

70-824 



8012010047 

NUREG 

0612020200 

TOPREP 



8612010086 

NUREQ 

8612060224 

70 27 



8812010333 

NUREG 

8612070255 

70 364 



88120S0240 

WASTE RES 

8612090082 

TOPREP 



0612050244* 

WASTE RES 

8612090086* 

TOPREP 



6812050300 

WASTE RES 

8812120174 

70*27 



8612060014* 

WASTE RES 

8812140212 

70 27 



8612220311 

WASTE RES 

6812150209 

70 364 



6612220316 

WASTE RES 

6612200080 

TOPREP 



6012220329 

WASTE RES 

6812200320 

70*27 


Brown Boveri Corp (subs of Brown Bovor 

8611300526 

50 352 

6812200322 

70 27 


& Co , Ltd ) 



6812210126 

TOPREP 


Burroughs Corp 

7905030213* 

FO)A 

6812220076 

70 27 


8005070350* 

FOIA 

8612220078 

70*27 


C E Operolfrrg Plants Owners Group 

0812050271* 

TOPREP 

8611280038 

TOPREP 


CACf.Inc - Federal 

0612090228* 

COMWISSIO 




CER Corp 

8012140201* 

WASTE MGT 

6611280040* 

TOPREP 


CRC Systems, Inc 

8612210140* 

CONTRACT 

6611290300 

50 302 

P 

CYGNA Energy Senricea 

6812190409* 

50-312 

8012050284* 

TOPREP 


California, State of 

0012130255* 

STATE PRO 

8612210130* 

TOPREP 


California, Univ, of, Berkeley, CA 

8612010060 

NUREG 

8612020060 

50 443 

0 

6812020135 

50-224 

8812270093 

50'443 

Q 


6812020141* 

50-224 

6812280024 

50*443 

Q 


8612200137 

50-224 

861201-0170 

60*317 

H 

California, Univ of, Los Angelos, CA 

6812220002 

50-142 

8612020253 

60*317 

S 

6812220003* 

50-142 

8812060131 

60 317 

F 

California, Univ, of, Santa Barbara, CA 

8812020179 

NUREG 

8612060136 

50 317 

F 

Carolina Power & Light Co 

601 1230004 

50*324 

6812060141 

50*317 

F 

681 1230004 

50-324 

6612060143 

50 317 

F 


8811 230204 

60 324 

6612060143 

60 317 

F 


801 1230294 

50 324 

6612060213 

60*317 

P 


881 1280070 

50 201 

0812060213 

60 317 

P 


6611200031 

50 325 

8612060216* 

60 317 

P 


8011200523 

50 400 

8812060216* 

60 317 

P 


681 1300042 

50 261 

6812070099 

60 317 

P 


6811300173 

50 201 

6612070099 

50 317 

P 


6011300410 

50 400 

6612060106 

60*317 

Q 


8611300506 

60 400 

6612090106 

50*317 

Q 


6811300521* 

60 400 

6612120156 

50*317 

F 


0612010218 

60 400 

8012120160 

50*317 

F 


8012010227 

PR 

8812120160 

50*317 

F 


8612020236 

60*281 

8812120245 

60*317 

P 


0812050101 

50 400 

8612120245 

60-317 

P 


6812050105 

50 400 

8012120246* 

50-317 

P 


0012050217 

50 400 

8612120248* 

60-317 

P 


6812050219 

50*325 

8812120256 

50-317 

S 


6812050226 

60*324 

8812200201 

60*317 

R 


6612050254 

50 400 

5812210314 

60-317 

P 


0612050263 

60 261 

8612210314 

50*317 

P 


6012050264* 

50*281 

8812210316* 

60417 

P 


6812060167 

60*324 

8812210315* 

60-317 

P 


0012060167 

60*324 

581222013B 

60*317 

S 


8612060242 

50-325 

8812270065 

60*317 

Q 


8612060203 

50-261 

8512270226 

60 317 

$ 


6812090112 

60-324 

8512010221* 

CONTRACT 



6B12090112 

50-324 

68 11 160266 

50*317 



6012130017 

60-325 

Q 


0012130089 

50-261 





8812130137 

60-324 

6612010343 

NUREQ 



6812130161 

60-324 

6612020308 

NUREQ 



6012130286 

50-261 

8612060231 

WASTE RES 



8012140247 

50-324 

8612080045* 

COMMISSIO 

N 


8812140247 

50-324 

6612190163 

WASTE RES 



B81Z140262 

50-261 

6612220046 

WASTE RES 



6B121600S2 

50-281 

6812200306 

40 6452 



8012150060 

50-261 

6812210354 

6612150124* 

40 6452 

PROJ 



8012180007 

8812160114 

60*201 

50 261 

6612020064 

PR 



0812190207 

50 324 

8612010152 
6812020135 
8812020141* 
661 201 0200 
6812010322 

PR 

50 224 

50 224 

PR 

PRM 

Q 

G 


6812 100407 
8612200117 
0812200146 
8812200340 
8812200342 

50 324 

60*400 

60-261 

50*261 

50*261 

8812190164 

6611300518 

8611300S22* 

6812070174 

6812120092 

40*2253 

60*293 

50-293 

50*293 

50-293 

P 

P 

Q 

P 


8B12210090 

8012210097 

8812210103 

8812210111 

8812210131 

50 325 

60-325 

50-325 

60-324 

50-324 

8812190164 

0812190224 

6612190054 

6612200328 

50293 

60 293 
XPORTLIC 
REVIEW QR 

F 

R 

P 


6812210305 

6S12210409 

8012270134 

8012270199 

50*325 

59 324 

60 400 

60*324 
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AUTHOR AFriLIATION 


Ca'JTOt^J Unw of Americo. Washingfon, D 
Cer-ter for Nucloar Responsibility 
C&Titer lof N’uclaar Waste Regulatory 
Ar\a>j,-se5 


Chatham, MA 

Chem-NiKilear Systems, Inc 


Cheme-lron Coip 


Ctfitichonii, Inc 

Obion 3 lor Fa^f Ulilily Regulation 
C*€^ elafKJ Electnc lllunninating Co 


ClevelandOIIFfs, Inc 
Cohjmbla Univ., Now York, NY 
Combuallon Englnooring, Inc 


C<wt5nnCore. Inc. 

Corrmittae to Bridge the Gap 


ComnonwaaUhi Edison Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8612270241 50 261 S 

0812050108 50-77 F 

881 22701 1G 50 2SQ Q 

0011280189 WASTE MGT 


0611200145 

6011200154 

8011290170* 

8812060262 

6012060264* 

8612060266* 
B8 12060275* 
8812000325 
8612120109 
6812130085 

8812130194* 

8812130201* 

8012150258* 

0612160263* 

6812100220 

8812020004* 

6812010381 

8812080056 

Q812OB00BO* 

8812210113 

8612210344 

8812200321 

0812220100* 

6812270149 

0611220200* 

8811230277 

8611290060 

0811290107 

8811300255 

0612010266 

8812010266 
8612050013 
6012050060 
061 2050067* 
6612050169 

66)2060170* 

8812050202 

6612060049 

6812060249 

8612060260 

8012100356* 

8812200062 

6812200167 

0012270057 

8012270062* 

8612210270 

6812290273* 

8811230165 

8611200458 

0811300425 

6811300436* 

8811306491 

6812020261 

8812020264* 

8812060247 

8812080237 

6612000256 

6612150015 

0012160110* 

8812160113* 

881 21 601 24* 

6B122000B2 

0012200181 

8812210027 

6612220040 

6612220084 

6812270166 

0612270280* 

8812090173 

8612130203 

8812130208* 

8610060121 

8811220055 

8611230025 

8811280166 

8811290014 

8811200014 

8811290081 

8811290091 

8011290129 

8811290129 
8811290131* 
8011290131* 
B81 1290163 


WASTE MQT 
WASTE MQT 
WASTE MGT 
WASTE MQT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MQT 
WASTE MQT 
WASTE MQT 

WASTE MGT 
WASTE MQT 
WASTE MGT 
WASTE MGT 
WASTE MQT 

51)293 
71*0105 
TOPBEP 
TOP REP 
40 8724 

40 Q724 
50 54 

70 637 
50 445 
50-440 

50-440 

60-440 

60-440 

50-440 

50-440 

50-440 
60 440 
S0440 
50-440 
60 440 

50 440 
60 440 
50 440 
50 440 
50 440 

60-440 
60-440 
60-440 
60-440 
50 440 

40-0714 

FOIA 

71-6078 

70- 1100 

71- 6078 

71 6076 
60 470 
70*1100 
70-1100 
70 36 

70-30 

70-1100 

50-470 

50-300 

60-309 

PROJ 

70-1100 

60-470 

60-470 

70-1100 

70 36 

TOPREP 

CONTRACT 

FOIA 

FOIA 


FOIA 
50 450 
60-10 
60-254 
60 295 

60-254 

50-264 

60-466 

50-304 

60-254 

50-264 
60 264 
SO-264 
50-264 


U 


P 

O 

s 

Q 

Q 

5 
Q 
H 

H 

P 

6 
S 
P 

P 

F 

F 

R 

Q 

S 

O 

R 

S 

S 


A 


P 

A 

E 


Q 

P 

P 

S 

Q 

O 

P 

S 

P 

P 

P 

P 

Q 


CORPORATE SOURCE !NDEX 253 


AUTHOR AFFILIATION ACCESSION SUBJECT 


NUMBER 

CATEGORY 


8811ZD0161 

60-457 

S 

8811290201 

60-10 

P 

8611300037 

50-254 

Q 

8811300037 

50-254 

Q 

8911300100 

50-454 

S 

8811300362 

50-455 

S 

8811300427 

50-374 

S 

081 1300444 

50 454 

Q 

8611300444 

60 454 

0 

8811300450 

60 237 

P 

0811300450 

50 237 

P 

8811300453* 

60 237 

P 

8811300453* 

50-237 

P 

8812010046 

50 454 

V 

8612010046 

50 454 

V 

6812010121 

50-454 

p 

8812010121 

$0 4S4 

p 

8812010120 

50 237 

p 

8612010151 

50-23? 

s 

8612010228 

50-454 

p 

8512010226 

50-454 

p 

B81 2010305 

50-237 

p 

8912010305 

50-237 

p 

8912010305 

80-237 

p 

6912010305 

50-237 

p 

8912010305 

50-237 

p 

801 2020 197 

60-456 

R 

6812020197 

50 456 

H 

9812050324 

60-456 

P 

8812050324 

60-456 

P 

0612060010 

50-457 

8 

8012060011 

60 456 

S 

6812060021 

60 373 

S 

8812060029 

60-295 

8 

881 2060031 

60 237 

S 

8B 12060034 

50-457 

8 

68U06024Q 

50 4S4 

S 

88120602Q2 

60 466 

0 

8612060282 

50-466 

Q 

B8 12070033 

50-254 

P 

8612070033 

60-254 

P 

6912070034* 

50-264 

P 

9812070034* 

50-254 

P 

6912070040 

50-373 

P 

8812070040 

60-373 

P 

6012070042* 

50-373 

P 

0012070042* 

50-373 

P 

0012070052 

50 205 

8 

OBI 2070057 

60 466 

P 

8812070001 

60 296 

P 

CB1 2070211 

50*373 

8 

8812070214 

60 373 

S 

8612070229 

50*374 

P 

6812070231* 

50-374 

P 

8812070261 

50 454 

P 

6812070261 

60-454 

P 

8612090206 

60-454 

R 

6912090211* 

60-454 

R 

8612090221* 

60-464 

n 

8B1 2090221* 

60-454 

B 

8012090227* 

60 454 

H 

6812090231* 

60 454 

R 

8612090286 

60-454 

P 

8812090209 

60 464 

P 

8612090297 

60-456 

S 

8B121 20020 

50-254 

P 

B81 21 20020 

50 254 

P 

86 121 2002V 

50254 

P 

B8 12120021* 

50 254 

P 

8612120026* 

50-295 

Q 

8812130197 

50-205 

8 

6912140063 

60-304 

Q 

6912140141 

60-466 

P 

8B12150065 

60-304 

S 

8912160131* 

50-264 

F 

6912160131* 

60-254 

F 

8B12150217 

50 460 

R 

68121 50250 

60-237 

8 

&B1 2 160056 

50-237 

P 

0812180124* 

PROJ 


881 21 90194 

50-373 

F 

8612H>OI90 

60-454 

K 

6812190196 

60-454 

K 

8812190196 

50-464 

K 

6912190196 

50-464 

K 

6912190196 

50 454 

K 

9012190216' 

60 464 

K 

9812190216* 

60-454 

K 

9612190210* 

60-464 

K 


/ 



254 CORPORATE SOURCE INDEX 


AUTHOR AfnUATIOM ACCESSION SUBJECT 

NUMBER CATEGORY 

D0 121 902 16* 50 464 K 

0D1 21002 16 * 5 0 454 K 

8&1 2100236* 60-454 K 

6812190236* SO 454 K 

6612100236* 50 454 K 

6812160236* 50 454 K 

8612190236* 50 454 K 

8812190250- 50-454 K 

6012100250- 50-454 K 

6812190250* 50-454 K 

0812100250* 50-454 K 

8012190250* 60-454 K 

6612190254 * 50-454 K 

8612190254* 50-454 K 

861 21 90254* 50 454 K 

8812190^27* 50 454 K 

68 121 90327* 60-454 K 

6012190327 * 60 4 54 K 

8812190331* 50 4 54 K 

8812190331* 50 4 54 K 

8612190331* 50 454 K 

8812100344* 60 454 K 

8812190344* 50 454 K 

8812190344* 60 454 K 

0812190351* 50-464 K 

0812190351* 60 454 K 

8812190351 * 50 454 K 

8812190352* 50-464 K 

8812190362* 60 454 K 

8812100352* 50 454 K 

8812190352* 50-454 K 

8812190352* 60-454 K 

8812190363* 50-454 K 

8812190353* 60-454 K 

6812190353* 60-454 K 

8812190363* 60-454 K 

8812190353* 50-454 K 

8812190355* 50-454 K 

6812190357* 50-454 K 

8812100357* 50-454 K 

8812190357 * 50-454 K 

8812190357* 50-454 K 

8812190357* 50-454 K 

8B1219036O* 60-4S4 * K 

8612190360* 60-454 K 

8812190360* 60 454 K 

8812 190380* 50 454 K 

8812190360* 50-464 K 

6812190362 50-295 S 

0812100368* 60 4 54 K 

881 21 90368* 60 454 K 

6812190388* 60 454 K 

8812190355* 60 4 5 4 K 

6812190385* 50 454 K 

8812190367* 50-454 K 

8812190367 * 60 4 54 K 

B812190367* 60 464 K 

8812190367 * 50-454 K 

8812190367* 60 454 K 

8812190369* SO 454 K 

Dai 2190369* 50-454 K 

8612190369* 60-454 K 

8812190389* 50 454 K 

8812190369* 60 454 K 

6612190372* 50 454 K 

8612190372* 50-454 K 

8812190372 * 60 454 K 

8812190372* 60 454 K 

8812190372* 50 454 K 

6612190373* 50-454 K 

8812190373 * 50 454 K 

6812190373* 50 454 K 

6812190373* 50 454 K 

8812190373* 50-454 K 

8812190376 60-285 S 

6012190380* 60454 K 

6612190380* 50 454 K 

8812190380* 50 454 K 

e&l21903a0* 50-454 K 

8812180380* 60 454 K 

8812190302* 50454 K 

6812190382* 50-454 K 

8812190362* 60-454 K 

8012190382* 60-464 K 

8812190382* 60454 K 

3812190383* 50 454 K 

8812190363 * 60-454 K 

8812190383 * 50-464 K 

8812190383 * 50-464 K 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

8812190303 * 50 4S4 K 

0812190386 50 254 R 

8012190388 60-254 Ft 

0812100389* 50-454 K 

0012100309* 50-454 K 

8812190389* 50-454 K 

8812190309* 50-454 K 

0812190309* 50-454 K 

0012190390* 50-454 K 

0812100390* 50-464 K 

8812190300* 50 454 K 

0612100390* 50-454 K 

8812190390* 60 454 K 

8812190391* 50 454 K 

0812100391* 50 454 K 

8812190391* 60-454 K 

8012190391* 50 454 K 

8812190391* 50 454 K 

0812190392* 60-454 

8812190392* 50-454 X 

0812190392* 60-454 K 

0812190392* 50-454 K 

8912190392* 50-454 K 

8012190393* 50-454 K 

8812190309* 50-454 K 

8812190393* 5Q 454 K 

0812100393* 60 454 K 

0012100393* 60-454 K 

0812190395* 50 454 K 

0012190395* 60 454 K 

0012190395* 60 454 K 

0012100396* 60 454 K 

0812190395* 60 454 K 

0012190400* 60 464 K 

0012100400* 60 464 K 

0012190400* 60 454 K 

0812100400* 60-454 K 

0012100400* 60-454 K 

8012190401* 50-454 K 

0812190401* 60-454 K 

8012100401* 50-454 K 

0812100401* 60-454 K 

0812190401* 60-454 K 

0012100402* 50-464 K 

0812100402* 50-454 K 

8812190402* 60 454 K 

0812190402* 50 454 K 

8012190402* 60 454 K 

8812100403* 60 454 X 

8012190403* 50 454 K 

8812190403* 60 454 K 

8012100403 * 50-454 K 

8012190403* 60'454 K 

8812100404* 50 454 K 

0812100404* 60-454 K 

B8 121 90404* 60 454 

8812190404* 60 454 

0012190404* 50 454 

8812190416 60 237 

0012200010 60-254 


8812200014 60-237 P 

0912200014 60-237 P 

8012200014 60-237 P 

8012200027 50-454 R 

8812200027 60-454 R 

8812200049 60-373 R 

0812200091 60-464 F 

8012200001 60-454 F 

8012200091 60 454 F 

88 12200091 50 454 F 

8012200091 60-454 F 

8812200097* 60 454 F 

8812200097* 60 464 F 

0012200097* 60 454 F 

0012200126* 60-205 R 

6812200141 50 304 S 

0812200205 60-249 $ 

8812200223* 60 454 K 

0812200223 * 60 454 K 

0812200223* 50-464 K 

8812200223* 60 454 K 

0812200223* 50 464 K 

0812200226* 50-464 K 

8812200228* 60-454 K 

8812200220* 60-454 X 

0812200226* 60-454 K 

8812200226* 60-454 K 

8812200234* 60-454 K 

0812200234* 60-454 K 





CORPORATE SOURCE INDEX 255 


AUtHOR AFFILIATION 


omptJtor Maintenance & Parts Corp. 
on*m Inapection 

onoecUcut YanHee Atomic Power Co. 


Cchnrvei & Welterhahn 

Consolklated Edison Co. of New York, Inc 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


QQ 12200234* 

50-454 

K 


0012200234* 

60 454 

K 


0812200234* 

50 454 

K 


BB1 2200237* 

50-454 

K 


0012200237* 

50-454 

K 


8012200237* 

SO 454 

K 


0812200237* 

50-454 

K 

Consumers Power Co 

8812200237* 

50 454 

K 


8012200274 

60-454 

P 


8012200274 

60-454 

P 


0012200274 

60-454 

P 


0012200274 

60-454 

P 


0812200274 

60 454 

P 


0812200276* 

60-454 

P 


0012200270* 

50-454 

P 


8012200276* 

50 454 

P 


0612200276* 

50-454 

P 


6012200276* 

60 454 

P 


8012210001 

50 457 

S 


6612210003 

50-457 

S 


0012210007 

50 456 

s 


0612210174 

50-10 

F 


8812210174 

50 10 

F 


0612210174 

50-10 

F 


0812210205 

50 10 

F 


8012210205 

60-10 

F 


8812210205 

60 10 

F 


8012210200 

60 237 

S 


8012220200 

50-295 

P 


8012220206 

60-205 

P 


0812220206 

60-295 

P 


8012220206 

60 295 

P 


0612220206 

60>2g5 

P 


6012220214* 

60-295 

P 


0012220302 

60-456 

Q 


8812220302 

60-450 

Q 


0012220302 

50-456 

Q 


6812220382 

50-456 

Q 


OBI 2220302 

60-456 

Q 


6012220385* 

60-466 

Q 


0812220305* 

60*466 

Q 


6812220305* 

50 456 

Q 


801223OOD1 

50 205 

R 


6012230001 

60 205 

R 


0612230084* 

60-205 

R 


6812230162 

50 454 

P 


8012230162 

50 454 

P 


B81 2230162 

50 454 

P 


8012230162 

60-464 

P 


0012230162 

50 454 

P 


8012230172* 

60-454 

P 


0812230172* 

50 464 

P 


8012230172* 

60 464 

P 


8612^178* 

SO 464 

P 

Copes Vulcaa Inc^ 

0812230172* 

50 454 

P 

6812270051 

60 295 

Q 

CorTest Columbus, Inc 

8612270051 

60-295 

Q 

Covington & Burling 

6812270163* 

60-454 

F 

Crearo» Inc 

8812270237 

60 373 

S 

Credit du Nord 

0012010237* 

CONTRACT 


0612210353 

71-9107 


Dairyland Power Cooperallve 

8611290027 

60 213 

Q 

8011200122* 

50 309 

Q 

Domes & Moore 

68U2902i9 

60-213 

P 


0811290222* 

50 213 

P 


6811300024 

50 213 

F 


B81 1300072 

60 213 

Q 


8B1 1300093 

60-213 

P 


8812010055 

60 213 

H 


6812020125 

60*213 

F 


8812060036 

60 213 

H 


8012060041* 

60-213 

P 


B81 2070076 

60 213 

P 


8812090208 

50-213 

F 


6612130110 

60-213 

S 


B812140161 

60-213 

F 


8012190265 

60 213 

R 


6612220042 

50-213 

F 


6812010071 

PR 



6612010266 

PRM 



8B1 1290020 

50 247 

Q 


8812010334 

PR 



0812010336 

60-247 

P 


8812020011 

8812020236 

60.247 

60-247 

P 

S 

Denmark, Govt o< 

8812070263 

60-247 

P 

Detroit Edison Co. 

0812080002 

50-247 

Q 


8612080110 

60 247 

S 


8012090012 

50-247 

P 



8812120093 

60 247 

8812120097 

50-247 

8B12130016 

60-247 

8812130047 

50-3 

8812140016 

50-247 

8012190241 

50-247 

8010070105* 

50.255 

3011280016 

50-255 

8011280116 

50-255 

8011290117 

50-155 

8811290467 

50-255 

0811290470 

60-255 

BB1 1300178 

50-155 

001 1300282 

50 155 

8812010100 

50 255 

0612010195 

50 25S 

8812020167 

50 255 

8812020167* 

SO 255 

8012020190* 

50 255 

B 01 2020220 

50 255 

8812050226 

50 265 

6012050231 

50 255 

0812050233* 

59 255 

6812050270 

50-155 

8812050276 

50 155 

8612050316 

50-155 

8812050317 

50-255 

8812060060 

50-255 

0012060076* 

60-265 

8812060069* 

50-255 

0812060097* 

50-255 

8812060101* 

60-255 

0812060105 

50-255 

0812070140 

60-155 

0012070140 

60-155 

BB12120076 

50 255 

6812120217 

50 165 

6612120243 

60 255 

0812120254 

50 255 

0812130123 

BO 256 

8812130238 

50165 

6012130304 

BO 155 

8812140047 

50 255 

8812140210 

50 255 

0812!4O223 

50 255 

8812140225 

60 255 

0012140261 

60 255 

08122OO29D 

50-155 

mi 2200315 

50-155 

8012210100 

60-165 

8312220020 

60-255 

8612220168 

50-255 

8012220308 

50-255 

0612220323* 

50-255 

0612010095 

OA999 

0612140112* 

CONTRACT 

8012100076 

40-2001 

0012020150 

NUREQ 

00 120201 64 

NUREG 

88122102D6 

40-2259 

6812220020* 

40-2259 

8812140102 

60 409 

0012190260* 

50 454 

8012190269* 

60454 

8812190259* 

50-454 

8812100326* 

60-454 

0812190326* 

50-464 

0812190326* 

50-454 

B312190329* 

60-464 

8012100320* 

50 454 

6612190329* 

60 454 

6812100330* 

6<M54 

8812190330* 

60 454 

8012100330* 

50 454 

8812190332* 

60 464 

8812190332* 

60 454 

8812100332* 

50-454 

8812190335* 

50 4S4 

0812190937* 

50-454 

0612100337* 

60-454 

8012100337* 

50-454 

8612190338* 

60-454 

8612190338* 

60-464 

8612190338* 

50-454 

8612200325 

REVIEW QR 

8804260252* 

50 341 

8611230336 

50.341 

6611290087 

60-341 

8811300450 

50 341 


xxxxx xxx-o OOTia -n^i-nii-n -nucoSTJ cmi-nO"a -n-ncoTi*o -ptsuwo DOtjtjO cncococo-n -n-o-a-o-o co-ntft-o3 -o-ncflCflO 



256 


CORPORATE SOURCE fNDEX 


AUTHOR AFFILIATION 


Dresser Industnos, Inc 
Duke Power Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0812010404 

50 341 

H 

0012070083 

60-341 

F 

061209020Q 

50 341 

P 

0012090249 

50 341 

1 

0312120100 

SO’341 

P 

8812 130026 

50-341 

Q 

B81 21 40265 

50‘341 

S 

0812140263 

60-341 

S 

0812150160 

60-341 

F 

0012190082 

50-341 

F 

0812200285 

50-341 

S 

8812200300* 

60-341 

R 

0812200366 

50-341 

F 

0812200372* 

50-341 

F 

0812200374* 

60 341 

jr 

6812270091 

50 341 

R 

6012270098* 

50 341 

R 

8012270300 

50-341 

P 

8812270302* 

50 341 

P 

8812270303 

50 341 

P 

8812270304* 

50 341 

P 

0012050065 

50 255 

S 

8011230276 

50 360 

F 

8611290197 

50-269 

P 

0611290197 

50 269 

P 

8811290197 

so 269 

P 

8811290264 

50 369 

Q 

OB1 1290264 

50-369 

Q 

8811290284 

50-369 

Q 

B0 11 290264 

50-369 

Q 

0811290284 

50-369 

Q 

8811290569 

50-369 

S 

8811300145 

50-269 

Q 

6811300145 

50-269 

Q 

6811300145 

60-269 

Q 

881 1300162 

60-369 

P 

0011300228 

50-369 

P 

6811300220 

50-369 

P 

0011300431 

50-309 

S 

88 1201 0206 

PR 


8812010351 

50 413 

s 

0612010420 

PR 


6812020028 

50 413 

p 

8812020028 

60413 

p 

8012020035 

50 413 

s 

0812020039 

50-413 

P 

0012020039 

50-413 

p 

8812020043 

60-370 

s 

0812020047 

50 369 

s 

8812020063 

SO 369 

Q 

8812020237 

50 369 

S 

0B1 2020237 

SO 369 

S 

8812020300 

50-369 

Q 

6812020300 

60-369 

Q 

6812050032 

60 413 

Q 

8812050103 

SO 366 

Q 

8812050103 

50-369 

Q 

8812050125 

50 413 

P 

6812050130 

50 269 

F 

8812050131“ 

60*260 

F 

0812050131* 

50 269 

F 

8812050131“ 

50 269 

F 

6812050132* 

50-289 

F 

8612050132* 

50-269 

F 

8812050132* 

60-260 

F 

6812060018 

50-269 

Q 

0812060018 

50-269 

Q 

0812060018 

60-289 

Q 

0012060106 

50 369 

F 

8912060108 

50369 

F 

0312060264 

50-369 

s 

0812070012 

50 269 

P 

0912070023 

50 413 

S 

8812O7002& 

60-359 

P 

0312070026 

60-369 

P 

8812070025 

50 369 

p 

061 2070025 

60-369 

P 

0612070025 

60-369 

P 

8812070027* 

50 369 

P 

8812070027* 

50 369 

P 

8812070027* 

60-369 

P 

8812070027* 

50 369 

p 

8812070027* 

50 369 

P 

6812070064 

60-209 

s 

8812070064 

60-269 

s 

6812070064 

50-269 

s 

6812080119 

50-269 

s 

8812090029 

50-269 

F 

8612090034* 

50 269 

F 


AUTHOR AFFILIATION 


Ouquosne Light Co 


ACCESSION SUBJECT 

NUMBER CATEaORY 


0012090034 * 5O>209 F 
0812090034* 50-269 F 
8012090034' 50-269 F 
0812090034* 50-269 F 
0012090034* 50-269 F 

0012090034* 50-269 F 
8012090034* 50-269 F 
0812090162 50-389 F 
8012090247 60 369 & 
0812120012 50-269 p 


0812120012 50 269 

0012120014* 60-269 

8012120014* 60 269 

0812120014* 60 269 

8012120014* 50 269 

0012120014* 50-260 

0012120014* 60-269 

8812120014* 60-269 

0812120014* 60-269 

0812120004 60-369 

0012120112 60-360 

8012120117 50-269 

8012120118 50-269 

0812120110 50-260 

8012120118 50-269 

0012120118 50 269 

0012120118 60-269 

8812120118 50-289 

B012120118 60 269 

0812120118 50-269 

8012130117 50 269 

0812130117 60-269 

0812130117 60 269 

0012130117 50 260 

0012140200 60-207 

0812140227 60*413 

0812140227 60-413 

0012140220* 50-413 

0812140228* 60-413 

6812140233 60-369 

0012140262 60-360 

8012140250 50 414 

0812140270 60-370 

0B1216OO86 60-413 

8812200023 50-369 

60122000D0 50 207 

8012200140* 50-369 

0812200140* 60 309 

6012200150* 50 369 

8012200100* 60-369 

0012200103* 50 369 

8612200212 50-269 

0012200212 60-269 

0012200212 50 269 

8012200217 60-413 

0012200217 60-413 

8812200277* 60-413 

0012200270* 50-413 

0012200203* 50-413 

8812200207* 60-269 

8012200207* 60-269 

0812200297* 60-269 

0812200301* 50-269 

8012200301* 60-209 

0812200301* 60-269 

8012200310 60-414 

8812210063 60-260 

8812210063 50-269 

6012210063 50-269 

8612210114 60 2eg 

0012210114 60-269 

0012210114 60-269 

8812210115* 60-269 

0812210116* 60-269 

8912210115* 60-260 

0812210328 60-2BS 

OBI 2210326 60-266 

0812210326 60-269 

8812210386 60-366 

0812220046 60-287 

8812270207 60-269 

8812270207 SO-269 

0012270207 60-269 

8812270264 60-369 

8812270261 60-269 

0812270305 60-413 

8812270307 60-413 

0811230003 60 412 

0011230084 71-276 
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CORPORATE SOURCE INDEX 257 


author AFF»UAT»0N 


accession subject 

NUMBER CATEGORY 


AUTHOR affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0011 230291 60 412 P 
0011300061 60 334 0 
0011300509 60-334 R 
0012010021 60-334 P 
0812010036 PR 


6012120259 WASTE MGT 

6812 130063 40^5C>0 

8312140199 WASTE MGT 

B8121S0267 40E5C-0 

6312150271* 40 6503 


60 412 
60-334 


8812010197 
8812010240 
0012010263* 60 334 

0012060045 60 334 

8012050045 


iJ'ekCoO) 

ustJUfy^MA 

l()uPonUoNomouf8&Co,lno. 

M3S,lno(sul)8ofEQ&Q. Ino.) 


0012050300 

0012000232 

8012000234* 

8012090272 

0012120003 

0012120170 

0012140207 

0012160009 

0812160113* 

0812200104 

0812210201 

0011200250 

6011200301* 

6011210074* 

8012070245* 

0012010160 

0012020202 * 

0012010378* 

0710140210* 

0710140231* 

8710140322* 

6010120268* 

0011170247* 

0011100209 

0011100312 


60 334 

60 412 
60 334 
60 334 
60 334 
60 334 

71-6904 
60 334 
60 412 
60 412 
60 412 

60-334 
TOPREP 
TOPREP 
60 293 
60 293 

PR 

PR 

60 004 
60 275 
60 276 

60 403 
50 469 
60-397 
60-213 
60-247 


S 

P 

P 

Q 

Q 

S 

Q 

Q 

F 

P 


8812190100 

8312190234 


40-e50'0 
WASTE MGT 


A 

Q 

Q 

Q 

P 

P 

Q 

Q 


Energy, Depl ol, Idaho Operal( 0 f\s Otfic 
Engineers International, Inc 



0611100364 

0011210007* 

0011210002 

0011220443* 

0011200110* 

BO 423 0 

60 468 P 

60 200 Q 

60 528 P 

60 362 P 

Environmental Protection Agency 

Evenflo Crater 


0012190010 

8012100037 

0012100006 

0012100094 

0012270048* 

NUREQ 

NUREQ 

NUREQ 

NUREQ 

60 348 Q 

Everest Minerals Corp 

rC Inlornatlonali tno. 
isiman Kodak Co. 

basM SarvlMSi Inc (sub a. ol Ensorch 

6011300000* 

0012100203* 

0012100207* 

0012100301* 

0012060102* 

GO 331 Q 

roiA 

FOIA 

FOIA _ 

WASTE MQT 

Exxon Corp 

cSek, Inc 

cotegy/Alert 

dow htornatlonal Co 

0012100228* 

0012060333 

0612000006 

0012000007* 

70 143 

PRM 

XPOBTLIC 

XPORTLIC 



0012120007 

0012160034^ 

8012150104 

6612200063 

0012200096 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

Federal Emergency ManagemenI Agency 

fecWc Powor Research Inslilulo 
rwjy.Oept of 

0811200229* 

0811090114 

6611140164^ 

8011140171* 

6611230213 

review QR P 

WASTE MGT 

WASTE MGT 

WASTE MQT 

71-0639 



B6112B006Q 

0811200131 

0011280137* 

6011280166 

0811200080 

WASTE MGT 

WASTE MQT 

WASTE MGT 

PRCKJ 

WASTE MQT 



0011200000 

0811290113 

8811300132* 

8011300136* 

8011300U1 

0811300200 

6812050001 

6012060147 

8012050149 

0812060246 

WASTE MQT 

WASTE MGT 

XPORTLIC 

XPORTLIC 

WASTE MQT 

WASTE MGT 
WASTE MGT 
71-9219 

PROJ 

WASTE MGT 

Inc 

Florida Power & Light Co, 


0812050205 

6812000230 

88U09Q236 

0012000266 

0012090300 

WASTE MGT 

wWmqt 

WASTE MGT 
WASTE MGT 
waste MQT 



0812090310 

8012090316* 

0012120106 

8012120244 


WASTE MQT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


831 2 190239* WASTE MGT 
8812190302 40-6500 

8812210067 WASTE MGT 


8812210124 

8812210291 

8812210318 

8812220347 

8812220367 

881222037 r 
8812230107* 
8812230108* 
8812270215* 
8812270205* 

8812090139 

8812230099 

8812090246 

8812090248* 

8812120224 

8812140119 

8812140123* 

8812140125* 

8812140134 

8812140140* 

8812140173 

8812140179* 

8012190159 

8812190167* 

8812190169* 

8812050008 

6812050027 

8812050073 

8812210270 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 

PROJ 

PROJ 

WASTE MGT 
XPORTL1C 

WASTE MGT 
PROJ 

WASTE RES 
WASTE RES 
WASTE RES 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE PES 
WASTE RES 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 


40-8829 
40 8907 
40-8907 
40-8907 


8812050337* FOfA 

8812050339* 

8811280065 
8812020126 
8812050136* 40 SOW 

8812050138* 40 8064 


FOIA 

40-B857 

40-8857 


8812060003 

8812060003 

8812210052 

8812210149 

8812210166 

8812050133 

8812050133 

8812050135* 

8812060175 

8812210006 


40 8857 
40-8857 
40^57 
40-8857 
40-8857 

40-6064 
40-6064 
40-8064 
40 6102 
40-8102 


40-8064 
50 344 


8812210358 
8811260044 
8811280051’ 50 344 

8811280059* 50 344 

8811290183 


50-440 


50-440 

50-443 

50-443 

50-443 

50-443 

5G443 

50-443 

60-443 

5(M43 

50-289 

50-280 
WASTE MGT 
40-6829 


8811290191* 

8812020089 
8812020149 
8812190001 
8812190001 

8812190004* 

8812190004* 

8812190007* 

6612190007* 

6612210168 

8812210173* 

8312160242 
8812050001 

6812210252 40-8829 


6811230275 

8811280041 

8811280064 

8611260109 

8311290141 

6811290335 

8811290335 

8811290367 

8811290387 

8812010132 

8812020102 

6812060114 

8812060114 

8812070138 


50-260 
50-250 
50 250 
50 389 
50-250 

60 335 
50*335 
50-250 
50*250 
PR 

50-335 

50-250 

5^^50 

60*250 


F 

F 

F 

F 


F 


S 

R 

S 

P 

R 

P 

P 

R 

R 


G 

R 

R 

P 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILJATION 


Florida Power Corp (subs, of Florida 
Proflfosa Corp.) 


Florida, Unfv. of, Gafnesville, FL 


Fulbrighl a JawofsKI 

Gannott Newa Service, Waehinalon, DC 
Garcfe, B.P. 

General Afomics (fornwriy QA Technologic 
a, lno./Qerwal Atomic Co ) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


6812070133 

60*^250 

6612060149 

50 335 

6812080149 

50 335 

0312080233 

50-335 

6812080235* 

60-335 

8012000125 

50-250 

3612090125 

60-250 

3612120186 

60-250 

8612120166 

60-260 

8612120190 

60-250 

0812140079 

50-260 

3612140079 

60-260 

8612140193 

60-251 

0812160042 

60-335 

9612150042 

50 336 

8612160034 

50 250 

881 21 60071 

50 250 

8812160071 

50-250 

8812190129 

50-336 

0812190129 

60-336 

6612200000 

60-260 

8612200000 

50-260 

8812200000 

60-250 

6812200013* 

50 260 

8812200013* 

60 260 

8612200013* 

60-250 

8812200013* 

60-260 

8612200015* 

60-260 

8012200131 

60-260 

8612200131 

50-260 

8012200197 

50 250 

8612200197 

60-260 

0312200203 

60-260 

6312200352 

60-260 

0312200362 

60-335 

8012220136 

60-260 

8012220136 

60-250 

8812220136 

60-260 

8312220136 

60-250 

6312230027 

60 260 

8312230027 

60-260 

8012230029* 

50-260 

8012230029* 

60-250 

8812270272 

60-335 

8812270276* 

60-335 

6812260009 

60-335 

8812280040* 

50-335 

8612280088* 

60-335 

8612280103* 

60-335 

8812280116* 

60-335 

6612280124* 

50-335 

6611260062 

50-302 

6011280167 

60-302 

6811290101 

50-302 

8611290333 

60-302 

6811300167 

60-302 

8812010007 

60-302 

6812010153 

50-302 

6812010239 

PR 

8812020068 

50-302 

8812020071* 

60-302 

8812020266 

50-302 

8812020270* 

60-302 

8612050182 

60-302 

6812070172 

50-302 

8812070170 

60-302 

8812090041 

60-302 

6812160078 

60-302 

8012190371 

50-302 

6612190331 

60-302 

8812200206 

50-302 

8812210076 

50-302 

6812210106 

50-302 

8612210179 

60-302 

8811280076 

50-63 

8811290120 

60-63 

8812010026 

60-83 

8612070170 

60 53 

8812090149 

60-83 

8812140091 

60-83 

8812090217* 

COMMISSIO 

8812190280 

FOIA 

8812060126 

FOIA 

0811260178* 

60-163 


P 

Q 

Q 

0 
Q 

F 

F 

P 

P 

& 

C 

G 

Q 

P 

P 

P 

R 

R 

F 

F 

R 

R 

R 

R 

R 

R 

R 

R 

R 

R 

P 

P 

S 

F 

S 

1 
I 
I 

P 

P 

P 

P 

Q 

Q 

T 

T 

T 

T 

T 

T 

S 

s 

o 

p 

p 

p 

s 


p 

p 

p 

p 

s 

F 

F 

H 

Q 

S 

s 

R 

F 

F 

Q 

S 

S 

H 

R 

R 

S 

N 


P 


AUTHOR AFFILIATION 


General Electric Co 


General Nuclear Systems, Inc 

General Public Ulllilles Corp. • GPU 
Service Corp 


General Services Administration 
Gwrgla Institute of Technology, Atlanta 


Georgia Power Co. 


SSI 2070026 
SSI 2080093* 
8812060095* 


70-734 

XPORTLIC 

XPORTLIC 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8Q1 21 30072 
8812130252 
8812130264 
0012130293 
8812140208 

0812210395 

6812210400 

8812210403* 

8812220301 

8812220303* 

8811230214 

0811290355* 

0811200365* 

8011290367* 

8811290357* 

0012050172* 

8812070146* 

8312130262 

0812200247 

0012200262 

8812200375 

8812210002 

0012210303 

8012230129* 

0809130261 

0012OBOO72* 

8811200111 

081 12801 14 
8811200557 

0811290561 

0811300430 

8812010019 

8012010022 

8812010039 

0812010090 

8012010091* 

0012010092* 

8812010167 

8812020136 

8012020262 

8812020263* 

0812060007 

0812080042 

8812080143 

8012120107 

B012130177 

0812130180* 

0012130221* 

8012140176 

8812160058 

0812160167 

8B12150166 

8812160173* 

8012160121 

OBI 2 190107 
8812100121 
8812190130 
8012200024 
8812200046 

0012200174 

6812210048 

0812210109 

8812210240 

8812210355 

8012220165 

8812220380 

8012270037 

8812270044 

8812270141* 

8012270260 

8012000021* 

8811300067 

8812140008 

8812160053 

8811230230 

8011230241 

6811230244 

8811280028 

8811200028 
881 1200055 
0811200144 
881 1290072 
8011290292 

8811290309 

8811290309 

8811290556 

8811290556 


71-6348 

XPORTLIC 

XPORTLIC 

70-734 

70- 734 

71- 9226 
TOPflEP 
TOPREP 
71-6346 
71-0346 

TOPREP 

60-277 

50-277 

60-277 

60-277 

60-440 

60-220 


TOPREP 

70- 1113 
70 11f3 

71- 3006 
PROJ 

PROJ 
60 219 

50-219 

50-219 

60 219 
50-269 
50-219 
50-219 
60 210 

60-320 

50-320 

50-320 

PR 

50-200 

50-210 

60-219 

60-020 

50-210 

50-200 

50-200 

60-269 

50-2B9 

60-280 

60-280 

50-210 
60-219 
60-219 
60-21 0 
PROJ 

60 320 
60-320 
60-320 
60-210 
PROJ 

60 2 80 
50-219 
60-219 
50-219 
60-219 

60 2 8 9 
60 2 60 
60-320 
60-320 
50-219 

60-219 
60 920 
60-160 

60-160 

60-160 
50 425 
60 424 
60 426 
60-424 

50-424 
60-424 
60-424 
60 424 
60 424 

60-321 

60-321 

50-424 

50-424 


P 

P 

P 

P 

P 

0 

A 


P 

S 

s 

s 

p 

Q 

Q 

Q 

P 

P 

P 

S 

P 

P 

n 

n 

Q 

p 

p 

p 

p 

Q 

S 

F 

P 

P 


a 

Q 

G 

F 


R 

R 

S 

Q 

S 

F 

F 

G 

G 

S 

s 

p 

Q 

F 

P 

Q 

F 

Q 

F 

F 

F 

0 

s 

s 

p 

p 

p 

p 



CORPORATE SOURCE INDEX 259 


AUTHOR AFFILIATION 


Germany. Federal Republic of 

Girt>ort/Com monweal Ih, Inc. (formerly 
Gilbert A5soclale$. Inc ] 

Gregory, Moore. Jeakle & Helnen 
Griffin, RL 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


B01 1290572 

50^424 

S 

0811200576 

50-424 

s 

8811300566 

60-425 

s 

0812010103 

50-424 

K 

0812010103 

50-424 

K 

881 2010342 

60-321 

S 

8012010344 

60-424 

s 

8812010350 

50-424 

p 

0812010350 

50-424 

p 

8812020116 

60-424 

s 

0812020210 

50-424 

p 

8812020265 

60-424 

p 

8812020266* 

60-424 

p 

8012050000 

60-426 

F 

8012060091 

60-425 

A 

0012050093* 

60-425 

A 

8812050120 

60-426 

A 

0812050140 

50-425 

Q 

0812050222* 

60-426 

Q 

8812050224* 

60-426 

Q 

8812060026 

60 426 

A 

8812060181 

60 424 

P 

0012060104* 

50 424 

P 

0812060202 

60 425 

Q 

0812060273 

60-424 

S 

8812070097 

50-424 

Q 

8012090102 

60-321 

F 

0812090146* 

60-424 

V 

8012090264 

60 424 

Q 

0812090264 

60 424 

Q 

0812000261 

60-424 

Q 

8012120004 

60-366 

8 

8812120011 

BO-321 

F 

8812120011 

60-321 

F 

8012120050 

60 321 

H 

0012120069 

60-321 

H 

8012120059 

60-321 

H 

0812120059 

50-424 

H 

0012120133 

60-424 

8 

6812120100 

60 321 

S 

8612120103 

60-321 

Q 

6012120284 

50-424 

P 

0812120265* 

50-424 

P 

0812130208 

60 424 

P 

0012140062 

50 424 

S 

6012140120 

60 424 

S 

8012140260 

60-424 

Q 

0812150081 

50-321 

S 

8012160146 

50-426 

O 

0812160117 

50-424 

F 

8812160117 

50-424 

F 

0812100116 

60-424 

P 

0012190118* 

60-424 

P 

8612190260 

50-321 

R 

8012190370 

60-425 

A 

0012190385 

60-426 

A 

0812200001 

60-424 

R 

8812200112 

60-321 

F 

8812200110 

60-424 

P 

8812200110 

60-424 

P 

0812200160 

60-321 

P 

6812200202 

50 426 

A 

8812200213 

60 424 

S 

0012200210 

60 424 

8 

0812200227 

60 424 

P 

6812200236 

50-424 

S 

8612200243 

60-424 

S 

6012200260 

60 424 

s 

0812210046 

60 424 

P 

0012210049* 

60 424 

P 

8812210142 

60-425 

F 

8012210164 

60-425 

0 

8812210191 

60 426 

s 

6812210249 

60 424 

Q 

8812210249 

60-424 

Q 

8012220047 

60 425 

A 

8612220079 

60 424 

S 

8812220001 

60 424 

S 

8812230077 

50-425 

A 

0812230097 

60-425 

A 

8812230101 

50-425 

A 

6612230273 

50 425 

P 

8012270071 

50-321 

P 

8812270217 

60-424 

Q 

8812200303 

REVIEW GR 

P 

0811300466* 

50-352 

P 

881201010B 

PR 


8612270149 

60-445 

Q 


AUTHOR AFFILIATION 


Gulf Slates Utilities Co 


Hampton, NH 


Harmon, Curran & Toualey 


Health & Energy Institute 

Health & Human Sorvicas, Depi, of, U S 

Public Health Service 

Hoi tec Intern alien al 


Hong Kong 


HopI Tribe 
House of Rep 


House of Rep,, Energy A Commorco 

House of Rep , Post Office & Civtl 
Servico 

Houston Lighting & Power Co 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

6611300191 

60 450 

8011300106 

$0 450 

801 1300231 

50 468 

B81 1300207 

$0 450 

881 1300272* 

50 450 

6811300286 

60-450 

0811300318 

50 4&B 

8812010232 

60 450 

8812010235 

50-450 

8812010313 

60-450 

8012010391 

PR 

8012020250 

60-455 

0012060006 

50-465 

8512060154 

50-455 

0012060103 

50-458 

0812060172 

60-455 

0512060229 

50-456 

5512060310 

50 455 

5512140103 

50-455 

5812140107 

50 455 

0B1 2220073 

60-455 

5512020051 

60 443 

6B1 2 190205 

50-443 

5812190205 

50-443 

BB12190215* 

60 443 

B812190215* 

60 443 

8812270093 

60 443 

85120200B4 

50 443 

0812100227 

60 271 

5512250058 

60 271 

5512280065 

50 271 

8B 12050056 

PR 

5812020057 

PR 

881 2200249* 

60-425 

8812200040* 

50-335 

8812250086* 

60 335 

5012250103* 

50 335 

8012200260 

REVIEW QR 

0512200289 

REVIEW QR 

5611300360 

PR 

661 1300222* 

50 259 

6611300290* 

60-3 

6611300290* 

60-3 

6011300423* 

60-275 

0511300423* 

60-276 

8512010169 

PR 

5512080005* 

60-322 

6512060016* 

COMMI3S10 

5512130096* 

60-390 

5012090238* 

COMMiSSIO 

5511290164 

60-495 

85112901B4 

60-498 

5011290176* 

60-498 

8811200176* 

60-490 

0511290363 

60-495 

8511300032 

60-498 

8511300092 

50-496 

5811300139 

60-498 

B81 1300139 

60-495 

6811300164 

50-498 

8811300466 

60-490 

8512020067 

60-498 

5512020090 

60-496 

8812020090 

60 405 

8612050122 

60-405 

8012060294 

60-408 

6512060294 

60-485 

5012060296 

50-400 

6812070106 

50-408 

8012070107* 

50 408 

5512070173* 

60 480 

BB120B01S2 

5(M85 

8612080152 

50-495 

5512060202 

50 400 

5612050202 

50-498 

6612090337 

50-495 

6612090337 

60-495 

6512090344 

50-499 

551209034S 

50 499 

5512090346 

60 490 

6512120211 

60-490 

88121-20220 

60-490 

6512130116 

60-490 

8512130116 

50-408 

5512130207 

60-408 

5512130207 

60-498 

5512130231 

60-495 


D-o-o-o -o»>0 >TJ-onj-o -n-nOOO OJ-n-nwo tjojOwti -pOOtj-o ti-o-d Z DZO c ccm -o-o-f^-r > O OOOOD DOOOD -n-nDD-n tj-oX3 3Jo>co»o> Xta^coO 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATrOM 


HuntonA William a 


|j^ro- Englnaa^rfng 
IMO Ddaval, Inc 
IhtTERA Technologies, Inc 
ITASCA Con su-l ting Group, Ito 

Idalio Nalional Enginsering Laboratory 


Ifer Research Instltuto 
lllirrolB Power Co 


ACCESSION 

NUMBER 

8812130231 
8012130236 
8812130287 
8812130297 
B61 21 30300 

B81 2 140003 
B81 2 140003 
B8121400ia‘ 
8812140251 
6812140251 

8812150095 

68121S0095 

6812150099 

6812160099 

6812200012 

6612200012 

6812200016 

6812200021 

6612200127 

6812200136 

8612200250 
6812200260 
86 I 2200266 
8812200266 
8612200267 

0612200268 

6612210011 

8612210029 

8612210029 

8012210397 

6812210397 

6812220049 

6812220049 

6812220190 

6612220190 

6812270262 

6812270291 

6812020032 

8612020036* 

0812020081 

88 12020063 
8812140054 
8812140064* 
8812140070 
8612140116 

8812140121 

8812100103 

8812100112 

8812270049 

8812270069 

6812280002 

8612280005* 

8812280006* 

6812280007* 

6812280006* 

8812280070 
8812280078 
6811300368* 
8812210225 
661 1300033 

6812020192 

6612210256 

8612190166 

8612190192 

6812190201* 

6710140322* 

0810120268* 

6811170247* 

6811180299 

8611180312 

6611100354 

6811210082 

6811220443* 

8811280118* 

8812090141* 

6812190094 

6812220001 

8612270046* 

8612060064* 

6812020226 

8612050049 

8812060279 

0812070081 

8812140178 

8812140231 

8812160126 

8812190229 

8812190274 

8812200101 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


50 496 
50 490 
50 409 
50 499 
50 403 

50 406 
50 496 
50 499 
SO 408 
SO 496 

SO 496 
50 4D8 
50 498 
60-496 
50 490 

60 490 
50 499 
60-498 
60-490 
50-499 

50 499 
50 499 
50-496 
50-498 
60 499 

50 499 
50 498 
60 498 
SO 498 
60 498 

50-498 
50-498 
50-498 
BO 498 
60 490 

50 498 
50-499 
60-322 
60-322 
50 322 

60 322 
SO 322 
50 322 
50-322 
50-322 

60-322 

50-322 

60-322 

60-322 

60-322 

50 322 
60-322 
60-322 
60 322 
60 322 

50-322 
60-322 
40 6958 
WASTE RES 
PT21 

40-8904 
40-8904 
WASTE RES 
WASTE RES 
WASTE RES 

60-483 

50-468 

50-397 

60-213 

60-247 

60-423 
50-280 
60-528 
60-352 
WASTE MGT 

NUREQ 
71-9200 
50-346 
50-341 
60 461 


50 481 
60 461 
50-461 
50-461 
60-461 

SO 461 
SO 461 
50-461 
50-461 


Q 

0 

Q 

O 

P 

P 

P 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

Q 

Q 

R 

J 

A 

A 

S 

S 

S 

Q 

S 

P 

P 

P 

P 

P 

P 

0 

Q 

S 

A 

G 

G 

G 

Q 

Q 

Q 

G 

Q 

G 

G 

Q 

Q 

Q 

G 

G 

Q 

Q 

G 

Q 

Q 


Q 

P 

P 

Q 

Q 

Q 

Q 

P 

P 


ItlinoJs, Stale of 


In Situ, Inc 

Indiana Michigan Power Co (formerly 
Indiana & MIenfgan Elactric Co ) 


(r>8ide N R C. (McQraw Hill Publicallon) 
Inalilule of Nuclear Power Operations 
Interior, Dept of 

Interior, Dept, of, Bureau of Mines 

Interior, Dept of, Geological Survey 
Interleaf, Inc 

International Atomic Energy Agency 


International Brotherhood of Electrical 
Workers 


International Freight Forwarders, Ino. 
International Technical Services, Inc 

Iowa Electric Light & Power Co 


Iowa State Untv, Ames. lA 
JRA Associates 

Jacobs Engineering Group, (nc. 

Japan, Govt of 

Jordan, Apostal, RlUer Associates, ina 
KLD Associates, Ino, 

Kenrob & Associates, Inc 

Kerr-McGee Corp, 


S Kirkpatrick & Lockhart 


ACCESSION 

NUMBER 

6812200266 

8812210069 

6612220133 

6612190345* 

8812190349* 

6612200176 

8612010069 

6811290533 


SUBJECT 

CATEGORY 


50 461 
50-481 
60-461 
60-454 
50-464 


8811300480 60-315 


6011300572 

8812010011 

6812010011 

6012010014 

8612010014 

6012050036 

8612050038 

8812060037* 

8012050037* 

6012060140 

6812000196 

6812090038 

8612090036 

8612090051 

8612120240 

8812120240 

6612130032 

6612190011 

8812210322 

8812210379 

8812190376 

8811300207* 

6812120071 

6612130039 

8612120216 

8012140096* 
6612090162* 
8812160010 
6S1 20 10008 
0011230065* 

8812220060 

8612220064* 

6612010089 


60-316 
60-315 
60 316 
50 315 
60-315 

60 315 
50316 
50-315 
60-315 
50 316 

PR 

60 315 
50 316 
60-316 
60-315 

50-316 

60-316 

50-316 

60-316 

60-316 


0812010096 PR 
8812010165 PR 


88120101B1 

PR 

8812010356 

PR 

6612010363 

PR 

0012010400 

60 219 

0012010405 

50 300 

6012010421 

50 334 

6612010421 

60-334 

8812020030 

60-334 

8012020030 

60-334 

8012020077 

60-334 

8812020077 

60-334 

8812020119 

PR 

8B12130079 

70 3041 

8011160365* 

60-277 

8811290564 

60-331 

0011300007 

60-331 

8811300502 

50-331 

8812010017 

60-331 

0812020210 

60-331 

0612020224 

60-331 

86i 2050089 

60-331 

8812070260 

60-331 

B81 21 40232 

60-331 

6812140264 

60-331 

8812230153 

60-331 

8812010319 

60-118 

0012010326* 

60-116 

0812010331* 

60-116 

8012190210 

FOIA 

0012210060 

WASTE MQT 

6012190361 

FOIA 

0012090193* 

' COMMISSIO 

0811210070* 

60-203 

0812010202* 

CONTRACT 

0012190076 

40-2081 

8811300118* 

40 8027 

B81 21 40221* 

40-8027 

0012020046 

60-322 

8812020052 

50-322 

8612020104 

60-322 

8812020113* 

60-322 

0612020121* 

60-322 


0 

P 

5 

K 

K 


REVIEW GR p 

NUREQ 

50-315 p 


P 

P 

0 

0 

Q 

P 

Q 

F 


FOfA 

ORQ 

PR 

WASTE MQT 
WASTE RES 

CONTRACT 
COMMISSIO H 
50 274 P 

FOIA 
MISC 

WASTE MQT 
WASTE MQT 
PR 


OOOO O -oz -D-n-qQO cpwmX'n wOOOW 
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AUT>10R AFFJUATION 


Kci'rt Jit Assodaias 
Kopelfnan & Paige 

Ut*Teric« Livernwro National Laboratory 

UBoeuf. Lamb, Leiby & MacRae 

lem, M 

loog t si and Lighting Co 


toUslaoa Power & Light Co 


imHB Technical Assoclatea 


WK'Feiguaon Co. 

f^SU Sy 8 terns Services, Inc. 

Yankee Atomto Power Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8012050109 

50-322 

P 

0812140060 

50-322 

O 

8812140060* 

50-322 

Q 

8012140071 

50-322 

Q 

0812140073 

50-322 

G 

B81 21401 13 

50-322 

G 

0012140130 

50-322 

G 

8812190156 

60-322 

Q 

8812190172* 

50 322 

G 

8812210201 

50-322 

F 

8812270014 

60 322 

G 

0812270024* 

50-322 

G 

0812270033 

50 322 

G 

8012270052 

60-322 

G 

B01 2270066 

50 322 

G 

8012280012* 

BO-322 

G 

0012280033* 

60-322 

Q 

8012280088 

50-322 

Q 

6812270167 

50-445 

G 

8612270097 

6Q-443 

Q 

8812160187 

WASTE BES 


8012190023* 

WASTE BES 


8812160137 

60-265 

J 

8612020088 

PH 


8804210209 

60-322 

Q 

6011300001 

50-322 

F 

8611300012 

60-322 

S 

8012020038* 

60 322 

Q 

0812020061 

60-322 

Q 

8B12020Q03 

50 322 

Q 

8012060046 

50-322 

S 

6812070103 

50 322 

K 

0812060080 

50-322 

K 

8012080001* 

60-322 

K 

881 2060094* 

50-322 

K 

0812000054 

60-322 

S 

881209D167 

60-322 

Q 

0812140059 

60-322 

P 

88f2f40064* 

60-322 

G 

6612140070 

50 322 

Q 

6012140113 

60-322 

G 

0812140116 

BO 322 

Q 

6812110121 

50-322 

Q 

0812140166 

BO 322 

Q 

8612150269 

60 322 

P 

8812150260* 

50 322 

P 

6812150273 

50-322 

F 

8612190103 

60-322 

Q 

6612190112 

60-322 

0 

8612100117* 

60-322 

G 

6612200294* 

50-322 

P 

6612230086 

50-322 

F 

6612270049 

60-322 

0 

8612270069 

60-322 

G 

8812200002 

50 322 

G 

0812200003* 

60 322 

G 

8612280006* 

60-322 

G 

6812260006* 

60 322 

Q 

0612280007* 

60-322 

G 

6612260006* 

60-322 

G 

6812280070 

50-322 

Q 

8812280070 

50 322 

Q 

6612010116 

50-362 

P 

8612010119* 

60 3B2 

P 

6812010180 

60-382 

S 

8812010222 

PR 


8612020027 

50-362 

Q 

0B1 2020233 

60-382 

S 

8812070143 

50-362 

F 

0612120106 

50 382 

P 

8812120113* 

69 382 

P 

8812130013 

60-382 

S 

6612150035 

50-362 

8 

8812150039 

50-362 

S 

6612200032 

60 362 

K 

6612200053 

60-382 

R 

8812210148 

60 382 

n 

6612270294 

60-382 

Q 

8812020061* 

50 443 

G 

861 20201 23* 

50-322 

G 

8612130070* 

40 6500 


8812210233* 

WASTE MGT 


0612120161* 

60-416 

P 

8811290056 

50-309 

0 

0611290116 

BO-309 

0 

6611290206 

60-309 

Q 

8811200220 

60-309 

Q 

8611300165 

60-309 

P 

8312050034 

PR 



author AFFILIATION 


Malapai Ro sources Co 


UallmckrodL Inc 

Mankaio Slate Unlv . Mankato, WN 
Martin Mariella Corp 

Marubont America Corp (suba. of Mamben 

Cofp) 

MassachusoUa Inslitulo of Technologyi 
CembrWeo, MA 

Maasachusetts Public Inloreat Reaoarch 
Group 

MaasacbusoWB, Commonwealth of 


MatflrlataEn,glnoer1ng Assoclatos, Ino 


ACCESSION 

NUMS^R 


SUBJECT 

category 


8012060291 

0012060292* 

8012taCHJ9-1 

8812130121 

8012160012 

8812150092 

8012150096* 

8812150110* 

8811280037 

8012050002 

8812050005 

6012050136 

8812060161 

8812060174* 

8312060194* 

8812060197* 

8812060198* 

8012060201* 

8612060210 

8812060212* 

8612210062 

B812010160 

0B12O2O2O2* 

8812090220* 

8812060211* 

8812130074* 

8812130166* 

8812050134 


50 300 
50 309 
& 0'309 
50 309 
50 309 

50 309 
60 309 
50-309 
40 8684 
40 8502 

40 8502 
40-8502 
40-8502 
40-8502 
40-8502 

40-8502 
40-8502 
40 8502 
40 6684 
40 8684 

40 6502 

PR 

PR 

CXDMMISSIO 

FOIA 

XPORTLIC 

XPORTLIC 
50 20 


P 

P 

S 

P 

P 

P 

P 

P 


N 


P 


8312050136* 

8812190282* 

8812140164* 

8012140168* 

BB12020014* 
8612020025 
D01 8020025 
8618020042* 
8812020042* 

8812020051* 
8812020110 
881 20201 76* 
8312130106* 
3312140114 

3812140114 

8312140124* 

3812140124* 

8812140123* 

8012140123* 

8812140135* 

8612140135* 

8812140148* 

0612140161* 

8812140161* 

8312190144 

6812190179* 

8312190205 

6312190205^ 

3812100215* 

8812190215* 

8312270042 

8812270037 

8812270034 

0812270034 

0812270093 

8812270099 

66122700^0 

8812280001 

6812280001 

8812200004 

8812200004 

3812200069 

3812200069 

a61228CX)09 

0812280099 
8012260116 
86122601 15 
8612260118 
0812239110 

8312230123 

6612280123 

8312200137 

3812280137 

8812200142 

8812200142 

0812280136* 

8812010294* 

6612160123 


50-20 

contract 

50-203 

60-293 

50-203 
60 443 
60 443 
60 443 
50 443 

50 443 
50-443 
SO 293 
50-293 
50443 

60-443 

50-443 

60-443 

60-443 

60-443 

60 443 
50 443 
60 443 
5044 3 
50 443 

50 443 
50-322 
SO 443 
50-443 
50443 


60-443 
60-271 
60443 
60443 
60 443 

60 443 
60-443 
50443 
50-443 
50 443 

60443 

50-443 

60443 

60-443 

60-443 

60-443 
60-443 
50443 
60 443 
60 443 

$0-443 

60443 

60-443 

60443 

60-443 

60-443 
60-443 _ 
CONTRACT 
NUREQ 


P 

P 

P 


U.OOOO oou-B-a ooooo ooooo coooo oooco OOOOO OOOOO ooooo ooooo oa 
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AUTHOR AFFILIATION 


Maxima Corp. 

Michigan Stale Unlv., East Laaalng, Mf 


Michigan, UnEv of, Ann Arbor, Ml 
Milier, Ganflerd, Paddock & Stone 

Minnesota, Mining & Manufacturing Co , a 


Missouri, Ur^lv. of, Columbia, MO 

Missoun, Univ. of, Holla, MO 
Mitsubishi (nlcrnatbnsl Oorp, (subs, of 
Mitsubishi Corp ) 


Mitsui A Co. (USA), Inc (subs of Mitau 
a Co , Ltd ) 


Mobfl Coal Procfu-cing, fnc 


Molyooip, Inc. (subs of Union Oii of 
CaHfornra) 

Morrison Knudsen Co , Inc 


Monfson Knudsen Erninaars, Inc. 

mo, Inc 

NU*TEC 

NUTECH Engi nears, fnc. 


Nalfonal Academy of Sciences 
National Institute of Standards & 
Techrvofogy (formerly National Bureau of 


Natural Flesources Defense Council 
Navy, Oapt of 

Navy, Dept of. Naval Sea Systems Comman 
Nebraska Public Power Distncl 


Nebraska, Slate of 
Nevada, State of 


New England Coalftfon on Nuclear 
Potlutlon 


New Hampshire, State of 
New Mexico, State of 

New York Power Authority (formerly Power 
Authority of the State of New York) 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


08112B0205* 

CONTRACT 


8812050268 

50 294 

P 

8812050260* 

60*294 

P 

8812080067* 

60*294 

P 

8812120077 

50-2 

P 

8812190141 

50 294 

F 

8812220198 

60*204 

P 

8812220201* 

50*294 

P 

8812200102 

60-2 

F 

8812090198*, 

COMMISSID 

N 

8409160364* 

REVIEW GR 

P 

8B12010320* 

REVIEW GR 

P 

6812140145* 

REVIEW GR 

P 

6812070150 

60*106 

P 

6812150007 

60*186 

P 

6812130060* 

XPORTLIC 


6612130086* 

XPORTLIC 


6612130193* 

XPORTLIC 


8612130105* 

XPORTLIC 


8612190065* 

XPORTLIC 


6812080148* 

XPORTLIC 


6812080173* 

XPORTLIC 


6612080180* 

XPORTLIC 


6612080226 

XPORTLIC 


8612150036 

XPORTLIC 


8612150100 

XPORTLIC 


6612050180 

40 8911 


8612050184* 

40891 1 


8812050186* 

408911 


6811300276 

40 8778 


8812220320 

PT21 


8812100191* 

40 6500 


0812OSO333* 

FOIA 


8812160031* 

50*354 

P 

8812130094 

PROJ 


8812150147 

PROJ 


8812160076 

PROJ 


8812150068* 

CONTRACT 


881 1300396 

70 390 


8812010113 

PR 


8812130164 

FOIA 


6812200295* 

71*421 


6812200292 

71*421 


6811300229 

50 290 

Q 

6811300463 

60*290 

Q 

8811300486 

50*298 

Q 

6811300498 

50*298 

Q 

6812130014 

60*298 

S 

6812140036 

60 298 

R 

8612140049 

60 298 

J 

8612140213* 

60*298 

V 

6612160049 

50 290 

0 

8612200126 

50 298 

Q 

8612220206 

50*298 

P 

8812220221* 

60*298 

P 

6812010163 

PR 


6812210346 

40*8943 


8612120036 

WASTE MGT 


8812120129 

WASTE MGT 


8812120134 

WASTE MGT 


8012120143 

WASTE MGT 


8612020061 

50-443 

G 

8812020081 

50*443 

G 

8012020084 

60 443 

Q 

8812020064 

60*443 

G 

8812190205 

60-443 

G 

8012190205 

60-443 

G 

8812190215* 

60*443 

G 

0812190215* 

50-443 

G 

8812190227 

60-271 

G 

8812270093 

60-443 

G 

8812280058 

60-271 

0 

6812260065 

60-271 

G 

8812020062 

60-443 

G 

6612060175 

60-443 

H 

6612210153 

40-6904 


6612210169 

40-8968 


6811290039 

60-393 

Q 

8811300221 

50-288 

s 

8811800503 

60*333 

$ 

8012010145 

50*393 

s 

8612010423 

50*206 

M 


AUTHOR AFFILIATION 


New York, NY 
New York, State of 


Nowbuty, MA 


Newburyport, MA 
Newman & HoltzJnger 


Niagara Mohawk Power Corp. 


North Carolina State UnIv., Raleigh. NC 


Northeast Nuclear Energy Co. (subs of 
Northeast Utilities) 


ACCESSION SUBJECT 

NUMBER CATEQOflV 


8812010423 

50-266 

0012050216 

60 206 

8012060165 

50-286 

8812080013 

60-333 

8012120273 

60-206 

0012130001 

60-333 

6012130003 

60-266 

8812130004* 

60-286 

8012130007 

60-206 

8812130009* 

50-286 

0612130045* 

50 286 

0812130040* 

60 286 

6612130060 

50*280 

6612130301 

60 3 33 

8812150126 

50*333 

6612100010 

60-333 

8012200073 

60-333 

6612200155 

60*333 

6612210262 

60 333 

8312060140 

PR 

6612020046 

60 322 

8012020104 

50*322 

6012020113* 

50*322 

8812020123* 

60 322 

0812020130* 

60*322 

661 2020 16B 

60*322 

6612060134 

PR 

8612140058 

60*322 

8612140060* 

60 322 

0812140071 

60-322 

8612140073 

60*322 

6812140130 

60*322 

6012100166 

50*322 

6612230089* 

60 322 

6012270014 

60*322 

6612270024* 

60 322 

6012270093 

60*322 

6612270062 

60*322 

8612270006 

60 322 

8812260012* 

60*322 

6612260086 

60*322 

8612270031 

60 443 

8012270031 

50*443 

8612270101 

50 443 

8612270101 

60 443 

6012280146 

60*443 

8612020092 

60 443 

BB1 20201 02 

60-335 

6012140079 

50*260 

8812260009 

60*336 

6612290226 

FOIA 

6611230265 

50*220 

8811230268 

60 410 

6811280185 

60 220 

0011290547 

60-410 

6811300464 

50 220 

8611300497 

60 410 

8012010064 

60-410 

B812010139 

50*220 

8612010174* 

50 220 

6612010183 

50-410 

BB12O1O109 

60-220 

6612010199 

60*220 

8612020296 

60-410 

6612060234 

60-410 

8612060264 

60 410 

8812060310 

60*410 

6812060310 

60*220 

8012070141 

50*220 

8812070205 

60 220 

8612090303 

60-220 

6612090314 

50 410 

8812140243 

60*410 

6812190204 

60-220 

SB12190410 

60*410 

8812210110 

50 220 

6812210123 

60 220 

6612210332 

50-410 

8012210336* 

60-410 

8612210336* 

60*410 

6611900198 

60*297 

8611900552 

60*297 

6611300554* 

60*297 

6811280066 

60-245 


8811280068 60-?45 F 
8811280068 60*245 F 
8811280101 60 336 P 
88112B0103* 50*336 P 


-n 3 J 330 ■a'D^ojtn 33 tj 0>OO ^Oo>C»ta C*-atocog» ~o07MwO wqwn ^OOOO OOtDOD OODOO OStCi O eiOOCid 0003 T ■n"DT»-DO Ocr>00: 
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AUTHOR AFFILIATION 


Northeast Uilllles 


Northorn Stalea Power Co. 


Assurance Corp, 
Coetalnera, Inc. 

frocloBT Control Institute 


Nuclei Enerw Services^ Inc 
Kode^Fiwt^rvIces, Inc. (subs ol 
Getty Oil Co.) 


ACCESSION SUBJECT 

NUMBER CATEGORV 


8fl112Q0l36 

BO'336 

S 

80l12QOtBO 

60-423 

s 

OOtt 290027 

50-213 

o 

0912010034 

50-423 

o 

0812010055 

50-213 

H 

8012020222 

50-336 

P 

8012050325 

60-423 

Q 

0012060277 

50-213 

Q 

0812070070 

50-245 

P 

eamTom 

60-246 

F 

8812070178 

60-245 

F 

0012120063 

60-245 

P 

0812120170 

50-423 

Q 

8812120214 

60-245 

P 

8812120260* 

50-245 

P 

0012130113 

SO 336 

Q 

0812130200 

50 336 

P 

B812140021 

60 246 

R 

0812160007 

60 423 

R 

8812100412 

60-336 

R 

0812200113 

60-245 

S 

8812200122 

60 245 

S 

6812200133 

60 423 

s 

8812200162 

60-245 

s 

8812200264 

60-245 

s 

8812200207 

50 423 

8 

6812210054 

50 423 

Q 

8812210083 

60-423 

S 

0012220326 

50-336 

P 

0011280101 

50-336 

P 

8011280130 

60-336 

s 

8011200160 

60-423 

s 

0011290027 

50-213 

Q 

B01 1200210 

60 2f3 

P 

6811300072 

60 213 

Q 

0011300093 

60-213 

P 

0012010034 

50-423 

Q 

8812010055 

60-213 

H 

8812010065 

50-336 

H 

0012020126 

60-213 

F 

0812060326 

50-423 

Q 

8812060036 

60-213 

R 

8012060277 

60-213 

Q 

0012070076 

60-213 

P 

0812070070 

60-245 

P 

0012120063 

60-246 

P 

0012120064* 

60-245 

P 

8012120170 

50 423 

Q 

8812120214 

60 245 

P 

8012130113 

60-336 

Q 

0612130290 

60-336 

P 

0812140021 

50 245 

R 

0012160097 

60 423 

R 

0012190412 

60-336 

R 

0812200113 

60-245 

S 

8012200122 

60 246 

S 

0012200133 

60 423 

8 

0812200162 

50-246 

8 

8012200204 

50 245 

S 

8012200287 

5Q 423 

S 

B812210054 

60-423 

Q 

6612210063 

60-423 

8 

0012220042 

60-213 

F 

B01222D328 

60-330 

P 

881129034S 

60-202 

Q 

0011290381* 

60-282 

Q 

0811300044 

60-282 

S 

8812020094 

50-262 

8 

8012070209 

60-282 

S 

0012000147 

60-263 

P 

8812120110 

50-202 

Q 

881 21 40249 

50-263 

R 

0012140263 

60-282 

R 

8812190396 

60-282 

Q 

80122OOO6S 

60-262 

S 

B81 2200240 

50-263 

s 

8812200241 

50-263 

Q 

0612200246 

BO-263 

8 

0812200253 

60-263 

S 

8812210196 

50-262 

F 

0612130050 

71-9010 


8812070249 

71.4900 


8812070254* 

71-4909 


B0121 20157 

FOIA 


8812120167 

FOIA 


8B1 2090195* 

COMMISSlO 

N 

801 201 0099 

70-143 


8012020266 

70-143 



AUTHOR AFFILIATION 


Nuclear Information A Resource Service 
Nuclear Licensing Reports 


Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utikty Wan a 


Nuclear Utility Backfltlng & Reform 
Group 

Nuclear Waste Consultants. In.c 

O’Melveny & Myers 

Oak Rldgo Associated UnIvs. 


Oak Rldgo National Laboratory 


Ohio Citizens (or Responsible Energy 
Ohio Univ, Athens, OH 
Omaha Public Power Disliicl 


Oregon State Ut^iv., Corvallis, OR 
Orrick, Herrington & SutcKIfe 
PX Eoglneodng 
Pacific Gas & Electric Co 


ACCESSION SUBJECT 

HUMBER CATEGORY 


6812140007 

70-143 

6812140013 

70-143 

8812140202 

70-143 

daiziaoazs 

70-143 

8812200191 

70-143 

8812200228 

70-U3 

6012200319 

70-143 

8812200343 

70-143 

8812200377 

70-143 

8312220050 

70-143 

0812220069 

70-143 

aa 12220 10P 

70-143 

8812270223 

70-143 

8812140097 

60-445 

OB12D50126 

FOIA 

0312090269 

FOIA 

8011200224 

REVIEW GR 

8011290229* 

REVIEW GR 

8011300489* 

REVIEW QR 

0812020227 

60-446 

m2D2D2?9 

PR 

8812070032 

PR 

8012010217 

PR 

0811260160 

WASTE RES 

B8121902I7 

WASTE RES 

8012210107 

60 276 

8011200577 

40 7604 

BB12000101 

70*734 

0012090104* 

70-734 

8O1210OD54* 

70-925 

8012020160 

NUREQ 

6012190133 

NUREQ 

D0122191Q9* 

40 6027 

8012290261 

FOIA 

8008310120* 

50-440 

8011230038 

50 286 

0611280120 

50 205 

6611280124 

50 205 

8611300005 

60-205 

8611300175 

60 285 

8612010340 

50 286 

8612010347 

50-205 

6612020103 

50 285 

8812020314* 

50-205 

8812060334 

60-285 

8812060126 

50-285 

8812060237 

60*285 

0812070056 

60-285 

8812070230 

60-285 

8012080035 

60-266 

B0120B0036* 

50-285 

BBI80B0037* 

60-285 

8812000147 

60-205 

BB12000150 

50-205 

6012130015 

50-285 

8812130217 

60.205 

8612130224 

60 265 

BB12130234 

50-265 

081214001 B 

60.965 

6812190290 

50 265 

6812190399 

50-285 

0012200282 

50-265 

0612210277 

60 265 

8612210330 

50-285 

6612230069 

50 285 

8812230071* 

60 286 

6812230073* 

50-285 

6812270211 

50-285 

8011290446 

60 243 

8812020135 

50-224 

8812210214 

PT21 

0311290426 

60-275 

0811290426 

60-276 

8811300077 

50-276 

8811300077 

60-276 

BB1 20600 55 

60*276 

8812050183 

50-275 

6012050183 

60*276 

8612050236 

60-276 

8812060094 

60-276 

BB1 2060094 

60 276 

6012060117 

60 275 

8812000117 

50 276 

0612070187 

50-276 

0012070167 

50-275 

8812070168* 

60 276 

8812070188* 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Pacific Nuclear Systems, Inc 

Parameter, [r)c. 

Pathfinder Mines Coro 
Patriot, Harrisburg, PA 

Pennsylvania Power & Light Co 


Pennsytvenia, Commonwealth of 
Phllatfelphia Electric Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0$12O7Oia9* 

50-275 

P 

8812070189* 

60-275 

P 

8812090313 

60-323 

P 

8812090334 

60 275 

F 

6812090334 

50 276 

F 

8812130172 

60-323 

S 

8812130191 

60-275 

Q 

8612150248 

60-323 

S 

8812150268 

50-276 

P 

8812150263 

SO 275 

P 

8812160008 

60-275 

S 

8812160011 

50 276 

P 

8012160011 

50-275 

P 

6612180014 

60 275 

P 

8812160014 

60-275 

P 

6612160026 

60 276 

P 

8612160026 

50-276 

P 

8812190072 

60-276 

P 

8612190072 

50-276 

P 

6812190233 

50*275 

R 

8812190233 

50*276 

R 

6812200096 

60 276 

S 

8812270203 

50-323 

0 

8812270205 

60 323 

S 

6812050155 

71-9080 


8812080127 

71-9200 


8812080135* 

71-9200 


8612010349 

NUREQ 


8811230243 

40 6622 


8812060013 

FOIA 


8611220341 

60-387 

P 

6811230306 

60-387 

R 

8811230306 

50-387 

R 

8811200376 

60-387 

J 

8811300066 

60-307 

F 

8811300321 

60 307 

R 

8811300321 

80-387 

R 

6812020097 

60-387 

Q 

8812080205 

50-387 

S 

6812090262 

60-387 

P 

8812120172 

60-387 

F 

8812120191* 

50-387 

F 

8812130053 

50-387 

8 

8812160122 

60-387 

F 

8812190122 

50-387 

F 

8812190232 

60 387 

P 

8612190232 

60-387 

P 

8812190235* 

50 387 

P 

6812190235* 

60*387 

P 

8812190237* 

60 307 

P 

8812190237* 

60-307 

P 

8812190377 

80-387 

P 

8812190377 

50-387 

P 

8812200198 

50-387 

R 

8812200166 

60 387 

R 

8812210008 

60 387 

8 

8812210010 

60 368 

S 

8812210384 

50-387 

F 

8812210366* 

60-307 

F 

8812210366* 

60-387 

F 

8012060278 

FOIA 


8812080049* 

60-277 

H 

8811020164 

50-362 

F 

8811020184 

50-352 

F 

8011020187* 

50-352 

F 

8011020187* 

50-352 

F 

8811280139 

60-353 

A 

8811290350 

60-277 

P 

8811290350 

80-277 

P 

8611290360 

50-363 

A 

8811290362* 

50-353 

A 

6811300432 

60-352 

P 

8811300432 

50<362 

P 

8811300462 

60-277 

S 

8812010033 

PR 


8012010144 

60-277 

S 

6612010167 

50-277 

s 

8812010384 

PR 

8812020217 

60-277 

p 

8812020217 

60-277 

p 

8812020226 

60-277 

s 

8812020225 

60-277 

s 

8812020298 

60-277 

Q 

8812060U46 

60-362 

s 

8812060052 

60-277 

p 

8812060265 

60-352 

s 

8812070044 

60-363 

s 

8812090137 

80-353 

Q 

6812060143 

50-363 

A 


AUTHOR AFPILIATION 


Plymouth, MA 

Portland General Electric Co 


Portugal, Govt, of 

Public Citizen’s Cntical Maas Energy 
Project 

Public Service Co. of Colorado 


Public Service Co of New Hampshire 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8012090210 

60-353 

8812090232 

50-353 

8012120080 

50-352 

8812120208 

50-277 

6812120247 

60-277 

8812130084 

50-277 

8812130125 

60-277 

8812160090 

50-352 

6812150276 

50-277 

8812200009 

60-352 

8012200121 

50-27? 

8812200105 

60 352 

8812210004 

60-277 

6612210202 

60 352 

8812210320 

50-277 

0612210357 

60 352 

8812220020 

50-171 

0612220056 

50 352 

0812220068* 

50-352 

8812270165 

60 352 

8812280206 

50-277 

8811230088* 

50-293 

8812140150* 

60-263 

8011230237 

60 344 

8811200023 

60-344 

8011200681 

60-344 

6812020023 

60-344 

8012060021 

50-344 

8812050176 

60-344 

8012060170* 

50-344 

8012060207 

60-344 

0812060210 

50 344 

8612050302 

60*344 

8812060313 

60-344 

6012070066 

60 344 

8812090177 

60-344 

8812140174 

60-344 

8612160046 

60 344 

0612210001 

60*344 

8812210340 

60 344 

88 12210365 

50-344 

8612270163 

50-344 

6812200332 

REVIEW GR 

8012010340 

PR 

8012010355 

PR 

8812050066 

PR 

6812090037 

PR 

8811290266 

60 267 

881 1290272* 

50-267 

8011300083 

60-267 

8811300424 

60 267 

8812010393 

50-267 

6812020109 

60 267 

8012180246 

50-267 

8812100354 

60-267 

8812200010 

60-267 

8812200149 

60-267 

8812230278 

60-267 

6811260135 

50-443 

8811300149 

60-443 

6811300289 

60-443 

6812020019 

60 443 

8612020156 

60-443 

8612020166 

50-443 

6812020163 

60-443 

8812020163 

60-443 

8812060100 

60-443 

8812060199 

60-443 

6812000155 

50-443 

B812120210 

50-443 

0812120213 

60-443 

B01214OOO2 

60-443 

0B1214OO28 

60-443 

6812140028 

50-443 

8812140034 

50-443 

0612140034 

60 443 

0012140037 

60-443 

0612140037 

60-443 

0812140043 

60-443 

8812140043 

50 443 

6812140057 

60-443 

8812140057 

60-443 

8812140126 

50-443 

6612140126 

60-443 

0812140172 

60-443 

08 12200265 

60-443 

8612270070 

60-443 

8012270105 

50-443 
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AUTHOR AIFFILIATION 


•:jc Sdrvic^P Electnc & Gas Co of Now 


^Mining Co 

^Associates, Inc. 

^ertw Technology, Ino 

maprfesi 

yrckEs Electrical & Enginooring Co., 
Mining Corp 

Chester Qaa 8k Elociric Corp 


cJcRoad lindu stria s. Inc 
cte!e«er Lfnfv-, Nev/ York, NY 
ciwefl Interna^onal Corp. 

gers & Assocfates Enginoerfng Corp 
ipes A Gray 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


0012270115 

50-443 

Q 


8012140026 

50 443 

Q 

0012260005 

60 443 

Q 


8012140026 

50 443 

G 

6012260006 

50 443 

G 


8012140034 

60-443 

G 

0612280090 

60 443 

Q 


0012140034 

50-443 

Q 

0812200090 

50-443 

G 


6812140037 

50-443 

Q 

0901030055' 

50-443 

Q 


6012140057 

50 443 

Q 

6901030055' 

50 443 

Q 


0812140057 

50-443 

G 

6011200024 

50 311 

P 


0012140075 

60 271 

Q 





0012140093 

60 271 

G 

0011290237 

60-354 

S 


8012140111 

60 271 

Q 

0811290465 

60-272 

R 


0812140120 

BO-443 

G 

00112D04Q4 

60 311 

S 


0012140126 

60-443 

G 

0011200550 

50 311 

S 


8812270079 

50-443 

G 

8011290554 

50 311 

s 


0B1 2270 105 

60-443 

G 

0011300351 

60-272 

Q 


0012270115 

60-443 

0 

0812010202 

60-364 

P 


8012200005 

50 443 

G 

0812010296* 

60-354 

P 


0012200005 

60-443 

Q 

8012010338 

60 272 

Q 


0012200090 

50-443 

Q 

8012020133 

60 272 

F 


681 220 9090 

50-443 

G 

8012060041 

60-272 

P 


0901030055* 

50 443 

G 

0812050041 

60-272 

P 


0001 030055* 

60 443 

G 

8012050041 

60-272 

P 

Ross & Smith 

8012010160 

PR 


0012070065 

60 272 

S 


8812020202* 

PR 


0012070069 

50 311 

s 

SIMCO Co . Inc. 

0812060320 

FOIA 


0012000047 

60 354 

s 

SRI Intornational 

0812090013* 

50 247 

P 

6812000070 

50-272 

0 

Sacramento Municipal Utility District 

0011280091 

60 312 

F 

0012090304 

60-354 

s 


0011260095* 

50-312 

F 

0012130114 

50 272 

s 


8811290343 

60-312 

P 

0012130170 

60 364 

s 


8811290346 

60-312 

P 

0012130239 

60-354 

s 


8811300013 

50 312 

0 

0012140012 

60-354 

p 


8011300010 

60 312 

S 

0012140014* 

60-354 

p 


8B 11 300020 

60-312 

s 

0012160004 

60 272 

p 


8811300244 

50-312 

p 

0812150094 

60-272 

p 


8811300256 

50 312 

s 

0012160264 

60-272 

F 


8812010130 

60 312 

H 

8012190026 

60-354 

P 


8012050110 

60 312 

F 

0012190266 

60 311 

R 


8812060009 

60-312 

P 

00121G0271 

60-272 

R 


8812140017 

60 312 

S 

0812190306 

60-31 1 

S 


8812190408 

60-312 

P 

0012190390 

60-364 

R 


0012200124 

50-312 

P 

0012200106 

60-272 

P 


8012200130* 

60-312 

P 

6012220055 

60-354 

P 


0S122OO16O 

50 312 

s 

B812220057* 

60-364 

P 


0612210141 

50-312 

F 

8612220061* 

50-354 

P 

Salety Light Corp 

0012160235* 

XPORTLIC 


0612220063* 

60-354 

P 


0012190048 

XPORTLIC 


0812050019 

40 0006 


SandlB National Laboratories 

8611280115 

WASTE RES 


6812200303 

40-8005 



6012010203 

WASTE RES 


8012210155* 

50-425 

Q 


0012010353 

NUREQ 


0012010288* 

CONTRACT 



0012140156 

WASTE RES 


6012140066 

60-271 

Q 


0012160076 

NUREQ 


6812120235 

WASTE MGT 



6012190131 

WASTE RES 






8812190149 

WASTE RES 


0812120238* 

WASTE MGT 



6812190173 

WASTE RES 


0812050014 

40 0064 



0012 190273 

WASTE RES 


8812060002 

40 6064 



B01219O322 

NUREG 


0012210274 

40 8084 



OBI 22001 14 

NUREQ 


8811290047 

60-244 

Q 

Sargent & Lundy, Inc, 

0812090294* 

60 454 

P 

6811290226 

60-244 

P 

Science Appllcallons International Corp. 

0009130095* 

TOPREP 


8811200531 

60-244 

P 

(formerly Science Applications, Inc.) 




8011290536* 

60-244 

P 


8812010343 

NUREG 


6011290539* 

60-244 

P 


6012020179 

NUREG 


8811300201 

60-244 

S 


8812120055 

60 604 

A 

0011300627 

60-244 

S 


8812160274 

WASTE MQT 


0012010098 

60-244 

P 


eel 2190040* 

CONTRACT 


0012010410 

50-244 

H 

Sclentech, Inc, 

8812190300* 

CONTRACT 


0012060320 

60-244 

P 

Scientists & Engineers (or Secure Energy 

BoiaiQoiea* 

60-322 

Q 

0612070183 

60 244 

P 

Scripps-Howaro Newspapers 

8812050303 

60-3QO 

a 

0812070218 

60-244 

P 

Seacoast Anti-Pcllutior^ League 

8812020060 

50*443 

Q 

8812070222* 

60-244 

P 


0012100044 

50-443 

Q 

8012070225* 

60-244 

P 


001 21 9004 4 

60-443 

Q 

0812090058 

PR 



0012190060 

60-443 

G 

8012190240 

50-244 

K 


0012190060 

60-443 

Q 

6012190307 

60-244 

R 


8812190205 

60-443 

Q 

0012220017 

60-244 

P 


0012190216* 

60-443 

G 

8011260578 

40 8001 



0012270093 

60-443 

Q 

0012060290 

PRM 



0612280024 

50-443 

Q 

0812060305 

PRM 


Senate 

8812060016* 

COMMiSSIO 

N 

8812220004 

71-3005 



8812080240 

PR 


8012220005 

71-3005 



0812210311* 

60-443 

H 

0012220008 

71-3005 


Sequoyah Fuels Corp. (aubs. of Kerr-McGe 

0011230000 

40-6027 


8012230203 

71-5971 


Nuclear Corp.) 




0012050107* 

WASTE MGT 



801 1300113 

40-8027 


0812050114* 

WASTE MGT 



8811300118* 

40-8027 


8812060119* 

WASTE MGT 



6012050026 

40 6027 


8012020019 

60-443 

Q 


B01 221 0066 

40-6027 


081 2020150 

60-443 

G 


6612210060 

40 0766 


8012020160 

60 443 

G 


8012210239 

40-8766 


0012020163 

60-443 

G 


0012210241 

40 8768 


0612020103 

60-443 

Q 


0012210290 

40-0027 
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AUTHOR AFFILfATlOH ACCESSION SUBJECT 

HUMBER CATEGORY 

Shafnes & McEachem 6612020081 60 443 Q 

Shaw, Pittman, Potla A Trowbridge 8812190107 50^320 G 

6612190121 50*320 G 

8812160138 50*320 G 

6812270037 50-320 G 

8612270044 50*320 G 

Sheehan, Phinney, Bass & Green, 8812190206 50*443 G 

Profession a) Asso^atlon 

SIdfey & Austin 8811300041 60*254 Q 

881 2270202 50*254 Q 

Small Business Administration 8811260205* CONTRACT 

8812010282* CONTRACT 

8812050010* CONTRACT 

8812160161* CONTRACT 

8812190300* CONTRACT 

Small Business High Technology Institute 8812270213 FOIA 

Society for C/inicaf Social Workers 8812010382 PR 

Software Certincatlon Institute, Santa 8812090207* COMMISSfO N 

Maria, CA 

Solution Mining Corp 8812210147 40 8973 

Source Production & Equipment Co., fnc 8811290336 71-102 

8611300028 71*102 

South Carolina Electric & Gas Co 6611300271 60*395 Q 

8811300428 50*365 O 

6811300448 60*395 P 

8811300452* 50*395 P 

6812010002 50-395 S 

6812010408 50*395 H 

6812060077 60*395 F 

8812120084 50*305 Q 

8812130124 60*395 P 

6612140026 50-395 R 

8812270271 60*395 Q 

Southampton, NY 6812020046 50-322 Q 

6812020104 50 322 Q 

8812020113* 60*322 Q 

8812020123* 50*322 G 

8812020130* 60*322 Q 

6812020168 50 322 Q 

8812140058 60*322 Q 

6612140068* 50*322 Q 

8812140071 60*322 G 

8812140073 60*322 Q 

8812140139 60*322 ‘ Q 

8812190166 60 322 Q 

8612270014 60*322 Q 

8012270024 * 60 322 Q 

8012270033 60*322 Q 

6812270052 50 322 G 

8812270068 60*322 G 

6812280012* 60*322 G 

^ ^ ^ 8812280088 60*322 Q 

Southern California Edison Co 8811230271 50*361 P 

8611230271 60*361 P 

8811230311 60*206 P 

8811280110 60-361 S 

6611290065 60*206 P 

8611200263 60-361 P 

6611290263 50*361 P 

8811290389 60*361 P 

8611290389 60*361 P 

8811300057 60-361 F 

8612010114 PR 

8812010177 PR 

8812010346 60*206 P 

6812020242 50*361 S 

6812050050 50*206 P 

6812060040 60*206 P 

8812060121 60*206 P 

8612060124 60*361 F 

8812060126 60*206 Q 

8812060290 60-361 S 

6612060321 50*206 S 

6812120007 60-361 S 

0012120200 60*206 P 

6812120203* 60*206 P 

8612120207* 60*206 P 

6812130142 60-361 Q 

8812130142 60-361 Q 

8812130266 60*361 S 

6612130266 60*361 P 

8812130286 60*361 P 

8012130269* 60*361 P 

6812130269* 50*361 P 

8612130260 60*206 S 

8812130290 60*206 S 

8812190061 60*361 P 

8812190061 50*361 P 

8812200162 50*361 R 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8012200152 60 381 8 
8812200163 50-206 8 
8812210080* 60*206 p 
8812210087 * 50-206 p 
8612210087* 60*206 P 

0812210087’ 60*206 p 
8812210091* 60*206 P 
8612210091’ 50 206 P 
8812210091* 50 205 P 
0812210096’ 50*206 P 

8312210096* 50*206 P 
8812210096’ 50 206 P 
8812210146 60 381 S 
8812210185* 50 206 P 
6812210216 60 361 P 

8812210235 50 206 P 
8812210323 60 361 P 
8812210323 50-361 P 
8812210325’ 60*361 P 
8812210325’ 50-381 P 

8812210327’ 50-381 P 
881 2210327* 60-381 f 
8812210410 50-208 S 
8812220126 60 208 H 
8612220126 50*208 R 

8612220130 50*362 S 
8812230044 50-361 P 
8012230044 60 361 P 
8812230046* 60 361 P 
8812230046* 60 361 P 

6812230067* 50^81 P 
8812230087* 60 361 P 
8812270112 50-361 P 
6812270112 80*361 P 
8812270117’ 60-361 P 


881 22701 17* 60-381 

0812270188’ 50-381 

8812270168* 60*381 

Southern Company Services, Inc 6812060202 60-425 

8812060207* 50*426 

Slate, Dept, of, Bureau of Oceans & Inti 80 1 2080160 XPO RTLfC 

Environ, & Scientific Affairs 

8012190009 XPORTLIC 

Suffolk County, NY 8812020032 50-322 

8812020046 50*322 

8812020052 60^22 

8812020104 50'322 

0812020113* 60-322 

6012020123* 50-322 

8812020130’ 50 322 

8812020150 60*322 

8812050109 50-322 

8012140050 60*322 

8612140058 60-322 

681 2140068* 50-322 

6812140071 50*322 

8612140073 60*322 

8812140139 60-322 

6812100166 50*322 

8812190172* 50 322 

8812190220 50 322 

8812210291 50 322 

0812230092* 50-322 

8812230094* 50*322 

6812270014 60*322 

8612270024* 60*322 

8612270033 60-322 

8812270052 60-322 

8812270066 60*322 

8812280012* 60-322 

6612280033* 60*322 

8612280068 50-322 

Swquehanna Valley Alliance, Lancaster, 0812270077 60*320 

System Energy Resources, Inc 861 1260107 60-41 6 

6611290339 50 416 

8011290498 60-416 

6611290549 50-416 

8611300203 60 416 

8812020299 60*416 


0812050281 60-416 f 
6812060017 50-416 S 
6812070017 60-416 P 
0812070018* 50 418 P 
6812080104 50*416 K 

8012000106’ SO 416 K 
8612090188 60*416 F 
8812090204 60-416 P 
8612090340 60-416 P 


3-aoo*oT> W OOO OOffiOO Ci - tj - n "n G5 OQOOO ODOuO OD 00"D'OTO 



CORPORATE SOURCE INDEX 267 


AWTKOn AFf ILfATlON 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8012120127 

60.416 

P 


8812210163 

50-445 


BB12120131* 

50 416 

P 


8812220011 

60 445 


8812120138* 

60-416 

P 


6812220016 

60 445 


8812120140* 

50-416 

P 


8B1 2220018 

60 445 


8812130145 

50 416 

P 


OBI 2220071 

50-445 


8812130295 

50-416 

P 


8812220071 

50 445 


8812160013 

50-416 

V 


8812270170 

60 445 


8812200028 

50-416 

1 


0B1227O17O 

50-445 


8812200231 

50 416 

R 


0612270174 

50-445 


8812200380 

50-416 

P 


8812270174 

50 445 


8812200301* 

50-416 

P 


BB1227017S 

50 445 


8812210251 

50 416 

P 


B612270175 

50-445 


8812090212* 

COMMISSIO 

N 


8812270177 

50-445 

IBeclx; ^ovn&rty Texes Utilities 

8811230007 

60-445 

S 


8812270177 

60 445 






8812270104 

60 445 


8811230007 

60-445 

s 


8812270184 

50-445 


6811230044 

50-445 

s 


8012270189 

50 445 


8811230044 

50-445 

s 


8812270190 

50 445 


8811230248 

50 445 

A 


8812270190 

50 44S 


8811290042 

60 445 

Q 


0B1 2270224 

50-445 


8811300172 

60 445 

A 


8812270224 

50 445 


8812020034 

60 446 

F 

Tennessee Valley Authority 

6809290002 

60 259 


8812020034 

60-445 

F 


8811220017 

TOPREP 


8612020107 

PR 



8811230101 

60-390 


6812020219 

50 445 

A 


8811230101 

50 390 


6812020219 

50-445 

A 


6811230104* 

50-300 


8812020221 

50-445 

Q 


8611230104* 

60 390 


8612020221 

60 446 

Q 


8811200082 

60 327 


8812050205 

60-445 

S 


8811290110 

60-327 


8B12QS0205 

60-445 

S 


0811200512 

50-269 


6812050211 

60-445 

Q 


8811300006 

50 250 


6612050211 

60-445 

Q 


8811300070 

60-250 


8612050215 

50-445 

S 


0811300140 

50-250 


8812050215 

60 445 

S 


6011300164 

60 250 


6812050220 

60-445 

Q 


8811300183 

50-390 


8612050220 

60-445 

Q 


8811300243 

60 327 


6612050320 

50 445 

S 


8811300243 

60 327 


8612060329 

BO-446 

s 


6B1 1300365 

60-327 


8812060007 

60 445 

s 


8811300486 

60 327 


8812060007 

50 445 

s 


6611300406 

60 327 


8812060012 

50-445 

Q 


8B1 2010024 

50-259 


8812060012 

60-445 

Q 


0812010042 

50-390 


6812060032 

60-445 

Q 


8812010303 

PRM 


8612060032 

60-446 

Q 


8612010310 

50-260 


8812060035 

60-445 

S 


8812010324 

60 269 


8812060035 

60-445 

s 


6812010324 

50-259 


8812060162 

60 446 

s 


0812010330 

60 327 


6612060152 

60 445 

s 


8812010341 

60-518 


8812060168 

60-445 

s 


8312010359 

60-327 


0012060166 

60-446 

s 


8B1 2020022 

60 327 


8812060166 

50-445 

s 


8812050190 

50 327 


6612060166 

60-445 

s 


6812050198 

50 327 


6612060168 

60 445 

s 


8812050203* 

60 327 


8812060166 

50-445 

s 


8812050203* 

50-327 


8812120013 

60-446 

Q 


0812050242 

60 327 


0812130271 

60-445 

A 


0812050242 

60-327 


8812130271 

60-446 

A 


0B12O5O247* 

60 327 


8812150056 

60 445 

s 


8012050247* 

60-327 


8812160065 

60-445 

s 


B81 2050289 

50 328 


BB1 2200036 

60 446 

s 


8B12O5O201* 

60-328 


8812200040 

60-446 

A 


8812060055 

60 327 


6812200040 

60-446 

A 


0812060055 

60-327 


8812200044 

60-445 

8 


8812060056* 

50-327 


8812200044 

60-445 

5 


6812060058* 

60 327 


6812200065 

60-446 

S 


081 2060072 

50-327 


B81 2200065 

60-445 

S 


6812060072 

60 327 


8812200066 

60-446 

s 


8812060079* 

60-327 


6812200083 

60 446 

s 


0812060070* 

60 327 


8812200083 

50-445 

s 


6812060066 

60-260 


8812200143 

60-445 

s 


8812060112 

60 269 


8812200143 

60-445 

s 


8812060112 

60-260 


8612200166 

60-446 

s 


8812070207 

60*327 


B81 22001 56 

60-446 

s 


8812070223 

60-326 


8812200179 

60-445 

E 


8812070226 

50 320 


681 22001 84 

60-446 

S 


8612070227 

60-327 


8612200184 

50-445 

s 


6812070230 

50 328 


8812210073 

60 445 

s 


8812070237 

50-327 


8812210073 

60-445 

s 


8812070237 

60-327 


8812210076 

60-445 

Q 


8812070240* 

60 327 


8812210078 

60 446 

Q 


8812070240* 

60-327 


6812210081 

60-445 

Q 


8812070250 

60-327 


6012210081 

50-445 

Q 


881207026B 

50-327 


8B12210129 

50-445 

8 


8812070257* 

60-327 


6812210129 

50-445 

S 


8812070257* 

60-327 


8612210135 

60-445 

S 


8812070258 

70-2917 


6812210135 

50-445 

S 


8812060133 

50 260 


6612210167 

60-445 

S 


8812000145 

60-327 


6812210167 

60-445 

S 


BB1 20801 45 

60-327 


6812210163 

50-445 

S 


0012OBO187 

PR 
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AUTHOR AFFILIATION ACCESSION SUPJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8812080200 50-327 R 

8812080227 50-327 P 

8812080227 50-327 P 

8812080229* 60-327 P 

8C1 2080229* 60-327 P 

8B1212001B 50-259 S 

8812120236 60-327 F 

8812120271 60-327 O 

8812120271 50-327 Q 

8812130022 50-259 P 

8812130022 60 259 P 

8812130022 50 269 P 

881 21 401 57 60-259 P 

8812140157 50 259 P 

8012140157 60-259 P 

8812140159* 60 259 P 

8812140159* 50-269 P 

8812140169* 50-259 P 

8812140165 50 259 P 

8012140165 60 269 P 

8812140165 50-259 P 

8812140165 50-259 P 

0012140185 50-269 P 

8812140165 50-269 P 

8812140171 50-390 S 

6812140234 50-260 S 

8812140236 60-266 S 

8812140246 50-326 S 

8012140248 50-327 S 

8812140260 50-328 S 

8012150103 50-327 Q 

8012160103 50-327 O 

8812150164 REQGD 

6612160091 50-259 P 

0012160096* 60-259 F 

8012200061 50-328 S 

6812200079 50-259 F 

8812200144 60-327 S 

8812200145 50-259 S 

8012200151 50-328 8 

8812200177 50-259 P 

0812200177 50-259 P 

8612200222 60-259 S 

6812200244 50-259 S 

8012200323 70-2917 

8612210051 60-259 8 

881 221 0064 60-296 S 

8012210074 50-259 S 

8812210143 50-327 S 

8812210195 50-269 F 

8812210195 50-259 F 

8812210195 50-259 F 

6812210105 50-259 F 

8812210195 60-259 F 

B812210195 50-250 F 

8812210199 50-260 p 

B81 22 10200* 60-260 P 

8812210206 60-259 F 

8812210206 50-269 F 

6812210206 50-250 F 

8612210217 50-390 A 

6812210217 60-390 A 

8012210221* 60-390 A 

8812210221* 60-390 A 

8812210273* 60-259 F 

8012210276* 50-259 F 

0812210276* 60-269 F 

8812210276* 60-259 F 

8612210297 50 390 A 

8612210297 60-300 A 

8812210302* 60-390 A 

6812210302* 60-390 A 

8812220125 TOPREP 

8812230012 60-390 A 

8612230012 50-390 A 

8812230014* 50-390 A 

0812230014* 50-390 A 

8612230017 60-259 P 

6812230017 50-259 P 

0012230017 50-269 P 

8612230196 60-390 A 

8812230198 60-390 A 

0812270104 50 259 P 

8812270107* 60-259 P 

8812270107* 50-269 p 


8812270107* 60 269 
8812080065 60-602 
0812200041* 50-416 
8012200103 71-464 


Threa MJIo Island Alart 
Toledo Edison Co 


Transnuclear, Inc 


Transportation, Dqpt of 
Twomey, Latham & Shea 


U.S, Ecology, Inc. (formerly Nuclear 
Engineering, Inc ) 


UMETCO Minerals Corp (subs, of Union 
Carblda Corp ) 


UNO Recovery Systems 

US Council for Energy Awareness 
Ultrasonic Specialists, Inc. 

Union Electric Co. 


Union of Concerned Sclenllats 
United Brotherhood of Carpenters & 
Joiners of America 


United Nuclear Corp (subs, of UNO 
Rasourcesi Inc ) 


8812200111* 71-454 

8812270077 50-320 G 

6806020344* 60-346 Q 

8811300122 BO-348 f 

8011300125 50-348 F 

0812020129 PR 

8612050209 50-346 0 

8812050307 6Q 348 P 

8812070088 50-346 F 

B81 2090201 50 346 P 

8812120028 50 346 P 

0812120030 50 346 F 

6812120192 60 346 f 

6612120249 50-346 P 

0012120251* 50 346 P 

8812120255* 60-346 P 

8012140010 50 346 P 

8812140195 50 346 SI 

8012160059 60-346 S 

8812200272 60-346 R 


8012080024 71-9233 

8812080031* 71-9233 

0612080151 XPORTLIC 

8812120061 70-1426 

0812130062* XPORTLIC 

8812130064* XPORTLIC 

0812130065* XPORTLIC 

8812200129 XPORTLIC 

B81 22001 32* XPORTLIC 

0812220188 XPORTLIC 

8812230126 71 3006 


8812020048 5 0 322 Q 
8812020104 60-322 Q 
8812020113* 50-322 0 
8012140050 50 322 0 

6812140068* 60-322 Q 
8812140071 50 322 G 
6812140073 50 322 Q 
8812140139 60-322 G 
8812190158 50-322 G 

8812270014 50-322 Q 
8812270024* 60-322 G 
0812270033 50-322 Q 
8812270052 50-322 G 
0812270068 60-322 G 


8012070002 27-48 

0812150151 27-40 
8012230185 27-48 
0812230173 27 48 

8812230183 27-48 
0812230195 27-48 
6012020194 40 299 

8812050070 40-299 

88120S0316 40 299 
8812210250 40 6681 
6812210287 40-0661 
8612210350 40-299 
081 20 10402 70-820 


8012090050 PR 

6811210133 71-665 

0811210135* 71-665 

8811300334 50-483 P 

6811300501 50-483 P 

8812050040 60-403 5 

8012OSO319 50 403 F 

0812060016 60 483 P 

6612060033 50-483 F 

8012130062 60 4 83 f 


8012130201 50 483 

8812210057 60 463 

8812210197 60 463 

0012210372 60 403 

8012270208 60 483 

6812050056 PR 

6612010191 PR 

6812020054 PR 

0812060022 PR 

8811230220 70 371 

0011230240 70*371 

8812050020 40*8907 

B81 2050023 40-6907 

8012050006 40*8007 

8812050097* 40-8907 

0812070221 70*371 

6811300379 40-8956 


Texas, UnIv. of, Austin, TX 
Textron, Inc. 

Tharalfonlcs International, Ltd 


P 

A 

I 


Uranerz USA, Inc. 


CCCOCOU.O 
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AirmOR AFFILIATION 


Resoorcos, Ino 

Unton of America 
Yankw Nuclear Power Corp. 


i'Oxwi Inc (But)9 of Sholler-GIobe 
Power (Virginia Electric & Powo 

CftT 


Virginia. Urt^.of, Charlotteavilla, VA 
WuMngten Publto Power Supply Syatem 


ACCESSION 

NUMBER 

8811300301* 

8811300386* 

8812200311 

0811280050 

8012210282 

8812010077 

8812010156 

8812010233 

8811280174 

8811200170* 

8812010087 

8812010133 

8812060160 

8812070029 

8812070133 

8812070134* 
8812090298 
8812090308 
8812090307* 
881212001 S 

8812140076 

8812140086 

8812140093 

8812140111 

8812140229 

8012140264 

8811290574 

881 1230272 


8811230387 

8811280072 

8011290019 

8811300374 

8811300394 

8812010031 

8812010031 

0812010032* 

8012010032* 

8812010037 

0812010037 

8812010187 

8812020093 

0012050105 

8812060025 

8612060086 

8812060085 

8812060102 

6812060102 

6812060281 

8012070084 

8812070089* 

8812070206 

6012130066 

8012130066 

8812130071 

8812130071 

B812130071 

6812130001 

8812130081 

8812130081 

8812150122 

6812160135 

8812160135 

8812160137* 

B812160137* 
6B121 60190 
8812190397 
8812200067 
8812200067 

8812200104 

8812200104 

8812200167 

6812200167 

6812200170 

8812200170 
8812220080 
6812220080 
8812230275 
8B1 2270201 

8812270232 

8012270243* 

8612010059 

8812010079* 

6811300235 

8612010001 

6812020098 

6812020259 

8012050016 


SUBJECT 

CATEGORY 

40 8958 
40 8958 
40'895B 
40-8786 
40 8966 


60*271 

60*271 

50 271 


50 271 
50 271 

50*271 
60-271 
60*271 
50*271 
50 271 

60 271 
60 271 
60 271 
60*271 
50-271 

50*271 

PT21 

60-280 


50-280 
60*280 
60*338 
50 260 
50 280 

50-338 
60*336 
50*338 
60*338 
50 200 

60*280 

60*339 

PR 

60*281 

60-338 

60-338 

60*338 

60*260 

60*280 

60*260 

60*338 

60*338 

60-280 

60*280 

60*280 

50*280 

60-280 

60*280 

60-260 

60*280 

60*200 

60*280 

60-280 

60*280 

50*280 

60*280 
60*280 
60*338 
60*280 
60 260 

60-280 

60-280 

60*338 

60-338 

60*280 

60*280 

60*338 

60*338 

60*336 

60*280 

60*260 
60*280 
60 396 
60-396 
50*508 

50*397 

60-397 

60-397 

PR 


P 

P 

H 

F 

K 

P 

P 

Q 

P 

P 

Q 

G 

G 

G 

G 

F 

n 


s 


p 

$ 

Q 

P 

F 

P 

P 

P 

P 

F 

F 

S 

P 

S 

P 

P 

P 

P 

S 

P 

P 

8 

F ‘ 
F 

F 

F 

F 

F 

F 

F 

8 

P 

P 

P 

P 

S 

s 

Q 

Q 

R 

R 

R 

R 

Q 

Q 

F 

F 

P 

P 

P 

P 

P 

P 

A 

J 

P 

Q 


AUTHOR AFFILIATION 


Washington, State o( 


Washington, Univ of, SGalllo. WA 
Water, Waste & Land, Inc 
West Newbury, MA 


West Valfoy Nuclear Services Co , Inc, 

Wostec Services, Inc 

Western Nuclear, Inc (subs of Phelps 

Dodge Corp ) 


Western Water Consultants, Inc 
Wostinghousa Eleclrtc Corp. 


Wostinghouse Hanford Co 
Weslinghouso Oporating Plants Owners 
Group 

Weston <Roy F. Weston, Inc) 

Weston Geophysical 

Weston Geophysical Corp 
Whittaker Corp 


Winthrop Univ, Hosp , Long Island, NY 
Wiaconsin Electric Power Co 


Wisconsin Public Service Corp, 


Wolf Creek Nucteer Operating Corp 


ACCESSION 

NUMBER 

8812060084* 

8812060288 

8812070045 

8012080124 

8812130130 

8812130138 
8812150013 
68122000B6 
BB1220D185 
08122001 88* 

8812210254 

8812210255* 

8812220353 

8012120005 

8012120102 

B81212010B 

881219D146 

8811290176* 

8612020074 

8812270075 

8012270075 

8612270087 

8012270087 

8812280091 

8812050160* 

8012090188* 

8811280053 

6812050174 

0812050309 

0012060167* 

8811280117* 

8811300582* 

8812070182* 

8812000283* 

8812090285* 
8012130111 
8B121 30171* 
0812150107* 
8812150269* 

6812150270* 

0612160016* 

0012160018* 

0812160027* 

8812160020* 

6812200270 

8012200317 

0812210031* 

0812210034* 

8812210145 

6612210162* 

0012220037 

8812220139 

0812220163 

8812220211* 

8012270204 

0811280108 

8812020189* 

8812060261* 

8812010278* 

8811230220 

8812230169 

8812230174 

B8120B0228 

8811200021 

8812010006 

0012050121 

8812050121 

8812050186 

6812060221 
8812090090 
881 2090090 
8812090281 
8612090201 

0812190218 

8812190216 

8812200173 

8812210095 

8012270234 

8811290038 

8612010413 

8812060030 

8812090107 

8812090109* 

0012090146* 

8812140040 

8812220132 

8810280324* 


SUBJECT 

CATEGORY 

50 397 
60-397 
50 397 
50 397 
50 397 

50 397 
50 397 
50 397 
50 397 
50 397 

50 397 
50 397 
50 397 
WASTE MGT 
WASTE MGT 

WASTE MGT 
60-139 
WASTE RES 
50 443 
50 443 

50 443 
50 443 
50 443 
50 443 
PROJ 

COMMISSIO 
40 1102 

40 1162 
40 1162 

40 6502 
TOPREP 
60 483 
50-338 
60*266 

SO 260 
70 11B1 
CONTRACT 
60 306 
60 275 


60 276 
60*276 
60 276 

TOPHEP 
70 1151 
60*498 
50 498 
71-24 

71-24 
TOPHEP 
71-0229 
50 482 
60 295 

XPORTL1C 

TOPREP 

40-0992 
60 440 

CONTRACT 
40-7455 
40-7455 
40 7455 
PRM 

50 266 
50 260 
50 266 
60 266 
60 266 

60*301 
50-266 
60*266 
50 266 
60-266 

60 286 
50 266 
60*266 
50*266 
60 266 

50 305 
60*305 
60 305 
60 305 
60*305 

50*305 

50*305 

60*305 

60-482 


N 


P 

P 

P 

P 


P 

P 

P 

P 

P 

P 

P 


P 

P 


P 

P 


R 


0 

S 

P 

p 

p 

Q 

P 

P 

P 

P 

R 

R 

Q 

S 

S 

Q 

H 

P 

P 

P 

P 

R 

P 

Q 


DOQD CJD -n 0*0^ OwOO< 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEQORf 


8811200185 

50-482 

P 


8812050079 

40-8964 


8811280187* 

50 482 

P 


8812210020 

40-4402 


8811290002 

50-482 

V 


8812210075 

40 4492 


8811290402 

50 482 

Q 


8812210300 

408102 


8811300300 

50-482 

F 


8812210307 

40 8971 


8811300404 

60-482 

Q 


88 122 10368 

40-8452 


8811300483 

50-482 

S 

Yankee Atomic EJecIrlc Co. 

6811230191 

71-6601 


8812010387 

PR 



8011300109 

60-29 


8812050043 

60-482 

P 


8812050003 

60-20 


8812050153 

50 402 

Q 


8812060185* 

60-29 


8812050179 

60-482 

0 


8812060208 

50-29 


8812050258 

60-482 

Q 


8812060270 

50-29 


8812090185 

60-402 

S 


8812080077 

60-29 


8812130272 

50-402 

S 


8612090044 

PR 


8812140260 

50-482 

s 


0812090062 

50-29 


8812200208 

60-482 

R 


8812150063 

50-29 


8812200349 

60-482 

S 


8812210004 

50 29 


B812210110 

60-482 

P 


8812210411 

50 29 


8812210401 

60-482 

Q 


6812220129 

SO 29 

Wyoming, Slate of 

8811230021 

40-8857 



8812270055 

50 2B 





REPORT NUMBER INDEX 


Ihe subject category column in this index gives the 
jocKet number and the symbol for the category of 
(formation within that docket; for example, 50-233 P. 
Iha docket subject categories are defined in Appen- 
(fxA. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT HUMBER 

ACCESSION 

SUB- 

OTHER REPORT 

NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

Mt'T7 

8812190201* 

WASTE RES 

NRC-02-85 002 

'jr OflfT R04 

0812220064* 

WASTE MGT 



8012140201* 

WASTE MQT 


FOI 

0012050172* 

60-440 

P 


0011280040* 

TOPREP 



8812190335* 

50-454 

K 

Ktl 20-07 

8812190337* 

60-464 

K 


8812270243* 

60-200 

P 

JO 1-01 noo 

8812190409* 

60 312 

P 

tJti3-3-87 DRFT 

8811160348 

50 245 

Q TAG Me6691 

t-H53^*€7( n noo 

8811180327 

60-286 

Q TAG M66591 

87 -2 ROO 

0011180341 

50-352 

Q TAG M68591 

ii^5;j4'87(-3) ROO 

8011210080 

50-322 

Q TACM665fl1 


8011210050 

60-277 

Q TACM66591 

itOD/E708 

8812060054 

ORQ 


45-1 49 

8812120145* 

60-416 

P 

^wiso 

8012120147* 

60 416 

P 


8812220341* 

60 336 

P 

8812210130* 

TOPREP 



8811140171* 

WASTE MQT 


X&EIS-0135 

0012090141* 

WASTE MQT 


7^/LLW-72T VOS 

0012050114* 

WASTE MQT 


XE;LLW-72T V04 

0012050110* 

WASTE MQT 



0012050102* 

WASTE MQT 


XC/LIW-73T V&2 

0012050107* 

WASTE MQT 


[^n62l 

0812080031* 

71-0233 


RM-OOOTRA 

8811290272* 

60-267 

S 

R02 

8611180312 

60-247 

Q TACM86691 

^:Q-NTA‘7301 

8811210007* 

60-456 

P GL-8a-28 

FjWH’A-TOI? 

8811170247* 

60-307 

P QL 83-20 

fOSNTA-743a 

8811220443* 

60 526 

P GL-63 28 


8810120268* 

50 466 

P aL-B3-28 

^MfteO-7Wt ORFT 

8311180299 

60-213 

Q TAG M66501 

KG-«EO-7746 0RFT 

8811210062 

50-280 

Q TAG M66591 

fj3.St>-7537 

8710140322* 

60-483 

Q 

(03^7619 

8710140210' 

60-275 

Q 

K3-SO-7420 

0710140231* 

60-276 

Q 

KQ^RE^OIB DRFT 

8811180354 

60-423 

Q TACM60591 

aj^tJOIOAAIO 

0612210403* 

TOPREP 

GA-LTR-11 

WDftMVOI R01 

8612220303* 

71-6346 


fH43t6 

8812200249* 

60-426 

A 

iimofaa'Q 

0811160356* 

60-277 

P 

mii77 

8012190356* 

60-454 

K 

f{SC0634»3 ROO 

8612120151* 

60-416 

P 

mX)l>33ROO 

8812220214* 

60-206 

P 

TO/6e-9 rio2 

8812160274 

WASTE MGT 


IWIE<34»20V1SN10 

8612020180 

NUREQ 


MjREG-0020 V12 Ml 1 

8612190096 

NUREG 


‘«tE<34M8e D04 RiO 

8612190166 

NUREG 


«UREt3^W9VtON08 

881 201 0368 

NUREG 


WRE<3-OW9VION09 

8612190333 

NUREG 


'WIEQ4)750V26N03 

8812020167 

NUREG 


^J(l£<3‘0760V2S N04 

8812280060 

NUREQ 


SI 7 

8812160177 

60-446 

E 

^£<3-0707 SIB 

8612160178 

60-446 

E 

m.<i-07&7 S10 

8812160101 

60 446 

E 

'JJRE<3-0797 S20 

8612190088 

60-445 

E 

'IAEO-D933 SOS 

8812020170 

NUREG 


)ZH R04 

881201035B 

NUREG 



These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG 1272 V02 N02 

8812020172 

NUREQ 


NUREQ 1275 V03 

8612190085 

NUREG 


NUREQ-1328 

8812280105 

NUREQ 


NUREQ-1329 

8812280087 

NUREG 


NUREG-tSaO 

8812280076 

NUREQ 


NUREG‘1333 DRFT FC 

881 20203 11 

NUREG 


NUREG/CP 0095 

8812260114 

NUREQ 

SANDOB-1636 

NUnEQ/CP0090 

8012020308 

NUREG 

PNL-SA-16308 

NUREG/Cn-2000 V07N10 

8612190133 

NUREQ 

ORNL/NSLfC.200 

NUREQ/CR 2907 V07 

8812010047 

NUREG 

BNL-NUREG 51631 

NUREQ/CR 4527 V02 

0812190075 

NUREG 

SAND36 0336 

NUREQ/CR-4639 V03P1 

B812190018 

NUREG 

EGG 2456 

NUREQ/CR 4639 V03 P2 

6812190037 

NUREG 

EGQ 2450 

NUREQ/CR-4639 V03 P3 

8812190066 

NUREQ 

EGG 2450 

NUREG/CR-4B28 

8812190123 

NUREQ 

MEA 2108 

NUREQ/CR-4916 

8812160322 

NUREQ 

SANDQ7 0956 

NUnEQ/CR-4060 

8012010073 

NUREG 

ANL-87-22 

NUREG/Cfl-5053 

8812010086 

NUREQ 

BNL-NUREG 52110 

NUREG/CR-S133 

8812010060 

NUREG 

LBL-21987 

NUREG/Cn 5135 

8812020179 

NUREQ 

LA-UR 60 2871 

NUREQ/CR 5171 

8812190120 

NUREQ 

ANL 88-27 

NUREQ/CR 5180 

8812190153 

NUREQ 

ANLBOOO 

NUREQ/CR 5183 

8812020166 

NUREQ 

ORNL/TM 10030 

NUREQ/Cn-61flO 

8812010349 

NUREQ 

PARAMETER IE172 

NUREQ/CR-5219 

8812010353 

NUREQ 

SAND80-7110 

NUREQ/CR 6220 V01 

6812020164 

NUREG 

CREARE TM-1189 

NUREQ/CR 6220 V02 

6812020159 

NUREG 

CREARE TM-118& 

NUREG/CR 5225 

6812160094 

NUREG 

EQQ.2648 

NUREQ/CR 6232 

8812010333 

NUREG 

BNL-NUREG 52164 

NUREQ/CR-5240 

8812010069 

NUREQ 


NUHEQ/OR-5248 

8012010343 

NUREG 

PNL-6701 

ORAU 88/J 79 

8612090104* 

70-734 


ORO 4014-18 

8612070170 

60 83 

R 

PQe-1043 A02 

8812270163 

50-344 

P 

PSE-03-103 ROO 

8812190031* 

60-354 

P 

ROE 13 0667 

8812070146* 

50-220 

Q DRF Cl 1-001 04 

RDS-26606 01-NPAR1 

8012080060* 

TOPREP 


SAIC-88/9029 PT02 

8809130095* 

TOPREP 


SASn 88 02 ROI 

0811290357* 

50-277 

P 

SASR 88 04 ROI 

0811200365* 

50 277 

P 

SECY-86-101A 

6812120162* 

FOIA 


SECY.86-243 

8609040334* 

EOIA 

2 206 

aECY-86-323 

8011170087* 

FOIA 


SECY-88-039C 

8811280026 

SECY 


SECY-88 083 

8004120011 

SECY 

AC56.1 16 

SECY-e8-127 

8012140224* 

FOIA 


SECY 88 284 

8011040189* 

FOIA 


SECY-00-302 

8812140222* 

FOIA 


SL-4492 ROI 

0012090294* 

50 454 

P 

TDR 050 ROO 

8812270141* 

60-219 

S 

TR-203A ROO 

8611210070* 

50-293 

P 

WCAP 0245 ADD 01 ROD 

8612210152* 

71-24 


WCAP-11695 

8812150270* 

50 276 

P 

WCAP-11791 

8812070102* 

50 338 

P 

WCAP-1 1018 ROO 

8811280117* 

TOPREP 


WCAP.11966 

8812180010* 

50 276 

P 

WCAP-12065 

8812160029* 

50 276 

P 

WCAP.12071 V02 ADD02 

8812090205* 

50 266 

P 

WCAP-12087 

8812210034* 

50 408 

P 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


^3111 listed as enclosures are those indicated by an 
jslerisk following the accession number in the index- 
fs. The second column gives the accession number 
cl Ills principal document under which the enclosure 
sisleo. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

Ibe sub|ect category column in this index gives the 
Wet number and the symbol for the category of 
filormation within that docket; for example, 50-320P. 
file docket subject categories are defined in Appen- 

(JxA. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 
DaOSUftE 


<>«T0J5O 

I 

ii41300-75 

mim? 

m\m\ 

mmz2 

KlMOZai 

fcAStocfsa 

h-snJOOSi 

v'mm 

K'}1202S8 
Willems 
S' <0044 
M01&O472 
f/\mS2A 
1^70 1 67 
H1IKC340 

!ill«0189 

Jjfft002St 

nmciozao 

KIII002dl 

MUHW2&3 

unisa22i 
M11150355 
H111TW57 
mm47 
Mjiiiooor 
Htr2;oai6 
»ill»0O24 
Nil 210031. 

NI!2l0O3a 

Nf(aiX)39 

N112i0041 

WI210042 

N1f2t004& 

»1t2100e7 

6i1i2t0070 

mimn 

K112t(J0T7 

N112l»6t 

NI121(IO$4 


ACCESSION NUMBER 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8812120044 

88/11/20 

FOIA 


8811210135 

6811210133 

88/11/16 

71-685 

8812120044 

80/11/20 

FOIA 


8011220208 

B81 2050060 

88/11/10 

50 440 

8812010234 

88/02/12 

REVIEW Qfl 

P 

6011220443 

8612070135 

88/11/29 

50 5SB 

8312010234 

88/02/12 

REVIEW GR 

P 

6011230010 

6011220324 

88/11/10 

SO 213 1 

8311160211 

88/11/22 

l&E 


8011230010 

8011230015 

88/11/10 

50 400 1 

3312010234 

00/02/12 

REVIEW QR 

P 

8D1 1230065 

8611230054 

68/11/06 

MISC 

3812160161 

08/12/16 

40-2263 


881 1230006 

8011230077 

68/11/17 

50 293 

3812100101 

08/12/16 

40*2263 


8011230104 

8811230101 

BB/11/18 

50 300 

8812200266 

08/12/20 

FOIA 


8811230186 

8011230163 

00/11/04 

70*143 

381 2200266 

08/12/20 

FOIA 


8011230217 

8811230216 

06/11/03 

50397 

881 2290226 

00/12/27 

FOIA 


6811230219 

8811230216 

80/11/17 

60-445 ( 

8812200266 

88/12/20 

60*440 

R 

8811230227 

0811230225 

80/10/31 

60-275 

6312120189 

60/12/00 

60 203 

P 

8811230233 

8811230232 

80/10/20 

50*206 

6812230121 

80/12/14 

50 276 

Q 

8811230266 

8811230254 

88/10/31 

40 8071 

8312230121 

80/12/14 

50-275 

Q 

0811230267 

6811230268 

88/11/09 

70*1 151 

6312210263 

00/12/14 

50 463 

Q 

6011230209 

8011230266 

88/11/09 

70-1151 

3812120169 

08/12/08 

60*293 

0 

6011230301 

8011230269 

80/11/09 

40 8003 

3311300056 

08/11/23 

60-341 

Q 

0011230324 

8811230319 

88/10/31 

40 6622 

8812200266 

08/12/20 

60-440 

P 

8011260040 

8011200038 

0B/10/1D 

TOPREP 

3812000279 

88/12/02 

FOIA 


8011260046 

0811200042 

00/11/04 

50 436 

8811200342 

80/11/21 

60 348 

Q 

8011260051 

0811200044 

80/11/16 

50 344 

8812200266 

88/12/20 

60 440 

P 

8811200057 

B81 1280054 

00/11/04 

50 390 

6812200266 

80/12/20 

60 440 

P 

8811280069 

6011200044 

80/11/16 

50 344 

6812060322 

80/12/01 

70 622 


801 1200078 

8811200073 

80/11/23 

60 454 

8812160037 

00/12/09 

TOPREP 


8011280007 

0611280081 

08/11/10 

60-261 

8812200312 

08/12/00 

60-255 

P 

001 1200080 

8011280083 

88/11/23 

50-1 B5 

8811300099 

OB/11/18 

60 453 

P 

0011260095 

6811280091 

68/00/17 

60 312 

8812000174 

00/12/07 

FOIA 


8011280096 

8811280061 

06/11/10 

50 261 

8612130210 

00/12/12 

FOIA 


8011200007 

8811260004 

88/11/22 

50 295 

8812060322 

08/12/01 

70*622 


8811280103 

8011260101 

00/11/15 

50 336 

8012060263 

80/11/30 

60-482 

Q 

8811200105 

8811280102 

80/11/21 

50 305 

8811020184 

00/10/21 

60-352 

F 

881 1280100 

0811280106 

08/11/21 

50 424 

6812010210 

86/11/10 

60*203 

P 

6811280113 

0811280106 

88/11/21 

50 424 

6811290448 

08/11/23 

60*220 

Q 

0011280117 

0811200108 

80/11/21 

TOPREP 

6812060277 

68/11/20 

FOIA 


0811280116 

0812150121 

80/12/09 

SO 3S2 

8811100222 

08/11/03 

PR 


8011260125 

8011280123 

00/11/18 

60 163 

8811100222 

00/11/03 

PR 


8811280127 

8611280123 

08/11/18 

50 163 

8811100222 

60/11/03 

PR 


8811280130 

8011280128 

80/11/28 

ORG 

6B1 1100222 

80/11/03 

PR 


8811280132 

6811200120 

80/11/20 

ORQ 

0811100222 

80/11/03 

PR 


8611280134 

8811260126 

88/11/28 

ORG 

6011140164 

00/11/08 

WASTE MQT 


8811200137 

8811200131 

88/11/23 

WASTE MGT 

6811160217 

86/11/03 

60-416 

0 

8811280152 

8811280148 

88/11/21 

60 316 

6811300322 

88/11/23 

50-277 

P 

6611280165 

8811 280163 

88/11/23 

50 288 

6812200108 

08/12/09 

60*316 

Q 

0611280176 

6811280123 

08/11/18 

60163 

8612080120 

68/11/30 

60*397 

P 

0611200176 

8811200174 

80/11/10 

BO 271 

8611300056 

88/11/23 

60-468 

P 

0011280180 

0811200175 

08/11/21 

50-281 

8B1 2010210 

8B/11/1B 

60 293 

P 

8811260182 

8811280175 

88/11/21 

50-281 

0612010210 

86/11/18 

BO 293 

P 

6611280187 

8811280185 

88/11/21 

50 482 

B81 2010210 

60/11/18 

50-293 

P 

8611280213 

8011200212 

88/11/16 

50 4S8 

6812010210 

08/11/10 

60-293 

P 

8811280214 

6811200212 

08/11/16 

50 458 

6612010210 

00/11/18 

60-293 

P 

0011280217 

0811280216 

00/11/18 

50-387 

6612010210 

86/11/10 

60-293 

P 

801 1280210 

6811280216 

80/11/16 

60-387 

8612010210 

80/11/18 

60-293 

P 

8011200220 

0B1221O145 

88/11/03 

71-24 

0612010210 

88/11/18 

60 203 

P 

8011290008 

8811290006 

88/11/18 

50 409 

6612010210 

08/11/18 

60-203 

P 

8811290011 

8611290007 

88/11/23 

60 322 

6612010210 

08/11/18 

60-293 

P 

B 01 1200026 

8811290024 

00/11/23 

60-320 

6812010210 

06/11/18 

60-293 

P 

6811290032 

6811290025 

80/11/10 

50-20Q 

6812010210 

88/11/10 

60*293 

P 

0811290035 

8811290034 

88/11/22 

60 272 

6812010210 

80/11/18 

60*293 

P 

0611290040 

8811290034 

88/11/22 

60 272 

8B12Q10210 

88/11/18 

60-293 

P 

6811290043 

8811290036 

BB/11/16 

50 413 
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274 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

0611290049 

8811290036 

08/11/16 

60 413 

Q 

8811300272 

8011300231 

80/11/22 

8811290074 

8611290059 

88/11/21 

60-247 

Q 

8811300290 

0811300288 

80/11/23 

8611290076 

8811290059 

88/11/21 

60 247 

Q 

6811300295 

8011300293 

00/11/17 

8811290122 

8011290115 

87/12/15 

50-309 

Q 

6611300290 

6811300296 

80/11/15 

0811290131 

8811290129 

80/11/15 

50 254 

P 

8011300309 

80 11300307 

80/11/17 

8811290139 

8811290134 

08/ 11/23 

50-247 

P 

6611300312 

0811300307 

80/11/17 

0611290155 

8811290149 

80/11/10 

50 206 

P 

8611300923 

8011300317 

80/11/16 

8011290156 

8811290149 

80/11/18 

50 206 

P 

8611300925 

0811300922 

06/11/23 

0011290175 

0811290164 

88/11/22 

60 408 

P 

8811300326 

8011300317 

00/11/16 

8311290176 

8811290166 

08/11/18 

WASTE RES 


8811300329 

8811300927 

00/11/18 

0011290170 

8611290145 

88/11/23 

WASTE MGT 


8811300336 

8611300333 

80/11/14 

8811290191 

6811290183 

08/11/02 

50 440 

F 

8611300346 

6811300342 

00/11/14 

8611200205 

8011290203 

84/12/03 

CONTRACT 


8811300357 

8611300352 

80/11/17 

8811290218 

8811290213 

00/11/25 

WASTE MGT 


8611300301 

8611300979 

88/10/03 

8811290222 

8011290219 

88/10/31 

50 213 

P 

6811300386 

6811300379 

80/10/03 

0011290229 

8611290224 

08/11/07 

REVIEW GR 

P 

8811300308 

8811300970 

08/10/03 

8811290272 

8811290266 

80/11/22 

50 207 

S 

B8 11300406 

8611300400 

80/11/23 

0811290276 

8011290271 

08/11/18 

50-313 

Q 

8811300417 

8811300380 

08/11/23 

8811290278 

8811290271 

80/11/18 

50 313 

a 

8811300423 

0811300421 

80/11/16 

8811290301 

8811290250 

88/11/14 

TOPREP 


0B1 1300436 

8611300425 

88/11/16 

8011290314 

0011290310 

88/11/14 

50 263 

0 

8811300446 

0811300442 

08/11/25 

8611290344 

6811200342 

80/11/21 

50 346 

0 

8811300449 

8611300442 

86/11/25 

8811290355 

0811290350 

08/11/23 

50-277 

P 

8011300452 

8611300440 

00/11/18 

0811290357 

881 1290350 

00/11/23 

50 277 

P 

0811300453 

6611300450 

08/11/07 

6011290362 

8011290360 

88/10/24 

60 353 

A 

8611900457 

8811300455 

00/1 1/23 

8811290365 

8011290364 

08/11/22 

50 272 

Q 

B8 11300466 

881 1900432 

68/11/23 

8811290363 

0611290366 

00/11/18 

70 27 


6B 11900489 

8011300482 

60/11/23 

6011290374 

8811290373 

08/11/29 

50-346 

Q 

6811300494 

0811300467 

88/11/16 

8811290377 

0811200376 

80/11/29 

50 346 

Q 

8611300405 

8811300493 

88/11/23 

0811290361 

0011290345 

00/11/10 

50 282 

Q 

8811300512 

8811300506 

eo/n/21 

6011290398 

0611290392 

08/11/16 

50 333 

Q 

0811300516 

8011300505 

88/11/28 

6611290412 

0811290404 

88/11/21 

50 272 

Q 

8011300517 

8811300506 

06/11/21 

8811290416 

8811290408 

88/11/23 

SO 454 

P 

6011300521 

6811300508 

88/11/14 

0811290419 

6611290400 

60/11/23 

50 454 

P 

8611300522 

8811300518 

00/11/22 

6011290433 

8811290429 

80/11/18 

50 409 

J 

6611300531 

6811300525 

88/11/2! 

8811290441 

8811290434 

08/11/21 

50 275 

P 

0611300540 

8011300534 

00/11/23 

0811290449 

8611290444 

8B/11/16 

50 16 

J 

8011300542 

0811300536 

68/11/17 

6611290457 

8811200451 

88/11/23 

50-206 

P 

8011300543 

6811300537 

80/11/22 

8811290460 

8011290459 

00/11/23 

50 298 

0 

8011300551 

8811300547 

06/11/17 

6811290464 

8811290462 

80/11/16 

50 133 

J 

6811300554 

8011300652 

08/11/17 

6611200476 

6811290474 

88/11/23 

50-382 

0 

0811300555 

8011300553 

00/11/21 

8811290477 

8811290474 

08/11/23 

50 382 

Q 

8811300558 

8811300553 

88/11/21 

0011290496 

8011290400 

88/11/21 

50-266 

Q 

6811300561 

6B1 1300660 

88/11/17 

6611290610 

6611290504 

88/11/18 

50 220 

Q 

8811300563 

8811300560 

88/11/17 

8811290511 

8811200505 

08/11/23 

50 255 

P 

0811300567 

0011300565 

08/11/18 

661 129061 9 

8811290514 

60/11/28 

71-6400 


8611300573 

8811300571 

00/11/18 

8611290536 

8611290531 

88/11/21 

50 244 

P 

0011300574 

0811300571 

88/11/18 

6811290539 

8811200531 

68/11/21 

60-244 

P 

8811300502 

0011300681 

00/11/18 

8011290651 

0011290548 

80/11/21 

50 333 

Q 

8012010012 

8812010009 

00/11/17 

88H 200553 

061129O54B 

88/11/21 

50 333 

Q 

0812010013 

0012010010 

88/11/29 

681 1290565 

6811290563 

08/11/21 

50*277 

Q 

8812010032 

8812010031 

00/11/23 

8811290567 

8811290503 

06/11/21 

50 277 

Q 

6812010070 

8812010059 

88/11/22 

681 1290576 

8011290573 

08/11/21 

SO 293 

Q 

6812010063 

8012010000 

00/12/01 

6811290580 

0811290579 

88/11/23 

60-285 

Q 

8812010085 

8812010080 

88/12/01 

8811300009 

8811300007 

80/11/22 

50 931 

Q 

6812010091 

0812010090 

68/11/23 

8011300015 

8811300014 

88/11/22 

70 3054 


8612010092 

8812010090 

08/11/23 

8811300016 

0011300014 

08/11/22 

70-3054 


6612010119 

8812010116 

88/11/28 

6611300017 

6811300014 

88/11/22 

70 9054 


6812010124 

6012010123 

00/11/22 

8011300016 

8011300014 

88/11/22 

70-9054 


6612010127 

8812010123 

88/11/22 

8811300043 

6811300040 

08/11/22 

50-456 

P 

681 20101 68 

0812010164 

88/11/29 

8011300046 

8811300040 

88/11/22 

50 458 

P 

8612010174 

8011230285 

06/11/21 

8811G0004B 

8011300040 

08/11/22 

50-456 

P 

6612010175 

8812010171 

00/11/25 

8011300060 

6811300058 

88/11/23 

50-341 

Q 

0812010162 

8812010100 

00/11/22 

8811300082 

881130005B 

08/11/23 

50 341 

Q 

8012010184 

8612010180 

68/11/22 

0811300092 

8811300067 

08/11/23 

50-237 

P 

6812010188 

8812010186 

88/11/23 

8011300105 

6311300099 

08/11/16 

50 458 

P 

0812010203 

6612010201 

0B/11/3O 

8811300114 

0811300112 

00/11/16 

50 171 

J 

8612010213 

0812010211 

80/11/30 

8011300118 

0611300113 

88/11/17 

40-0027 


6812010216 

6812010211 

08/11/30 

8811300119 

8811300115 

88/11/16 

50-313 

Q 

8B12D10220 

8012010215 

88/11/20 

6611900129 

0811300126 

80/11/22 

60 424 

P 

0812010221 

0812010214 

80/11/IB 

8811300192 

0611300120 

68/11/18 

XPORTLIC 


8812010237 

6812010226 

88/11/18 

6811300134 

6811300130 

88/11/22 

50-302 

P 

8612010245 

80 1201 0240 

68/11/28 

8811300138 

8811300120 

68/11/18 

XPORTLIC 


6812010249 

8812010246 

80/11/28 

8811300150 

8811300147 

08/11/14 

50-220 

Q 

8012010252 

0012010250 

88/11/29 

6611300160 

8811300159 

88/11/22 

60-313 

Q 

0612010253 

0812010248 

88/11/17 

8811300166 

8011300161 

80/11/10 

50 313 

Q 

6812010258 

8812010256 

86/11/20 

6011300202 ‘ 

8011300189 

88/11/18 

50-139 

P 

8812010260 

0612010256 

80/11/29 

0811300205 

8811300199 

08/11/10 

60-139 

P 

6812010267 

8812010261 

00/11/28 

0011300207 

0811300162 

00/10/20 

ORQ 


0812010275 

8812010274 

88/11/29 

8811300214 

0011300210 

88/11/17 

60 362 

Q 

6812010276 

0612010276 

88/11/18 

6611300222 

0811300220 

88/11/23 

50-289 

H 

0612010202 

8812010280 

00/11/16 

8811300224 

8011300220 

80/11/23 

50-269 

H 

6812010286 

8812010204 

80/11/10 

8811300242 

8011300241 

88/11/23 

50-468 

P 

8812010207 

8012010265 

68/11/25 

8811300246 

8811300239 

08/11/16 

50-298 

Q 

6812010294 

8812010291 

00/11/10 

8811300248 

6811300239 

88/11/18 

60-298 

Q 

0812010296 

661 2010292 

80/11/20 

8811300257 

8811300254 

88/11/23 

50 313 

Q 

8612010301 

8012010297 

80/11/23 

8811300268 

0611300253 

06/11/16 

50-344 

P 

6812010309 

0812010234 

88/02/12 


SUBJECT 

CATEQOflY 

50 458 fl 

50-3 U 

50 461 M 

50 213 0 

50 387 0 

50 3B7 Q 

60-333 0 

50 277 p 

50 333 0 

50 267 0 

50-387 Q 

50 277 0 

50346 0 

40 0058 
40 8958 
40-6956 
50-455 0 

XPORTLH3 
50-275 U 

71 6070 
60 295 Q 

50-205 Q 

50-395 P 

50 237 P 

50 260 ? 

50-352 P 

REVIEW GR P 
SO 305 0 

50 245 0 

50 262 0 

40 4492 
50-282 0 

50 400 F 

50-293 P 

50-346 0 

50 255 0 

50-373 Q 

50-354 P 

SD456 0 

50-297 R 

50-346 Q 

50-346 Q 

60-267 0 

60-257 0 

60 250 0 

50-424 Q 

50-424 Q 

50 480 P 

50 3 13 0 

FOIA 

60 338 P 

60 396 P 

50 499 k 

50-4D9 A 

50 020 P 

50 020 P 

50-352 P 

50 031 P 

60-031 P 

60-338 Q 

50-220 P 

60-237 0 

50 277 P 

50-277 P 

50-259 Q 

70-1 1 13 

60 331 P 

60-331 P 

60-416 P 

CONTRACT 
CONTRACT 
50-327 
50 261 
60-219 
50-334 
50-220 
50 220 
50 416 
50269 
CONTRACT 
CONTRACT 
CONTRACT 
70-734 
CONTRACT 
50 354 P 

50-41 6 P 

REVIEW GR P 
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ACX€5SION NUMBER 


ACCESSION NUMBER 


EKIOSURE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT ENCLOSURE 

CATEGORY 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


HI Ml 0320 

8812010234 

HlMt0326 

6812010319 

HIM10301 

B61201031S 

WIM10J71 

6612010369 

HI 201 03 76 

8812010373 

HIM! 04 17 

6812010234 

HI2020004 

8812020002 

Mt»20005 

8812020003 

HI 2020009 

6812020008 

H12020010 

B81202000B 

Ml 20200 14 

B612020012 

Ml 2020038 

8812020032 

$31202004$ 

6812020033 

Ml 2020042 

6812020025 

Ml 2020045 

8812020033 

Ml 2020051 

6812020025 

Ml 2020053 

6812020048 

Ml'2020059 

8812020048 

M12020071 

6812020068 

M12020113 

6812020104 

M12020121 

8812020104 

Sa 13020123 

6812020104 

Ml 2020124 

8S1 20201 22 

H12020130 

8812020104 

MI20 20131 

6812020122 

MI2020141 

6812020135 

(513020144 

6812020143 

(112020148 

6612020145 

((13020150 

6812020147 

((13tK0$51 

8812020142 

((130201 53 

6812020152 

((13020154 

8812020147 

(612020155 

6812020146 

4(12020158 

8812020142 

(412020162 

8812020148 

4412020175 

8012020171 

^12020176 

8812020173 

4412030183 

8812020182 

4412030 1 87 

8612020167 

M120301&3 

8612020185 

012020189 

8812020174 

4412020190 

8812020167 


8812020186 

4412020196 

8812020193 

M12020201 

8812020198 

M12020202 

8812010160 

4(12020206 

8812020204 

4(12020211 

8812020207 

4(12020214 

8812020186 

U120202IS 

8812020213 

H12020216 

8812020213 

M12020234 

8812020232 

1(12020245 

8812020244 

3(12020248 

8812020244 

^12020283 

8812020262 

M1202O264 

8812020261 

M12020288 

8612020265 

M12020270 

8812020268 

M12020274 

8612020181 

MI2020278 

8812020181 

MI202O28& 

8612020283 

MI2020290 

8812020283 

Ml202<m4 

8812020303 

(412020305 

8812020303 

(412020307 

8812020306 

(412020309 

8812020306 

M1202O314 

8812020313 

4412050010 

8812050006 

4(12050037 

8812050036 

4412050047 

8812050044 

4412050057 

8812050056 

4412050061 

6612050059 

M12050067 

8812060060 

4412060034 

8812050083 

4(12060093 

8812050091 

4(12060097 

8812050096 

6(12060102 

8011090114 

4(12060106 

8811210133 

4412060107 

8811090114 


8811090114 


8811090114 

4(12060131 

8812050130 

«I2060132 

8012050130 

4(12050135 

8812050133 

4(12060136 

8812050133 

4(12050139 

8612050134 

4(12050141 

8812050127 


88/02/12 

REVIEW GR 

P 

8812050160 

0012050149 

88/11/28 

50-116 

P 

8812050170 

S812050169 

08/11/20 

50-116 

P 

8812050172 

8812050169 

88/11/17 

40-8943 


8812050176 

8812050176 

88/11/21 

50-604 

A 

8812050184 

8812050100 

88/02/12 

REVIEW QR 

P 

8812050166 

8012050160 

80/11/28 

50-293 

U 

8312050194 

6812050192 

88/11/15 

CONTRACT 


8812050196 

6812050192 

80/11/30 

50-416 

P 

8812050201 

6012050200 

88/11/30 

50 416 

P 

8B1 2050203 

8812050198 

08/11/28 

60-293 

F 

881 2060204 

8812050202 

86/11/21 

50-322 

G 

6812050214 

8812050213 

88/11/17 

40-8102 


8812050222 

88 120501 46 

80/11/26 

60-443 

G 

86 12050224 

8612050146 

60/11/17 

40 8102 


8812050233 

8812050231 

68/11/25 

50-443 

G 

6812050244 

8812050240 

88/11/15 

40 299 


8812050245 

8812050241 

88/11/15 

40-299 


8812050247 

8812050242 

08/11/28 

50-302 

P 

8612050255 

8812050260 

88/11/23 

60-322 

G 

8812050262 

8812050260 

88/11/23 

50-322 

G 

6812050264 

8812050283 

80/11/23 

50-322 

G 

8612050267 

8812050265 

68/11/16 

40-8857 


6812060269 

8612050268 

88/11/23 

50-322 

Q 

0812050271 

8811300101 

88/11/16 

40-6857 


8812050272 

6811300209 

88/11/21 

50 224 

Q 

8012050274 

8812050273 

88/11/22 

60-265 

Q 

8812050275 

8812050273 

88/11/22 

50 331 

Q 

8812050270 

8812050277 

88/11/29 

50-440 

6 

8812050282 

8812050280 

88/11/30 

60-289 

P 

8812050284 

6811300101 

88/11/29 

60-277 

Q 

8812050285 

8012050277 

89/11/29 

60-440 

G 

6812050287 

8012050277 

80/11/14 

40-4492 


8812050268 

8B1 2050263 

80/11/30 

60-269 

P 

8812050200 

B612050286 

08/11/14 

40-4492 


8812060291 

8812050269 

80/11/30 

50-293 

F 

8812050298 

0812050297 

68/11/29 

50-313 

P 

6812050299 

8812050207 

88/11/17 

60 331 

Q 

8812050311 

8812060306 

88/11/29 

60-255 

S 

8812050330 

8812050327 

88/11/10 

60-259 

P 

6812050331 

8011300327 

88/11/17 

40-6902 


8812050332 

8611300327 

88/11/29 

60-255 

S 

8812050333 

8012050327 

88/11/18 

50-259 

P 

8012050337 

8812050327 

88/11/20 

60-353 

Q 

8812050339 

8812050327 

88/11/28 

60-254 

Q 

8012060342 

6612050327 

80/11/07 

PR 


8B12060014 

6812050308 

88/11/28 

50-263 

Q 

8812060019 

B612060015 

80/11/30 

60-426 

A 

8812060027 

6812060023 

88/11/28 

50-295 

Q 

8812060041 

8811300093 

88/11/23 

60 282 

Q 

8612060056 

6612060051 

08/11/23 

60 282 

Q 

6B1 2060058 

6612060055 

88/11/29 

50 482 

P 

8812060066 

6811300099 

88/11/23 

60 328 

P 

8812060067 

0812060051 

88/11/28 

60-328 

P 

8812060070 

6812060051 

86/11/30 

60-219 

P 

6812060074 

6812060073 

08/11/29 

70-1100 


6812060075 

6812060061 

86/11/28 

60-424 

P 

881 2060076 

8812060073 

06/11/26 

60-302 

P 

8812060076 

6812060069 

66/11/21 

60-280 

P 

8812060079 

6812060072 

88/11/21 

60-260 

P 

8812060001 

8812060051 

80/11/28 

50-498 

P 

88120600B2 

8612060060 

68/11/28 

60-496 

P 

8012O6OOB4 

6812060000 

88/11/29 

60-382 

Q 

8812060087 

8612060051 

80/11/29 

60-382 

0 

8812060089 

8812060069 

80/11/28 

60-313 

Q 

6612060091 

B612060063 

80/11/28 

60-313 

Q 

8812060093 

0812060063 

80/11/29 

60-285 

Q 

6812060096 

8812060083 

88/11/16 

CONTRACT 


B81 2060097 

8812060069 

88/11/29 

50-316 

P 

8812060009 

8812060051 

88/11/28 

60 293 

F 

8612060101 

8812060069 

87/06/04 

PR 


8812060108 

8812060051 

88/11/30 

60-266 

P 

6612060110 

8812060073 

08/11/10 

60-440 

S 

8612060113 

8812060051 

08/11/30 

60-285 

P 

8812060119 

8812060051 

88/11/30 

60-426 

A 

8812060123 

8012060051 

88/11/06 

40-8907 


8812060130 

8812060051 

88/11/07 

WASTE MQT 


8812060132 

8812060051 

88/11/18 

71-865 


6812060138 

8812060051 

88/11/07 

WASTE MGT 


8812060140 

8812060051 

88/11/07 

WASTE MQT 


6812060145 

8812060142 

88/11/07 

WASTE MGT 


8812060146 

8812060051 

88/11/10 

50-269 

F 

8812060161 

8812060149 

88/11/10 

60-269 

F 

8812060153 

8812060051 

88/10/31 

40-6084 


6812060165 

0812060051 

88/10/31 

40 6064 


B81 20601 59 

8812060051 

86/11/28 

50-20 

P 

6812060164 

8812060051 

08/11/29 

60-458 

P 

8612060167 

8812060161 


80/11/29 

PROJ 


88/11/28 

50-440 

P 

86/11/28 

60-440 

P 

88/11/30 

60-344 

Q 

00/11/09 

40-6911 


08/11/09 

40-8011 


68/12/02 

50-208 

Q 

88/12/02 

50-208 

O 

88/11/10 

60-276 

Q 

08/12/02 

60-327 

P 

08/11/15 

50-528 

Q 

88/11/29 

50-263 

0 

88/11/30 

60-426 

Q 

88/11/30 

60-425 

Q 

00/11/30 

50-265 

P 

oa/11/18 

WASTE RES 


88/11/26 

60w(25 

Q 

88/12/02 

50-327 

P 

88/11/25 

50-424 

Q 

80/11/22 

50-396 

Q 

00/11/30 

60-261 

P 

80/11/23 

50-260 

Q 

68/12/01 

50-294 

P 

88/11/23 

TOPREP 


88/11/18 

60-250 

O 

88/11/23 

50-324 

O 

08/11/23 

60-324 

Q 

08/11/29 

FOIA 


88/11/23 

50-289 

Q 

88/11/23 

TOPREP 


88/11/29 

FOIA 


88/11/29 

FOIA 


88/11/30 

60-171 

P 

88/11/26 

5a4U8 

Q 

80/12/02 

60-328 

P 

08/12/02 

60-285 

O 

88/12/02 

60-286 

Q 

68/12/02 

60-390 

O 

88/12/02 

FOIA 


88/11/10 

60.267 

Q 

86/11/18 

60-267 

O 


86/12/02 

08/12/02 

86/12/02 

68 / 12/02 

66 / 12/02 

88/11/26 

88/11/26 

88/11/10 

88/12/01 

BB/12/02 

86/11/18 

08/12/01 

86/12/01 

86/12/02 

88/12/01 

86/12/02 

88/12/01 

88 / 12/02 

88/12/01 

88/11/10 

68/11/10 

88/12/01 

88/12/01 

88/11/28 

80/11/28 

88/11/28 

80/12/01 

80/12/01 

80/12/01 

66/12/01 

86/12/02 

88/12/01 

80/12/01 

80/12/01 

00/12/01 

88/12/01 

86/12/01 

80/12/01 

08/11/30 

80/12/01 

08/11/30 

88 / 12/01 

08/12/01 

80/12/01 

88/12/01 

80/10/31 


FOIA 
FOIA 
FOIA 
FOIA 
WASTE RES 
60*170 
60.334 
60-213 
FOIA 
60-327 
50468 
FOIA 
FOIA 
60-206 
FOIA 
50206 
50-265 
50-327 
FOIA 
60-397 
60-397 
FOIA 
60-255 
60-206 
60-206 
60-206 
60-255 
FOIA 
50-266 
FOIA 
60-206 
FOIA 
FOIA 
FOIA 
FOIA 
FOIA 
FOIA 
FOIA 
60466 
FOIA 
60-262 
FOIA 
FOIA 
FOIA 
FOIA 
40-8502 


Q 

Q 

P 
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ACCESSION NUMBER ACCESSION NUMBER 


EKCLOSURE 

pnir^ciPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

susjEcr 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8812060169 

0012060051 

88/12/01 

FOIA 


6812080015 

8812080014 

08/11/28 

50-320 

6B12060173 

8812060170 

88/11/28 

50 280 

Q 

6012080016 

8812080011 

88/12/01 

COMMISSIO 

8812060174 

0012060161 

88/10/31 

40-8502 


8812080019 

6012080014 

88/11/28 

50-320 

0012060178 

8612060051 

88/12/01 

FOIA 


8012080020 

0812080017 

08/11/21 

50-395 

8812060180 

0812060051 

SB/12/01 

FOIA 


8812080021 

8012080014 

83/11/26 

50-320 

8812060184 

6812080181 

88/12/01 

50-424 

P 

8812080022 

8812000014 

06/11/28 

£0-320 

6612060165 

8811300109 

08/11/22 

50-29 

P 

8812080028 

0012080026 

88/11/22 

70-1151 

8812060189 

8812060051 

88/12/01 

FOIA 


8B1 2080031 

8812080024 

00/11/22 

71-9233 

8612060192 

8812060051 

88/12/01 

FOIA 


8812080034 

6812080032 

88/12/05 

50-330 

8812060194 

8812060161 

88/10/31 

40-8502 


6812080036 

88120B0035 

00/12/02 

60-205 

8312060107 

8812060181 

08/10/31 

40 8502 


8812080037 

8812080036 

88/12/02 

60-285 

0812060108 

0812060161 

88/10/31 

40-8502 


8812080039 

6812080033 

88/11/23 

50-280 

6812060200 

GS1 2060051 

08/12/01 

FOIA 


8812060041 

8812060038 

88/12/05 

50 330 

8812060201 

6612060161 

80/10/31 

40 6502 


8812080043 

6812080038 

88/12/05 

50330 

8812060203 

8812060051 

08/12/01 

FOIA 


8B120B0044 

8812050268 

88/12/01 

60294 

8812060205 

8812060051 

08/12/01 

FOIA 


8812080045 

68 12080040 

88/11/18 

com\ss\o 

881 2060207 

6612060202 

88/11/30 

50-425 

Q 

8812080049 

6812080048 

00/11/10 

60 277 

8812060209 

8812060051 

08/12/01 

FOIA 


6812080051 

0812080050 

88/11/23 

50^250 

8812060211 

6812060051 

88/12/01 

FOIA 


8812080054 

8812080050 

80/11/23 

£0-250 i 

8812060212 

8812060210 

88/10/31 

40 8684 


8812080058 

8812080057 

88/11/23 

50-250 

0612060215 

8812060051 

00/12/01 

FOIA 


8812060059 

8812080057 

88/11/23 

60-260 

6812060216 

8812060213 

88/11/29 

50 317 

P 

881 2080000 

8612080056 

88/11/23 

TOPREP 

8812060220 

6812060051 

08/12/01 

FOIA 


8812080064 

8811170122 

88/11/10 

60-341 

8812060223 

8812060051 

88/12/01 

FOIA 


8812080007 

6612050260 

00/12/01 

50-294 

6812060225 

0B12O6OO51 

88/12/01 

FOIA 


6812060072 

8009130261 

88/07/01 

PROJ 

8812060228 

8012060051 

08/12/01 

FOIA 


8812080087 

8812080086 

88/11/30 

XPORTLIC 

6812060233 

6612060051 

88/12/01 

FOIA 


B812080091 

88120800BO 

88/12/05 

£0-322 

8812060240 

8812060051 

88/12/01 

FOIA 


8812060093 

8812080090 

88/12/02 

XPORTLIC 

8612060241 

86 12060230 

80/12/01 

50'd20 

P 

8812080094 

6612080089 

80/12/05 

60-322 

8812060243 

0812060235 

88/11/22 

60-269 

P 

68120B0095 

8812O8O0D0 

88/12/02 

XPORTLIC 

8612060246 

8812060051 

88/12/01 

FOIA 


6812080099 

6812080096 

88/11/29 

50-333 

6812060246 

8812060235 

00/11/22 

50-269 

P 

8612080106 

8812080104 

88/12/01 

50 416 

8812060251 

8812060249 

88/11/28 

50-440 

R 

8812080107 

6812080103 

88/12/01 

50-334 

6812060261 

6612060260 

88/11/30 

60-333 

Q 

8812080116 

6812060113 

00/11/22 

50-400 

6812060264 

6812060262 

00/12/02 

WASTE MGT 


8012000118 

8812080113 

08/11/22 

50400 

8812060268 

8012060262 

88/12/02 

WASTE MGT 


88 120801 21 

6812080120 

00/11/30 

50 397 

8812060270 

8812060285 

88/12/01 

FOIA 


8812080130 

8612080128 

08/12/05 

50 317 

8812060271 

6812060267 

ee/11/23 

60-400 

Q 

8812080135 

6812080127 

08/11/28 

71-9200 

8812060275 

0812150248 

88/12/09 

WASTE MGT 


8812080148 

6812080142 

88/12/02 

XPORTLIC 

8812060239 

0812010050 

08/11/28 

PR 


8812080164 

8812060163 

08/11/28 

50-247 

6812060292 

6812060291 

00/11/22 

50-309 

P 

081 20801 66 

6812000165 

08/11/30 

50-244 

8812060304 

6812060303 

80/11/30 

50-219 

Q 

8012080162 

8812060159 

08/11/30 

50*280 

8812080307 

8612060303 

88/11/30 

50 219 

0 

8812080185 

8612080163 

08/11/29 

60-280 

8812060314 

6612060312 

00/12/01 

70-2932 


8012080168 

8812080167 

88/11/28 

60-327 

8812060316 

6612060312 

80/12/01 

70-2032 


8812080170 

8812080167 

88/11/28 

60-327 

8812060317 

8812060312 

88/12/01 

70 2032 


8812080173 

0812080171 

00/12/02 

XPORTLIC 

8812060327 

6012060322 

00/12/01 

70-022 


8812080182 

6812060181 

88/11/29 

50-280 

6812060326 

8812060322 

00/12/01 

70-622 


0812000104 

8812080181 

88/11/29 

SO 260 

8812060330 

6812060322 

80/12/01 

70 622 


8812060168 

8812080165 

88/12/02 

XPORTLIC 

8612060337 

8012060336 

88/12/05 

S0-4B3 

P 

8812080190 

6812060189 

88/11/28 

60^27 

8812060338 

6612060335 

00/11/30 

60-922 

P 

8812080193 

8812080192 

80/11/29 

50-260 

6612060339 

8812060338 

80/12/05 

50 483 

P 

8012080196 

8812000194 

88/11/30 

50-327 

8812060340 

8812060335 

88/11/30 

60-322 

P 

B0120B0212 

8812080209 

88/11/26 

60 244 

8812070016 

0812070010 

00/12/01 

60-293 

F 

8812080224 

B6120B0222 

86/12/01 

50-264 

8012070018 

8012070017 

80/12/02 

50-416 

P 

8812080229 

8812080227 

08/12/05 

50-327 

8812070027 

8812070026 

88/11/20 

60-369 

P 

881 2080234 

8612080232 

08/11/21 

50-334 

0B1 2070034 

8612070033 

88/11/18 

60-264 

P 

6812080235 

8812060233 

88/11/30 

60 335 

8812070038 

8012070035 

08/12/02 

50 295 

P 

8812080242 

6B1 2060240 

80/11/01 

PR 

8812070042 

8812070040 

88/11/29 

50-373 

P 

8812090004 

8812090003 

00/11/22 

60 458 

8812070070 

6612070068 

88/11/22 

60-312 

0 

8812090000 

8812090007 

80/07/05 

50 170 

8812070089 

8812070084 

88/11/30 

50 330 

P 

8812090009 

0B12O9OOO7 

80/07/05 

50 170 

0812070107 

0812070106 

88/12/02 

60-499 

Q 

8812090010 

8812090007 

80/07/05 

60-170 

8812070112 

6012070110 

80/12/05 

60-317 

P 

0812000011 

6812090007 

08/07/05 

50-170 

881 20701 20 

8812070116 

88/12/05 

60-336 

P 

8612090013 

6612090012 

80/11/30 

60-247 

6012070134 

8812070133 

00/11/30 

60-271 

P 

8812090034 

8812090029 

68/11/22 

60-269 

6812070146 

8012070141 

08/12/02 

50-220 

Q 

8012090060 

6812090036 

88/12/05 

£0-315 

0012070160 

8812070157 

88/12/05 

60-416 

P 

8812090066 

8812090082 

80/11/28 

TOPREP 

6812070161 

6812070167 

08/12/05 

50-416 

P 

8812090087 

B81 2090065 

88/12/05 

60-269 

8812070162 

8B12070157 

00/12/06 

50-416 

P 

6012090003 

8012090091 

88/12/06 

£0-440 

0012070173 

6611300456 

88/11/17 

50 409 

Q 

88 12090008 

8812090097 

88/12/06 

£0-333 

8812070102 

6812070084 

88/11/30 

50-338 

P 

8812090104 

B8120901O1 

88/11/30 

70*734 

6812070168 

6812070187 

08/11/29 

60-276 

P 

6812090109 

0812090107 

08/11/29 

50-305 

8812070189 

8812070187 

88/11/29 

60 276 

P 

8812090120 

8812090118 

80/11/25 

60-63 

6812070202 

8812070201 

00/12/01 

ORQ 


6812090132 

881 20901 28 

88/11/22 

70-143 

8812070222 

8812070216 

88/11/29 

60-244 

P 

8012090140 

6812090138 

88/11/22 

60-425 

8812070225 

0012070218 

88/11/29 

60-244 

P 

8812090141 

6812090139 

88/12/06 

WASTE MGT 

0812070231 

8812070229 

06/12/02 

60-374 

P 

8812090142 

8812000134 

88/11/25 

50-424 

0812070240 

8912070237 

88/12/00 

60-327 

P 

8012090145 

6812090134 

80/11/25 

60-424 

0812070245 

0812070241 

88/11/20 

50-293 

H 

8812090146 

8812060030 

88/11/30 

60-305 

8012070246 

8812070242 

80/11/18 

70-27 


6812090154 

8812090153 

88/12/05 

60-424 

8812070248 

8012070247 

88/11/23 

50-280 

Q 

6B12090158 

8812090153 

88/12/05 

60-424 

0012070254 

8612070249 

88/11/20 

71-4909 


8612090169 

8812090150 

88/12/02 

50-382 

0812070267 

8812070250 

00/12/06 

60-327 

P 

6812090160 

881 20901 60 

80/12/02 

50 302 

8812080005 

0B1 2080004 

66/12/05 

60-322 

Q 

8812090165 

0012090163 

88/12/00 

50 336 

6812000006 

8812080001 

88/11/28 

60-424 

Q 

8812090168 

0812090163 

08/12/06 

50-336 

8812080009 

8312080001 

88/11/28 

60-424 

Q 

881 2090167 

0612090164 

08/12/07 

50-331 

0012000012 

0012080010 

00/11/22 

60-424 

Q 

6812090189 

0012090164 

88/12/07 

60 331 
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ACCESSION NUMBER 
[VUOSlIRE 


PRINCIPAL 

DOCUMENT 


tmm 

rmi^ 

g'lC^JOO 

r}m>^ 

jV^II 

rmt\2 

iimxi 

r ^ 39 ft 21 B 

tmii 

rimii 

imnx 

imx^ 

vmi^ 

tm^ 

vmix 

vimn 

fmii 

iimu 

i'mm 

'timm 

k'?im5 

k'JC9029O 

vmu 

mm 

vifmx 

If' WOT 

mm 

vm\) 

IfiJ^IS 

k'i<^ie 

ll»%3IB 

ymtz 

i'm2^ 

S1jra®39 

i\mi2 

x\mi2 

111120002 

niiiaoDW 

mmQ 

II11I200U 

1(11121)021 

yiime 

wmi 

1111120005 

!IUI200^0 

mm\ 

1112120042 

U11120043 

mm^ 

Kiiiaoow 

1(1212(062 

812120064 

812120065 

81212(060 

8'212(C70 

8'212(C72 

*'2120667 

*12120066 

*'2120091 

*'2120066 

*t21200« 

*12120111 

*12120113 

*12120122 

* 121201^8 


8012090178 

8812090178 

8812090179 

8812090170 

0812090176 

8812090187 

0812090178 

0012090178 

0012090194 

0012090178 

8012060194 

8012090170 

0812090206 

3812090178 

8312090214 

8812090178 

8812090214 

8812090178 

8012090206 

8012090178 

8812090206 

8812090178 

8812090206 

8812090222 

8812090178 

8812090239 

8812090240 

0812090253 

8812090260 

0812090203 

8812090270 

8812Q90270 

0812090264 

8312090273 

8812090281 

8812090273 

8812090281 

8812090279 

8812090286 

8812090286 

8812090288 

8812090279 

8812090306 

8012090279 

6812090302 

8812090302 

8812090312 

8812090310 

8012090279 

8812090302 

8012090319 

8812090320 

8812090323 

6812090324 

0812090279 

8812090279 

8812090341 

8812090341 

8812120001 

8812120001 

0012120006 

0812120012 

0012120020 

8812120024 

8812120031 

0812120034 

8812120037 

8812120039 

8812090270 

8812120037 

8812120048 

0812090279 

8812090279 

0812120063 

8012090270 

8012120066 

8012090279 

8012120044 

8012120085 

0012120076 

0012090279 

0012090279 

8012120096 

0612090279 

8812120105 

0612090279 

6812090279 


ACCESSION NUMBER 


DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

08/11/30 

COMMISSIO 

N 

8012120131 

BB1 21 20127 

86/12/06 

50 410 

86/11/30 

COMMISSIO 

N 

8812120130 

8812120127 

86/12/06 

50-416 

86/12/05 

40-7604 


8012120140 

8812120127 

00/12/06 

50 416 

88/11/30 

COMMISSIO 

N 

3012120145 

8812120127 

00/12/06 

50 416 

88/11/30 

COMMISSIO 

N 

8012120147 

8812120127 

68/12/00 

50 416 

88/11/28 

60-57 

Q 

8012120161 

8812120127 

68/12/06 

60-416 

68/11/30 

COMMISSIO 

N 

8012120162 

0812120159 

88/12/09 

FOJA 

B8/11/30 

COMMISSIO 

N 

8012120165 

8812000068 

08/12/01 

WASTE MGT 

68/11/28 

50-219 

Q 

8012120191 

881 2 120172 

88/11/22 

60-387 

60/11/30 

COMMISSIO 

N 

8012120201 

0812120109 

88/12/05 

50-260 

00/11/28 

BO-219 

Q 

8812120203 

8812120200 

80/12/00 

50 206 

68/11/30 

COMMISSIO 

N 

8012120207 

8812120200 

80/12/08 

50 206 

80/11/21 

60-454 

R 

8012120238 

8812120235 

86/12/08 

WASTE MQT 

88/11/30 

COMMISSIO 

N 

8012120239 

8812120189 

06/12/08 

50 203 

80/12/06 

60-213 

P 

8012120242 

8812120241 

66/12/05 

50-354 

88/11/30 

COMMISSIO 

N 

8012120248 

8812120189 

00/12/08 

50-203 

88/12/06 

50-213 

P 

8012120248 

6812120245 

06/12/02 

50-317 

88/11/30 

COMMISSIO 

N 

8012120250 

8812120214 

08/12/09 

60-245 

88/11/21 

50 454 

R 

8012120251 

8812120249 

60/12/01 

50-346 

88/11/30 

COMMISSIO 

N 

8812120265 

8012120249 

08/12/01 

60 340 

86/11/21 

60-454 

R 

0312120261 

8812120256 

88/12/05 

50 290 

88/11/30 

COMMISSIO 

N 

8012120262 

8612120160 

08/12/00 

50 293 

88/11/21 

60 454 

R 

8012120265 

8612120264 

68/12/06 

50 424 

88/12/05 

60-300 

A 

8312120268 

8612120169 

68/12/06 

SO 293 

88/11/30 

COMMISSIO 

N 

8012120260 

8812120199 

08/12/06 

50-293 

08/12/06 

60-340 

P 

0812120270 

8812120109 

88/12/08 

60 293 

88/12/03 

WASTE RES 


0012130004 

8812130003 

86/12/06 

50 260 

88/11/22 

60 425 

Q 

0312130005 

8812130002 

88/12/02 

50-315 

68/12/05 

60 341 

0 

8012130009 

8812130007 

88/ 12/02 

50-280 

88/11/26 

60-424 

Q 

8312130020 

8812130018 

80/11/30 

50-352 

88/12/08 

50 440 

P 

8312130021 

861 2 130010 

80/11/30 

60-352 

68/12/08 

60 440 

P 

8312130036 

8612130034 

80/12/05 

60-285 

80/11/29 

PROJ 


8812130045 

8812130007 

80/12/02 

50-280 

80/11/26 

50 324 

Q 

0312130046 

8812130044 

88/12/02 

60-331 

80/11/30 

60-266 

P 

8812130048 

8B1 2 130003 

00/12/08 

60-280 

88/11/26 

60-324 

Q 

0312130051 

8812130050 

00/12/05 

50-264 

88/11/30 

50-260 

P 

8312130057 

881 2 130054 

00/12/08 

60 260 

66/12/02 

FOIA 


0312130062 

0612130061 

06/12/06 

XPORTLIC 

88/11/21 

60-302 

Q 

8312130064 

8612130061 

06/12/06 

XPORTLIC 

80/11/30 

60-454 

P 

0312130065 

8812130061 

66/12/06 

XPORTLIC 

66/11/21 

60-302 

Q 

0312130067 

0612120169 

06/12/06 

50 293 

68/12/02 

FOIA 


8312130070 

0012130063 

06/12/01 

40 6500 

66/12/05 

60-271 

P 

0312130073 

8812120189 

60/12/06 

50 293 

08/12/02 

FOIA 


0812130074 

8812130068 

06/12/07 

XPORTLIC 

68/12/05 

60 482 

P 

0312130078 

8812120189 

66/12/06 

50 293 

86/12/05 

60-402 

P 

0312130000 

8812130075 

06/12/07 

XPORTLIC 

66/12/02 

60-302 

Q 

8312130062 

8812120189 

66/12/08 

50 293 

68/11/29 

WASTE MQT 


8312130063 

8012130032 

06/12/09 

50 31 6 

88/12/02 

FOIA 


8312130086 

8612120109 

06/12/08 

50 293 

68/12/05 

50-482 

P 

8312130087 

8812120169 

00/12/08 

60 293 

68/12/01 

60-336 

0 

8812130080 

6812180075 

80/12/07 

XPORTLIC 

86/12/05 

60 498 

Q 

8312130000 

0812120109 

80/12/08 

50 293 

88/12/01 

60 425 

0 

8012130092 

6812120189 

80/12/08 

50 293 

88/12/05 

50-409 

J 

8012130096 

8812130093 

88/12/06 

50 390 

06/12/02 

FOIA 


8012130106 

6812120189 

86/12/08 

50 293 

88/12/02 

FOIA 


8012130120 

8812130119 

86/12/07 

60-338 

86/12/02 

60 305 

Q 

8012130122 

8812130119 

80/12/07 

60 338 

66/12/02 

50 305 

Q 

8812130120 

6812130127 

80/12/02 

60-285 

86/11/23 

60 307 

Q 

8012130132 

8812130127 

88/12/02 

50 285 

88/11/23 

60-307 

Q 

8812130134 

8812130133 

88/12/05 

60 373 

86/12/08 

50 262 

Q 

8012130136 

8812130133 

88/12/05 

50-373 

08/12/07 

60-269 

P 

8012130141 

8812130139 

08/12/02 

60 458 

80/11/18 

60-264 

P 

0012130160 

8812130143 

88/10/10 

60-259 

88/12/01 

50 205 

Q 

8012130160 

8812130140 

68/12/06 

60-29 

66/12/05 

60-309 

Q 

8812130164 

8812130140 

68/12/08 

60-29 

88/12/01 

70 607 


8012130165 

8812130150 

68/12/07 

50-346 

88/11/30 

60-322 

P 

8012130171 

8812130166 

68/11/26 

CONTRACT 

88/12/02 

60 213 

Q 

0812130174 

8812130143 

60/10/10 

50 259 

88/12/02 

FOIA 


3812130160 

8812130177 

88/12/02 

60-289 

68/11/30 

60-322 

P 

8812130166 

8812130184 

68/12/07 

XPORTLIC 

68/12/04 

60-309 

Q 

8812130187 

6812130163 

66/12/12 

FOIA 

80/12/02 

FOIA 


8012130193 

8812130186 

00/12/07 

XPORTLIC 

86/12/02 

FOIA 


3812130194 

861 2000073 

60/12/07 

WASTE MGT 

68/1 2/02 

60-245 

P 

9012130195 

8612130188 

06/12/07 

XPORTLIC 

88/12/02 

FOIA 


8012130201 

6812000073 

06/12/07 

WASTE MQT 

86/12/04 

60-333 

Q 

3812130202 

8812130200 

66/12/08 

50 346 

68/12/02 

FOIA 


8812130200 

8812130204 

06/12/06 

60-316 

00/11/28 

FOIA 


8812130200 

6812130203 

86/09/26 

FOIA 

86/12/06 

60 341 

Q 

8812130209 

8612130204 

80/12/06 

60-316 

86/12/06 

60-339 

P 

3812130212 

6812130210 

88/12/12 

FO)A 

88/12/02 

FOIA 


3612130214 

B81 21 30210 

08/12/12 

FOIA 

88/12/02 

FOIA 


3812130220 

8812130210 

08/12/12 

FOIA 

86/12/05 

60-445 

Q 

8012130221 

6812130177 

68/12/02 

SO 269 

88/12/02 

FOIA 


0812130226 

8B 121 30226 

68/12/06 

60 410 

66/12/06 

60-382 

P 

8012130230 

8B1 21 30226 

0B/12/OB 

60 416 

88/12/02 

FOIA 


8012130232 

8612130226 

06/12/06 

60 416 

88/12/02 

FOIA 


0012130240 

88 121 30237 

QB/12/06 

60 410 


F 

Q 

P 

P 

F 

P 

P 

P 

P 

P 

P 

J 

R 

P 

P 

P 

P 

P 

Q 

P 

Q 

Q 

J 

P 

Q 

P 

Q 

P 


P 

R 

P 

P 

P 

P 

P 

P 

P 

Q 

P 

P 

P 

Q 

Q 

Q 

Q 

Q 

P 

P 

P 

P 

P 

P 


P 

P 

P 


P 

P 

P 

P 

P 


■UTJ’OTJTJ'D 



278 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMDEn ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATHGOnY 

8612130241 

8812130237 

88/12/06 

50-416 

P 

8812150109 

8812150102 

80/12/08 

50^13 

8812130242 

6812130237 

08/12/06 

50 416 

P 

8612150110 

0812150002 

80/12/02 

50-309 

6612130245 

8812130244 

86/11/23 

50-275 

Q 

0812150113 

0812150092 

88/12/02 

50-309 

8812130247 

8612130246 

88/12/07 

50-490 

A 

0012150124 

8812150123 

80/12/08 

60-285 

8312130251 

6612130205 

00/12/07 

60 29 

P 

0012160127 

8812150126 

0B/12/O6 

50-206 

8812130255 

8812130253 

88/12/05 

STATE PRO 

G 

6812150131 

8812150130 

88/12/02 

50-254 

6812130256 

0012130250 

68/12/07 

50 499 

A 

0812160137 

8012150135 

08/11/23 

50-260 

8812130259 

8812130205 

88/12/07 

50 29 

P 

0812160141 

8812150133 

88/11/25 

6(K206 

8812130269 

8812130266 

08/12/07 

50-361 

P 

0612160159 

0612150156 

00/11/25 

60-20$ 

8812130276 

8812130275 

66/12/02 

50 293 

H 

0812150173 

86121S0166 

88/12/12 

50-219 

6612130276 

8812130277 

88/12/02 

50-346 

P 

8812160200 

6612150193 

08/12/07 

50-267 

6812130281 

0812130279 

80/12/05 

50 327 

P 

8812150226 

8812150224 

08/12/07 

£0-498 

8812130282 

8812130279 

88/12/05 

60-327 

P 

8812160233 

8812150231 

80/12/08 

70-143 

6612130286 

8612130283 

08/12/07 

50 210 

P 

8812160234 

0812150232 

68/12/08 

£0445 

8812130292 

0612130275 

80/12/02 

50-293 

H 

0812160235 

8812160221 

88/12/09 

XPORTLIO 

8812130298 

6612130296 

80/12/09 

50 424 

P 

8812150236 

0012150230 

08/12/12 

WASTE MQT 

6612130302 

0812130299 

80/10/27 

50-336 

P 

8812150237 

8812160232 

88/12/08 

50445 

8812130310 

8812130309 

80/12/01 

60-247 

0 

8812150230 

0012150232 

68/12/08 

50445 

8812140014 

0812140012 

08/12/05 

50 354 

P 

8812150257 

6812160255 

88/12/12 

71*500 

6812140018 

8812130267 

80/12/06 

50-499 

Q 

8812150258 

8812150250 

06/12/12 

WASTE WOT 

6812140030 

8812140023 

08/11/28 

50-443 

G 

8812160260 

6612150250 

88/11/18 

50-32? 

8812140033 

8612140029 

08/12/08 

60-259 

F 

8812150262 

6612150261 

88/12/12 

71-649 

8812140048 

6612140042 

80/12/00 

50-260 

P 

8812150263 

0012150260 

88/12/12 

WASTE MGT 

0812140064 

8812140054 

80/12/02 

60 322 

G 

8012150285 

8812130204 

88/12/06 

50-315 

8812140066 

8312140058 

88/11/29 

50-322 

G 

8812150269 

0812160268 

66/12/09 

60-275 

8812140077 

8612140069 

08/12/05 

50 285 

Q 

0812150270 

0612160266 

88/12/09 

60-275 

0812140081 

8812140066 

88/12/07 

60 458 

0 

8812 150271 

8812150267 

08/12/12 

400500 

8812140063 

0812140066 

88/12/07 

50-458 

0 

8812160016 

0012160014 

68/12/12 

50-275 

8812140096 

8812130311 

00/12/06 

CONTRACT 


8012160018 

8812160014 

80/12/12 

60-275 

8812140112 

8612140105 

80/12/06 

CONTRACT 


0812160021 

0812180020 

06/12/12 

50-298 

0812140123 

8812140119 

88/12/12 

WASTE RES 


8812160025 

0612160023 

68/12/13 

60482 

6812140124 

8812140114 

08/12/02 

60 443 

G 

8812160027 

6812160026 

00/12/12 

50-276 

8812140125 

8812140119 

86/12/12 

WASTE RES 


8812160029 

6612160026 

88/12/12 

60-275 

0012140128 

8612140114 

88/12/02 

50-443 

G 

8812160032 

8812160030 

00/12/05 

60462 

8812140135 

8812140114 

08/12/02 

50 443 

G 

6812160033 

8812160030 

88/12/05 

50462 

8812140140 

6812140134 

08/12/12 

WASTE RES 


8612160039 

8012160037 

88/12/09 

TOPREP 

8812140142 

0012140136 

68/12/06 

60 274 

Q 

8812160060 

0812160050 

88/12/13 

71-9180 

8812140145 

6812010234 

88/02/12 

REVIEW QR 

P 

8812160067 

6812160062 

88/12/12 

50-346 

8812140148 

8812140114 

00/12/02 

50-443 

G 

D012160075 

8812160073 

66/12/09 

50-255 

8812140150 

8012140129 

88/12/05 

50-293 

F 

8012160000 

6312160080 

88/12/13 

60-336 

6612140151 

8812140114 

88/12/02 

50-443 

G 

86 121 60003 

8812160092 

88/12/12 

60-338 

6B121 40155 

8812010234 

80/02/12 

REVIEW GR 

P 

6812160094 

6812160092 

88/12/12 

60-338 

6612140159 

8812140157 

88/12/09 

60-259 

P 

8B 121 60096 

8812160091 

08/06/04 

50-259 

6812140161 

6612140162 

60/12/07 

50-462 

Q 

8012160100 

8612160095 

86/12/09 

5CLfl6t 

8012140164 

8812140160 

00/11/10 

50-293 

P 

8012160105 

6812160104 

68/12/07 

50G52 

6812140166 

0812140152 

80/12/07 

60 4B2 

Q 

6612160106 

8012160104 

88/12/07 

50G52 

8812140168 

6812140160 

88/11/10 

50 293 

P 

6612160109 

0012160107 

66/12/12 

60-265 

8012140179 

8812140173 

60/12/09 

WASTE RES 


6812160110 

8012160107 

88/12/12 

60-265 

8812140192 

0012140191 

88/12/06 

50-443 

Q 

8012160113 

8612160099 

86/11/15 

50412 

8812140194 

8812140191 

08/12/06 

50 443 

Q 

8812160115 

6812160108 

88/12/07 

50424 

8612140201 

8612140199 

60/12/12 

WASTE MGT 


8812160124 

8612160121 

80/11/18 

PROJ 

8612140209 

8612140207 

88/12/07 

60-298 

V 

8012100125 

6812160123 

60/12/12 

60-281 

8012140213 

8812140207 

88/12/07 

50 290 

V 

6812160126 

6012160119 

08/12/06 

60-324 

8812140215 

8612140214 

00/12/07 

50-265 

Q 

8012160127 

8612160119 

80/12/06 

50-324 

8812140220 

6611230008 

88/10/17 

40 0027 


6812160130 

0811290392 

B8/11/15 

50-333 

6012140221 

8811230000 

86/10/17 

40-8027 


6812160134 

8612160132 

08/12/07 

70-1201 

8812140222 

8012120169 

86/12/09 

FOIA 


6012160135 

6012160133 

86/12/13 

60-285 

8812140224 

6812120159 

08/12/09 

FOIA 


8812160136 

6812160131 

68/12/05 

50415 

8812140226 

8312140227 

86/12/05 

60-413 

P 

0012160139 

8B1216013B 

88/12/16 

BO-364 

6812140236 

0012140236 

68/12/07 

60 461 

Q 

B812160144 

0812160141 

88/12/02 

60424 

6012140239 

8812140237 

88/12/06 

60-262 

Q 

8812160165 

6612160153 

88/12/06 

60-313 

8812140242 

8812140240 

66/12/01 

50-316 

P 

8812160156 

8612160140 

80/12/05 

50-260 

8312140244 

8012140240 

88/12/01 

60 316 

Q 

8812160157 

6812160163 

06/12/06 

50 313 

8812140256 

8812140255 

00/12/09 

60-456 

Q 

8612160161 

0612160169 

86/11/29 

CONTRACT 

B812140257 

0812140255 

88/12/09 

60-466 

Q 

B612160166 

8012160162 

88/12/06 

60-369 

8812140259 

8812120256 

88/12/05 

50-208 

J 

0812160167 

8012160163 

88/12/05 

50-369 

6812150002 

8812150001 

80/11/25 

50-387 

Q 

8612160169 

8012160162 

80/12/06 

60-369 

8812150009 

8812150006 

88/12/07 

60 334 

Q 

8012160170 

0812160163 

68/12/05 

50-369 

8812160011 

8812150006 

68/12/07 

60-334 

Q 

6812160174 

6612160171 

88/12/06 

60-321 

8812150016 

8812160014 

86/12/06 

60-213 

0 

8612190004 

8612190001 

88/12/09 

60443 

6612150043 

6812150038 < 

68/12/08 

70 27 


8812190005 

0812190003 

88/12/02 

50-390 

8812160046 

8812150036 

80/12/08 

70-27 


8012190007 

0612190001 

08/12/09 

£0443 

6812160049 

8812150038 

88/12/08 

70-27 


8612190009 

8612190006 

88/12/05 

£0424 

8612150065 

8812150061 

08/12/13 

70 2932 


6812190023 

6812160187 

88/12/10 

WASTE RES 

8812150066 

0812150060 

68/12/06 

CONTRACT 


8012100031 

6012190026 

08/12/09 

60-354 

8812150068 

0812150061 

88/12/13 

70 2932 


8012100033 

8012190027 

08/12/02 

70443 

6812160071 

6612150061 

08/12/13 

70 2032 


6812100040 

6812190039 

60/12/12 

CONTRACT 

8012150073 

8812160067 

60/12/09 

60-482 

Q 

6812160050 

6012190045 

88/12/07 

60424 

0812160077 

0B1216OO76 

88/12/07 

60-244 

Q 

8812190063 

8812190045 

08/12/07 

50-424 

6612160080 

6812160075 

08/12/07 

60 244 

Q 

0812100054 

6012140154 

80/12/07 

70-925 

6812150084 

8812150083 

66/12/06 

50-397 

P 

8612100085 

6812190063 

00/12/14 

XPORTLIC 

8812150091 

0012130034 

86/12/05 

60 265 

J 

0812190074 

8812100062 

88/12/13 

60-289 

6812150096 

8812150092 

08/12/02 

50 309 

P 

8812190077 

6812190062 

08/12/13 

60-289 

8812150104 

6812150034 

06/12/05 

XPORTLfC 


8B1 21 90081 

6012190062 

88/12/13 

50-289 

6612160105 

8812160101 

86/12/06 

60-498 

Q 

8012190096 

8812100093 

88/12/07 

60-603 

8812160107 

8612150092 

08/12/02 

50 309 

P 

8812190117 

8812100103 

08/12/05 

50-322 

8812150108 

8812160106 

80/12/01 

60-206 

P 

8612100110 

8812190116 

68/12/12 

50424 


0 

P 

P 

0 

P 

f 

P 


P 

Q 

Q 

A 


k 

A 


? 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


0 

0 


P 

P 

P 

A 

O 

P 
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ACCESSION DUMBER 


E^tOSUHE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


0B1219O119 

00/12/06 

50 603 

G 

hi2l90l30 

0012190127 

88/12/06 

50 271 

G 

!n2lE<l139 

8012190127 

68/12/00 

60 271 

G 

i^ia 190162 

8612190157 

68/12/12 

50 416 

P 

£^12190167 

8012 1901 50 

86/12/15 

WASTE RES 


£^12190 169 

8012190159 

68/12/15 

WASTE RES 


£412190172 

6812190156 

80/12/09 

50-322 

G 

SS12190174 

0812190171 

88/12/01 

50 52B 

Q 

IS121S0178 

8012190171 

88/12/01 

50 520 

Q 

£512190 179 

0B1219O166 

88/12/09 

50 322 

G 

£912190192 

8B12190176 

06/12/07 

50 322 

G 

£5I2IE0191 

8812190100 

66/12/12 

40 6500 


£912190199 

8312190193 

80/12/05 

50*327 

P 

S5h2 190201 

8812190192 

08/12/14 

WASTE RES 


la 1-2190202 

0812190193 

08/12/05 

60 327 

P 

So "2 19-5215 

8812190205 

88/12/07 

50 443 

Q 

52 '2 190216 

BB12190196 

B8/12/14 

60 454 

K 

m2 190222 

8612 190221 

88/11/30 

50*324 

V 

j£l2 195228 

8612190225 

88/11/30 

70-143 


m2195235 

6812190232 

88/12/12 

60*387 

P 

«ol£l90236 

6812190196 

80/12/14 

50 454 

K 

I512190237 

66121G0232 

BB/12/12 

60 307 

P 

5412190239 

6B12190234 

68/12/13 

WASTE MGT 


5412190245 

6612190243 

88/12/00 

50*302 

Q 

5412190^50 

6612190196 

00/12/14 

60 454 

K 

ai2 190251 

8612190240 

88/12/08 

60 424 

Q 

^12 190254 

6812190196 

BB/12/14 

50 454 

K 

5412190258 

6812190257 

86/12/06 

50 424 

Q 

iai2 190259 

6812160196 

88/12/14 

60 454 

K 

4312190263 

6612190262 

88/12/07 

50*200 

Q 

331^190267 

8612160265 

88/12/13 

50 466 

Q 

1412190262 

8012190269 

BB/12/Q0 

CONTRACT 


3412190293 

8812190289 

08/12/13 

FOIA 


W1 2190297 

6812190269 

88/12/13 

FOIA 


1412190299 

0012100292 

88/12/15 

50*364 

P 

4412190600 

6012190296 

68/11/29 

CONTRACT 


4412190301 

8812190209 

86/12/13 

FOIA 


1412190305 

0812190303 

08/12/05 

50 321 

Q 

^12190323 

6312190321 

88/12/06 

60 361 

Q 

63^2190326 

0012190196 

86/12/14 

60 454 

K 

^12190527 

0012190196 

80/12/14 

50-454 

K 

6312190529 

0012190196 

88/12/14 

50 454 

K 

6312190930 

0812190196 

80/12/14 

50 454 

K 

6S1 2190331 

0012190196 

88/12/14 

60 454 

K 

6412190332 

0012190196 

88/12/14 

60 454 


6412190335 

8612160196 

08/12/14 

60*454 

K 

1412190337 

8012160196 

88/12/14 

50 464 

K 

141219033S 

0812190196 

80/12/14 

60 464 

K 

1412190339 

0612160334 

86/12/06 

60*312 

Q 

1312190340 

0B1219O336 

08/12/14 

60*316 

Q 

6312190342 

8012190334 

88/12/06 

60 312 

Q 

6912190344 

8812160196 

8B/12/14 

60 454 

K 

6312190345 

6812190196 

8B/12/14 

60 464 

K 

6S1 21 90346 

0012190343 

08/12/13 

60 264 

Q 

6S12I90347 

6012190196 

88/12/14 

50*464 

K 

6412190349 

8012160168 

80/12/14 

50-454 

K 

6^12190350 

8012190343 

86/12/13 

50 254 

Q 

6312190351 

B612190196 

08/12/14 

60 464 

K 

6612190352 

0012190106 

88/12/14 

60-454 

K 

6312190353 

8612160196 

80/12/14 

50*454 

K 

6312190355 

6812190106 

80/12/14 

60 464 

K 

4312190356 

6812270057 

08/12/16 

50 440 

S 

6312190357 

6612190166 

68/12/14 

60 454 

K 

6312I9C360 

6612160106 

80/12/14 

60*454 

K 

6312190063 

8612190196 

80/12/14 

50 454 

K 

6312190067 

8812190196 

08/12/14 

50 464 

K 

6612190369 

6812190196 

80/12/14 

60 464 

K 

6312190370 

6012190365 

88/12/13 

60 264 

Q 

6312190372 

8612160106 

88/12/14 

60 454 

K 

6312190373 

6312190196 

80/12/14 

50 464 

K 

6312190376 

6012190365 

88/12/13 

60-264 

Q 

6312190360 

8012190196 

80/12/14 

50*454 

K 

6312 1 90332 

8012190106 

00/12/14 

50*454 

K 

651 2 190383 

0312190196 

08/12/14 

50 454 

K 

65121903S9 

0012190166 

08/12/14 

60 464 

K 

3512190390 

0012190196 

80/12/14 

60*454 

K 

3512190391 

8012190196 

8B/12/14 

50*454 

K 

3$1210C392 

0012190196 

88/12/14 

60 454 

K 

6612190003 

0012190196 

88/12/14 

50 454 

K 

6612190394 

0012140202 

86/10/26 

70*143 


6612190305 

8012190196 

00/12/14 

60*464 

K 

661219CM00 

0312190196 

88/12/14 

50-454 

K 

6312190401 

861 21 901 66 

88/12/14 

50 464 

K 

861 2 19040-2 

8612190196 

06/12/14 

50 454 

K 

6612190403 

8012160196 

88/12/14 

60-454 

K 

6612190404 

6812190196 

80/12/14 

60 454 

K 

36121 90409 

6612190408 

80/12/09 

60 312 

P 


ACCESSION NliMBEn 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

BB1P10O414 

0812100413 

88/12/02 

50 520 

0812160415 

0012190413 

60/12/02 

50 528 

8812200005 

6012200003 

80/12/14 

50 445 

8812200011 

6B12200007 

88/12/14 

50 445 

BQ1 2200013 

0012200000 

OB/12/13 

50 250 

0B1 220001 5 

GB1 2200000 

00/12/13 

50 250 

0612200030 

0812200025 

80/12/14 

50 155 

8812200041 

0812200020 

06/12/14 

50 416 

0012200051 

D01 22000 40 

00/12/13 

50 263 

0812200055 

0012200052 

B8/12/12 

50 483 

OBI 2200060 

0012200046 

08/12/13 

50 263 

8012200063 

001 2200054 

80/12/15 

XPORTLIC 

8012200075 

0612200068 

80/12/08 

50 341 

0012200090 

8812200007 

06/12/01 

50 206 

OBI 2200094 

0612200069 

00/12/02 

50 344 

0812200097 

8612200091 

00/12/14 

60 454 

8612200098 

8012200080 

00/ 12/02 

50 344 

8812200109 

0612200108 

60/12/09 

50 316 

8812200111 

0812200103 

80/12/16 

71 454 

0012200114 

6812200110 

06/12/12 

50 322 

0012200120 

6012200108 

00/12/09 

50 316 

80 12 2001 25 

0512200103 

80/12/15 

71 454 

8012200126 

0012230081 

08/12/06 

50 295 

8012200130 

6812200124 

08/12/12 

SO 312 

BB12200132 

6012200129 

00/12/07 

XPORTLIC 

0012200148 

0512200023 

60/12/15 

50 369 

8012200150 

8812200023 

00/12/15 

50 369 

0812200164 

0812200161 

06/12/15 

50-250 

0812200167 

8812200161 

00/12/15 

50-250 

0812200170 

0812200171 

08/12/15 

50*302 

8012200160 

6812200105 

60/12/02 

50-397 

80 122001 90 

8812200023 

60/12/15 

50-369 

0012200193 

8812200023 

66/12/15 

50*369 

0812200204 

0812200190 

80/12/19 

50-300 

6812200210 

8812200109 

00/12/19 

50*309 

6812200211 

0812230177 

08/12/12 

50-360 

0012200223 

8812190196 

60/12/14 

50-454 

0812200226 

8812190106 

80/12/14 

50-464 

8812200234 

8612100106 

86/12/14 

50*454 

8812200237 

8012190196 

08/12/14 

50-454 

6612200238 

6812200233 

88/12/14 

SO 321 

8812200242 

8012200233 

68/12/14 

50-321 

8012200249 

0012200202 

66/12/13 

50-425 

0812200271 

6012200269 

06/12/00 

50-413 

8012200273 

0012200269 

88/12/09 

50*413 

6012200276 

6012200274 

00/12/12 

50*454 

8012200277 

0012200217 

66/12/15 

50 413 

0012200270 

8012200217 

66/12/15 

60 413 

0012200203 

0812200217 

06/12/15 

50 413 

0012200204 

601 220 0200 

00/12/14 

50 322 

0612200295 

8012200292 

80/12/12 

71-421 

8012200296 

6612200291 

60/12/13 

50 305 

0012200297 

6012200212 

00/12/15 

69 269 

0012200300 

6012270091 

08/12/15 

50 341 

00122 00301 

6012200212 

08/12/15 

50 209 

8012200335 

OD 12200334 

60/12/08 

50 528 

8812200330 

0612200337 

60/12/09 

50 261 

0812200341 

0612200336 

06/12/12 

50 J3d 

0812200346 

6012200345 

08/12/12 

60 205 

0012200350 

8812200333 

00/03/23 

REVIEW GR 

0012200353 

8012200351 

60/12/00 

BO 259 

0012200355 

8012200351 

OB/12/09 

50 269 

8012200372 

0Q 12200366 

80/12/12 

60 341 

8812200374 

0812200366 

08/12/12 

50 341 

0012200301 

0812200300 

OB/12/14 

50 416 

6012210018 

8012210013 

60/12/13 

50-317 

8012210010 

0612210017 

88/11/30 

50-520 

8812210022 

0812210013 

08/12/13 

60-317 

8012210023 

8812210017 

00/11/30 

50-529 

8812210024 

8012210015 

00/12/09 

50-445 

881 2210031 

8012210029 

08/12/09 

50-490 

0012210034 

8812210029 

68/12/09 

50-498 

8012210035 

8812210026 

00/12/05 

50-528 

0812210030 

8812210033 

06/12/14 

50-348 

8812210045 

8812210041 

08/12/08 

40-1162 

8812210040 

0812210041 

60/12/06 

50-424 

0012210050 

8612210044 

80/12/14 

50 395 

081 2210053 

8812210047 

00/12/00 

5C327 

8812210077 

0812210065 

60/12/14 

60-206 

0812210000 

0012210065 

86/12/14 

60 206 

0012210006 

0612210079 

80/12/16 

60 302 

0812210087 

0012210065 

88/12/14 

50--206 

0812210080 

0312210005 

60/12/12 

50*313 

8012210091 

QB12210085 

00/12/14 

50 206 

0812210096 

8612210065 

08/12/14 

60*200 

8812210102 

8812210099 

08/12/13 

50 327 

8812210104 

0012216093 

8B/12/01 

40 8057 


R 

P 

R 

R 

Q 

Q 

Q 

P 

R 

R 

P 

P 

S 

K 

K 

K 

K 

Q 

Q 

A 

0 

Q 

P 

R 

R 

R 

P 

Q 

R 

R 

R 

V 

Q 

a 

Q 

p 

0 

Q 

F 

F 

P 

Q 

Q 

Q 
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a 

p 

p 

Q 

P 

P 

P 

Q 

Q 

P 

P 

P 

S 

P 

P 

Q 


DD DOtiOOO "ttO T3 — -03 330 do D 



280 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGOftY 


DOCUMENT 

ISSUED 

CATEGORY 

8812210100 

0812210096 

60/12/01 

40 8857 


8812220201 

0812220198 

60/12/14 

58-294 

P 

8812210115 

6612210114 

06/12/15 

50-269 

P 

8812220202 

8812220199 

88/12/19 

50-334 

P 

6812210120 

8812210116 

08/12/16 

50 275 

T 

8812220204 

8812220190 

00/12/10 

50*334 

P 

0812210122 

6612210118 

80/12/19 

50-275 

T 

8812220211 

8812220206 

88/12/15 

50-295 

P 

6812210126 

8812210118 

88/12/19 

60-276 

T 

8812220214 

8812220206 

00/12/15 

50-295 

P 

0812210130 

8812210126 

88/11/23 

TOPREP 


8812220216 

8812220212 

88/10/03 

50-259 

0 

8812210140 

8812210134 

88/05/18 

CONTRACT 


6812220221 

881222020B 

80/12/12 

60-298 

P 

6812210152 

0812210145 

00/11/03 

71-24 


6812220224 

6812220222 

88/12/14 

60-338 

P 

8812210155 

8812210154 

88/12/15 

50-425 

Q 

B81 2220227 

8812220222 

88/12/14 

50-338 

P 

6812210171 

8812210139 

68/11/28 

40 3453 


0812220228 

0012220222 

88/12/14 

50-338 

P 

8812210173 

8812210166 

80/12/12 

50-289 

F 

8812220235 

8812220232 

08/12/19 

60-416 

P 

8812210165 

6612210065 

88/12/14 

50 206 

P 

8812220236 

0012220232 

88/12/19 

50416 

P 

8812210189 

8012210106 

00/12/07 

40 8027 


8812220253 

8012220252 

00/12/12 

40 8829 


8812210193 

8812210043 

88/12/12 

60-313 

S 

8812220255 

0012220254 

88/12/12 

40-8920 


0B1221O2OO 

6812210199 

80/12/16 

50-260 

P 

8812220256 

0812220257 

00/12/16 

50-389 

P 

8612210208 

6612210204 

80/12/13 

50 456 

P 

8812220260 

0812220257 

88/12/16 

50 389 

P 

8812210209 

8812210204 

88/12/13 

50-458 

P 

8812220263 

6812220262 

00/12/15 

50 245 

P 

8612210210 

8812210204 

88/12/13 

50 458 

P 

8812220265 

0812220262 

88/12/16 

50-245 

P 

8612210221 

8812210217 

86/12/14 

60 390 

A 

8812220272 

6612220268 

08/12/13 

60-334 

P 

6812210224 

8812210223 

88/12/14 

40-8857 


8812220273 

8812220260 

88/12/13 

50334 

P 

8812210233 

8812210231 

80/08/02 

WASTE MGT 


8812220276 

8012220268 

88/12/13 

60334 

P 

8812210244 

8812210232 

00/12/09 

60-282 

Q 

6812220283 

0812220282 

80/12/12 

40-B904 


8812210255 

8812210254 

80/12/12 

50-397 

P 

8812220303 

8012220301 

88/12/12 

71-6348 


8812210273 

0012210206 

08/12/16 

60 259 

F 

0812220923 

8812220300 

68/12/19 

60-255 

0 

8812210276 

8812210206 

88/12/16 

50 259 

F 

8812220330 

8B1 2220326 

88/12/19 

50-346 

p 

8612210278 

8812210211 

88/12/12 

50-313 

S 

8812220334 

8812220331 

80/12/15 

60-271 

Q 

8012210281 

6012210104 

08/12/12 

50-388 

S 

881 2220335 

8812220326 

88/12/19 

50-348 

P 

8812210284 

6612210263 

88/12/14 

50-483 

o 

8812220337 

8812220320 

00/12/19 

50-346 

P 

6812210298 

0812210294 

80/12/20 

50-322 

F 

8812220338 

8812220331 

88/12/15 

50-271 

Q 

8612210302 

8812210297 

08/12/14 

50-390 

A 

8812220341 

8812220328 

08/12/16 

50-336 

P 

8012210304 

8612210301 

86/12/13 

60-313 

Q 

8812220352 

8812220343 

88/12/05 

60 335 

V 

6612210311 

6812210306 

88/12/12 

50 443 

H 

8012220371 

0012220367 

00/12/21 

WASTE MGT 


8012210312 

881221O3Q0 

88/12/14 

50-285 

Q 

8812220385 

8812220382 

68/12/16 

60456 

0 

8612210313 

66 1221 0300 

88/12/14 

50-285 

Q 

8812220388 

8812220364 

08/12/16 

50 499 

P 

8612210316 

0312210314 

00/12/14 

50-317 

P 

8812220361 

8012220384 

88/12/16 

60 499 

P 

8812210317 

0012210310 

88/12/16 

OA999 


8812220364 

0612220304 

08/12/18 

50 499 

P 

8812210319 

8012210310 

88/12/18 

OA999 


8812220397 

8012220396 

88/12/16 

60 353 

0 

8812210321 

0812210310 

00/12/16 

QA999 


8612220401 

8012220400 

08/12/12 

50-289 

Q 

8812210325 

0812210323 

68/12/16 

60 361 

P 

8812230014 

8812230012 

80/12/16 

60 360 

A 

6812210327 

0612210323 

00/12/16 

50-361 

P 

8812230022 

B0 12230020 

08/12/15 

60 333 

0 

8812210328 

0812210324 

88/12/16 

OAd99 


8812230029 

8812230027 

88/12/20 

60 250 

P 

6812210329 

0612210324 

88/12/16 

QAd69 


8812230032 

8812230030 

08/12/08 

60-309 

0 

8812210335 

6812210332 

80/12/16 

50-410 

P 

8012230046 

8812230044 

80/12/19 

50-361 

P 

6312210336 

0812210332 

88/12/16 

60 410 

P 

8812230067 

8012230044 

88/12/19 

50-361 

P 

8612210337 

8612210331 

88/12/15 

50 482 

Q 

8812230071 

8812230069 

00/12/16 

60-285 

P 

8812210338 

0812210334 

00/12/16 

QA999 


8012230073 

8812230069 

66/12/16 

60-285 

P 

6012210339 

8812210334 

88/12/16 

QA0g9 


8812230004 

8812230081 

00/12/06 

50-295 

fl 

8812210340 

6812210334 

00/12/16 

QA980 


8812230080 

0812230086 

80/12/17 

50-322 

F 

8812210341 

8812210331 

68/12/16 

50-462 

Q 

8612230092 

0012230006 

88/12/17 

60-322 

f 

8812210342 

8612210331 

B8/12/16 

50 402 

Q 

8812230004 

8812230086 

80/12/17 

60 322 

F 

0812210347 

6012210346 

60/12/14 

50-313 

Q 

8812230107 

6012230099 

08/12/02 

PRO! 


6612210360 

8012210356 

88/11/16 

70-27 


8812230108 

8812230099 

80/12/02 

PROJ 


8812210362 

0612210361 

88/12/08 

40 6684 


6812230109 

8B1 22301 04 

08/12/15 

60 313 

P 

8812210366 

6812210364 

86/12/15 

50-387 

F 

8812230111 

8812230104 

88/12/15 

60 313 

P 

8812210376 

8812210371 

88/12/14 

50-165 

Q 

6812230129 

8812230125 

88/11/22 

71 3006 


6812210393 

6012210390 

80/12/08 

60-454 

Q 

6812230130 

8812230121 

88/12/14 

60 275 

Q 

8612210394 

8812210383 

88/12/14 

60-312 

P 

0812230140 

8812230134 

88/12/06 

60-277 

0 

8812210396 

8612210390 

88/12/08 

60 454 

Q 

0012230141 

8812230134 

88/12/06 

60 277 

0 

8612210398 

8012210383 

88/12/14 

60-312 

P 

6812230155 

8812230121 

80/12/14 

6I> 276 

Q 

8812210403 

0812210400 

88/12/06 

TOPREP 


8B12230172 

0012230162 

88/12/12 

50--464 

P 

8812210405 

8012210404 

80/12/09 

50-165 

Q 

8812270024 

8812270014 

80/12/15 

50-322 

G 

8812210408 

8812210407 

88/12/08 

70-1703 


0812270046 

8812270040 

88/12/16 

50 346 

O 

8812220003 

8812220002 

80/12/07 

50 142 

W 

8012270040 

0012270040 

68/12/16 

60 346 

0 

8812220019 

8012220015 

88/12/07 

60-112 

P 

8812270062 

8812270057 

80/12/16 

50-440 

S 

8812220026 

8812220021 

80/12/15 

60 280 

Q 

0012270090 

0012270091 

88/12/16 

60-341 

R 

0612220027 

8012220025 

80/12/12 

60-482 

Q 

8812270107 

8612270104 

80/12/20 

50-259 

P 

8812220026 

8012210296 

88/12/01 

40-2269 


0812270117 

8812270112 

68/12/19 

50-361 

P 

8612220036 

0612220032 

08/12/14 

50-321 

P 

8812270127 

8012270123 

80/12/16 

60440 

Q 

8812220045 

8012190093 

88/12/07 

50-803 

A 

8812270131 

6812270123 

88/12/16 

50-440 

0 

8812220057 

0612220055 

88/12/14 

50 364 

P 

0012270141 

6012210355 

80/12/16 

60-219 

S 

6812220056 

8612220056 

88/12/14 

60-352 

P 

8812270163 

8012270151 

88/12/16 

60454 

F 

8612220061 

8012220055 

08/12/14 

50 354 

P 

8812270182 

0812270160 

08/12/16 

60 220 

Q 

8812220063 

6612220055 

86/12/14 

60-354 

P 

6612270166 

8012270112 

88/12/19 

60 381 

P 

6812220064 

8812220060 

80/12/13 

WASTE MGT 


8812270215 

8812210220 

08/12/10 

WASTE MGT 


0812220067 

6812220062 

00/12/14 

50 333 

P 

0012270218 

0012270214 

88/12/16 

60 341 

P 

8812220068 

8812220065 

80/12/14 

60-382 

P 

8812270210 

8012270214 

80/12/16 

50 341 

P 

0812220072 

6612220065 

88/12/14 

50-302 

P 

0612270227 

0812270221 

88/12/22 

FOIA 


6812220066 

6612220065 

88/12/14 

40-3463 


8612270229 

0012270225 

80/12/16 

50 443 

Q 

8812220090 

6312220082 

88/12/14 

50-362 

P 

8012270230 

6812270220 

08/12/16 

50 2B 

Q 

6812220002 

6612220002 

00/12/14 

50 362 

P 

8612270235 

8812270233 

88/12/19 

50-268 

Q 

8812220100 

8812220104 

88/11/02 

70-687 


8612270240 

8812270238 

68/12/22 

70 308 


6012220105 

6612220101 

08/09/01 

60-259 

Q 

6612270243 

8812270232 

08/12/20 

60 280 

f 

8812220119 

8612220115 

80/10/28 

60-327 

Q 

0812270245 

0812270244 

88/09/08 

50 259 

Q 

8612220120 

0812220112 

88/12/05 

60-424 

Q 

8012270246 

8812270230 

80/12/22 

70 398 


8812220127 

8812220124 

88/12/09 

60-424 

P 

B81 2270248 

8812270238 

08/12/22 

70 398 


6812220176 

8812220174 

88/12/07 

60-286 

P 

8012270260 

0012270249 

88/12/20 

60-333 

Q 

8812220177 

8012220172 

88/12/19 

71-6398 


8612270251 

8812270240 

88/12/20 

60-333 

0 
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PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

► '2^?02?5 

8012270273 

88/12/19 

50 206 

Q 

6812260040 

6612280009 

08/12/19 

50 335 

SJ'???0279 
'^70260 
'2270235 
y '2270237 
a 2270299 
^►2270302 

1 LjTfiOCiOO 

8812270272 

00/12/20 

60'335 

Q 

0812260086 

6612260009 

68/12/19 

50-335 

8812270277 

88/12/16 

50 423 

Q 

6812260103 

6612260009 

88/12/19 

50-335 

8812270269 

88/12/21 

CONTRACT 


6812260116 

6512280009 

80/12/19 

50-335 

8612270264 

08/12/13 

XPORTLIC 


6812260124 

6612260009 

80/12/19 

50-335 

8612270264 

08/12/13 

XPORTLIC 


6812260131 

6612260128 

80/12/19 

50-335 

661 2270284 

88/12/13 

XPORTLIC 


6812260160 

6612260160 

OB/12/14 

50-443 

6812270300 

08/12/22 

60^341 

P 

6812280178 

6612280165 

88/12/20 

50 603 

6812270303 

00/12/22 

50'341 

P 

6812290273 

8612290266 

88/12/20 

FOIA 

6812280002 

80/12/19 

60-322 

G 

8812290269 

6612260266 

08/12/20 

FOIA 

ai 2230005 

HI 2280006 

HI 2260007 

M1 226000* 
Vii226Cftl2 

H1 2260021 

H1 2260026 

H1 2260026 

H1 2260033 

8812280002 

80/12/19 

50-322 

G 

6612290201 

8612290266 

08/12/20 

FOIA 

8812280002 

80/12/19 

50 322 

G 

6812290292 

8612290266 

88/12/20 

FOIA 

8812280002 

80/12/19 

50-322 

Q 

6612290204 

8612290266 

00/12/20 

FOIA 

8812280002 

08/12/19 

50-322 

G 

6612290298 

8612290266 

80/12/20 

FOIA 

8812260002 

08/12/10 

50 322 

G 

6612290299 

8612290266 

80/12/20 

FOIA 

8812280002 

00/12/19 

50-322 

G 

68 12300014 

8612290260 

80/12/20 

50-440 

8812280002 

08/12/19 

50-322 

G 

8012300022 

8612290266 

80/12/20 

50-440 

8812280002 

8812280002 

88/12/19 

00/12/19 

50-322 

SO-322 

G 

G 

8901030055 

8612140126 

88/11/30 

50-443 


Q-a"D OOD— i-j— iH-i 
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ENCLOSURE 
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ENCLOSURE 

PRINCIPAL 

DATE 
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DOCUMENT 

ISSUED 

CATEGORY 

8012210108 

6612210098 

86/12/01 

40^8657 


0812220201 

6012220190 

80/12/14 

50 294 

8B12210115 

8812210114 

88/12/15 

SO 269 

P 

8812220202 

8812220199 

00/12/19 

50*334 

8812210120 

8612210116 

86/12/19 

50-275 

T 

8812220204 

6612220199 

88/12/19 

50-334 

8812210122 

88122101 IB 

88/12/19 

50 275 

T 

8812220211 

8012220206 

88/12/15 

50-295 

8812210126 

8812210118 

66/12/19 

60-276 

T 

8812220214 

8612220206 

88/12/15 

50-295 

8812210130 

BB12210126 

88/11/23 

TOPflEP 


8812220215 

8812220212 

80/10/03 

50-259 

6812210140 

8812210134 

00/05/18 

CONTRACT 


8812220221 

6912220206 

88/12/12 

50-298 

8612210152 

0812210145 

88/11/03 

71-24 


8812220224 

8812220222 

00/12/14 

50-330 

8612210155 

6812210154 

88/12/15 

60-425 

Q 

6812220227 

8012220222 

88/12/14 

60-338 

8812210171 

6312210139 

08/11/28 

40-3453 


8812220228 

8612220222 

00/12/14 

59-338 

8612210173 

8B1221Q166 

88/12/12 

50 289 

F 

0812220235 

6812220232 

88/12/19 

60-416 

8812210185 

6612210065 

00/12/14 

50-206 

P 

6812220236 

8612220232 

66/12/16 

50-41 B 

0312210100 

8812210186 

80/12/07 

40-8027 


0812220253 

0812220252 

88/12/12 

40-8829 

8012210103 

8612210043 

88/12/12 

50-313 

S 

8812220256 

8612220254 

00/12/12 

40-8926 

6812210200 

8812210109 

80/12/16 

50 260 

P 

6812220258 

8812220257 

88/12/16 

50-389 

8812210208 

8812210204 

88/12/13 

60-468 

P 

8812220260 

8812220257 

00/12/16 

50-389 

8012210209 

8612210204 

88/12/13 

50 45B 

P 

8812220263 

8812220262 

88/12/16 

60-245 

6612210210 

6612210204 

00/12/13 

50 458 

P 

6812220265 

6612220262 

66/12/15 

50 245 

6812210221 

0812210217 

88/12/14 

50-390 

A 

8812220272 

0812220268 

88/12/13 

5(^334 

8812210224 

88 1221 0223 

88/12/14 

40 8857 


6812220273 

8612220268 

08/12/13 

50-334 

8812210233 

6612210231 

00/00/02 

WASTE MGT 


6812220276 

6812220260 

86/12/13 

60 334 

0812210244 

8812210232 

88/12/09 

50-262 

0 

6812220263 

6012220282 

08/12/12 

400904 

6812210255 

0012210254 

88/12/12 

60 397 

P 

8612220303 

8612220301 

80/12/12 

71 6346 

8812210273 

6612210206 

08/12/16 

60-269 

F 

6812220323 

6812220306 

08/12/19 

50 255 

8812210276 

8812210206 

88/12/16 

50 259 

F 

8812220330 

8812220326 

00/12/10 

50*346 

8812210270 

0012210211 

88/12/12 

60-313 

5 

8812220334 

0812220331 

88/12/15 

60-271 

8812210261 

6612210184 

88/12/12 

50-360 

S 

8812220335 

8812220326 

00/12/19 

50 346 

0612210284 

8812210283 

88/12/14 

50 463 

Q 

6812220337 

8812220326 

88/12/19 

50-346 

8812210298 

0012210294 

00/12/20 

60-322 

F 

8812220338 

8012220331 

00/12/15 

50-271 

8312210302 

8612210297 

88/12/14 

50 390 

A 

8812220341 

BB1 2220328 

88/12/16 

60-336 

861 22 10304 

8812210301 

88/12/13 

60-313 

Q 

6812220352 

6812220343 

60/12/05 

60-335 

8812210311 

8B12210306 

08/12/12 

60 443 

H 

8012220371 

8812220387 

80/12/21 

WASTE MQT 

0012210312 

6612210308 

88/12/14 

60 286 

0 

6012220365 

6812220382 

60/12/15 

60 456 

6812210313 

8812210306 

00/12/14 

50-285 

Q 

8812220386 

8612220384 

88/12/16 

50 499 

0812210315 

8812210314 

88/12/14 

50 317 

P 

8812220391 

6812220384 

88/12/18 

50499 

8612210317 

6812210310 

88/12/16 

QA699 


8612220394 

6612220384 

88/12/16 

50 499 

8812210319 

8812210310 

0B/12/16 

QAQQg 


8812220397 

0812220396 

08/12/15 

50 353 

6612210321 

6812210310 

88/12/16 

OA99Q 


8812220401 

8012220400 

88/12/12 

50269 

8612210325 

8812210323 

08/12/16 

50-361 

P 

6812230014 

6812230012 

88/12/16 

60 390 

B81 221 0327 

8312210323 

88/12/16 

60-361 

P 

6812230022 

0812230020 

86/12/16 

50 330 

6012210326 

6612210324 

88/12/18 

QA999 


8612230029 

8012230027 

88/12/20 

50 250 

8612210329 

6612210324 

08/12/16 

QA999 


6812230032 

6B12230030 

80/12/06 

50 309 

0812210335 

0812210332 

88/12/15 

50 410 

P 

8012230046 

8012230044 

88/12/19 

60 301 

8612210336 

8612210332 

88/12/15 

50-410 

P 

8812230067 

6812230044 

88/12/19 

50-301 

0812210337 

8812210331 

00/12/16 

60-402 

Q 

6012230071 

8812230069 

88/12/16 

50-235 

6612210336 

6612210334 

88/12/16 

QA699 


88 12230073 

6812230069 

80/12/16 

50-235 

6812210339 

8012210334 

08/12/16 

QA999 


8812230084 

8012230081 

60/12/06 

60-295 

6012210340 

8812210334 

80/12/16 

QA999 


8812230069 

8812230086 

08/12/17 

50-322 

0812210341 

6812210331 

88/12/15 

60 482 

Q 

8812230092 

8812230086 

88/12/17 

60-322 

6012210342 

8812210331 

00/12/16 

50-482 

Q 

0812230094 

8812230006 

88/12/17 

50-322 

8812210347 

8012210346 

80/12/14 

60-313 

0 

8012230107 

8812230090 

80/12/02 

PROJ 

6012210360 

8812210356 

00/11/10 

70 27 


8812230106 

8812230099 

88/12/02 

PROJ 

8812210362 

8812210361 

60/12/08 

40-8684 


6612230109 

8612230104 

80/12/15 

60 313 

681 2210366 

8612210364 

80/12/15 

50-307 

F 

8812230111 

8812230104 

88/12/16 

60-313 

6012210376 

8812210371 

00/12/14 

50-165 

Q 

6812230129 

8812230125 

88/11/22 

71 3000 

6812210303 

8812210390 

80/12/06 

50-454 

Q 

8012230139 

8812230121 

88/12/14 

60-276 

0812210394 

8812210383 

00/12/14 

50 312 

P 

6812230140 

0012230134 

08/12/06 

50 277 

8812210396 

6012210390 

86/12/08 

60-454 

Q 

8812230141 

0812230134 

80/12/06 

50 277 

0012210398 

6612210383 

88/12/14 

60-312 

P 

8812230155 

8B12230121 

68/12/14 

60275 

8612210403 

8812210400 

68/12/06 

TOPREP 


6812230172 

8812230162 

88/12/12 

50 454 

6812210405 

0812210404 

88/12/09 

50-165 

Q 

8812270024 

B81 227001 4 

08/12/15 

60 322 

8612210408 

8512210407 

00/12/08 

70-1703 


8812270045 

6812270040 

88/12/16 

60'-346 

6812220003 

8812220002 

88/12/07 

60*142 

W 

8812270048 

8812270040 

00/12/16 

60 346 

8612220010 

0612220015 

88/12/07 

50-112 

P 

0812270062 

081 2270057 

08/12/16 

60 440 

6812220026 

8812220021 

80/12/16 

60*280 

Q 

8812270090 

8812270091 

88/12/16 

50-341 

8612220027 

0812220026 

88/12/12 

60*482 

Q 

6812270107 

8812270104 

08/12/20 

50-269 

0812220026 

6812210296 

00/12/01 

40-2259 


8812270117 

8012270112 

88/12/19 

50-361 

6612220036 

8812220032 

88/12/14 

60-321 

P 

8812270127 

8812270123 

88/12/15 

60-440 

0812220045 

0812160093 

08/12/07 

50 603 

A 

6B12270131 

0012270123 

08/12/16 

50-440 

8612220057 

0812220055 

88/12/14 

60-354 

P 

8612270141 

8612210365 

86/12/15 

60-219 

8812220058 

6612220056 

08/12/14 

50 352 

P 

8812270153 

0812270161 

08/12/16 

60-454 

8812220061 

8812220055 

08/12/14 

60-364 

P 

8812270182 

8812270160 

80/12/16 

50-220 

8812220063 

8012220055 

88/12/14 

50-354 

P 

8612270166 

8812270112 

08/12/19 

50-3811 

8812220064 

8812220080 

88/12/13 

WASTE MGT 


8812270216 

6812210220 

00/12/16 

WASTE MQT 

0812220067 

8812220062 

88/12/14 

50-333 

P 

8812270218 

8612270214 

88/12/15 

60 341 

8812220060 

6812220065 

88/12/14 

60-302 

P 

8812270210 

8812270214 

00/12/16 

50341 

6812220072 

8812220065 

00/12/14 

60-382 

P 

0812270227 

0012270221 

80/12/22 

FOIA 

6812220080 

0812220085 

86/12/14 

40-3453 


8012270220 

8812270226 

68/12/15 

50 443 

8612220090 

6812220062 

88/12/14 

50-382 

P 

8812270230 

0812270228 

08/12/16 

60 29 

8012220092 

6812220082 

80/12/14 

60-382 

P 

8612270235 

8812270233 

88/12/19 

60 266 

8812220100 

8812220104 

88/11/02 

70 607 


8812270240 

6812270236 

08/12/22 

70-398 

8812220105 

8012220101 

00/09/01 

60-269 

Q 

0812270243 

0012270232 

86/12/20 

60-260 

6612220119 

6812220115 

88/10/20 

60-327 

Q 

8812270245 

8012270244 

88/09/08 

50 259 

6812220120 

6812220112 

68/12/05 

50 424 

Q 

0812270246 

6812270236 

00/12/22 

70 395 

8012220127 

9812220124 

80/12/09 

60-424 

P 

0012270248 

0812270230 

88/12/22 

70-399 

8812220176 

8812220174 

80/12/07 

50-205 

P 

8012270260 

8612270249 

80/12/20 

50 333 

8812220177 

8812220172 

88/12/19 

71-6386 


8812270261 

8812270249 

80/12/20 

60-333 


P 

P 

P 

P 

P 

0 

P 

P 

P 

P 

P 

P 


P 

P 

P 

P 

P 

P 

P 


0 

p 

0 

p 

p 

0 

p 

V 


p 

p 

Q 

0 

Q 

Q 

P 

G 

Q 

Q 

S 

R 

P 

P 

0 

0 

s 

p 

G 

P 

P 

P 

0 

0 

0 

p 

Q 


0 

0 
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PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCtPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 


S;i?^70275 
yi 1270276 
&'227027e 
1270280 
rjil2702a5 
iiil270287 
S^1270189 
^ell270302 
15^1170304 
ki22«000<3 
Si-1280C05 

k'2280006 

54^2280007 

jji22;jOOOa 

M'2180012 

k‘22«O02^ 

s4'12bO026 

Si'l2bOO£8 

681^270273 

88/12/19 

50-266 

Q 

001 226 0040 

8612280009 

60/12/19 

50-335 

T 

6812270272 

80/12/20 

50 335 

Q 

0812200006 

6612280009 

88/12/19 

50-335 

T 

6812270277 

88/12/16 

60 423 

Q 

6812280103 

6612280000 

68/12/16 

60-335 

T 

6812270269 

88/12/21 

CONTRACT 


6812280116 

8612260009 

06/12/19 

50-335 

T 

8612270264 

88/12/13 

XPORTLIC 


B812200I24 

8612260009 

86/12/19 

50-336 

T 

8612270264 

B8/12/13 

XPORTLIC 


0812280131 

8012260128 

06/12/19 

50-335 

G 

8612270264 

88/12/13 

XPORTUC 


0812260166 

6612280160 

06/12/14 

60-443 

G 

8612270300 

68/12/22 

50 341 

P 

0812280178 

8612280165 

66/12/20 

50-603 

G 

8612270303 

88/12/22 

50 341 

P 

0012290273 

8612200266 

86/12/20 

FOIA 


861 2280002 

68/12/19 

60 322 

0 

OBI 2290289 

8612290266 

88/12/20 

FOIA 


8612280002 

68/12/10 

50-322 

G 

0012290291 

8612200266 

88/12/20 

FOIA 


8612260002 

88/12/19 

60-322 

G 

8B1 22 90292 

8612290266 

80/12/20 

FOIA 


6B122B0002 

08/12/19 

50 322 

G 

0812290294 

8612290266 

68/12/20 

FOIA 


6612260002 

88/12/19 

60-322 

Q 

8012290296 

8612200266 

88/12/20 

FOIA 


6612260002 

80/12/19 

50-322 

G 

0012200299 

8612290266 

06/12/20 

FOIA 


8612260002 

80/12/19 

50-322 

G 

8012300014 

8012260266 

86/12/20 

50-440 

P 

6812260002 

60/12/19 

50-322 

G 

8812300022 

8612200266 

00/12/20 

60 440 

P 

6812260002 

80/12/19 

50-322 

G 

8901030055 

8812140126 

08/11/30 

50 443 

G 

Ji'1180003 

6612260002 

80/12/19 

50-322 

G 









APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are' 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions^ requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and *13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR), 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A, 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR, 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are* 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2, 

4. NRC questions, requests for additional information, and applicant response.s. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item S. 

7. Correspondence regarding the Preliminaiy Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.), 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2, Amendments and changes to the PSAR. 



3. Transmittal and acknowledgement letters, 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D» M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses, 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R.- 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements, 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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K Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1. and 2. 

5. Information on scheduling of SER submittals and review. 

6* Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans, 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans, 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2 . Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from intervenors, 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



H, GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items Uiat have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

L Indemnity agreements and amendments, 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

‘This category is strictly limited to the items listed below, All related correspondence falls in category 
A or P, 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

Certificates of service to the FSAR, 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2, Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

\ Document submitted as part of the applications for a construction permit and operating license 
entitled "‘Information Requested by the Attorney General for Antitrust Review’’. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letlei reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS leports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings, 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Constniction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of tlie license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. Backup technical documents (e.g., topical reports) submitted in support of items I and 2. 

4. Federal register notices citing availability of items 1 and 2- 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
tx) technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8 Information on the Standard Review Plan (STP). 

9 Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13 Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up lest reports 

18. Correspondence and documentation on generic technical matters higlilighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. 

J. 

2 , 

3. 

4. 

5 

6 . 

7, 

8 . 


INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

Inspection reports. 

IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

Responses by applicant to IE correspondence. 

Applicant s determination of proprietary nature of inspection reports. 

Letters concerning areas of noncompliancc. 

Pre-service and in-service inspections and procedures. 

and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
Tins category includes periodic reports of a routine nature. 

I Monthly, semiannual . or annual operating reports (other than financia!). 

2. Periodic environmental monitoring, effluenl testing, or similar reports. 

3 Periodic personnel exposure reports 

4 Operational Logbooks 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or othci documents i elating to the above listed items 

S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

Tins category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events Tins includes 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences), 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4 Construction deficieiicy reports submitted under 10 CFR 50.55e 

5 Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

f) Environmental Technical Specifications violation reports and Environmental Event reporl.s. 

7. Part 21 Rcpoits of defects and noncompliance, 

8 Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Tins category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Alonik Salety and Licensing Appeal Board 
(ASLAB) transcripts 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony subnutlcd at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 



V. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for item 1 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2 NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

L Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts, 

3. Technical documents submitted in support of items I and 2, such as* Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning, 

4. Documents relating to disposal of radioactive material and decontamination of the site, 

5. Other correspondence relating to above items 

6. Ail docun.emation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y . INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 
reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage iu an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 


2. All related correspondence and reports to the above. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

Tins cjiegoiy coniams documentaiion pcrlaining to open and closed Comniissioii meetings, ll 

mctudes. 

1. Sunshine Act Fedeial Registei notices. 

2. Full, written explanation of closed meetings, 

3. Certificaiion of General Counsel on closed meetings. 

4. Coniinission Detcrminiition Stiilemcnts icgaiding the public disclosure of transcripts ol 
Commission ineeiings. 

5 Verbatim unoliicial and ollicial tianscripts or portions of transcripts of open and closed 

Commission meetings made publicly available in accoidancc with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released tiansciipts, including applicable viewgraphs, staff papers, and staff 
conespondence. 

7. Staff recjiiiremcntb memoranda for open meetings; inemoranda to recoid; recoid of votes of 
Commissioners on items iindei considciation at meetings. 


ACRS ~ Advisory Committee on Reactor Safeguards 


This categoiy contains docunicnt,iii«m pci laming to the responsibilities of the Advisory Connnitiee 
on Reader Safeguards. ACKS seives an independent advisory committee to the Commission in 
safety-related areas. The commitiec pi ovules advice with respect to ilic hazards of new or exist- 
ing nuclear facilities and the adequacy of lelated saiety standards. The documents in this caiegui^ 
are* 

L Verbatim iransciipis ol ACRS subcommitlec and full committee meetings relating to facility 
license applications and safety-related matters, 

2, ACRS meeting announcements; description of meeting agendas. 

3, ACRS-generated rcpoils, memoranda and coirespondencc that are publicly available. 

4, ACRS consullanl reports, comments and related coi respoiideiice. 

5 ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisoiy Committee on Reactor Safeguards. The documents in this category are: 


1 . Charters of each advisory committee. 

2 . Verbatim transciipts ol committee meetings. 
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3* Meeting announcements; description of meeting agendas. 

4, Committee generated reports, memoranda, and correspondence that are publicly available, 

5. Committee related correspondence. 


COMMISSION “ NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Of lice of the Commissjoners, including' 

!, Incoming and outgoing correspondence to and fiorn the Commissioners relating to official 
NRC business, including leports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly infoimation Reports (SECY series number) prepared by the Executive Director for 
Opera lions (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE. For transcripts ol Commission meetings, see lOCFR category. For all other staff papers 
with a SECY scries designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications ol issuance of icquest for proposal (RFF) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract mimbei, project title, contractor 
name, contiact type, funding, and period of peifoimancc. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency recoids and recoids released in accordance with the 

provisions ol (lie Freedom of Information Act (FOIA), Documents in this category include, 

I. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year -numerical sequence) for NRC records made in accordance 
with the piovisions of the Freedom of Infoimation Act. 

2 Correspondence between tiie NRC and the requester relevant to the processing, appeal, 
denial oi granting ol an FOIA request. 

3. Recoids or poiiions of records released in response to specific requests made under FOIA. 
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GEN TECH IS ^ Generic Technical Issues 


Tins category contains records pertaining to unresolved safely issues of a generic nature that are 
being analyzed by the Division of Nuclear Reacloi Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notiRcations and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E — Inspection and Enforcement 

This category contains bulletins, ciiculars and infoimation nonces lhat are issued by the Office of 
Inspection and Hnfoicement, These issuances describe particular events lhat occur at a facility 
that may require some tollow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNGs). 

t, l<Scl: Circulais, which describe an event at a licensed facility and arc inl'ormaiional in nature. 

2. I&E Inrormalion Notices, which are similar to circiilais but are preliminary in nature and 

issued shortly aftei an event has occurred. 

3 I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a lesull ol’ this event, 

4. Pieliminary Nolificalions of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such Issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

Tills category contains documents that do not fall into (he scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports, NUREG reports 
arc accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characteri/.ed by the following crilerh 

a. They aie predecisional documents which picsent inroriiiatioii to be considcied In 
Commission licensing and policy decisions, 

b. They pieseni iho results of Commission licensing and policy decisions. 

c. They present ilie results of technical lesearcii conducted foi the Commission. 

2. Correspondence fioin industry, goveiiunciit and inieiestcd membeis of the public commenting 
on rcpoi Is Ol lequesling clarification oi interpretation. 

3. Internal NRC mcmoiand.i summaii/.ing meetings or discussions penaiiiing to the contem of 
the reports. 



ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides (hat pertain to the activities of NRC*s Office of Standards Develop- 
ment » and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are; 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of tlie Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U*S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation, Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are; 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved, 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10, 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation, 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P** 
prefix, followed by a senes of numbers. 

1. “Prc-docketed’’ commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

Tliese documents are grouped together in categories, designated by alphabetic cliaraclers. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2, Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR, 

3. Applicant’s Quality Assurance Manual. 

4. Birly site review information, 

5, Backup technical documents submitted in support of the application, 

6, Early site visits. 

B, Utility PSAR and Amendments 

1. PSARs submitted by the utility, 

2. Amendments and changes to tiie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

L Motions, briefs, orders, et at, pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1, Submittals and related material pertaining to the antitrust review, 
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Q. Inspeclion Reports 


L Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3, Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites, 


PT21 “ Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of tlie Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or tile existence of defects which could create a substantial safety hazard, 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspeclion reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency, 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors* quality assurance programs and follow'-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites, Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution . 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRCs regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

K Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2 . Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE' For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission* Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

0. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP “ NRC Research Revie>v Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, includj. : dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission's activities and interaction with State 
governments. Areas covered include: (I) the State Agreements Program, whereby States may assume 
certain of the NRC's regulatory authority over nuclear materials; (2) the Agency's role in assisting 
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Stale and local governments . _ . u.iv « w me range 

of haison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations;! e. decominissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submiltecl by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category, 

L Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

'2, Revisions, modifications and amendments to topical reports. 

3, Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by unhtics that are written by vendors on their behalf and that 
relate to docketed cases, sec the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records deaJmg with the activities of the NRC 
Division of Waste Management, Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC's interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in tills category are; 

L Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory roie in providing EHDE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for bi'rl4<i' of J«fense wastes. 

4. NRC draft staff guides for devclopinfc .ositions on the content and format of enviromnenul 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, 'a<.d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic projress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be lesolved. 


XPORTLIC - Export and Import Licenses 

'This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are; 

1. Ucense applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY scries code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Co, irnission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE; For transcripts of Commission meetings and papers submitted for Commissionc, 
consideration or information, see lOCFR category. 
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